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PREFACE 

The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of 
the information received and generated by the U.S. Nuclear Regulatory Commission (NRC). This informa- 
tion includes (1) docketed material associated with civilian nuclear power plants and other uses of radioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatory 
agency. As used here, docketed does not refer to Court dockets; it refers to the system by which NRC 
maintains its regulatory records. This series of documents is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Number Index. 

The docketed information contained in the Title List includes the information formerly issued througli tlie 
Department of Energy pubWctLiion Power Reactor Docket Information^ last published in January 1979. 
Microfiche of the docketed information listed in the Title List is available for sale on a subscription basis 
from the National Technical Information Service (NTIS). See NOTES at the end of the Preface for the 
complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title desoriptieiw4hftt — 
are not meaningful, please let us know so that we can correct the data base. In so far as possible, we would 
like this document to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within dockets are divided into the categories used for filing and searching in the NRC Public 
Document Room. Those categories are: 

A. Application/conslruction stage documents and correspondence 

B. Utility Preliminary Safely Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operatinc license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 
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U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 

W. Decommissioning stage documents and correspondence 

Appendix A sets forth those categories and described the materials available in each. Omission of a 
category in the listing for a docket indicates that no documents in that category were filed in the time 
period of the report. 


The principal elements of the entries in the list are: 


P. Operating license stage documents & correspondence 

© 


© 


7904170015 Forwards info on TMLJM Hendrie 790410 testimony, preliminary 
chronology of NRC actions, description of events & generic consideration 
of incident. 

REHM , T, A. Office of the Executive Director for Operations, 

79/04/ 12. f 


© 


2. 1 93pp. 06861:212 \ 

© @ d) (2) @ ® 


1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number 

3. Description of information contained in the document 

4. Personal author. An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source 

6. Date of document described 

7. Pages in document 

8. This five-digit portion of this entry is the number of the microfiche copy of this document that is avail- 
able to NRC staff who do not have access to video terminals. 

9. Tliis three-digit portion of this entry is the number of the frame on which this document starts. 

10, If this space is blank, the document is available to the public only in the NRC Public Document Room. 
1717 H St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of the 
document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or “Available at GPO.” 


Tire Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If (he docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 


NONDOCKETED ITEMS 

The nondockcted items are divided into the categories used for filing and searching in the NRC Public 
Document Room. Those categories and their symbols are: 

lOCFR — Commission Meeting Records 

AGRS — Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE — Financial Disclosure Information 

FOIA — Freedom of Information Act Requests and Releases 
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GEN TECH IS — Generic Technical Issues 
„ Inspection and Enforcement 
MISC — Public Document Room Miscellaneous 
NUREG — NUREG Reports and Related Correspondence 
ORG — Correspondence with other organizations 
PR — Proposed Rule 
PRM — Petition for Rulemaking 
PROJ — Projects-Predocket Licensing 
PT9 — Public Records 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 

TOP REP — Vendor Reports and Related Correspondence 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the 
report. 


The principal elements of the nondocketed items are: 

(T) NUREG - NUREG Reports and Related Correspondence 



7901060007 NUREG/CR-0I6I 

“Dynamic Analysis to Establish Normal Shock & Vibration Environs 
Experienced by Radioactive National Shipping Package.” Quarterly 

Cl) I Progress Report 780101-780331. Identifies parameters which affect 
normal shock & vibration environs. 


FIELDS, S.R,, MECH, S.J. Hanford Engineering Development Laboratory. 
FIN A-2093,| 78/1 1/30. 26|>p. 06i73:m Av ailable at NTIS . 


1. Nondocketed category 

2. NRC Accession Number 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author(s). An asterisk in this position indicates that there is no personal author 

6. Corporate, agency or other nonindividual source 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number 
it vvdll appear following this entry, 

8. Date of document described 

9. Pages in document 

10. This five-digit portion of this entry is the number of the microfiche copy of this document that is avail- 
able to NRC staff who do not have access to video terminals, 

1 1 , This three-digit portion of this entry is the number of the frame on which this document starts. 
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12. If this space is blank, the document is available to the public only in the NRC Public Document Room, 
!717 H St., Washington, DC. 20555. If this space is filled, it gives other sources for copies of 
the document. The entry may be “Available at NRC*’ or “Available at NTIS.” See NOTES on this 
page for information on ordering publications. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented 
items preceded by a dash are enclosures to unindented items. 


NOTES: 

1, The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S, Nuclear Regulatory Commission 
Washington^ D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit 
Account holders may charge their orders by calling (301) 492-9530. 

2, The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge- 
card number when placing your order. 

3, The address for the PDRis: 

1717 H Street, N.W, 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274, When ordering documents listed 
in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction 
charges for duplication are as follows: per page for standard size paper; 1 1^ per page for oversized 

paper (drawings); 25^! per microfiche for 24x diazo duplicates. A minimum charge of $2.00 plus 
postage is charged for mail orders. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders 
will be processed and mailed with a bill from Potomac Research, Inc. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

27^10 

27-039 

27-047 

27-048 

40-0299 

40-0672 

40-1162 

40-1341 

40-2061 

40-2259 

40-3392 

40-3453 

40-4492 

40-6622 

40-6659 

40-6940 

40-7102 

40-7402 

40-7580 

40-7924 

40-8000 

40-8064 
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40-8102 

40-8106 


Name 

Page 

Docket 

Name 

Page 

Beatty, NV 

1 

40-8231 

General Electric Co. 

9 

Sheffield, IL, Nuclear Engineering Co, 

3 

40-8304 

Wyoming Mineral Corp. 

9 

Barnwell, SC, Chom-Nuclear Systems, Inc. 

5 

40-8348 

In Situ Uranium Leaching Project 

9 

Richland, WA, Nuclear Engineering Co. 

6 

40-8434 

Home State Mining Co. 

9 

Union Carbide Corp, 

6 

40-8502 

Irigaray Mine, Wyoming Mining Corp. 

10 

Nuclear Metals, Inc. 

6 

40-8584 

Union 76 Minerals Exploration Co. 

10 

Western Nuclear, Inc. 

6 

40-8585 

Wyoming Mineral Corp. 

10 

Edgemont Uranium Mine, TVA and 

6 

40-8602 

United Nuclear Corp. 

10 

Mines Development, Inc. 


40-8642 

10 

Thiokol Corp. 

West Chicago Facility, Kerr-McGee Corp. 

7 

40-8681 

10 

Energy Fuels Nuclear, Inc. 

Pathfinder Mines Corp, 

7 





40-8693 

Ogle Petroleum, Inc. 

10 

Allied Chemical Corp, 

7 

40-8697 

Rocky Mountain Energy Co. 

10 

Atlas Minerals 

7 

40-8709 

Western Zirconium, Inc. 

10 

Federal American Partners (Mining) 

7 

40-8714 

Cleveland Cliffs Iron Co. 

11 

Pathfinder Mines Corp. 

7 

40-8727 

Kerr-McGee Nuclear Corp. 

11 

Petrotomics Co., Getty Oil Co. 

7 

40-8728 

Teton Exploration Drilling Co., Inc. 

11 

Kawecki Berylco Industries, Inc. 

8 

40-8743 

Conoco 

11 

ShieldaUoy Corp. 

8 

40-8745 

Ogle Petroleum 

11 

Allegheny Ludlum Industries, Chemtron 

8 




Corp. 


40-8771 

Nuclear Assurance Corp, 

12 

Fansteel Metals 

8 

40-8783 

Uranerz USA, Inc. 

12 

Schott OpticalGlass, Inc. 

8 

50-2 

Univ. of Michigan Research Reactor 

12 

Transnuclear, Inc. 

8 

50-3 

Indian Point Station, Unit 1 

12 

Exxon Minerals Co. USA, Exxon Corp. 

8 

50-10 

Dresden Nuclear Power Station, Unit 1 

13 

Lisbon Mine, Rio Algom Corp. 

8 

50-13 

Babcock & Wilcox Co, Critical Facility 

15 

Exxon Minerals Co. USA, Exxon Corp. 

9 

50-20 

Massachusetts Institute of Technology 

15 



Research Reactor 


Medical Center of Vermont, 

9 




Burlington, VT 


50-27 

Washington State Univ. Research Reactor 

16 


ix 



Docket 


Name Page 


50-29 

Yankee-Rowe Nuclear Power Station 

16 

5047 

Army Materials Research Reactor 

18 

50-54 

Union Carbide Research Reactor 

18 

50-70 

General Electric Test Reactor 

19 

50-73 

General Electric Nuclear Test Reactor 

19 

50-83 

Univ, of Florida Training Reactor 

19 

SO-89 

General Atomic Co, 

19 

50-97 

Cornell Univ. Zero Power Reactor 

19 

50-99 

Babcock & Wilcox Co, Test Reactor 

19 

50-112 

Univ, of Oklahoma Research Reactor 

19 

50-124 

Virginia Polytechnic Institute Training 
Reactor 

19 

50-133 

Humboldt Bay Power Plant, Unit 3 

19 

50-142 

UCLA Training Reactor 

20 

50-143 

Philippines Research Reactor 

21 

50-148 

Univ. of Kansas Research Reactor 

21 

50-150 

Ohio State Univ, Research Reactor 

21 

50-151 

Univ. of Illinois Research Reactor 

21 

50-155 

Big Rock Point Nuclear Plant 

21 

50-157 

Cornell Univ. Research Reactor 

24 

50-163 

General Atomic Co. 

24 

50-166 

Univ, of Maryland Research Reactor 

24 

50-170 

National Naval Medical Center 

24 

50-171 

Peach Bottom Atomic Power Station, 
Unitl 

25 

50-182 

Purdue Univ. Research Reactor 

25 

50-184 

National Bureau of Standards Reactor 

25 

50-186 

Univ. of Missouri Research Reactor 

25 

50-187 

Space Radiation Research Reactor 

25 

50-201 

West Valley Reprocessing Plant 

25 

50-206 

San Onofre Nuclear Station, Unit 1 

26 

50-213 

Haddam Neck Plant 

28 

50-219 

Oyster Creek Nuclear Power Plant 

30 

50-220 

Nine Mile Point Nuclear Station, Unit 1 

32 


Docket Name Page 

50-224 Univ. of California Research Reactor 34 

50-226 Tarapur Atomic Project, India 34 

50-227 TRIGA Thermionic Prototype Reactor 34 

50-228 Aero test Radiography & Research 34 

Reactor 

50-237 Dresden Nuclear Power Station, Unit 2 34 

50-243 Oregon State Univ. Research Reactor 38 

50-244 Robert Emmet Ginna Nuclear Plant, 38 

Unit 1 

50-245 Millstone Nuclear Power Station, Unit 1 39 

50-247 Indian Point Station, Unit 2 41 

50-249 Dresden Nuclear Power Station, Unit 3 44 

50-250 Turkey Point Plant, Unit 3 47 

50-25 1 Turkey Point Plant, Unit 4 49 

50-254 Quad-Cities Station, Unit 1 50 

50-255 Palisades Nuclear Plant 52 

50-259 Browns Ferry Nuclear Power Station, 54 

Unitl 

50-260 Browns Ferry Nuclear Power Station, 57 

Unit 2 

50-261 H.B. Robinson Plant, Unit 2 59 

50-263 Monticello Nuclear Generating Plant 62 

50-265 Quad-Cities Station, Unit 2 63 

50-266 Point Beach Nuclear Plant, Unit 1 65 

50-267 Fort St, Vrain Nuclear Generating 66 

Station 

50-269 Oconee Nuclear Station, Unit 1 68 

50-270 Oconee Nuclear Station, Unit 2 70 

50-271 Vermont Yankee Nuclear Power Station 72 

50-272 Salem Nuclear Generating Station, 73 

Unitl 

50-275 Diablo Canyon Nuclear Power Plant, 76 

Unit 1 

50-277 Peach Bottom Atomic Power Station, 79 

Unit 2 

50-278 Peadi Bottom Atomic Power Station, 82 

Units 


X 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-280 

Surry Power Station, Unit 1 

84 

50-324 

Brunswick Steam Electric Plant, Unit 2 

143 

50-281 

Surry Power Station, Unit 2 

86 

50-325 

Brunswick Steam Electric Plant, Unit 1 

145 

50-282 

Prairie Island Nuclear Station, Unit 1 

88 

50-326 

Univ. of California at Irvine Research 

148 





Reactor 


50-285 

Fort Calhoun Station, Unit 1 

90 







50-327 

Sequoyah Nuclear Plant, Unit 1 

148 

50-286 

Indian Point Station, Unit 3 

91 







50-328 

Sequoyah Nuclear Plant, Unit 2 

151 

50-287 

Oconee Nuclear Station, Unit 3 

94 







50-329 

Midland Plant, Unit 1 

153 

50-289 

Three Mile Island Nuclear Station, 

95 





Unit 1 


50-330 

Midland Plant, Unit 2 

155 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

102 

50-331 

Duane Arnold Energy Center 

157 

50-295 

Zion Nuclear Power Station, Unit 1 

104 

50-333 

James A. Fitzpatrick Nuclear Power 

159 





Plant 


50-296 

Browns Ferry Nuclear Power Station, 

106 





Unit 3 


50-334 

Beaver Valley Power Station, Unit 1 

161 

50-298 

Cooper Nuclear Station 

108 

50-335 

St. Lucie Plant, Unit 1 

164 

50-301 

Point Beach Nuclear Plant, Unit 2 

110 

50-336 

Millstone Nuclear Power Station, 

165 





Unit 2 


50-302 

Crystal River Nuclear Plant, Unit 3 

111 







50-338 

North Anna Power Station, Unit 1 

167 

50-303 

Crystal River Nuclear Plant, Unit 4 

113 







50-339 

North Anna Power Station, Unit 2 

171 

50-304 

Zion Nuclear Power Station, Unit 2 

113 







50-341 

Enrico Fermi Atomic Power Plant, 

173 

50-305 

Kewaunee Nuclear Power Plant 

115 


Unit 2 


50-306 

Prairie Island Nuclear Station, Unit 2 

117 

50-344 

Trojan Nuclear Plant 

174 

50-309 

Maine Yankee Atomic Power Plant 

118 

50-346 

Davls-Besso Nuclear Power Station, 

176 





Unit 1 


50-311 

Salem Nuclear Generating Station, 

119 





Unit 2 


50-348 

Joseph M. Farley Nuclear Plant, Unit 1 

178 

50-312 

Rancho Seco Nuclear Generating Station 

121 

50-352 

Limerick Generating Station, Unit 1 

181 

50-313 

Arkansas Nuclear One, Unit 1 

123 

50-353 

Limerick Generating Station, Unit 2 

182 

50-315 

Donald C, Cook Nuclear Power Plant, 

125 

50-354 

Hope Creek Nuclear Station, Unit 1 

183 


Unit 1 








50-355 

Hope Creek Nuclear Station, Unit 2 

183 

50-316 

Donald C. Cook Nuclear Power Plant, 

126 





Unit 2 


50-356 

Univ. of Illinois LOPRA Research 

184 





Reactor 


50-317 

Calvert Cliffs Nuclear Power Plant, 

127 





Unitl 


50-358 

William H. Zimmer Nuclear Station, 

184 

50-318 

Calvert Cliffs Nuclear Power Plant, 

129 


Unitl 



Unlt2 








50-360 

Battelle Memorial Institute Critical 

186 

50-320 

Three Mile Island Nuclear Station, 

131 


Facility 



Unit 2 








50-361 

San Onofre Nuclear Station, Unit 2 

186 

50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 

136 







50-362 

San Onofre Nuclear Station, Unit 3 

188 

50-322 

Shpreham Nuclear Power Station 

138 







50-363 

Forked River Nuclear Station, Unit 1 

190 

50-323 

Diablo Canyon Nuclear Power Plant, 

140 





Unit 2 


50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

191 
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50-366 

Edwin I, Hatch Nuclear Plant, Unit 2 

193 

50416 

Grand Gulf Nuclear Station, Unit 1 

237 

50-367 

Bailly Generating Station 

195 

50417 

Grand Gulf Nuclear Station, Unit 2 

239 

50*368 

Arkansas Nuclear One, Unit 2 

197 

50423 

Millstone Nuclear Power Station, Unit 3 

241 

50-369 

William B. McGuire Nuclear Station, 

200 

50424 

Alvin W. Vogtle Nuclear Plant, Unit 1 

241 


Unit! 


50425 

Alvin W. Vogtle Nuclear Plant, Unit 2 

242 

50-370 

Wiiljam B. McGuire Nuclear Station, 
Unit 2 

203 

50436 

Argentina Research Reactor 

243 

50-373 

LaSalle County Station, Unit 1 

205 

STN-50437 

Floating Nuclear Plant 

243 

50-374 

LaSalle County Station, Unit 2 

206 

50438 

Bellefonte Nuclear Plant, Unit 1 

243 

50-376 

North Coast Nuclear Plant, 

208 

50439 

Bellefonte Nuclear Plant, Unit 2 

245 


Puerto Rico 


50440 

Perry Nuclear Power Plant, Unit 1 

247 

50-382 

Waterford Generating Station, Urdt 3 

208 

50441 

Peny Nuclear Power Plant, Unit 2 

248 

50-387 

Susquehanna Steam Electric Station, 
Unit 1 

209 

50443 

Seabrook Nuclear Station, Unit 1 

249 

50-388 

Susquehanna Steam Electric Station, 

212 

50444 

Seabrook Nuclear Station, Unit 2 

250 


Unit 2 


50445 

Comanche Peak Steam Electric Station, 

251 

50-389 

St. Lucie Plant, Unit 2 

215 


Unit 1 


50-390 

Watts Bar Nuclear Plant, Unit 1 

217 

50446 

Comanche Peak Steam Electric Station, 
Unit 2 

254 

50-391 

Watts Bar Nuclear Plant, Unit 2 

219 

STN-50447 

GESSAR-238 

256 

50-395 

Virgil C. Summer Nuclear Station, 
Unit! 

220 

50448 

Douglas Point Nuclear Station, Unit 1 

256 

50-397 

WPPSS Nuclear Project, Unit 2 

224 

50449 

Douglas Point Nuclear Station, Unit 2 

256 

50*400 

Shearon Harris Nuclear Power Plant, 

226 

50450 

Summit Nuclear Power Station, Unit 1 

256 


Unitl 


50451 

Summit Nuclear Power Station, Unit 2 

256 

50-401 

Shearon Harris Nuclear Power Plant, 
Unit 2 

226 

50452 

Greenwood Energy Center, Unit 2 

257 

50402 

Shearon Harris Nuclear Power Plant, 

227 

50453 

Greenwood Energy Center, Unit 3 

257 


Unit 3 


50454 

Byron Station, Unit 1 

257 

50-403 

Shearon Harris Nuclear Power Plant, 
Unit 4 

228 

50455 

Byron Station, Unit 2 

258 

50-404 

North Anna Power Station, Unit 3 

229 

50456 

Braidwood Station, Unit 1 

258 

50-405 

North Amu Power Station, Unit 4 

230 

50457 

Braldwood Station, Unit 2 

259 

50-409 

Crosse Boiling Water Reactor 

230 

50458 

River Bend Station, Unit 1 

260 

50410 

Nine Mile Point Nuclear Station, 

233 

50459 

River Bend Station, Unit 2 

261 


Unit 2 


50460 

WPPSS Nuclear Project, Unit 1 

261 

50412 

Beaver Valley Power Station, Unit 2 

234 

50461 

Clinton Power Station, Unit 1 

262 

50413 

Catawba Nuclear Station, Unit 1 

234 

50462 

Clinton Power Station, Unit 2 

263 

50414 

Catawba Nuclear Station, Unit 2 

235 

50463 

Fulton Generating Station, Unit 1 

263 
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50464 

Fulton Generating Station* Unit 2 

264 

STN-50-520 

Hartsville Nuclear Plant, Unit 3 

283 

50*466 

Allens Creek Nuclear Station, Unit 1 

264 

STN-50-521 

HartsviUe Nuclear Plant, Unit 4 

284 

50*467 

Allens Creek Nuclear Station, Unit 2 

266 

STN-50-522 

Skagit Nuclear Power Project, Unit 1 

285 

STN*50*470 

CESSAR System 80 

266 

STN-50-523 

Skagit Nuclear Power Project, Unit 2 

285 

50471 

Pilgrim Nuclear Power Station, Unit 2 

266 

50-524 

Barton, Unit 1 

286 

STN-50482 

Wolf Creek Generating Station 

267 

50-525 

Barton, Unit 2 

286 

STN-50483 

Calloway Plant, Unit 1 

268 

50-526 

Barton, Unit 3 

236 

STN-S0484 

Tyrone Energy Park, Unit 1 

269 

50-527 

Barton, Unit 4 

286 

STN-5048S 

Sterling Power Project Nuclear, 

Unit 1 

269 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

286 

STN-50486 

Calloway Plant, Unit 2 

269 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

287 

STN-50488 

Perkins Nuclear Station, Unit 1 

270 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

289 

STN-50489 

Perkins Nuclear Station, Unit 2 

270 

50-537 

Clinch River Breeder Reactor 

290 

STN-50490 

Perkins Nuclear Station, Unit 3 

271 

STN-50-546 

Marble Hill Nuclear Station, Unit 1 

290 

STN-50-491 

Cherokee Nuclear Station, Unit 1 

271 

STN-50-547 

Marble HiU Nuclear Station, Unit 2 

291 

STN-50492 

Cherokee Nuclear Station, Unit 2 

272 

50-548 

Fort Calhoun Station, Unit 2 

292 

STN-50493 

Cherokee Nuclear Station, Unit 3 

272 

STN-50-553 

Phipps Bend Nuclear Plant, Unit 1 

292 

STN-50498 

South Texas Project, Unit 1 

273 

STN-50-554 

Phipps Bend Nuclear Plant, Unit 2 

293 

STN*50499 

South Texas Project, Unit 2 

275 

STN-50-556 

Black Fox Station, Unit 1 

294 

50-500 

Davis-Besse Nuclear Power Station, 

277 

STN-50-557 

Black Fox Station, Unit 2 

295 


Unit 2 


STN-50-566 

YeUow Creek Nuclear Plant, Unit 1 

295 

50-501 

Davis-Besse Nuclear Power Station, 

Unit 3 

277 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

296 

STN-50-508 

WPPSS Nuclear Project, Unit 3 

277 

STN-50-574 

Bagnac Nuclear Power Project, 

Philippines 

297 

STN-50-509 

WPPSS Nuclear Project, Unit 5 

278 

50-579 

TRIGA Mark II, Pool-Type Reactor 

297 

50-510 

Blue Hills Station, Unit 1 

278 

50-582 

Sundesert, Unit 1 

297 

50-511 

Blue Hills Station, Unit 2 

279 

50-583 

Sundesert, Unit 2 

297 

50-513 

WPPSS Nuclear Project, Unit 4 

279 

STN-50-596 

New Haven, Unit 1 

297 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

279 

STN-50-597 

New Haven, Unit 2 

297 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

279 

50-599 

Carroll Facility I 

297 

STN-50-516 

Jamesport Nuclear Station, Unit 1 

280 

50-600 

CarroUFacUity II 

297 

STN-50-517 

Jamesport Nuclear Station, Unit 2 

280 

70-0008 

BatteUe Columbus Laboratories 

297 

STN-50-518 

HartsviUe Nuclear Plant, Unit 1 

280 

70-0025 

RockweU International Corp, 

297 

STN-50-519 

Hartsville Nuclear Plant, Unit 2 

281 

70*0027 

Babcock & Wilcox Co, 

298 
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Page 

Docket 
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Page 

70*0033 

Texas InstiumentSy Inc. 

298 

70-1739 

Tri-State Motor Transit Co, 

304 

70-0036 

Combustion Engineering, Inc. 

298 

70-1966 

Tennessee Valley Authority 

304 

70-0082 

Nuclear Metals, Inc. 

298 

70-2156 

St. John’s Hospital, Lowell, MA 

304 

70-0135 

Babcock & Wilcox Co. 

298 

70-2286 

Medical Center of Vermont, 

304 



298 


Burlington, VT 


70-0143 

Nuclear Fuel Services, Inc. 

70-2322 

Edlow International Co. 

304 


70*0157 

Univ. of Texas 

299 

70-2392 

Edlow International Co. 

304 

70*0258 

Univ. of Illinois at Uibana-Champaign 

300 

70-2478 

Transnuclear, Inc. 

304 

70-0364 

Parks Township Site, Babcock & 

300 





Wilcox Co. 


70-2479 

Transnu clear, Inc. 

305 

70-0371 

United Nuclear Corp. 

300 

70-2520 

West Virginia Univ. Medical Center, 

305 


300 


Morgantown, WV 


70-0398 

Dept, of Commerce 

70-2609 

Commonwealth Edison Co, 

305 


70-0687 

Union Carbide Corp. 

300 

70-2623 

McGuire Spent Fuel Pool, Duke 

305 

70-0698 

Waltz Mill Site, Westinghousc 

301 


Power Co. 



Electric Corp. 


70-2663 

St. Mary’s Hospital, Quincy, IL 

305 

70-0734 

General Atomic Co. 

301 

70-2881 

Bethesda Luthem Hospital, 

305 

70-0754 

Vailecitos Nuclear Center, General 

301 


St. Paul, MN 



Electric Co. 


70-2882 

Southern California Edison Co. 

305 

70-0820 

United Nuclear Corp. 

301 

70-2885 

Commonwealth Edison 

305 

70-0882 

Columbia Univ. 

302 

70-2892 

AuxUio Mutuo Hospital, Puerto Rico 

306 

70-0925 

Cimarron Facility, Kerr-McGee Corp. 

302 

70-2909 

Westinghousc Electric Corp. Power 

306 

70-1062 

Todd Shipyards Corp. 

302 


Systems 


70-1100 

Combustion Engineering, Inc. 

302 

70-2936 

Mississippi Power & Light Co. 

306 

70-1113 

General Electric Co. 

302 

70-2937 

Pennsylvania Power & Light Co. 

306 

70-1143 

Westinghousc Electric Corp. 

302 

71-0024 

Hittman Nuclear & Development Corp. 

306 

70-ilSl 

Westinghouse Electric Corp. 

303 

71-0035 

Rockwell International Corp. 

306 

70-1193 

Cimanon Facility, Keii-McGee Corp. 

303 

71-0102 

Source Products & Equipment Co., Inc. 

306 

70-1201 

UF-6 Conversion Facility, Babcock & 

303 

71*0345 

Carolina Power & Light Co. 

306 


Wilcox Co. 







71-0350 

Picker Corp. 

307 

70-1252 

Edlow International Co. 

303 

' 71-0354 

Advanced Nuclear Systems 

307 

70-1257 

Mixed Oxide Fabrication Plant, Exxon 

303 

71-0395 

Dept, of the Navy, Naval Facilities 

307 


Nuclear Co,, Inc. 



Engineering Command 



>ftTflrions, General Electric Co, 

303 

71-0399 

State of North Carolina 

307 



304 

71-0400 

Dept, of the Navy 

307 


d,VA 

304 

71-0401 

Reliance Testing Laboratories, Inc. 

307 



304 

71-5088 

Model: D 34710-1, U.S. Nuclear, Inc. 

307 
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Page 

Docket 
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Page 

71-5362 

Model: GE-700» Dept, of Agriculture 

307 

71-9010 

Model: NLM/2, NL Industries, Inc. 

309 

71-5364 

Model: NPI-67-0442, Neutron Products, 

307 

71-9011 

Model: E-MEH-OO-00004, Dept, of 

309 


Inc. 



Transportation 


71-5450 

Model : RCC-1 , -2, -3 , Westlnghouse 

307 

71-9015 

Model: TN-8, Transnu clear, Inc. 

309 


Electric Corp. 

71-5768 

Model: BB-25 0-2, Combustion 

307 

71-9036 

Model: C-1, Source Production 

309 


Engineering Co., Inc. 



Equipment Co. 


71-5796 

Model: 181361, Picker Corporation 

307 

71-9070 

Model; N-55, Dept, of Energy 

309 

71-5908 

Model: DOT-OM Type B, Babcock & 

308 

71-9073 

Model; OH-142, Nuclear Packaging, Inc. 

309 


Wilcox Co. 




71-5957 

Model: BMI-1, Dept, of Energy 

308 

71-9079 

Model: HN-100 Series 2, Hittman 

Nuclear & Development Corp. 

310 

71-6058 

Model: B3-1, Nuclear Engineering Co, 

308 

71-9080 

Model: HN-600 , H ittm an Nuclear & 
Development Corp. 

310 

71-6144 

Model: 6144, Nuclear Engineering Co, 

308 



71-6375 

Model: PB-1, Chem-Nuclear Systems, Inc. 

308 

71-9086 

Model: HN-100 Series 1, Hittman 

310 

71-6400 

Model; Super Tiger, Westinghouse 

Electric Corp, 

308 

71-9089 

Nuclear & Development Corp. 




Model; HN-100 S, Hittman Nuclear & 

310 

71-6458 

Model: BU-5 , General Electric Co. 

308 


Development Corp. 


71-6574 

Model: HN-200, Hlttman Nuclear & 

308 

71-9111 

Model: CN6-80A, Chein-Nuclear, Inc. 

310 

71-6581 

Development Corp. 


71-9120 

Model: TN-12, Transnuclear Corp. 

310 

Model: 5 1032-1 & 1 A, Exxon Nuclear 

308 



Co., Inc. 


71-9136 

Model: GE-9136, General Electric Co. 

311 

71-6601 

Model: LL-5 0-100, Chem-Nuclear 

308 

71-9139 

Model: GE-589, General Electric Co. 

311 


Systems, Inc. 




71-6679 



71-9141 

Model: 900 Type B, Technical 

311 

Model: 1/2 Super Tiger, Nuclear 

308 


Operations, Inc. 



Engineering Co. 




71-6698 



71-9144 

Model: SGC-1, Chem-Nuclear System, 

311 

Model: NFS-4, Nuclear Fuel Services, 

308 


Inc. 



Inc. 




71-6717 



71-9145 

Model: NUPAC-50 Nuclear Packaging, 

311 

Model: 6717 B 

308 


Inc. 


71-6722 

Model; BS-33-180, Tennessee Valley 

308 

71-9147 

Model: 850 Type B Packaging, 

311 


Authority 



Tech Ops, Inc. 


71-6744 

Model: Poly Tiger, Nuclear 

309 

71-9853 

Model: ORNL-BNL-NBS, Unirradiated 

311 


Engineering Co. 



Fuel Container, Dept, of Energy 
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Docket 
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Docket 
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Aerotest Radiography & Research Reactor 

50-228 

34 

Braidwood Station, Unit 2 

50457 

259 

Allens Creek Nuclear Station, Unit 1 

50-466 

264 

Browns Ferry Nuclear Power Station, 

50-259 

54 



Unitl 



Aliens Creek Nuclear Station, Unit 2 

50^67 

266 

Browns Ferry Nuclear Power Station, 

50-260 

57 

Argentina Research Reactor 

50-436 

243 

Unit 2 



Arkansas Nuclear One, Unit 1 

50-313 

123 

Browns Ferry Nuclear Power Station, 

50-296 

106 




Unit 3 



Arkansas Nuclear One, Unit 2 

50-368 

197 

Brunswick Steam Electric Plant, Unit 1 

50-325 

145 

Army Materials Research Reactor 

50-47 

18 

50-324 

143 

Brunswick Steam Electric Plant, Unit 2 

Duane Arnold Energy Center 

50-331 

157 

50454 

257 

Byron Station, Unit 1 

Babcock & Wilcox Co. Critical Facility 

50-13 

15 






Byron Station, Unit 2 

50455 

258 

Babcock & Wilcox Co. Test Reactor 

50-99 

19 

Calloway Plant, Unit 1 

STN-50483 

268 

Bagnac Nuclear Power Project, Philippines 

STN-50-574 

297 

Calloway Plant, Unit 2 

STN-50486 

269 

Bailly Generating Station 

50-367 

195 






Calvert Cliffs Nuclear Power Plant, 

50-317 

127 

Barton, Unit 1 

50-524 

286 

Unitl 



Barton, Unit 2 

50-525 

286 

Calvert Cliffs Nuclear Power Plant, 

50-318 

129 




Unit 2 



Barton, Unit 3 

50-526 

286 

Carroll Facility I 

50-599 

297 

Barton, Unit 4 

50-527 

286 

Carroll Facility II 

50-600 

297 

BattcUe Memorial Institute Critical Facility 

50-360 

186 

Catawba Nuclear Station, Unit 1 

50413 

234 

Beaver Valley Power Station, Unit 1 

50-334 

161 

Catawba Nuclear Station, Unit 2 

50414 

235 

Beaver Valley Power Station, Unit 2 

50412 

234 

CESSAR System 80 

STN-50470 

266 

Bellefonte Nuclear Plant, Unit 1 

50438 

243 

Cherokee Nuclear Station, Unit 1 

STN-50491 

271 

Beliefonte Nuclear Plant, Unit 2 

50439 

245 

STN-50492 

272 

Cherokee Nuclear Station, Unit 2 

Big Rock Point Nuclear Power Plant 

50-155 

21 

STN-50493 

272 

Cherokee Nuclear Station, Unit 3 

Black Fox Station, Unit I 

STN-50-556 

294 






Clinch River Breeder Reactor 

50-537 

290 

Black Fox Station, Unit 2 

STN-50-557 

295 

Clinton Power Station, Unit 1 

50461 

262 

Blue Hills Station, Unit 1 

50-510 

278 

50462 

263 

Clinton Power Station, Unit 2 

Blue HUls Station, Unit 2 

50-511 

279 






Comanche Peak Steam Electric Station, 

50445 

251 

Biaidwood Station, Unit 1 

50456 

258 

Unit 1 




xvU 



Name 

Docket 

Page 

Comanche Peak Steam Electric Station, 
Unit 2 

50-446 

254 

Donald C. Cook Nuclear Power Plant, 

Unit 1 

50-315 

125 

Donald C. Cook Nuclear Power Plant, 

Unit 2 

50-316 

126 

Cooper Nuclear Station 

50-298 

108 

Cornell Univ. Research Reactor 

50-157 

24 

Cornell Univ. Zero Power Reactor 

50-97 

19 

Crystal River Nuclear Plant, Unit 3 

50-302 

111 

Crystal River Nuclear Plant, Unit 4 

50-303 

113 

Davis-Besse Nuclear Power Station, 

Unit 1 

50-346 

176 

Davis-Besse Nuclear Power Station, 

Unit 2 

50-500 

277 

Davis- Besse Nuclear Power Station, 

Unit 3 

50-501 

277 

Diablo Canyon Nuclear Power Plant, 
Unitl 

50-275 

76 

Diablo Canyon Nuclear Power Plant, 

Unit 2 

50-323 

140 

Douglas Point Nuclear Station, Unit 1 

50448 

256 

Douglas Point Nuclear Station, Unit 2 

50449 

256 

Dresden Nuclear Power Station, Unit 1 

50-10 

13 

Dresden Nuclear Power Station, Unit 2 

50-237 

34 

Dresden Nuclear Power Station, Unit 3 

50-249 

44 

Joseph M. Farley Nuclear Plant, Unit 1 

50-348 

178 

Joseph M. Farley Nuclear Plant, Unit 2 

50-364 

191 

Enrico Fermi Atomic Power Plant, 

Unit 2 

50-341 

173 

James A. Fitzpatrick Nuclear Power 

Plant 

50-333 

159 

Floating Nuclear Plant 

STN-50437 

243 

Forked River Nuclear Station, Unit 1 

50-363 

190 

Fort Calhoun Station, Unit 1 

50-285 

90 

Fort Calhoun Station, Unit 2 

50-548 

292 

Fort St. Vrain Nuclear Generating 

50-267 

66 


station 


Name 

Docket 

Page 

Fulton Generating Station, Unit 1 

50463 

263 

Fulton Generating Station, Unit 2 

50464 

264 

General Atomic Co. 

50-89 

19 

General Atomic Co . 

50-163 

24 

General Electric Nuclear Test Reactor 

50-73 

19 

General Electric Test Reactor 

50-70 

19 

GESSAR-238 

STN-50447 

256 

Robert Emmet Ginna Nuclear Plant, 

Unit 1 

50-244 

38 

Grand Gulf Nuclear Station, Unit 1 

50416 

237 

Grand Gulf Nuclear Station, Unit 2 

50417 

239 

Greenwood Energy Center, Unit 2 

50452 

257 

Greenwood Energy Center, Unit 3 

50453 

257 

Haddam Neck Plant 

50-213 

28 

Sheaion Harris Nuclear Power Plant, 
Unitl 

50400 

226 

Sheaion Harris Nuclear Power Plant, 

Unit 2 

50401 

226 

Sheaion Harris Nuclear Power Plant, 
Units 

50402 

227 

Sheaion Harris- Nuclear Power Plant, 

Unit 4 

50403 

228 

Hartsville Nuclear Plant, Unit 1 

STN-50-518 

280 

HartsviPe Nuclear Plant, Unit 2 

STN-50-519 

281 

Hartsville Nuclear Plant, Unit 3 

STN-50-520 

283 

Hartsville Nuclear Plant, Unit 4 

STN-50-521 

284 

Edwin 1. Hatch Nuclear Plant, Unit 1 

50-321 

136 

Edwin I. Hatch Nuclear Plant, Unit 2 

50-366 

193 

Hope Creek Nuclear Station, Unit 1 

50-354 

183 

Hope Creek Nuclear Station, Unit 2 

50-355 

183 

Humboldt Bay Power Plant, Unit 3 

50-133 

19 

Indian Point Station, Unit 1 

50-3 

12 

Indian Point Station, Unit 2 

50-247 

41 

Indian Point Station, Unit 3 

50-286 

91 

Jamesport Nuclear Station, Unit 1 

STN-50-516 

280 
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Docket 
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Docket 

Page 

Jamesport Nuclear Station, Unit 2 

STN‘50-517 

280 

North Coast Nuclear Plant, Puerto Rico 

50-376 

208 

Kewaunee Nuclear Power Plant 

50-305 

115 

Oconee Nuclear Station, Unit 1 

50-269 

68 

La Crosse Boiling Water Reactor 

50-409 

230 

Oconee Nuclear Station, Unit 2 

50-270 

70 

LaSalle County Station, Unit 1 

50-373 

205 

Oconee Nuclear Station, Unit 3 

50-287 

94 

LaSalle County Station, Unit 2 

50-374 

206 

Ohio State Unlv, Research Reactor 

50-150 

21 

Limerick Generating Station, Unit 1 

50-352 

181 

Oregon State Univ. Research Reactor 

50-243 

38 

Limerick Generating Station, Unit 2 

50-353 

182 

Oyster Creek Nuclear Power Plant 

50-219 

30 

Maine Yankee Atomic Power Plant 

50-309 

118 

Palisades Nuclear Plant 

50-255 

52 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

290 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

286 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

291 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

287 

Massachusetts Institute of Technology 

50-20 

15 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

289 

Research Reactor 



William B, McGuire Nuclear Station, 



Peach Bottom Atomic Power Station, 

50-171 

25 

50-369 

200 

Unit 1 

Unitl 




William B. McGuire Nuclear Station, 



Peach Bottom Atomic Power Station, 

50-277 

79 

50-370 

203 

Unit 2 

Unit 2 




Midland Plant, Unit 1 

50-329 

153 

Peach Bottom Atomic Power Station, 
Units 

50-278 

82 

Midland Plant, Unit 2 

50-330 

155 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

279 

Millstone Nuclear Power Station, 

Unitl 

50-245 

39 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

279 

Millstone Nuclear Power Station, 

50-336 

165 

Perkins Nuclear Station, Unit 1 

STN-50488 

270 

Unit 2 



Perkins Nuclear Station, Unit 2 

STN-50489 

270 

Millstone Nuclear Power Station, 

Units 

50-423 

241 

Perkins Nuclear Station, Unit 3 

STN-50490 

271 

Monticello Nuclear Generating Plant 

50-263 

62 

Perry Nuclear Power Plant, Unit 1 

50440 

247 

National Bureau of Standards Reactor 

50-184 

25 

Perry Nuclear Power Plant, Unit 2 

50441 

248 

National Naval Medical Center 

50-170 

24 

Philippines Research Reactor 

50-143 

21 

New Haven, Unit 1 

STN-50-596 

297 

Phipps Bend Nuclear Plant, Unit 1 

STN-50-553 

292 

New Haven, Unit 2 

STN-50-S97 

297 

Phipps Bend Nuclear Plant, Unit 2 

STN-5 0-554 

293 

Nine Mile Point Nuclear Station, 

50-220 

32 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

102 

Unit 1 



Pilgrim Nuclear Power Station, Unit 2 

50471 

266 

Nine Mile Point Nuclear Station, 

Unit 2 

North Anna Power Station, Unit 1 

50410 

233 

Point Beach Nuclear Plant, Unit 1 

Point Beach Nuclear Plant, Unit 2 

50-266 

50-301 

65 

110 

50-338 

167 

North Anna Power Station, Unit 2 

Prairie Island Nuclear Station, Unit 1 

50-282 

88 

50-339 

171 

North Anna Power Station, Unit 3 

50404 

Prairie Island Nuclear Station, Unit 2 

50-306 

117 

25 

229 

Purdue Univ. Research Reactor 

50-182 

North Anna Power Station, Unit 4 

50405 

230 

Quad-Cities Station, Unit 1 

50-254 

50 


xix 



Name 

Docket 

Page 

Name 

Docket 

Page 

Quad<<^ities Station, Unit 2 

50-265 

63 

Susquehanna Steam Electric Station, 

Unit 1 

50-387 

209 

Rancho Seco Nvicleai Generating 

Station 

50-312 

121 

Susquelianna Steam Electric Station, 

Unit 2 

50-388 

212 

River Bend Station, Unit 1 

50-458 

260 

Taiapur Atomic Project, India 

50-226 

34 

River Bend Station, Unit 2 

50-459 

261 

Tliree Mile Island Nuclear Station, Unit 1 

50-289 

95 

H.B* Robinson Plant, Unit 2 

50-261 

59 

Three Mile Island Nuclear Station, Unit 2 

50-320 

131 

Salem Nuclear Generating Station, 

Unit i 

50-272 

73 

TRIGA Mark II, Pool-Type Reactor 

50-579 

297 

Salem Nuclear Generating Station, 

50-311 

119 

TRIGA Thermionic Prototype Reactor 

50-227 

34 

Unit 2 



Trojan Nuclear Plant 

50-344 

174 

San Onofie Nuclear Station, Unit 1 

50-206 

26 

Turkey Point Plant, Unit 3 

50-250 

47 

San Onofre Nuclear Station, Unit 2 

50-361 

186 

Turkey Point Plant, Unit 4 

50-251 

49 

San Onofie Nuclear Station, Unit 3 

50-362 

188 

Tyrone Energy Park, Unit 1 

STN-50484 

269 

Seabrook Nuclear Station, Unit 1 

50-443 

249 

UCLA Training Reactor 

50-142 

20 

Seabrook Nuclear Station, Unit 2 

50-444 

250 

Union Carbide Research Reactor 

50-54 

18 

Sequoyah Nuclear Plant, Unit 1 

50-327 

148 

Univ. of California at Irvine Research 

50-326 

148 

Sequoyah Nuclear Plant, Unit 2 

50-328 

151 

Reactor 



Shoroham Nuclear Power Station 

50-322 

138 

Univ. of California Research Reactor 

50-224 

34 

Skagit Nuclear Power Project, Unit I 

STN-50-522 

285 

Univ. of Florida Training Reactor 

50-83 

19 

Skagit Nuclear Power Project, Unit 2 

STN-50-523 

285 

Univ. of Illinois LOPRA Research Reactor 

50-356 

184 

South Texas Project, Unit 1 

STN-50498 

273 

Univ. of Illinois Research Reactor 

50-151 

21 

South Texas Project, Unit 2 

STN-50499 

275 

Univ, of Kansas Research Reactor 

50-148 

21 

Space Radiation Research Reactor 

50487 

25 

Univ, of Maryland Research Reactor 

50-166 

24 

Sterling Power Project, Nuclear, 

STN-50-485 

269 

Univ. of Michigan Research Reactor 

50-2 

12 

Unit 1 



Univ. of Missouri Research Reactor 

50-186 

25 

St. Lucie Plant, Unit 1 

50-335 

164 

Univ. of Oklahoma Researcli Reactor 

50-112 

19 

St. Lucie Plant, Unit 2 

50-389 

215 

Vermont Yankee Nuclear Power Station 

50-271 

72 

Virgil C. Summer Nuclear Station, 

Unit 1 

50-395 

220 

Virginia Polytechnic Institute Training 

50-124 

19 



Reactor 



Summit Nuclear Power Station, Unit 1 

50-450 

256 

Alvin W* Vogtle Nuclear Plant, Unit 1 

50424 

241 

Summit Nuclear Power Station, Unit 2 

50451 

256 

Alvin W, Vogtle Nuclear Plant, Unit 2 

50425 

242 

Sundeseit, Unit 1 

50-582 

297 

297 

Washington State Univ. Research Reactor 

50-27 

16 

Sundcsert, Unit 2 

50-583 



Surry Power Station, Unit 1 

50-280 

84 

Waterford Generating Station, Unit 3 

50-382 

208 

Surry Power Station, Unit 2 

50-281 

86 

Watts Bar Nuclear Plant, Unit 1 

50-390 

217 


XX 



Name 

Docket 

Page 

Name 

Docket 

Page 

Watts Bar Nuclear Plant, Unit 2 

50-391 

219 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

278 

West Valley Reprocessing Plant 

50-201 

25 

Yankec-Rowe Nuclear Power Station 

50-29 

16 

Wolf Creek Generating Station 

STN-50-482 

267 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

295 

WPPSS Nuclear Project, Unit 1 

50460 

261 

Yellow Creek Nuclear Plant, Unit 2 

STN-SO-567 

296 

WPPSS Nuclear Project, Unit 2 

50-397 

224 

William H. Zimmer Nuclear Station, Unit 1 

50-358 

184 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

277 

Zion Nuclear Power Station, Unit 1 

50-295 

104 

WPPSS Nuclear Project, Unit 4 

50-513 

279 

Zion Nuclear Power Station, Unit 2 

50-304 

113 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 

30CKET 27-010 BEATTY. HV 


3012030001 Raipandt to FOIA raqutsi; for documintt r« «ltot uood for 
dufliping r«dwa*ta In Pacific Octan. Forward* tfocumant* liftod 
in App« A/BrC 0. Info partiallv wl thh tld ■ horat addroti** Si 
itlaphon* numbar* traf FQIA Examptlon 6). 

FELTON. J.H. Dlvition of RuU* and Racord*. flO/lO/lS, 3^pp. 
07190:026. 


■6012030029 Mabl/B^prodoc t Lic*n*a 04-03766-01 1* atnandad par 610110 
application. Amand 13 r*vi«a« Condition 3 to authorli* 
racalpt. ditpoial Si packaging of lourca St 8NM bg llttad 
par* onntl. 

KIRKiR.L. Atomic Enarg^ Commliilon. 62/02/01. Ip. 


■6012030039 Raquatti Gomml*«lan intarpratation ra propoiad ditpotal 
matbod involving dlract radwa«ta ditpoial into Pacific Qetan 
utilizing *aa watar dilution. 

CORBETT. J. 6. U3 Ecologg. Inc. (Formarlg Nuclaar Englnaaring) 
60/03/03. 2pp. 


■6012030039 Forward* Log Trip 50 for Harbor Indu* tr U». FR notlca* 
ra propoiad licania amand* & liiuanca of amandi and. 

CORBETT. J.S. US Ecologg. Inc. (Formar Ig Nuclaar Enginaaringl 
61/07/10. 9pp. 


—0012030040 Hatl/Bgproduct Llcanta 04-03766-01 for Nuclaar Englnaaring 
Goi Inc li amandad par 601123.1223 St 610106 application*. 

Aaiand 12 ravlaa* Condition* 3 St 10 to autborlt* racalpt. 
dlipofal St packaging of lource It 6NH bg liitad partonntl. 
LOWENSTEIN. R. Atomic Enargg Commit* ion. 61/06/01. 4pp. 


—6012030042 Notlfla* of radwatta laa di«pa«al on 600317 in Pacific 
□caan. Ditpoial will contitt of 400 drum* containing 
103.9837 Cl bgproduct matl. Future ditpotal* will ba done at 
uaaklg Interval* until 9.000 package* have bean ditpoiad of. 
CORBETT. J.S. U8 Ecologg. Inc, IFormarlg Nuclaar Engineering) 

60/02/26. 2pp. 


6012030043 Replg memorandum re Nuclear Engineering Co. Inc St State of CA 
ratpon*#* to AEC. AEC ha* no objection to incorporating two 
mod* into propotad order. Gartificata of Svc and. 

LOMENSTElNi R. . KE8TEN8AUM. L. Atomic Enargg Comffli««lon. 61/02/10. 

9pp. 


-6012030049 Reipondi to 600303 Itr ra direct ditpoial of low level 
liquid watte into Pacific Ocean. Ditpoial of low level waata 
diractlg into ocean require* ipeclflc Commltflon approval. 
mason. J.R. Atomic Enargg Commlttlon. 60/09/03, Ip. 


— 8012030092 Raquettf axamptlon from labeling raqulramant* for container* 
in which llcanfad matl* are ttored or trantpor tad. AI 1 
container* will ba etrong S« tight S< exterior eurface* free 
of contamination. 

CORBETT. J. 6. US Ecologg. Inc. (Formarlg Nuclear Engineering) 

99/04/20. 7pp. 


--S012030094 Notlfla* of plant to make tea dltpocal of packaged radwaita 
on 610626. Written notice of 20 day* will ba tendered in 
future St addl info will ba provided a* required in Condition 
10 of llcenve a* amendad.FR notice end, 

CORBETT. J. 8. U8 Ecology. Inc. (Formerly Nuclaar Engineering) 

61/06/80. 2pp. 


■6018030096 Notice of propotad amend of Matl/Bgproduct Lic*n«a 
04-03766-01. author! I ing receipt, pottettlon S; ttoraga of 
radwatte in Beatty. NV, 

LONENSTEIN. R. Atomic Energy Commii«ion. 62/01/29. ftpp. 


—6018030098 Provide* detail re 600321 tea dlipotal of packaged 
radwatte. Towing fin* will be inatalled on barge for better 
control of towing ve**el.Ni*t dlipotal* will b* made at 
weekly interval* beginning 600411. 

CORBETT. J.S. US Ecology. Inc. (Formerly Nuclear Engineering ) 
60/03/26. Ip. 


—8012030074 Petition to Intirvene re Nuclear Engineering Codnc 800931 
application for renewal of Katl/By product Llcanta 
04-03766-01. Commit* Ion should amend license to prohibit 
loading of waete at present site. 

MOBK.S. . HARRIS. A.W. California. State of. 60/12/31. 4pp. 


—8012030091 Objection* to Nuclear Engineering Co. Inc propotad amende 1. 
addl finding* of fact St conclusion* of law. Certificate of 
Svc end. 

M08K.S. . HARRIS. A.W. California. State of. 61/02/00, 4pp. 


—9012030097 Forward* objection* to propoied amend* St add! finding* of 
fact It conclusion* of law, W/o end. 

HARRIS. A.W California. State of. 61/08/08. Ip. 


—8012030104 Forward* Nuclear Engineering Co. Inc antwer'to State of CA 
objection* to AEC propD,t*d finding*. 

CAREY. K. 8, Layman. E. 8 61/02/06. Ip. 

—0012030106 Application for amend of Matl/Bgproduct Llcenie 04-03766-01. 
authorizing porformance of experimental waite pToceeiltYg 
w/lleted limitation*. 

CORBETT. J.S. US Ecology. Inc. (Former ly Nuclear Engineer Ing > 

99/03/31, 2pp. 


—6012030112 Answer to State of CA objection* , to AEC finding* re llcenie 
amend. Lab testing of disposal drum* i* coet-eff eetlv* 
method of discovering potential hazard*. 

CAREYrK.8, U8 Ecology* Inc. (Formerly Nuclear Englnatrlng) 

CAREY. K. 6. Layman. E. 8. 

61/02/07. 6pp. 


—6012030116 Forward* intervener State of CA proposed finding* of fact t 
objections to AEC proposed finding* of fact. 

HARRIS. A.W. California. State of. 61/01/26. Ip. 


—0012030121 Submit* addl Info in response to AEC 610429 Itr re renewal 
application for License 04-03766-01. Min reinforcement of 
concrete block* will consist of 4-lnch by 4-lnch by 10-gauge 
wire mesh. 

CORBETT. J.S, US Ecology. Inc. (Formsrly Nuclear Engineer Ing ) 
61/04/26. 2pp. 


—8012030127 Proposed finding* of fact Si objections to AEC propoeed 
findings of fact, If license* continues present ditpotal 
practice*. Cl ty of Antioch. CA may suffer damage to water 
supply. Certificate of Svc end. 

M08R.8. . HARRIS, A.W. California, State of. 61/01/27. 17pp, 


—8012030129 Informs Dipt of Industrial Relations, that Nuclear 
Enginatring Co. Inc will dispose of packaged low level watte 
by burial in Pacific Ocean beginning 991203. 

PRtCE,H.L. Atomic Energy Commidtlon. 99/11/29. Ip. 


— 8012030133 Confirm* request for info during 610480 discus* Ian*. Requett* 
specific info re min criteria of reinforcing concrete 
blacke, including type, eiio b spacing of reinforcing natal li 
typee of containere to be used for packaging matl*. 

MASON. J.R. Atomic Energy Commission. 61/04/89. 2pp. 
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— S012030134 Pra-paxfd fimtndk addl findings of fact & conclusions of 
law. Existing blctfisfl h ptnding rsnaual application do not 
spsclfg loading sit*. Licanssa Intands to usa Fulton 
Bhipvard. Fvlton SMpviarif log and. 

CAREVfK. a. l>a Eciologg« Inc. IFormsi'luj Mucltir Eng in«*r 1 rtg) 
CMIEV.K.8. LagtnaniE.S. 
fiiyOUaS. ?pp. 


'60Lia0301S7 Inform Dapt of Fish U Can* that Nucliar Engin*«rLng Co* Inc 
wilt dUgos* of packagsd lo^y Isval uast* tg tiirtal in 
Pacific Qcsan beginning 991'SOa. 

PRiCEtH. L. Atonic Cnirgy Coftmlstion. 99/11/25. ip. 


•''‘S0l20a0144 informs Dipt of Public Htalth that Kuclaar Englnsarlng Co* 
Inc will dlsgost of packagid lou l»vsl uast* by burial in 
Pacific Qctan beginning 991203. 

PRlCErK. L. Atofflc Energg Commission. 99/11/29. ip, 


— 9018030192 Informs Deft of IndustTlal R«lations that Nuclear 
Englnearlng Coi Inc will dispose of packaged Low level wait* 
by burial in Pacific Ocean beginning 991203. 

PRICE* H.L. Atomic Energy Commission. 99/11/29. Ip. 


-’•9012030193 Proposed findings of fact? concl-usioni of law re Nuclear 
Engineering Coi Inc application for license rsnewal. AEO has 
no objection to continuing operation under existing license. 
If/supportlng documentat ion. 

LEifCNBTElK. R. I KESTEN8At>Ni 11. Atomic Energy CorflAltsion. A0/I3/30. 

adpp. 


— G012030189 Qubmiti eddl info in response to AEC A10302 request re 
application for renewal of license. All Pu wastes* regerdless 
of quant 1 tyr wll I b« pactaged In ICC 8pec ZR container. 

M/rtlattd docunente. 

CQABETTiJ. 8. US Ecology* Ine. (Formerly Kuclaar Engineering) 
&1/03/31. 9pp. 


— 90120301f)I Inform! Coordinator of Atomic Energy Development It Radiation 
Protection that Nucleer Engineering Co« Inc will dispoie of 
paekeged low level waste by burial In Pacific Ocean 
beginning 991803. 

PRlGEtH. L. Atomic Energy Commission. 39/11/29. Ip. 


—9012030165 Forwards Log Trips 49 6 49 for Harbor Industries 1 & 
corrected Log Trip 37. 

COR&ETTi J. 8. ti3 Ecologyi Inc. (Formerly Nuclear Engineering! 
61/03/09. 4pp. 


—3012030172 Reeponds to 611213 1 tr re sea dlsposel of packaged redwaste 
o-n 61 1207. Notl f Ication of raduaite dlipoeal uas 
Inappropriate. Notl ficatlon of sea disposal operations 
Should be made in accordance w/Condltlon 10 of license. 

HASQNivl. R. Atomic Energy Gonmlssion. 61/12/26, Ip. 


--90'12030131 Application for amend of Hatl /ffyprorfuct License 04-03766-01* 
authorizing tea disposal of packaged radweste in Pacific 
Ocean within S--nlle radius of designated latitude li 
longitude. 

CORBETTtJ.fi. US Ecology* Inc. (Formarl y Nuclear Engineering) 

. 99/11/19. 2pp. 


— 9012030194 Matl/Byproduct License 04-03766-01 for Nuclear Engineering 
Co* Inc Is amended. Amend 1 authorites Intrastate 
transportation of low level liquid wastes in cargo tanks k 
transport it process pf 4*000 gallons liquid waste. 

MASONi J. R. Atomic Energy Commlstian. 99/11/10. 2pp. 


— 8012030186 Requests abeyance of AEC 611206 request for amend of License 
03-03766-01 to provide for sea disposal of cylinders 
containing Sr-90 contaminated earth. 

CORBETT* J.B. U8 Ecology* Inc. (Formerly Nuclear Engineering) 

61/12/14. Ip. 


—9012030109 Application for amend of Matl /Byproduct Llcensa 04-03766-01* 
to allow for t yr for packaging 6. sol 1 d i Mcetl on of radwaste 
for sea d Isposal. Excerpt from 3911£3 Itr L FR notice end. 

CORBETT* J.8, US Ecology* Inc. (Formerly Nuclear Engineering) 

59/11/13. 4pp. 


— 8012030192 Notice of Issuance of mat l/byproduct license to Kuctear 
Engineering Co* Inc to provide redwaste disposal eve. 

PRICEiH. L. Atonic Energy Commission, 99/10/29. 2pp. 


—9018030197 Katl/Bypreduct License 04-03766-01 for Nuclear Engineering 
Co* Jncrauthoriiing receipt* possesiion* packaging k disposal 
of 800 Cl byproduct matl *2* 000 lb source k 4 g 8NN, 

HAfiONfJ.R. Atomic Energy Commlsiion, 59/10/22. 6pp, 


— 80120>30202 Notifies of 611207 see dlspoaal of packaged radwaste. 
Piaster log L sea disposal rapt end. 

CORDETTi J.fi. U6 Ecology* Ine. iPoraierly Nuclear Engineering) 

. 61/12/13. 3pp. 


—0012030210 Requests eddl Info to suppl 601123 Ur k 600003 application 
for license renewal. Inc Ludes description of specific 
radiation safety procedures to be followed in handling 
waste containing Pu & U‘-233 up to L gram. 

HA5GN*J. R. Atomic Energy Commission. 61/03/02. 3pp. 


—0012030213 Foruards Ketl/Bypr oduct License 04-03766-01* authorizing 
disposal of by product* saurc e & SNh In Atlantic It Pacific 
Oceans. U/o end. 

MASOMiJrR. Atomic Energy Commission. 58/10/22. tp. 


—8012030215 Bubraiti addl info In response to AEC 601110 Itr l» in 
conjunctlan u/600fi03 appitcation for amend of License 
04-03766-01. Agrees w/AEC suggestion that possesion limit for 
byproduct matl be United to 1*000 Ci at each facility. 
CORBETT* J, 8. US Ecology* Inc. (Formerly Nuclear Engineering) 
60/11/23. 4pp. 


—8012030223 Katl/Byproduct License 04-02334-02 for Nuclear Engineering 
Co* Inc is amended per 980703 eppl ication. Amend 2 changes 
address it adds Condition 20 re byproduct matl transport. 

NASON* J.R. Atomic Energy Commission. 58/07/19. Ip. 


—8012030231 Requests that 9B0703 applications be amended to Include 2 g 
SNM. All F«J will be prepackaged by customer it unopened by 
1 icansee. 

LANtiJ. E, US Ecology) Inc. (Formerly Nuclear Engineering) 

59/07/08. ip. 


— 8012030234 Responds to 611106 request for amend of License 04-03766-01 
to provide for sea disposal of cylinders containing 8r-90 
contaminated earth. Requests assurance that cylinders will 
not leak during hand 1 ing* load ing 6 disposal operations. 

MASCHA J.R. Atomic Energy Commission. 61/12/06. 1pp. 


— 8012030245 Responds to AEC 601024 request re radwaste packaging methods 
being utl 1 1 led. Lists radwaste packaging procedures. 

CORBETT* J. 6. US Ecology) Inc. (Formerly Nuclear Engineering) 

60/10/29, 2pp. 


— 8012030257 Order St notice of hearing re application for renewal of 
License 04-03766-01. Pub I ic hearing will be held on 601116 In 
San FranciscOiCA re possible relocation of loading site. 

PRICEtH. L, Atomic Energy Commission, 60/10/19. 4pp. 


— 8012030259 Informs Dept of Public Health that matl/byproduct license 
has not been issued to Nuclear Engineering Co. Any license 
issued will omit specific location requirements It will 
specify nln depth of water, 

PRICE*H. L. Atomic Energy Commission. 59/10/01. Ip. 


— 8012030281 Forwards State of NY* Bureau of Explosives Permit 1030 
ur/Sketches AiB*C 6 D for containers authorixed for transport 
It 600919 Itr to Bureau of EipLosives requesting issuance of 
permit. Sketches not end. 

CORBETT* J, 8. US Ecology* Inc. (Formerly Nuclear Engineering) 
60/09/30, 4pp. 


— B0120302B9 Notice of application by Nuclear Engineering Co* Inc* to 
provide radwaste disposal svc. App Hcatlon specifies max 
possesslDn limit of 500 g U-239. 

FRICE,H. L, Atomic Energy Commission. 58/07/14, Ip. 


— 8012030291 Requests AEC approval to package tritium gas In concrete 
within 59-gallon steel drum for sea disposal. Tritium 
activity per container varies from max of 5 Cl down to 3.0 
rtCI. 

CORBETT* J.S. US Ecology* Inc. (Formerly Nuclear Engineering) 
60/12/23, Ip. 


— 0012030303 Notice of proposed issuance of matl/byproduct license to 
Nuclear Engineering Co to provide radwaste disposal tve. 

Proposed license end. 

PRICE) E.R. Atomic Energy Commission. SB/08/29. 7pp. 


— 8012030310 Advises that date of 611206 for tea disposal of radwaste is 
satis factory. 

CORBETT* J.8. US Ecology* Inc. (Formerly Nuclear Engineering) 
61/11/30. Ip. 


— 9012030311 Supports Nuclear Engineering Co 560703 application for matl/ 
byproduct license to receive* possess* package It dispose of 
byproduct* source !< 6NN wastes in Atlantic it Pacific Oceani. 

PRICE* E.R, Atomic Energy Commission 59/00/29. 3pp. 


—0012030313 Requests emend to License 04-03766-01 to prohibit radwaste 
loading at Fultons Shipyard L designate site downstream 
from Antioch Shipyard inlet to assure safety of water 
eu-pply in event of accident. 

PRICE* H.L. Atomic Energy Commission. 60/09/06. 2pp. 
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—0012030319 Intermediate decteian re renewal of Lloenee 04-037A&-0I. 
Recommend! license renewal subj to termi St condition* Hated 
U approved Commlseion, 

JEMSCHr 8. U. Atomic £itergi| Commission 61/03/07. 24pp. 


— B0i?030322 Confirms 611129 tel con re 611206 proposed raduaste sea 
disposal. 

CORBtiTTi J. 8, 05 Ecologijj Inc. (Formerly Nuclear Engineering) 

61/11/30. Ip. 


—6012030332 Notice of receipt of Nuclear Engineering Co application for 
amend of llatl/Bgproduct License 04-03766‘*0ir author i t Ing 
receipts processing! storage 6 burial of radioactive mat! at 
site in Amargosa Desert. 

LOOCNSTElNi R. Atomic Energ<j Commission 61/11/13. 3pp. 


—6012030348 Application for amend to License 04‘'0376-0t to provide for 
sea disposal of 33 H-^gauge steel cylinders containing 166 
gallons each Sr-90 contaminated earth. AEG draft memorandum 
end. 

C0RflETT< J. 8. US Ecologyi Inc. (Formerly Nuclear Engineering) 
61/11/06. 9pp. 


—8012030363 Hatl/Byproduct License 04-02314-04 for Nuclear Engineering 
Coj Inct author 1 z Ing collect ion# packag Ingi storage << disposal 
of 100 Cl byproduct 4: source mail 6 2 g 8Nfi in any form of 
waste matl. 

« Atomic Energy Commltslon. 97/03/29. 2pp. 


—6019030366 Discusses Nuclear Engineering Co* Inc radweste disposal 
buslneii In CA. Lists ma.|or points at issue. Provides 
objections to continuation of disposal activities u/o mod. 

TO Hufft 600804 I tr to A Orendon end. 

ORENDDNtA. California! State of. 60/08/17. 8pp. 


—8012030370 Forwards notice of proposed issuance of byproduct/ source 6 
8NH matl license to Nuclear Enginearlng Coi Inc. N/o end. 

PRICE/ E.R. Atomic Energy Commission. 98/09/08. Ip. 


—8012030372 Forwards application for matl/byproduct license. 
CORBETT/ J. 8. U6 Ecology/ Inc. (Former ly Nuclear Engineering) 
. 61/10/06. Ip, 


—8012030379 Reciuests expeditious AEG action re 600926 ra^uest for 
authorization of DS Rogeri/KC Nebber 4c UH Cromwell to pick 
uprreceive 4< sea dispose radwat te. 8ves of theee q.ualified 
employaes are needed urgently. 

CORBETT/ J. 8. 08 Ecology/ Inc. (Formerly Nuclear Engineering) 

60/09/29. Ip. 


—6012030376 Application for renewal of Katl/Byproduct Licenee 
04-03766~01/ author i 1 ing possession 4:/or use of 2/000 Cl 
byproduct matl/ 19/000 lb source matl 4( 490 g 8NH for 
d isposal. Info partially withheld (ref FOIA Exemption 6). 
CORBETT/ s). a. US Ecology/ Inc. (Formerly Nuclear Engineering) 
60/08/03. 29pp. 


—8012030378 Forwards notice of proposed issuance of byproduct/ source tn 
aNN matl license to Nuclear Engineering CoiInc.U/o end. 

PRICE/ E.R. Atomic Energy Commission. 90/09/08. ip. 


—8012030383 Forwards notice of proposed issuance of byproduct/ source S( 
8NH matl license. N/o end. 

PRICEfE. R, Atomic Energy Commission. 99/08/29, Ip. 


—6012030420 Application for matl/byproduct license authorizing use of 
unlimited amounts of any byproduct matl between Atomic 
Numbers 1-91 it transuranic elements w/Atotnic Numbers 93 
99-99. Info partially withheld (ref FOIA Exemption 6). 

CDRBETTiJ. 8. US Ecology/ Inc. (Formerly Nuclear Engineering) 

61/10/06. 41pp. 


—6012030437, List* Lawrence Radiation Lab drums which do not contain 1 
mCi mixed fission products. Provides info re req^ueit for 
amend to dispose of OE waste liners at sea.,Draft Natl/ 

Byproduct license 04-03766-01 end. 

HENITT/H. L. Parr-Rlchmond Terminal Co. 61/10/02, i9pp. 


-8012030449 Requests that Licenses 04-03766-01 4( 04-03766-03 b« amended 
to add NO Johnson as authorized user of byproduct metl. 

License 04-03766-01 should be amended to provide for ocean 
disposal of 490 g waste. 

CORBETTf J. 6. U8 Ecology/ Inc. (Formerly Nuclear Engineering) 
99/09/04, 2pp. 


—8012030478 Forwards Amend tO to License 04-03766-01/ revising Condition 
3 to add namee of persons who supervise liceneed prpgram 
1/ designating ipedflc disposal sites in Condition 9. 

U/o end. 

NA80N/J.R, Atomic Energy Commission. 60/06/02, Ip. 


—9012030466 Advises of issuance of Amend 10 to License 04-03766-01 held 
by Nuclear Engineering Co/ Inc. Amend 10 revises Condition 3 
to add names of persons who supervise licensed program It 
designates specific disposal sites in Gondlticn 6. 

PRICE/ M.L. Atomic Energy Commission. 60/06/02. Ip. 


— 8012030468 Forwirds Fulton Shipyard log for Sea Disposals 13-18 made 
from barg«/Harbor Industries 1. 

CORDJtTT/ J, 8. US Ecology/ Inc. (Formerly Nuclear Enginsering) 

60/06/02. 8pp. 


--8012030499 Advises of issuance of Amend 10 to Licenee 04-03766-OU 
revising Condition 3 to add names of persons who eupervise 
licensed program & designating specific dltpoial eitei in 
Condition 8, Fulton Shipyard log end. 

PRICE/H. L. Atomic Energy Commission, 60/06/06. 14pp. 


<—8012030503 Katl/Byproduct License 04-02766-01 is amended per 991119/ 
1213/600201 4c 0427 appl ications. Amend 10 revlees Condition 
3 to add names of persons wito supervise licensed prograis It 
designetes specific disposal sites in Condition B. 

MASON/ J.R. Atomic Energy Conmlssion 60/06/02, 2pp. 


— 8012030906 Responds to 610816 request for addl info re extended ilxtragt 
of waste In ftberboard 4i wooden containers. Company 4-yr 
safety record it safety precautions/ justify current license 
conditlone, 

CORBETT/U.8. US Ecology/ Inc. (Formerly Nuclear Engineering) 

61/06/24. Ip. 


—8012030910 Application for amend of Katl/Byproduct License 04-03766-01/ 
adding names of authorized individuals for pickup li/or 
receipt 4/ sea disposal of byproduct/ source li BNN. 

GORBETT/J.B. US Ecology/ Inc. (Formerly Nuclear Engintering) 

60/09/26. 2pp. 


— 0012030916 Katl/Byproduct License 04-03766-01 for Nuclear Engineering 
Co/ Inc is amended in entirety per 600803 eppllcation. 

Amend 14 authorizee receipt/ proceeilngr packaging/ etorage It 
disposal of byproduct/ source 4i BNN watte et s««. 

L0UEN9TEXN/ R. Atomic Energy Commission. 62/02/83. 17pp. 


— 8012030961 Application for renewal of Katl/Byproduct Licenee 
04-02314-01/ Authorizing JE Law to use 8i/or supervise uie of 
400 Ci byproduct 4: eeurce matl It 2 g 8NH. ^ 

LAUrJ.E. U8 Ecology/ Inc. (Formevlg Nuclear Engineering) 

. 98/02/17. 7pp. 


—8012030601 Responds to 980923 Itr forwarding Borough of HcKeet Roc hi/ 
PA/ Resolution 900 re storage of redweiti by Nuclear 
Engineering Go, U/o notice of proposed issuance of license tc 
memo describing safety factors of disposal. 

PRICE/H. L. Atomic Energy Commission. 98/10/19. 2pp. 


— 8012030633 Informs AEC that recent licenee for Nuclear Engineering Co 
provides that licensee shall dispose of waete in prescribed 
area in Pacific Ocean/ thus nullifying voluntary agreement 
between CA agencies U f irmt. Requests cUr if icmt ion. 

KERRILLiK.H. California/ State of. 96/09/30 tp. 


DOCKET 27-039 8HEFFIELD/ IL. i NUCLEAR ENOINEERINQ CO. 


8012030037 Forwards reiponses to K8 Carey It Conrad/ Kayne It Vandebtrg. 
U/o encls. 

CUNNINOHANi R. £. Atomic Energy Commits ion, 64/10/23. tp. 


6012030001 Responds to FOIA request for documents re eitee ueed for 
dumping radwaste In Pacific Ocean. Forwards documente lifted 
in Apps A/B/C St D. Info partially withheld;hotte addresses It 
telephone numbers (ref FOIA Exemption 6). 

FELTON/ J.H. Division of Rules and Records. BO/IO/IO, 34pp. 
07190i02a. 


— 8012030002 Submits responses to AEG 641110 questions re geeloiv I 
hydrology re 640618 application for Amend 2 to Licenee. 
HEL0E80N/ 0, L. California Nuclear/ Inc, 69/02/03. 4pp. 


— 8012030003 Discusses 641012 request for amend of License 13-i0042-01, 
Safety analytle should be revised to eliminate any 
assumptions as to manner in which mail will be contained in 
package. Review will continue upon receipt a# comments. 

CUNIdINOHANrR. E. Atomic Energy Commistlon. 64/12/09. ip. 


— 0012030009 Lists questions for response re geology It hudrblogy info in 
640610 eppllcation for burial of radwastes. Revl ew will 
continue upon receipt of info. 

CUNNINOHAN/ R. E. Atomic Energy Commission. 64/11/18. 2pp. 
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“S0ii030007 Forward* Conradi Kayr^i ^ V*nd#b«rg 6+1020 Ifcr t. NRC r«*po 
CWNlNoi^i R. E. Atoftic Enirgg Commliaton. 64/10/28- Ip. 

.-801203000? FoTuiTd. to D.pt of HeoUh. T^okic o# o# A«tnd 1 ko 

Lleait*# 13-10042-01. H/o «r>cl. AA/lO/2h In 

OaHWatWiL. Afco«U Enorgg Cammi *slon. 64/10/26, P 

-aOiaiMOOll t» HMlth B.pt.Mtict of i«u.nc. of Ai-tnd I to 

Llcin*. 13-10042-01. W/o tncl. Id 

JOHUSCHfU. Alofllc Erarjy CcmmiislQii, 64/10/26. ip- 

-B0120300W Foroord. to B.pt «' 

af Aisand 1 4o ttctns* 13-10042-01. W/o - 

JQHNSCWfL. Atomic Entrgy Co£n«i**lon. 64/10/26- ip. 

-8012030016 Forward. Ao.nd 1 to Llcan.a 13-10042-01 1. notic of l«aanco 
JOHNSWJ?*" *^Akoflilc Enargg Comail*. toi>. 64/10/26. Ip. 

—8012030019 Forward, notic. of Utuanc. o# Arnand 1 to Licanta 

13-10042-01. W/6 tncl. Ai/tn/aA lo 

JOHMBOHit. A-tonlc Eoargy Comflitf.ior^. 64/10/26. Ip. 


-8012030024 Forward. notUa of i..uanc# of Amtiid 1 
13-10042-01. W/o and. 

^XIHNSONj L. Akomte E-o.rgg Commit, ion. 64/10/26. 


to Litan.a 
Ip. 


-8012030028 Not lea of i.toamca of An.nd t 13-10042-01. 

JOtWSONiL. Atomic Enargy uomml.aion. 64/10/26. ip- 

.-8013030048 Forward. ConradfKagr. 4« Vand.b.rg tal.gram ra application 
CUNHlioHAHrR. E. Atomic Entrjg Comml.»lon. 64/10/22. Ip. 

— fM5i2630077 C<sn#lT«* 641009 taltgran. 6 talcon ra amtnd to Llc.fi.a 
13-10042-01 to Incraa.a amount of 6NM *®^^**?*^ 

not contain mora than l^ g U-8J5 I4/IO/12 2PP 

HELCEBONi 0. l; California Nuclaar. Int. 64/10/12. Bpp. 

—6012030093 01»cip*.ai C A Nuc laari lac J lliuad* OP^***^* 

itoraga 6 dl.po.al f ac i 1 i tg. LI t.n.a **•“•** 

dua to infrinpamant on 3'012.38S. 

CAREYj K. 8, LagmanjE. 8 64/10/06. tp. 

-BMSOaOOTO Notic. .» l..u.nc. .f 

.■u-khorlf ino t.c# I p t* pr oc a.« 1 ng 1 rtpackag I nfl ..or«g« wt 

It Elnl.n County. WA t. Incr«.. In "•■ 

«3i:".U'.E't.ri.t .f FR n.tlc. t. dyft ‘•‘.•J” JalS 
J0HN30N.L. Atomic Emtcay Cflfttfliiiion- A4/I0/0 . PP 

— 60i20300V8 F.rwcfd. notic. of prop.. id 
l”00«-01 «. BW .f H.tl. Llcn.i-ng 
i.m.ld.r.tlon. .v.Iu.t.d ptl.r t. iiiMnc Pf 
arODO.id lican.lng action. M/o ancl- in 

JOHNSOK. U. Atomic Enargg ComraM.ion 64/10/09. Ip. 

-“IIS”::;™::.";; stru.!:::K-‘ 

NONDERLY.J. Hi.llington. at.ti of. A4/Of/8S- Ip- 
— aoiaojima Forced. St.t. .f WA.O.pt of Cmm.rc. i. Economic D.v.i«po..nt 

HCLAlWdS, California Nucl.arr Inc. 64/09/lB. 10pp. 

-6012030130 I*/stlt.':r5A lor 

rr.?:‘tg”r";: i i««» ?i:»d‘:t‘'?itrd.r.n, t.n.r. .f 

Btata laa.a.Parpatual malnt fund ^ 

no&EfR. E. Wa.hlngtorif Btata of. 64/09/17. pp. 

—9012030196 Dllcuo.t. CA Noclomr. ime .ppllcmtion t« rodvo. proco. 
ItSr. “b.rl "mdwott. in B.nt.n Countg. R.pr.o.nt.tiv.. mill 
Iltini AEC 440919 mooting In Rltliland.HA t. fS/ol/oa* io 
CONHINOHAK. R. E. Atomic Enorgv Commiiolon. S4/<l?/02. p. 

-8012030162 F.rmmTd. CA 

t» burg radwait.* at propoiad .It. near Hanford iW.fttc wui 
maat w/»tata official, on 640913 to di.cuis application. 

r^eaBA^Rf D, A. Atomic Enargg Commlt.lon. 64/09/02. tp. 


-8012030167 Invlta. Oapt of 

w/CA Nucla-T.inc to ^;'‘J,i®Ed!\nHcatlSn. 

.tot. 6 burg radwaat. near Hanf ordf WA. M/o application. 

CUNNINOHAHfR.E. Atomic Enargy Comniialon. 64/09/02- ip 

Comml.alonar. llcan.e amand -PP » %|Jo2 Ip. 

CUNNINOHAM. R. E. Atomic Enargg Comml.iion. 64/09/oa, P 

— 8012030181 Notlea of racaipt of •PP' *^‘^***^‘’" 

I3~10042-01j propoalng .racelpti procaingi itorag 
of radwaita in Banton County. WA. Aa/ofl/31 lo. 

NU&9BA»JHERi D. Atomic Enargy Commliilon. 64/0 / P 

l.val radwa.tt, Ercarpt from application for macwDyprwn 
r.C^l”8*"'c.lifornlm Nuclo.r.lnt. 64/08/28. 4pp. 

-8012030224 Nolle, of l..u.nc. 6 ovmll.tmtg of Am.nd 2 to Lien.. 
MCBRIPE*j!*a! Atomic Enorgg commliclon. 6S/09/10. Ip. 

—8012030237 Forwmrdo to Dipt of Hoalth. Afflond 2 to Liconio 13 
notlea of Is.uanca of amand U/o encl«. .Myno/io lo 
MCBRIOEiJ. A. Atomic Enargy Commii.lon. 69/09/1 . P- 

-8012030291 F.rFord, Am.nd 2 to Lien.. 13-10042-01 1. notic. of Uouenc. 
*«iilc En.rgg Commio.lon. 65/07/10. ip. 

—8012030269 Foruordo to Health Dipt. Amend 2 to Llconio 13 10042 
!;?w55E?i.i’™l°VneS; O^LTelln. 69/09/10.. Ip. 

-8012030274 F.rm.rd. Am.nd 2 to Lien.. 13-10042-01 6 notic. of l..o.nc. 
"'timlc Enorgv Commio.lon. 69/09/10. Ip. 

-8012030286 F.ruard. Am.nd 2 to Lien.. 13-10042-01 6 notic. of ieuanc. 
"tel. Enorgv Com«l..i.n. 69/09/10. Ip. 

-9012030301 For.o.rd, Am.nd 2 to Lien.. 13-10042-01 6 notice of l..«4nc. 
TtSmlc En.rgv Oommloolon. 69/09/10. tp. 

-BD12030361 Formerd. to Dept of Health . notic. of propo.od em.nd to 
13 -iO 042 -OIi author 1 ling burial of radwaota In 
^i”.S:*CenW?SA,limo r. l..uene of em.nd 6 propo.od em.nd. 

MWtol.'JiA. Atomic En.rg, 0.mmi..lon. 69/08/04. Ip. 

--:r;sn.:r;::ii r. k:.:: s—KiS!!’?,"”'”"''"'" 

of radLcta in Btnton County* WAi marao ra liiuanca of 
of amand it propoiad amand. M/o anclo. A*i/os/04 Id 

KCBRIDEf^.A. Atomic Enargy Comtnliaion. 69/08/04. ip. 

!JJi;;sE,:.*A.‘-"A":!c^";rce!;^ii;e' tp.- 

0015030414 Forward* notlea of propoiad amand to Licanaa 13-10042-01 t 

®°«?heninr?Jrt*i Of r.dme.t. in B.nt.n Count,. HA, m.mo r. 
iBiuanca of amand ^ proposed amand. W/o . 

MCBRIDEfJ. A. Atomic Enargy Commlailon. 69/08/04- p. 

—8012030428 Formerd. notic. of propo.od em.nd 

.“horl.lng hurl.i of red»e.t. In B.nt.n, Count,. HA, mono r. 
t.ouence of em.nd 6 propo.odi emend. M/o . , 

KCBRIDEt Jr A. Atomic Enargy Commission. 65/08/04. p. 

-0019030439 Forward! notice of proposed amand to = 13-10042-01* 

®®iJ??SKitn; in B.nton County* WAi m.mo r. 

lituancB of amand * proposed amend. H/o * . 

ttCBRIDErJ. A. Atomic Energy Commliiion. 69/00/04. p. 

04)15030496 Notice of proposed iiauartce of Amend 2 to Licanea 

la-l 0042 -o; p^po.ad ucan.a -mend, draft m.mo 1. axc.rpt 
from JE Bowuar 690720 Itr end. 
a Atomic Enargy Commliilon. 69/00/04. lOpp. 



DOCKETED ITEMS 


B 


— 0012030609 Respond* to NRC 670201 660816 

epplicAtion for met I /byproduct license re site for hurlel o# 
lou level redufeste. Info pertlally tJith^eld (ref FGIA 
Exemption 6>.Releted Info end. 

MCLAlNiS. CeHfornla Nudeari Inc. 67/03/10. tSpp. 


— 6012190177 Waste Packaginp Imp Rept 1 S 000039/80 -05 on 800319. No 
noncompliance noted. Mejor areai inspected: ih Ipplng pap*r< DOT 
placards* radiation levels* removable eontaffllnatlon DOT 
marking & labeling of packages. 

WOaORUPF* R. L. * POTTER, J.P. Region 3i Atlanta, Fuel Facility it 


0012040159 Notification of contract execution* Mod 5 to *'EI8 on 
Sheffield Low Level Waste Disposal Site.'* Contractor : NUa 
Corp . 

HAIRSTON, C.* SMITH, P, A. Technical Assistance Contracts Branch. FIN 
B-6383-9, 80/11/07. Ip. 07158:076. 


8013190509 Forwards Waste Packaging Insp Rept 15000039/80-07 on 
900515-16, No noncompl lance noted. 

STOHRfJ. P. Region 2, Atlanta* Office of the Director. 00/06/23, 

2pp. 07208:220. 


8013030903 Mod 5, deleting 6 adding tasks to "EI8 on Sheffield Low Level 
Waste Disposal Sltf*Har 1979." 

♦ NU8 Corp. DOUGHERTY* D, J. Technical Assistance Contracts Branch, 
00/11/13. 4pp. 07149:061, 


0012020099 Ack receipt of 001103.0509 6 0318 Itrs Informing NRC of 
steps taken to correct violations noted In Waste Packaging 
Insp Rept 1 5000039/ 79-OBe. 

DAVIS. A. B. Region 3* Chicago, Fuel Facility Materials Safety 
Branch. 00/11/14. Ip. 07147:368. 


— 0012190595 Waste Packaging Insp Rept 15000039/00-07 on 0005^-16. No 
noncompl lance noted. Major ereai inspected: ihlpp Ing papep*00T 
placarding* ratfietton levtli* removable contamination* DOT 
marking t labeling for packages, ^ • 

MACARTHUR. T. C. * TROUP* 0. L. Region 2* Atlanta* Fuel Facility l< 
Materials Safety Branch. 00/06/23. 6pp. 07280:222. 


8012190220 Forward* Waste Packaging Insp Rept 15000039/80-12 on 
000617-20. No noncofflpllance noted. „ , . 

STOHRrV. P. Region 2, Atlanta* Fuel Facility 6 Material* Safety 
Branch- 80/07/29. 2pp. 07282:116. 


—0012020110 Responds to NRC 000222 Itr re violations noted In Waste 
Packaging Insp Rept 15000039 / 79 - 0 aE. Corrective actions; 
shipping casks in use 6 all casks leaving *tatlon labaled 
"Radioactive L8A. " m-, 

ABEL* J. 8. Commonwealth Edison Co. 00/11/03. 2pp. 07147:269, 


8012100393 Trip rept of 801014-13 visit to low level waste disposal 
facility re general observation of surface conditions 
level of compliance to NRC reguest for improvements. One - 
oversi:ed drawing end. 

SHAFFNER* U. A. * eiEFKEN*D. L. Low Level Waste Licensing Branch. 
80/11/28. 6pp. 07272:328. 


— 8012190235 Waste Packaging Imp Rept 15000039/80-12 on 800617-20. Mo 
noncompliance noted. Major areas Inspected: sh Ipping paper 
regotrements, DOT p lacards* rad latton levels It removable 
contamination. ^ ^ **11. * 

MACARTHUR*T, C. * POTTER* J.P, Region 2* Atlanta* Fuel FadUty It 
Materials Safety Branch. 00/07/28. 7pp, 07282: iI8. 


BD12100256 Ack receipt of 001010 16 Itr* Informing NRC of itap* taken 

to correct violation noted in IE Waste Packaging In*p Rept 

8MITH*0.H. Region 1* Phi ledilph le* Fuel Facility It Materials Baftty 
Branch. 80/10/24, tp. 07217:328. 


6012120542 Answer to NRC It State of IL motions for order compelling 
response to certain interrogator let It reguests for 
documsnfcs. Urges denial of motions It refocusing on designated 
issues, W/Certlficate of Bvc, Related correspondence. 

CONNER* T.B.* RADER. R. M. U8 Ecology* Inc. ^Formerly Nuclear 
Engineering) . CONNER*!. B. Conner* 

Moore It Corber. 80/12/01. 29pp. 07237:071. 


0012220300 Reguest for order compelling state of IL to answer 
Interrogatories 1*6*7*9 It 10 folly It comp lately. Response* 
dtd 001031 unclear It unr espon* ive. Certificate of Bvc oncl. 

CANNON* T, M. American Nuclear Society. CANNON* U.M. Mid-America 
Legal Foundation. 80/12/02. 6pp. 07307:301, 


8012230006 Reguest for order compelling NRC to answer ANS* Chicago 
Section* Interrogatories 4.7*9.10 It 15. Certlf icats of 8vc 

CAUNON.J.M. Mid-America Legal Foundation. 80/12/02. Spp. 
07311: 155. 


8012300046 Response in opposition to Nuclear Engineering Co* Inc (NECO) 
001115 motion to compel NRC to answer NECO regueste for 
admission* It interrogatories 6 to compel production of 
documents. Certif Icate of Svc end. „„„ 

KCOURREN* H. J. Hearing Branch 1. 80/12/05. i4pp. 07356:133. 


8012300256 Response to AN9 601202 motion for order compelling NRC to 
enswet* Interrogator ie*. Answer* Interrogatories 4*7*10 It 15. 

AN8 motion untimely. Supper tive documentation* affidavits It 
Certificate of Svc end. 

MCOURBEN* H. J. Hearing Branch I. 00/12/22. 20pp. 07358:131. 


DOCKET 27-047 BARNWELL. 8C. * CHEM-NUCLEAR SYSTEMS 


6012190598 Forwards Waste Packaging Insp Rept 15000039/80-03 on 
000227-29. No noncompliance noted. « ^ 

8T0HR.U. P. Region 2* Atlanta* Fuel Facility It Materials 0afsty 
Branch. BO/03/20. 2pp. 07200:235. 


—0012190606 Waste Packaging Insp Rept 15000039/80-03 on 000227-29, No 
noneomp 1 lance noted. Majoi* areas inspected; ah ipp ing paper* DOT 
placards* radiation leva Is* ramoveab le contaminatloni DOT 
marking L labeling packages. 

PEERYfW.W.r POTTER.U.P. Region 2* Atlanta. Fuel Facility It 
Materials Safety Branch. 80/03/17. 6pp, 07200:237. 


0012190170 Forwards Waste Packaging Insp Rapt 15000039/80-05 on 
800319. No noncomp Uance noted. „ . 

8T0HR.J, P, Region 2* Atlanta, Fuel Facility V Material* Safety 
Branch. 80/04/14. 2pp. 07262:054. 


—8012100264 Responds to NRC 000916 Ur re violation noted In IE Waste 
Packaging Insp Rept 15000039/80-16. Corrective action*: 
modifying aflitlng procedure* to provide more detail re 
checkoff of individual requirement*. 

BDWCRB. C. E. United Nuclear Corp, 00/10/10. 2pp. 07217,329. 


—8012100273 Forward* response to 0OlOld Itr re violation noted in IE 
Waste Packaging Insp Rept 15000039/00-16. Corrective act ion: 
driver Instructed not to rsmove plecards until completion 

B0WER8, G.E. ^ United Nuclear Corp. 6O/IO/I6. 2pp. 07217:331. 


-0012100277 Forward* IE Waste Packaging Insp Rept I 5000039/80- i A on 
800730 t» notice 0# violation 

SMITH*©. H. Region I* Philadelphia* Fuel Facility It Haterlals 
Safety Branch. 80/09/16. 8pp. 07217:333. 


-8012100286 IE Waste Packaging Insp Rept 15000039/00-16 on 000730. 
Noncompliance noted: no radioactive placard found on tractor 

MACARTHURrir, C. * POTTER* J.P. Region 1* Philadelphia* Fuel Facility 
h Materials Safety Branch, 00/08/20, ,3pp. 07217:337. 

1012090149 Ack receipt of 800919 Ur informing NRC of steps taken to 
correct violations noted in IE Waste Packaging Insp Rept 

8MITH»0.H, Region I* Phi ladelph ia* Fuel Feclllty I* Materlale Safety 


—0012090155 Responds to NRC 000619 Ur re violations noted in IE Waste 
Packaging Insp Rapt 15000037/00-14, Corrective actions: 

Standing Order IBrExMbit 9. l*uin be revised adding insp 
requirement*. Revision issued by 001031. 

PASTERNAK* R, J, Power Authority of the State of New York, 

80/09/18. 3pp. 07200:105. 


— 8012090150 Forwards IE Waste Packaging Insp Rept 15000039/80-14 on 


000619 & notice of violation. 
BMlTHiO. H. Region 1* Philadelphia* 
80/09/03. 2pp. 07200:105. 


Office of the Director. 


— 8012090163 Notice of violation from insp on 800619. 
a Region 1* Philadelphia* Office of the Director. 
07200; 107, 


90/08/07. 8pp. 


-6012090167 IE Waste Packaging Insp Rept 15000039/80-14 on 800619. 
Noncompliance noted: outside of Model 

shipping cask not stencilled or otherwise marked to identify 

MACARTHUr't.^C*) potter* J.P. Region 2* /J!* * 

B..ji*%i-k fiD/06/07. 3 dd. 07200:109. 
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DOCKETED ITEMS 


a0iStl07Aa Trip rtpt of wtu^o vKit to lew watt* di«po*«l 

facility. Evil w*t Ion of ronow^J application will 
ba««d> «n oral naponiai to H«C ra^unti #or da ta. Li c an*** 
i«iiit submit formal raiponi* by 901030, _ «*-.nch 

HAWKINS I E. F, i PAHOBWRMi 0. C, Low Laval Wafta Licanalng Branch. 
80/11/17. tpp. 072^7:201. 

aoiai'joies Foruanli Waata Packaplng Inap Rap* 15000039/80-19 on 
B00923“a6. No noncompllanca not««J. . 

STDHRiJ.P. Raglort 2- Atlanta- Foal Faclltti| fc Hatariala Safati* 
Branch, 00/11/12. Ip, 07282:070- 

-aoiaiwi« H«t. P.ci-.ins in.p R.pt •" 

flljUtHUR.T*C*.‘*?OTreR.j'F“'Roton %„t‘‘*3?Saa^07! ^ 

Hatariala Safety Branch- 00/11/12- 3pp. 07282.071. 


DOCKET 27-048 RiCHLANDf MA, i NOCLFAR 

0012030900 R-ipond. to v.n-or 800020 • Jr. tMn.«l ttlni ^(ir.J l«ln.T» .ito 
eloour- pUti.NRC ulU *««nrl timuoiI Hiomo to “"'t 

datura L dacoiwai tilenlng of SNH dltpotal araai & to 
tlimlnata llcinti candltiont ra tlta oparatlont. 

SHlTHfR.O- Low Laval Uatta Llcanalng Branch. 

07149:240. 


80/U/14. 2pp. 


BOI20100U PKa-V-B0-77;en B0ll20.tt RUhUnd.MA, Ourl.l llt..NuelMr 
Enflnaarino Co racalvad ihlpmant from Todd Rataarch 
TacKnical Olvr Oalvittor- TXi contalninfl ona leaking 
iliiSrid w/no tijniflcant act Ivi ty- Bur lal 

THOHAS-R.O. Raslon 5» San Franciteoi Office of the Director. 
04/11/20. Ip- 4A913;<>01. 

BOiaiOOlBB PWa-V-0O-7a:oft 801120. ahipwant of low lavd radwatta 
raciivd at Richland. WAi burial tita by Kuclaar ^•’5 
40 from Huclaar Hatalti Inc. dakarnlnad to have one 
drw«-Stata of WA hat cancelUd 1 *«»«*•* 

THOHASjR.D. Rtfflon Si Ban FrancUco. Office o# the Olrttbor. 
80/11/21. Jp. 

DOMESTIC LICENSING OF SOUHCE MATERIAL 

DOCKET 40-0299 UNION CARBIDE CQRP. 

0011180742 Forwardi -Contt Rapt on Evaporation HilU. 

UY Plant Bite." Rapt it condition to granting of amind to 
Sovre- M-tl UKBii 6UA-i48.0vtril.i dMWlnj. incl. 

PAftrSiW. C. Union Carbide Corp. 00/10/31. 92pp. 07050.027. 

a0l8«0631 Trl(. T.Jt of 800923-24 vj.lt 

monitor ing tt.Tiporbing ratiulrataant* » axamina mini being 
punaad dr! araiiln# Fadaral-Amar lean Partnara hoeUng li 


punpad dry 
talllnei facilitlaa. 

FREEHANiJ. D- Uranium Recovery Lieenilng Branch- 
07090: 114. 


eo/ii/10. 3pp. 


8012240073 Iflformt that Amend 16 to Licanta BUA-fi4B 
r.n.w.l r.vl.w Inill.t.d In 8.pt 1977 1. ...jijt 

KOTBCHrvl. L, Uranium Recovery Lleanaing Branch. 80/11/12. ip. 

07314: 279. 

8012160001 Reipondt to hiRC 801014 I tr ravlauing BMOOS tubmlttal- 'A-O 
Pit Leaky Aaulfar Tatte for Union Carbide Corp by 
Hydro-Engineering." Submittal li aatlafactory for 
determining Inaigni f leant 

KONOiT. Union Carbide Corp- 80/11/13. 4pp. 03791.135. 

8012170251 Raipend* to BOlOOl Ur re FES 

(NURE0-0702l.Bail» for etatament on ^-30 re b« J 

concentration of Ra-226 in loili of Oa* HiUa In WV la 

contalnii In Raf 68 of eectlon. nn/it/i9 4De 

aCARAfWrR. A. Uranium Racoviry Ldccnilng Branch. 80/11/19. 4pp. 
07268:226. 


DOCKET 40-0672 NUCLEAR HETAWi INC. 

8012100188 PNO-V-0O~7a: on BOl 120. ah Ipmant of low level radwaite 
received at RlchUndr WA. bur lal alte by Nuclear Engineering 
Co from Nudear Hatali. Inc. datermined to have one leaking 
drum. State of WA haa canctUad lUanaae burial permit. 

TNOHASiR. B. Region 5. San Franc Hco* Office of the Director. 
04/11/21. ip. 0721 8: 299. 

90l21l0k(^ Ack receipt of 801003 Ur Infgrming NRC of etapa taken to 
correct vloleblont noted In IE Inep rapt b payment of civil 

THQNPB^i D. Office of Inepaction t Enforcementr Office of the 
Director. 00/12/04. Ip. 07223:155. 


0012290378 PNQ-l-BO-173; on 80121 ». .™p log.. 

contomlnotlon wFaveon ..It In M. Ii.lr, .g.. b 
ihowered 6 reported to phy* Ic i an. Ur Inaly *i» to follow. 

GLENN. J. I CROCKER. H.W. Region 1. Phi ladelphla. Offlc# of the 
Director. BO/12/15. 2pp. 07339 ; 070. 


DOCKET 40-1162 WESTERN NUCLEAR. INC. 

8012080233 Forward. Split Rod Mill T.lllnj. In.p ’'•P* 

SQ00SN,0. H..t.rn MU.1.0T, Inc. I.ub., of Ph.lp. Dodg. Corp. ). 

BO/I 0/14. 4pp, 07107:001- 

8012010199 Forward. Spilt Rod nlU t.iUng. d.n In.p r.pl for B01013- 
19. MO .tnor».lUi„ oh,.rv.d.8nor. lin. w.. •" •««« ‘*6 

ft froflv creit at all tlmei.ReiuUi of weekly monument eurvey 
t. tabulation of water elevatlone In , cnm i 

BOODENiO. Weetern Nuclear. Inc. (eyh». of Phelpe Dodge Corp. 1. 
GO/14/23. 4pp. 06916': Oni, 

8012010336 Foruard* electrical resletlvity ^ 

clarified. Methodology Item 7 changed to ** 

decision emanating from Uestern Nuclear. Inc. Item 9 reflects 

total number of readings. An* oAOi^-OOl 

BOODENjO, Western Nwdaari Inc. 00/11/05. 4pp- 06916. 

6012080785 Forwards tailings dam insp rapt J 

BOCOENdO. Western Nuclear, Inc. tsubs. of Phtlpi Dodge Corp. ) . 
00/11/05. 4pp. 06506:003. 

0012020125 Fowerde draft license conditions 6 safety evaluation for 

renewal of license. W/o encl- «/v/i4 /m Onn 

SCARANOfR A. Uranium Recovery Licensing Branch. 00/11/07. 2pp. 

07148: 214. 

8012240112 Requests J Kane assistance in review ^ 

license cond 1 tionsj we eVl y tailings dam monitoring data rept 
submitted since Jol 1900 6 Nelson-Rflb Inette reptf 

“Magnetometer 6 Drilling 00/11/13 2pp. 

eCARANOiR A. Uranium Recovery Licensing Branch, 00/11/1 • PP 

07325: 133- 

8012310528 Forward. Split Rock Mill Tailings Dam insp rept for 001103- 

BOODEMiO. Western Nuclear, Inc. (subs, of Phelps Dodge Corp. ), 
80/11/14. 4pp. 07365:314. 

8012140124 Forward, .tlpuldion. conUlnInj 

faculty- a. agreed to by NRC. Uestern Nuclear L WV Outdoor 

LINEHAnI -J. J. Uranium Recovery Licensing Branch. 00/12/01. ip. 

07362; 340, 


DOCKCl 40-1341 EDOEMONT URANIUM MINE. TVA h 

8013080653 Informs that Natl Park 8vc has reviewed TVA ^dgemont U Mill 
dacammissioning p Ian, Forwards earlier comments. No further 

STRAIT^rI A. Entorlor. Dept, of f National Park Bervlce. 00/10/17. Ip. 
06586:003. 

— 0012000679 Comments on EdgemontiSD U mill decommissioning plan 
environ rept re geographical features of area Id air lUAUty. 

STRAIT. R,A^ .interior. Dept, off National Park BervUe. 79/10/23. 
ip. 06586: 003. 

8012000725 Responds to QRNL request for meteorological h air yuality 
info re Edgemont MU Is decommissioning pro ject. Forwards 
tables of joint frequency distribution of 10-meter winds. 

KILLS, L.H. Tennessee Valley Authority. 80/10/22. 5pp, 06506:003. 

8012010021 Notifies that util may upgrade decommissioning design to 
practically eliminate site runoff. In event that upgrade 
proves unf easibi e, program outlined in environ rept will be 

HiLLSi L. M. Tennessee Valley Authority. 00/10/29, Ip. 07096:337. 

B012100339 Responds to NRC 600918 request re cleanup action program. 
Submits stipulation* for receipt k temporary storage of 
radioactive metis removed from offsite area*. Requests NRC 
acceptance of stipulations. , 

hills, L.M. Tennaosee Valley Authority. 00/11/06. 5pp. 07220:029. 

8013080661 Forwards '*Ftsherlei Resources of Cheyenne River Basin." No 
mtnnotaf or aquatic vegetation located. Survey result* should 
be reflected in DES. 

HILLSiL.K. Tennessee Valley Authority. 80/U/07. 2pp. 07188:233. 
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— 8012060664 '*Fish8rle< Hviourcta of Chtytnnc Rivvr Batin. ** 

KOTKrR.M. . FORD, R,C. South Dakota, State of. 80-0. 00/07/09- 

llpp- 07188: $?35. 


DOCKET 40-2061 WEST CHICAGO FACILITY, KERR-MCGEE CORP. 


8012310379 Retpondi to NRC 801113 requttt for ttndangsrtd tpcclet 
comnentt re propoted application to dccom'ni 1 1 1 on. Li 1 1 of 
tpaciet uhtch mag be pretent in concerned area provided. 
aUMOARNER, D. H. I ntor 1 or , Dep t , of , 80/11/26. 4pp. 07369:180. 


DOCKET 40-2259 PATHFINDER MINES COfiP. 


QD12020376 Forw-erdi IE Imp Rept 40-2259/80-03 on 801002. No 
noncompliance noted, 

BROWN# 0. D. Region 4, Dallati Fuel Facilitg St Material* Safetg 
Branch- BO/tO/aa. 2pp. 07142:075, 


— 8012020383 IE Inep Rept 40-2259/80-03 on 001002. No noncofflpllanc* noted. 
Major areas 1 nspected ; const activities re raising of 
tailings dam at authoriied bg Amend 7 of License 8UA-672. 

LANDSMAN, R. Q. Region 3, Chicago, Reactor Construction St 
Engineering Support Branch. BROWN, O.D, Region 4, Dallas, Fuel 
Facllltg It Materials Bafetg Branch. HALL, R.E. Region 4, Dallas, 
Reactor Construction L Engineering Bupport Branch. 80/10/27. 3pp. 
07142:077. 


G012D20003 Advlsos that Amend 8 to 8UA-672 vtios issued on B00626 tt 
should be exempi from fees. Amend uas initiated bg NRC. 

GILLEN, D.M., LlNEHAN, J, J. Uranium Recoverg Licensing Branch. 
00/11/06. Ip. 07140:305. 


8012160305 Responds to reciuest for addi Info on holding capacity of 
Tailing* Pond 4 during embankment const phase. Total release 
of liquid stor-sd upstream of Embankment 4 during const lelll 
be contained. 

NUOENTrE.L. Pathfinder Mines Corp. 00/12/11. 2pp. 07263:043. 


DDCKET 40-3392 ALLIED CHEMICAL CORP, 


8012220093 Forwards IE Insp Rept 40-3392/80-03 on 801029-31. No 
noncompliance noted. 

DAV18, A. B. Ration 3, Chicago, Fuel Facility St Materials Bafety 
Branch. 00/11/18. 2pp. 07306:356 


— 8012220096 IE Insp Rept 40-3392/00-03 on 801029-31. No noncompl lance 
noted. Major areas Inspac ted: 1 ow level •iiaste packaging 
transport procedures L radiation protection program. 

PECK.C.G., F30HERrH.L. Region 3. Chicago, Office of the Director. 
80/11/17. 4pp. 07306:350. 


DOCKET 40-3453 ATLAS MINERALS 


8012000217 Ack receipt of 000909. Ur re License 0UA-917. Request* 
confirmation, that vendor has up to nine month* from 801117 
to comply ulth referenced matters. 

FARLEY, E.R. Atlas Minerals, 80/10/17. Ip. 07181:267. 


80120100P4 Confirm* 001029 telcon re hydrologic conditions rept, Vendor 
vill respond w/complctlon date, pending agreement on scope of 
uork involved. 

8HAN8Y, 0. T. Atlas Minerals. 80/10/31. Ip, 07098:030, 


8012000305 Forward* near site radiation readings for Bept 1900, 
confirming 801 103 d Iscus* Ion, Question re OA procedures will 
be sent by separate Itr. 

8WANDY,0.T, Atlas Minerals, 00/11/04. Opp. 07196:192. 


8012000710 Confirm* 000106 discussion re cancellation of NRC 001114 
meeting In Wash Ing ton, DC. Request* rescheduling of meeting 
u/NRC for 801204 or 11. 

BWANBYrO. T. Able* Mineral*. 00/11/07. Ip. 07196:130. 


8012190055 Submit* info requested in 001017 draft teles re hydrologic 
condition* at mill site. Water sampling procedure accepted as 
proper It ulll be used in future.Rept on Increasing 
radionuclide concentrations end. 

BWANBYrO. T, Atlas Mineral*. 80/11/10. 7pp, 07279:032. 


8013240310 Requeet* clarification re in vivo testing Ic whether 
employee namas should be submitted w/data. 

SWANBYiO. T. Atlas Mineral*. 80/11/14- ip. 07320:183, 


8012100665 Ack receipt of 801103 Itr re increase in yellowcakc 
production.'Reques t requires amend to License BUA-917 b minor 
safety It environ amend fee per 10CFR170. 31. 

WEISS, D. License Fee Management Branch. 80/11/10. Ip. 


8012160763 Responds to 801023 request for notification of mettingi w/ 
U mill representatives or finallted policy decisions re 
surety arrangements, ml 1 1 operations & site reclamation. 

Meeting st/mlll representatives scheduled on 001211. 

aCARANO, R. A, Uranium Recovery Licensing Branch. BO/1 1/19. Ip. 

07261:306. 


—0012160766 Requests notification of meetings u/U mill representativii 
or finaliied policy decisions re surety arrangemtnts, ml 1 1 
operations L sit* reclamation. 

ANDERSON, L. F. Utah, State of. 00/10/23. Ip. 07261:307, 


8012190046 Foruards instructions used in mill lab for QA It actual 
analytical procedures. Written procedure fulloued u/exceptlon 
of Th-230 std uhleh is presently unobtainable. 
aWANBYiO.T. Atlas Mineral*. BO/U/19. 13pp. 07276:311. 


8012290216 Request* required data on soil tampllng, background 
groundwater sampl Ing, yel lowcak* dryer sampling b external 
radiation monitoring data by B0i208. 

SCARANQrR.A. Uranium Recovery Licensing Branch. 00/11/25, 3pp. 
07345:170. 


DOCKET 40-4492 FEDERAL AMERICAN PARTNERS < MINI NO I 


8011070245 Forwards corrected copy of map discussed In 001003 telcon. 
LANE, J. R. Federal American Partners. 00/10/14. Ip. 06910:100. 


0012010631 Trip rept of 800923-24 visit to Casper WY to review well 
monitoring 1; reporting requirements, examine mine being 
pumped dry l« examine F*deral-Am*r lean Partner* housing << 
tailing* facilities. 

FREEMAN, J.D. Uranium Recovery Licensing Branch. BO/ll/tO. 2pp. 
07098: U4. 


8012220134 Forward* "Rept on Alternat# 'Evaporation Pond Bite 
Evaluatien*,W*it Oas Hills, WY for Federal-Amer lean 
Partners,'* in raiponse to NRC 801104 request. 

ANDRUS, N.J. Federal American Partner*. 80/11/25. Ip. 07303:192. 


— 8012220137 "Rept on Alternat* Evaporation Pond Sit# Evaluations, West 
Oas Hills, WY for Federal-American Partners." 

MURDOCK, L. T. Dame* L Moore. 80/10/31, Sapp. 07303:193. 


OQCKEl 40-6622 PATHFINDER M1NE8 CDRP, 


8012120370 Application to amend License 8UA-442r replacing bag tamplinf 
technique w/Track-Etch continuous passive monitoring sys. 

New method will provide bitter monitoring data t< make radon 
monitoring progrim easier to administer. 

MURDOCK, 8. Pathfinder Mine* Corp. 80/10/08, 2pp. 07236:257, 


— 0012120382 "Passive Integrating Radon Monitor for Environ Monltorinj. " 
ALTER, H.W. Terradix Corp. FLEISCHER, R. L. Oeneral Electric Co. 
00/06/30. I7pp. 07236:259, 


8012160179 Safety evaluation recommind Ing approval of Amend 2 to 
License BUA-442 to upgrade effluent It environ monitoring 
progrim It Incorporate OA program a* outlined In Reg Guide 
4. 15. . „ 

HEYERrR, 8. f LINEMAN, J. J. Urenium Recovery Licensing Branch. 
00/11/21. 2pp. 07262:295. 


6012160548 Amend 2 to License 8UA-442, adding Condition* 36 b 37 
requiring submittal of complete specs for operational 
effluent It environ monitoring program It reporting of result* 
of effluent It environ monitoring. > 

8CARAN0,R. A. Uranium Recovery Licensing Branch, 00/11/21. 5pp, 
07261:205. 


DOCKEI 40-6659 PETROTQMICS CO. , GETTY OIL 


0012010606 Notifies that review of Amend* 4 It 5 require* post-rconst 
Insp from Ofc of Nuclear Reactor Regulation, Manpower memo 
will follow pending rept of contractor expenses. 

KOTSCHrJ. L. Uranium Recovery Licensing Branch. 80/11/05. tp. 
07098: 109. 
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DOCKET 4a»6‘?40 HAWECKl BERVLCO INDUSTRIES. INC, 


0003130126 Rtipond* to FOIA raqutit far Info t» fi« •oparafe* ccmpatila*. 
Forvardc dociintnti littad in App» A b B, Perttoni af App B 
docuiatntt wl t^ha 1 d : nanti of Individual* aipoitd to radiation 
<r«f FOIA Exanptioni 6}. 

FEUTOMi J. M. Divlilon of Rulo^t and R»cordt. 00/04/10. 4pp, 

04^31: 104. 


— 80ta3l05<?a Transcript of D Zo^flan 800903 drposition ro radloactivf mat! 
disposal at McOean disposal dump In Nauburph Haight*. OH, 

ZEMAN* 0, Affiliation Unknown. 80/09/03. 2pp. 07366:017. 

— 6012310609 Transcript of PW Jones 800904 deposition r» radioactive matl 
diapotal at HcCean disposal dump in Nauihurghr Heights* OH. 

OOilES.P.U. Affiliation Unlnotun. 00/09/04. Ip. 07366:019. 


— 0009130347 t-icens* SHB-920* author! x ing posaasslon 4« usa of unlimited 
anountf of U t thorium In form of slags b or* residue* bg 
Kawicki Barglco Indus trial* Inc. 

LAVFIELD. R. L. Atonic Enargg Comial at ion. 72/10/24. • 2pp. 


DOCKET 40-7102 SHIELOALLQY COaP. 


6012190673 Act receipt of B01030 Ur Infarming NRC of steps taken to 
correct violation* noted in IE Insp Rept 4D-7102/B0-01. 

KINKEKANj J. O'. Region li Philadelphia! Fuel Facility 6 Material* 
Safety Branch. 80/U/20. Ip. 07207:323. 


— 0012190603 Responds to NRC 801019 Itr re violation* noted in IE Insp 
Rapt 40-07102/00-01. Correct iva actions: sign* posted In slag 
dump area 6 columMum or* ttorag* area as required. 

LDNOAKER. J. B. SMeldalloy Corp. 80/10/30, 2pp. 07207:324. 


DOCKET 40-75B0 FAN STEEL METALS 


8009130126 Responds to FOIA request for info re si* separate companies. 
FarLtfards documents l isted in Apps A 4! 8. Portion* of App 8 
docvaiients uithheld : names of Individuals exposed to radiation 
iref FOIA Eiemptions 61. 

FELTON* J.M. Division of Roles and Records. 80/04/10, 4pp. 

04931: 104. 


DOCKET 40-7924 SCHOTT OPTICAL CLASS. INC. 


8012240077 Act receipt of 801031 Itr informing NRC of step* taken to 
corract violations noted In IE Insp Rapt* 40-7924/80-01 4e 
30-09864/80-01. , ^ 

RIWNEKAN. J. D, Region I* Ph i lade Iph la* Fuel Facllltg 6 Material* 
8afetg Branch. SO/ll/tB. Ip. 07324:281. 


—8012190686 Discusses IE Imp Rept 4O-7I02/B0-01 on 000926 6 foruards 
notice of violation- . ^ ^ , 

KINN6HAH* J. D. Region I* Pli Uade Iph ia* Fuel Facility 6 Material* 
Bafatg Branch. 00/10/19. 2pp. 07207:326. 


--6012190690 Notice of violation from insp on 800926, None onp I lance noted; 
unauthoriied ptnonnel supervised us* of licensed metl 6 air 
sample survey* In blending 6 furnace areas of Bldg 3 not 
performed. - ^ ^ 

* Region I* Philadelphia* Fuel Facility k MaterlaU Bafety Branch, 
60/10/19. Ip. 07287:328. 


— 6012240002 Respond* to NRC 801006 Itr re violations noted In IE Insp 
Repts 40-7924/80-01 k 30-09064/80 01. Corrective actions: 
relocated waste storage area to remote area 6 posted area as 
required. „ 

KALOVISKVi W. W. Bchott Op ticat Class* Inc, 60/10/21. 2pp. 

07324: 202. 


-8012240087 Discus*** IE Insp Repts 40-7924/80-01 6 30-09664/80-01 on 
600919 t forwards notice of violation . ^ a. * . 

KINNEMANi J. D. Region 1* Ph i ladelph ia* Fuel Facility 6 Material* 
Safetu Branch. 80/10/06. 2pp, 07324:284. 


DOCKET 40-7402 ALLEGHENY LVDLUM INDOSTRIEB. CHEMTRON CORP. 


5012310934 Forward* IE Investigation Rept 40-7402/80-01 cn B00717-18* 
090Z-09 k 18-19 & -notice of violation. 

KEPPLERiJ.C. Region 3* Chicago* Office of the Director. 80/11/07. 
2pp. 07369:318. 

—0012310937 Notice of vtoUtlon from insp on 000717-0919. 

a Region 3* Chicagoi Office of the Director. 60/11/06. Ip. 
07369:320, 


— 8012310943 Informs that as result of review of 800718 as*e»s«ent rept 
of McOean disposal dump in Kauburgh Height**OH* 
decontamination of disposal dump uill be required. 

KEPPLERjJ. 0. Rfjion 3* Chicago* Office of the Director. 60/08/07. 
3pp. 07365; 321. 


--6012310950 IE Investigation Rept 40-7402/80-01 on 000717-18*0902-09 b 
lB-19.Honcompliance noted: failure to make adequate 
evaluation of licensed metl prior to disposal to assure 
cOApUance w/i0CFR20. 30k k 20,304 requ ir iments. 

W£IL*C.H.r SREMIAHSKI.O. J. * NORELIUS. C. E, Region 3, Chicago, 

Office of the Director. B-O/ll/06. 29pp. 07363:323. 


—8012240090 Notice of violation from insp on 80091 9. Noncompl iance noted: 
gauges containing licensed matl stored in unrestricted area 
b radiation area surrounding waste thorium storage area not 
posted as required. > , „ * u 

« Region I* Phi lad e kph ia. Fuel Facility k Materials Safety Branch. 

BO/lO/06. 2pp. 073i;4;2a6. 


DOCKET 40-0000 TRANSNUCLEAR* INC, 


e0l2300?93 Approves 800904 k 24 submittals describing export of 8NM per 
1O0FR73. 29 U 10CFR73. 26. Ap propriate state police should be 
contacted u/'regard to road conditions before shipment 
eocr.oences. Arrangements k approved route forthcoming. 

HCCORKLE.O. W. Physical Security Licensing Branch. 00/10/14. 2pp. 
07346: IBO. 


OOCKE1 40-8064 EXXON MINERALS CO. USA* EXXON CQRP, 


8012010229 Submits 1900 third quarter rept for solution mine pilot 
testing for Highland RbO program. Samp le analysis results 

TRUSSBLLrH. H. Exxon Minerals Co. < U3A. 80/10/21, 9pp. 07097:307, 


—8012310973 Refers to 800624 telcon re radioactive aatl disposed of at 
HcOeon disposal dump in Newburgh- Heights* OH. As sessment to he 
made to deteraine source of matl discovered. 

KEPPLERrJ.C. Region 3* Chicago, Office of the Director. 00/06/24. 
ip. 07365:393. 


— 8012310977 Forvard* technical consultant ML Industries atsessment rept 
of KcOean disposal dump in Newburg Heights, OH. 

giLNEa*a.M. Allegheny Ludlum Industries* inc. 00/07/24. I9pp. 
07365:394- 


—8012310561 Transcript of €0 Neilsen 000904 deposition re radioactive 
aatl disposal at McOean disposal dump in Newburgh Heights* 

DH 

NEILSDNiC.O. Chem.tr on Corp 80/09/04. Ip. 07366:010. 


— 0012310507 Transcript of JO Zindrosfci 800904 deposition re radioactive 
matl disposal at McOean disposal dump In Newburgh Heights* 

OH. 

ZIMOROBKI* J. 0- CheAtron Carp. 00/09/04. 4pp. 07366:011. 


— 8012310592 Transcript of D Zeman 800903 deposition re radioactive matl 
diepoeal at McOean disposal dump in Newburgh Heights* OH. 

ZEMAN.D. Affiliation Unknown. 80/09/03. 2pp. 07366:015. 


0012100106 Forward* amend fee far License SUA-1064 re use of sulfate ae 
excursion parameter for leach sys. 

TftUSSELLrH. H. Exxon Minerals Co.* USA, 00/11/17. Ip. 07187:001. 

— 8012100110 Act receipt af 001016 Itr re use of sulfate as excursion 
parameter. Minor safety 84 environ amend fee required, 

'UEI80I D. License Fee Management Branch. 00/11/06, ip. 

07187: 001. 


— 8012100116 Request* deletion of sulfate a* excursinn parameter since 
groundwater analysis shous sulfate assay to be poor 
indicator duo to low sulfate level* of Highland leach sys. 
TRU3BELL, H. H. Exxon Minerals Co.* USA. 80/10/16. iSpp. 

07187: 001. 


DOCKET 40-8084 LISBON MINE. RIO ALODH CORP. 


0012000788 FiOTuiards ♦'Review of Proposed Fifth Dam Raise* Upper Telling* 
Pond Eetbanlment BysrLlsbon Valley Operations* Rio Algom 
Corp. " 

NELSON* J.D. Colorado State Univ. BO/lO/Ol. Ip. 07187:080. 
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— 0013090798 "Review of Propotjsd Fifth Dam RaiiBrUpper Tailings Pond 
Embankment Sijsi Lisbon Valleg Qparati onsr Rio Algam Corp. " 
hiELSQNi J. D. f ABTiS. R. Colorado State Unlv. 00/10/01. 24pp. 

07187:081, 


0012000823 Forwards corractod copies of "RoviauJ of Proposed 3“Ft Dam 
RaisfjUppar Tailings Pond Embankment 8ys. Lisbon Valley 
Op era 1 1 ons j R 1 o Algom Corp.'* Retiuests destruction of BOlOOl 
copies. 

NEL0aNiJ, D. Colorado State Unlv. 80/10/03. Ip. 07100:174, 


* — 8012000829 Revised “Review of Proposed 5-Ft Dam RalserUpper Tailings 
Pond Embankment BysiLlsbon Valley Operations) Ri o Algom 
Corp, " 

NELSON. J.D., ABTiS.R. Colorado State Univ. 80/10/01. 29pp. 

07100: 179. 


8012010031 Discusses NRC comments re status of groundwater program at 
mine which were based on Dames 4: Moore Jan 1900 rept re 
tailings mgt study. Addl analytes required on migration of 
groundwater contamlnat ion & on seepage pathways. 

HARLANffl.L.) BODDY. J, R. Dames Moore. 00/10/20. &pp. 07092:034. 


8012020340 Forwards IE Insp Rept 40-0084/80-01 on 800629-27. 
BROWN. O.D. Region 4. Dallas. Fuel Facility 4; Materials Safety 
Branch. 00/10/23. Ip. 07142:090. 


— 0012020349 IE Imp Rept 40-0004/00-01 on 800629-27. None omp I lance noted: 
failure to mlniniie dusting of tai 1 Ingt. fal lure to perform 
air samp I ing. fal lure to post airborne radloactivi tg areas tn 
failure to Implement engineering controls, 

CAlNiC. L. . WILBORN. L, Region 4. Dallas. Office of the Director. 
BROWN. 0.0. Region 4. Dallas. Fuel Facility Materials Safety 
Branch, 80/07/09. 13pp. 07142:091. 


—8012020361 Discusses results of verification samples taken at facility 
during 1979 4; analytical test samples supplied during Jan 
1900. Forwards Info re discrepancies between NRC air samples 
4: vendor samples. Review of calculations requested. 

BROWN.O. D. Region 4. Dallas. Fuel Facility U Materials Safety 
Branch, 80/01/29. Spp. 07142:064. 


8012010039 Responds. on behalf of Rio Algom Corp. to NRC 001000 request 
for info re upper tailings pond 9-ft embankment raise. 

Fifiometers will be placed at bate of embankment upon 
completion of raise. 

0ODDY. J. R. Dames U Moore, 00/10/27. I2pp. 07092:082. 


0012160184 Safety evaluation re application for Amend 3 to License 
SUA-1119r author! ling 9-ft raise of upper tailings retention 
embankment. Amend will not constitute undue risk to public. 
Recommends issuance subj to listed conditions. 

K0T3CHiJ, L. I LINEMAN. J.J. Uranium Recovery Licensing Branch. 
00/11/07. Opp, 07262:297. 


8012160996 Amend 3 to License 9UA-1 1 19. author 1 i Ing 9-ft raise of upper 
tailings dam. u/cond i tions added to maintain at least 9 ft of 
freeboard between embankment crest mas operating level of 
ponded liquid In upper tailings pond. 

8CARAN0. R.A. Uranium Recovery Licensing Branch. 80/11/07. 2pp. 
07261: 210. 


8012080339 “Lisbon Mine Ambient Air 0ariples 1978.'* 
a Rio Algom, Ltd. 00/11/19. 3pp. 07109:231. 


0012160191 Safety evaluation recommending approval of Amend 4 to 
License 5UA-1 1 19. revis ing environ monitoring program U 
radiation safety program. u/cond itlons requiring workers to 
wear protective clothing. 

KQT8CH. J. L. . LINEMAN, J.J. Uranium Recovery Licensing Branch. 
00/11/21. 7pp. 07262:300. 


8012160287 Amend 4 to License 8UA-U 19. revl sing Condition 14 re 
prevention of Alpha contamination 4i adding Condition 36 
requiring operational effluent 4: environ monitoring program 
submittal, 

8CARAN0, R.A. Uranium Recovery Licensing Branch. 00/11/21. 6pp. 
07261:349. 


DOCKET 40-0102 EXXON MINERALS CO USA. EXXON CORP. 


0012000796 Forwards responses to questions 4*. comments in NRC 001016 Itr 
re hy drogcolog ic sys at site, 

ORTLOFF. 0. D. Exxon Nuclear Co.. Inc. <subs. of Exxon Corp, L 
00/11/10. 7pp. 07100:046. 


DQCKEI 40-0106 MEDICAL CENTER OF VERMONT BURLINOTON. VT 


8012000720 Ack receipt of 800912 4c 1003 Itrs informing NRC of steps 
taken to correct violations noted in IE Intp Repts 
30-00909/80-01,30-03289/80-01.70-2286/00-01 tt 40-0106/00-01. 
KINNEMAN, J. D. Region 1. Ph 1 iadelph la. Fuel Facility & Materials 
Safety Branch. 00/10/30. Ip. 07101:197. 


—8009190463 Responds to NRC 000819 Ur re evaluations of 1-131 & 1-129 
concentrations. Evaluations of restricted area concentrations 
of T-131 It l-i25 It thyroid monitoring will be conducted 
within 30 daysruslng Reg Oulde 8. 20. Table 1 criteria. 

JANNFYrC. D. Medical Center of Vermont Burl Ing ton. VT. 80/09/12. 

Ip. 07181:198. 


—8012080739 Responds to NRC 800819 Itr re violations noted in IE Insp 
Rept 30-03289/80-01. Corrective ac tions: evaluations of 
restrlctod area concentrations 4; thyroid monitoring to be 
conducted. 

JANNEYiC.D. , BERRY, J.F. Medical Center of Vermont Bur ling ton. VT. 
00/10/03. Ip. 07181:199. 


—8012080742 Discusses IE Insp Repts 30-00309/00-01. 30-03269/&0-01i 
70-2206/BO-Ot 4; 40-0106/80-01 on 000729-30 U forwards notice 
of violation. 

KINNEMAN, J. D, Region 1. Ph 1 lade Iphia. Fuel Facility It HateriaU 
Safety Branch. 80/08/19. 2pp. 07101:160. 


—0012000797 Notice of violation from Insp on 000729-30. 

* Region 1, Philadelphia. Office of the Director. 80/08/19. Ip. 
07181; 162. 


DOCKET 40-8231 OENERAL ELECTRIC CD. 


0012230294 Application for amend to expert license extending axptratton 
data to 840101. 

WILSON. B. D. General Electric Co. 80/11/13. Ip. 07317:320. 


DOCKET 40-8304 WYOMING MINERAL CORP. 


8012160179 Bubmltf cost 4. manhours used in reviewing application 'for 
renewal of License 8UA-1204. 

HIUERrH. J,. BCARANOrR.A. Uranium Recovery Licensing Branch, 
00/11/24. Ip. 07262:294. 


DOCKET 40-8348 IN SITU URANIUM LEACHINO PROJECT 


0012120390 Confirms B0I006 te Icon. granting permission for 30-day 
extansion of License Condition 12 re rept on progress of 
pilot insitu project reclamation. Rept will be sent, pending 
receipt of addl info. 

CARL08, P. C. Union Oil Co. of Calif ornii. 80/10/07. Ip. 07236:200. 


—8012120399 Forwards amend fee for SO-day extension re License Condition 
12 requirement. 

CARLOS. P.C. Union Oil Go. of California. 00/11/12. Ip. 

07236:281. 


— 8012120409 Notifies of amend fee required for vendor 801007 application 
to extend Llcanee Condition 12. 

WEI88, D. License Fee Management Branch. 80/10/24. Ip. 

07236:282. 


0012010063 Advises that vendor must apply for RIcD license to cover addl 
aquifer restoration work for License t7 in situ project. 

Internal memo encl. 

ENGELMANN. R. Wyoming, State of. 00/10/27. 3pp. 07099:200. 


0012010990 Forwards progress rept on reclamation/restoration of 
rasaarch In situ U leaching project in Sweetwater County. WY 
par Condition 12 of License 0UA-1223 reneual.Rept addresses 
GO Eadie 1979 concerns, 

CARLOS. P.C. Union 76 Minerals Exploration Co. 00/11/11. tSpp. 
07099: 030. 


DOCKET 40-0434 HOME 8TATE MINING CO. LA 


8012160167 Submits cost 4( manhours used In reviewing application for 
renewal of License 8UA-1249. 

HEYERrR.B f LINEMAN. J.J. Uranium Recovery Llceniing Branch. 
80/11/21. Ip. 07262:292, 
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DQC^^ET 40-B502 IBIOAft^KY MIKE. W^OMINO WNmO^CORP^ 

eotaoios^a auwr^ry »f 7*?10ll in 

«//^WY Dipt of Environ . CliJnup plan f ^ ^ h^..i h 

Alitor lono should b» lUhmlUod within a wt». Plan ahowld 
not bo lBpl#«*nkid for at it*** 3^ 

PETERSOMj UR. Vf^joffllng Minoril Corp. 79/10/11- Bpp. 


0709e:3l7. 


801=080698 *4yl«. tl,i4 O .l.ld b. 

rovitw «( approval of llittd itoai ra laaVag* data. Ana ly*I« 
fhouH ba aubrtittid by 791029. tat 

MOfiROHrD- Myofflnji 9tat* of- 79/10/15. 2pp^ 07196, 

SOISOIOMI For».rd. u-at.r ;«"• •O*”"" 

Aonitor *= th.Jlou r.a..«h 

26. Plaionatrlc contour wap constructed from 791023 itatlc 
watiT Ifvala in shallow lona and. --.Anj-ii n7ooB-a'i9 

WICHERB* D. U. Myofflins Mineral Corp. 79/10/31. Spp- 0709 . 

8012020027 FaTuardi baitlina data packayts for Wall Fields B*C.D «, F, in 
F™D?S‘S.%ni?n? St5«d cor,. 79/12/19. l«pp. 06916:001. 

8012040722 Application to amend Llc.ns. SUAMS^l. updating corporate 
araanliatlon 6 revising min * f 

"diatlon protection officer 4t site 
Rtvlaad llcinaa pages prof 


Revlatd 
aCHEKDELi K. R 


pages 

Wyoming Mineral Corp, 


BO/ 10/31. 


itpp 


encL. 

07155:325. 


B0iaU04l9 Submits shallow moivitor ton# status TJP* 

fiLrA-1341 Reduced nuaber of ehallow monitor walls sampltd 
JuJliri'l. •“"oiSa7 6 JUO,L,/p.r-l..ioA of Supportlo. 

docuaiafitation U overslie map end. amitiA Aftnfi 0724B- 177. 
HICHERS. 0. L. Wyoming Mlntral Ccrp. Bl/ll/14. 6 pp. 


8012310527 Confirms 801107 10 tflcons 

wells 9Ra-19 t< 98M-7, Routine wiatly samples Indl 
chloride t total aUallnity exceeded control lln 


status of shallow monitor 
di cated 

Inlts for wall 


9BB-*19, 
WI01ER3.D. L. 


Wyoming Mineral Corp, 00/11/14. 2pp. 07365:312. 


801=17056= Appli.Atlon bo 

di«eharei of leachate per NPOES Pernlt MY-002BB01, 

Application to State of WY* pa rmit* amend fee U two ovarslied 

sc^lewolur K. R. Wyoming Mineral Corp. 80/ 11/20. 27pp- 07245.226. 

mniMaoiia Advlsti that 800805 license data summer lilng estimated 
»f T.-iOACtlV. «.tu 1"*“ 

unnitTicted area of facility are within «*^^*P^*^i* „ 

HEYERjR. 8. Uranium Recovery LJcaniing Branch. 80/12/03. p. 

07325: 135. 


DQCHET 40-8303 WYOMINO MINERAL CDRP^ 

B012030Q95 Application to amend License sUA-1315. updating corporate 
ionp? lance JivUu board organization 1. revising min position 
^;Sl if Unions of radiation protection 
license pages tt prgf qual if Icat ions of current officer 
SCWEWOELf H. R. Wyoming Mineral Corp. QO/lO/29, 5pp. 

D0CKE1 40-8602 UNITED NUCLEAR CORP. 

8012170262 Responds to 800829 Ur expressing 
for Morton pSnch U Mill (NUREO-0532) 

after pub 1 icat ion. Submits coir-nents 4 po 

SCARANO.R.A. Uranluw Recovery Licanslng Branch. BO/ll/24. pp. 
07268:244. 


OaCHEl 40-9642 THlOKOL CORP. 

8012040315 IE Insp Findings 6 Licensee Ack dtd 801007 of License 
SUa-l3ll. Insp findtngs:no noncompliance noted. onyio/O? 

?A|NrtL. Region 4. Dallas, Office of the Director. 00/10/07. 

07162:361. 


ip- 


DOCKET 40-6681 ENEftOY FUELS NUCLEAR, INC^ 

9012060780 Forwards revised drawing of White Mesa Mill process flow 

diagram. Fee'mot encl, no/io/l? 2 pp. 07107:063, 

BAKER, C.E. Energy Fuels Nuclear, Inc. eo/io/i/. PP 


DOCKET 40-0693 DOLE PETROLEUM, INC, 

8012100483 Submits Insitu U solution mining operation (luarterly 

s:5.ySLST“‘cATCH?bLE,0,J. O9I. F.trol.UA, >nc, 80712/04. 69pp. 

07187:001. 


DOCKET 40-8697 ROCKY MOUNTAIN EKEROY^CO^ 

0012000706 Submits (quarterly rept for 7 . 07100 036. 

NEUMANN, M.R. Rocky Mountain Energy Co, 00/ 1 1/04. pp. 

801=010414 Sutmlt* colts Incurred 4 M'',!;""”. *" •''ol''»“n9 8004=3 
application for Amend 1 to License , o-.-pk 

miller, H.J., SCARANOrR.A. Uranium Ricovery Licensing Branch, 


MILLER 

eo/ii/io. 


Ip. 07098:111. 


DOCKET 40-0304 UNION 76 MINERALS 

8012010036 Forwards “8upp lemintar y Rept, Insp 6 

Fin Impoundment Cell C Embankment, Sweetwater U Project, 


Gwaetwatir County, WY; 

ACOSTA, A. P. Minerals ^orat Un^Co. 
California). BO/ 10/06. Ip. 


(subs. 
07092: 042. 


pf Union Oil Co. of 


—801=010838 ■■Suppl.Aint.rs 

Impoundment Cell C Embankment, Sweetwater U Project, 

«r;’'*^b"/09/.5. 38PP. 07098:044. 

801=0=0007 8uli.l». t«.t» li.curr,4 fc ''ir.';®?” 

• ppllctlon ,Pr Ai«,n4 4 4» Lic»n,« BU4.-13SO. Br.rch 

OlLLC«,O.M.r LINEMAN. J.J. Uranium Recovery Llceni Ing Branch. 

80/11/06. Ip. 07149:306. 

0012020576 Forwards revised OC pregran re U In urine tamp les. Vendor 
000927 Itr should be Ignored. ATfM.aa/L 

ACCSTA, A. P. Union Mlnerais. 80/11/20, 4pp. 07140.226. 

8012050332 Advises NHC of steps taken to protect bottom liner in 
tails pond. Forwards Crestline Corp 001117 Ur outlining addl 
iteps that should bs taken to protect PVC bottom liner from 
ultraviolet rays In subsurface tailings pend. 

ACD3TA,A.P. Union 76 Minerals Exploration Co. BO/il/26. app, 
07175:059. 

9012300000 Informs that Minerals Exploration Carp 
revision of first yr reclamation cost 8« copy of 
bond Increase, Info provides acceptable basis for increased 
■‘Rec lanation Performance Bond. amtri/nA i. 

hCYERiR.S. Ureniuip Recovery Licensing Branch. 80/12/04. Ip. 
0735G: 350. 


DOCKET 40-0709 WESTERN ZIRCONIUM. INC. 

e0l2020?37 Diecusses IE insp of License SttD-t347 on SOlOOB 6 forwards 

BROMn'o. D. Region A, Dallas. Fuel Facility 6 Materials Safety 
Branch. 80/10/20. Ip 07134:208. 

-*-8012020262 Notice of violation from insp on 

licensed matl under supervision of unauthorized Individual 
on 801008 6 surveys of surface contamination levels 6 
airborne radioactive matl not performed. „ . . „ „^..k 

* Region 4, Dallas. Fuel Facility «< Materials Safety Branch. 
eO/lO/20, Ip. 07134:209. 

8012020230 Act receipt of 001107 Ur informing NRC of steps taken to 

correct violations noted in . 1, a,p,tr„ 

brown, O.D. Region 4, Dallas, Fuel Facility 6 Materials Safety 
Branch, 80/11/18. Ip. 07134:202. 

—0012020248 Responds to NRC 001020 Ur re violations noted in IE insp on 
801008. Corrective actions: app 1 icatlon for license am»nd to 
change designee responsible for licensed matl was filed 6 
total dust samples collected. Phosphor PJP; J 07.34.003 

VAN DVKE.C. Western Zirconium, Inc. 00/11/07. 2pp. 07134.203. 

0012020252 Application for amend to License SMB-1347, chang Ing designee 

B0/1./07. 3,,. o7.34;=o5. 
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DOCKEl 40-Q714 CLEVELAND CLIFFS IRON CO. 


0011200106 Forward* q,uarterly repfc for Jul-Sopt 1980. One over»lie 
drawing end. 

LAMAH* J. T. C 1 eveland-C 1 if fs Iron Co, 00/10/lA. Ip. 07044:204. 


— 8011200191 QijartiBrlv ropt for Jul-Sept 1980. 

^ Cleveland-Cl If f» Iron Co. BO/09/30. 13pp. 07044:209. 


8012100338 Provides written confirmation of 801121 telcon re completion 
of restoration in first pattern area during mining 
operations In second pattern area. Second pattern will be 
mined at max nominal rate of 100 gpn. 

LOUDERBACKj T, E. C leva land-C I i f f s Iron Co. 80/11/21. 2pp. 

07272: 335. 


8012160764 Forwards attendance list re 001016 scoping meeting on mill 
project# In response to 001022 re<iu*st. Transcript of meeting 
will not be prepared# but scoping summary document will be 
issued. List not end. 

HAMILL.K. J. Uranium Recovery Licensing Branch. 00/11/10, Ip. 
07261:300. 


~~8012160767 Requests transcript «c attendance list of 001016 scoping 
meeting on mill project. 

KUG3i J. Powder River Daiin Resource Council. 00/10/22, Ip. 
07261:309, 


0012100374 Forwards addl info on EIS topics re water balance# 
discrepancies In distances between facilities tt process 
flowsheets. 

QUIOLEY# T, W Conoco Coal Development Co, 00/11/12, 2pp- 
07272: 339. 


DOCKET 40*8727 KERR*-MCOEE NUCLEAR CORP. 


8012160171 Bubmiti co*t ti manhour* u«ed in reviewing application for 
Amend 1 to License SUA-'t373. 

HEYERiR.S r LINEMAN# J.J. Uranium Recovery Licensing Branch. 
00/11/17. Ip. 07262:293, 


DOCKET 40-0728 TETON EXPLORATION DRILLJNO CO # INC. 


8012010631 Trip rept of 800923-24 vKlt to Casper WY to review well 
monitoring ti reporting requirement*# examine mine being 
pumped dry Ct examine Federal-Amerlean Partners housing 
tailings facilities, 

FREEMAN# J.D. Uranium Recovery Licensing Branch. BO/ll/10. 2pp. 
07090: il4. 


DOCKET 40-8743 CONOCO 


0012010221 Advises of Land Quality Dlv regulations re U mill taillnge. 
Public hearing to discuss regulations scheduled for 801109 
In Chayenne#WY. 

QUIOLEY# T. W. CONOCO# Inc. (Continental Oil Co. 1. 00/10/23. 7pp. 

06916: 001. 


9012240909 Forwards draft of wildlife inventory to be portion of 
revised mine permit application. Western Resource Development 
Corp requested to submit repti furnished by ferret 
coneultants. 

QUIOLEYi T, W CONOCOi Inc. (Continental Oil Co. 1. 80/11/18. 34pp. 

07324: 110. 


0012240222 Ad 001103 request for copy of environ rept for 0and Rod 
mill project. 

RICE»K, M, CONOCO# Inc, (Continental Oil Co.). 80/11/20. Ip, 

07320: 220. 


8012240439 Forwards info re Band Rock mill pro jeck, Flowtheets end, 
QUIOLEYi T.W CONOCO. Inc. (Continental Oil Co,). 00/11/20, Spp. 

07320:055, 


0012240433 Forwards addl Info re black-footed ferret surveys# in 
response to F Sharpies request. Alto forwards AB, Crockett 
801119 Itr. 

QUIOLEYi T.N CONOCO# Inc. (Continental Oil Co.). 00/11/21. 3pp. 

07328:061. 


—8012240434 “CONOCO Sand Rod Mill Pro ject# Campbil I County* WY: 
Black-footed Ferret Surveys# 000726-000729. '• 

UANSHNiC.i 8WATK0WBKI. 8. Affl I lation Unknown. 00/00/01. 9pp. 
07328:064. 


8012010210 Comments on facility environ rept. Mo impact Indicated on 
areas or resources associated w/agency programs, Recommends 
including State Historic Preservation Officer confirmation 
itr in draft EIS- ^ 

ARK1N8#R. J. Interior# Dept. of. 00/10/29. tp. 07090:008, 


8012090671 Forwards state agency comments on environ rept for project. 
Dept of Health Social Svc* Indicate need to address 
potential socioeconomic impacts. 

HERSCHLERiE. Wyoming. State of. 00/10/29. 9pp. 07171:190. 


DOCKET 40-8749 OGLE PETROLEUM 


0011170009 Forwards "Evaporation Ponds Suppl to Environ Rept#" 
requested at NRC 800729 meeting. 

CATCHPQLE# (J, U. Ogle Petroleum# Inc. 00/10/13. 2pp. 07090:002. 


—0011170009 "Evaporation Ponds Info Suppl to Environ Rept." 
Ogle Petroleum# Inc, 00/10/31, 23pp. 07090:004, 


0012010272 Comments on facility environ rep t. Potential conflicting 
Interaiti re land rights U mining should be addressed In 
DE8. Ragweed should be added to ll*t of designated noxious 
weeds for WY. 

LIEURANCE# M. T Interior# Dep t. of # Bureau of Land Management. 
80/10/30. 2pp, 07098:010. 


8012020309 AcK receipt of info on U mill operation. FE8 should contain 
evidence of consulting Natl Register. 

wall# L. 8 Advisory Council on Historic Preservation, 00/10/30. Ip. 
07148: 191. 


8012170246 Orents exemption to requirements of IOCFR40. 32(e) for 
purposes of drilling 6 completing no more than 100 wells in 
Mining Unit I# as requtsted in 80100B Itr. 

MARTIN# U.B. Office of Nuclear Material Safety 6 Safeguard*. 
00/11/12. 2pp. 07260:213. 


8012240146 Recommends safety evaluation exemption from 10CFR40, 32 <#) 
requirements for drilling tt completing wells in Mining Unit 
t#as requested in BOIOOB Itr. Postponiitent of well drilling 
might cause startup delay. 

MARTINiD.E. Uranium Recovery Licensing Branch. BO/ll/12. 3pp. 
07324: 188. 


0012000697 Forward* environ rapt In response to 001104 telcon. M/o end. 
RICEiK.M. CONOCO# Inc. (Continental Oil Co,). BO/11/09. tp. 

07196: lU. 


0012120262 Commants on project environ rept. Army Corps of Engineers 
interest results from Section 404 of Clean Water Act. Any 
filling activity In waterway# lake or wetland must be 
authorited by Dept of Ar#iiy. 

THOMSEN# A, L. Army # Dept. of. 80/11/06. Ip. 07236:221, 


0012010025 Responds to 801022 request for documents re f ac i I i ty. Request 
has been forwarded to 1 iceniee. Environ rept contains more 
comprehensive Info than license Application. 

HAMILLj K. J. Uranium Recovery Licensing Branch. SO/ll/tO, Ip, 

07092- 031. 


0012310923 Concurs w/001023 biological assessment that Bison Basin 
Project in Fremont CountyiWY will not affect bald eaglet or 
black-footed ferret. . ..##.* 

8TEUCKE#M. Intarlor. Dept, of# Fish it Wildlife Bervice, 80/11/17, 
ip. 07369:267. 


8012170256 Confirms 801107 telcon re NRC requests to include Well M-61 
as shallow observation well to be monitored during two 
aquifer pumping tests when Wells M-19 L A-B are pumped. 

MtLLERiH, J. Uranium Recovery Liceneing Branch. 00/11/19, 3pp. 
07260:221. 


8012300900 Forwards QA program for environ monitoring. 

8AUNDER8, 0, A. Ogle Petroleum. Inc. 00/12/24, tp, (^^346: 276. 


--8012010026 Requests NRC license application t: environ rept re project. 
BEERS# R. Affiliation Unknown. 00/10/22. Ip. 07092:032. 


— 0012300513 OA program for environ monitoring. 

^ Ogle Petroleum# Inc. 00/12/31. 9pp. 07346:277. 
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DQCKEl 40-B77t KUCLEAR ASSURANCE CQRP- 

8012160639 «<Jdl info by 8012t9 r* appllcailon for Jnatl 

hlLLEflpH.J, Uranium Racovary Llcaniicig Branch. 60/11/81, tp. 
07261:359. 


H. Oenoral corvcipondonce 

6013030695 Requests that correspondence re facilities be directed to 

Q'TOQLEiJ, D. Consolidated Edison Co. of Ncu YorV, 00/11/25, IP- 
07151:837. 


DOCKET 40-0783 URANEfiZ USA, INC. 


8013170335 Application for source <ratl license aothorlilnj use of mai 
of 3,000 i|#llDucafc» slurrij for U ehsorptlon, 1 lx Ivlant 
make-up, resin elution «; yelloucake produc tlon. Sixteen 
overslie gaologlcal drawings end- 

FREE, B. Uranerz USA, Inc. 80/11/25. 140pp. 07273:030. 


DOMESTIC UCENSINQ OF PRODUCTION AND UTILIZATION FACILITIES 

DOCKET 90-2 UNIV. QF MICHIGAN RESEARCH REACTOR 
F. Becorlty, «rie(JUal« emergencg i. fire protection plans 


8012040288 Responds to NRC 601106 1 tr re request for emergency plan. 
Facility emergency plan submitted to HRC for review t« 
approval on 800612. 

KERRiW. Michigan* Unlv, of. 60/11/26, Ip. 


07160:312. 


Q. Inspection reports, IE Bulletins 4; correspondence 


6012180406 Forwards IE Imp Repts S0-0O2/B0-O5 6 30-01968/80-02 on 
801006-00 U notice of vloUlion. . ^ ^ ^ 

DAUISiA.S. Region 3i Chicago, Fuel Facility I, Materials Safety 
Branch. 60/11/04. 8pp. 03794:257, 


8012150169 Submits petition to shut down reactors pending 
Investigation of safety issues. 

* UlBstches ter Feoples Action Coal l tlon, Inc. 

07240:024. 


80/12/12. 


full 

ip. 


P. Operating license stage documents it correspondence 

8012020753 Forwards seismic qualifications of auxiliary feedwater sys 
in operatlno PWRs describes program NHC is undertaking 
to review capability of operating PNRs to remove decay 
heat following earthquake. 

EISENKUT, D. C. Division of Uicensing. 00/10/21. 4pp. 


06916:001. 


8012160050 Ltr to operating plant HcenscesrOL applicants Ic CP ol 
Forwards KUftEO-0737 re THI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 Implementation dates will be net. nan 

EISENHUT, D. 0. Division of Uicensing. 80/10/31. 7pp. 07250,0 


— B012160147 "Clarification of T«l Action Plan " 

* Division of Licensing. NUREO-0737. 80/11/30. 300pp. 


0012220563 Ltr to all power reactor licensees forwarding NUREO-0619, 
"BNR Feedwater Nor tie & Control Rod Drive Return Line 
Noztle Cracking." Confirmation that implementation dates 
will be met must be sent within 43 *' 

ElSEK'HUT, D. 0. Division of Licensing. 00/11/13- ip- 


07308; 348. 


-8012180407 Notice ®f violation from Insp on __ . 

e Region 3, Chicago, Office of the Director, 80/11/03. Ip. 
03794: 259, 

>8012100408 IE map Repts 50-002/80-05 it 30-01989/80-02 on 801006-08. 
None onpl lance noted: comp I ete certl f ication 6 supporting 
anelyiie for Spec 7A package not esalntained FISHER M L 

PAUL.R.A.* Regions, Chicago. Office of the Director FISHER,H.L. 
R«.glon 3- Chicago, Fuel Facility it Materials Safety Branch. 
BO/U/03. 7pp. 03794:260. 


6012060587 Forwards Amends 20 t« 65 to Licenses DPR-3 tt DPR-26, 

respectively 6 notice of Issuance 6 07186- 340 

VAflOA,a.A. Operating Reactors Branch 1, BO/ll/10 4pp. 

-90,S0S0593 Am.nd. 28 & 65 to Lien... OPR-5 6 

oddin, reqolr.ir.ntd to ir.lntaln saJojuardt conttojoncq plan 
«, to follow guard training i qualification plan within 60 
days of co.iifflls8ion approval, „/v,dd/,o 

VAROAtS, A. Operating Reactors Branch 1. 80/11/18, 4pp, 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 

F. Security., medical, emergency i. fire protection plans 


— 8012080598 Notice of issuance i. availability 
Licenses DPR-5 DPR-26, respec tl vely. 

VAROAfS. A. Operating Reactors Branch 1, 
07106:348. 


of Amends 28 t* 65 
eO/ll/18. 2pp, 


to 


8012040632 Informs that certain mods will be made 

notification sys t health physics network equipment. NRC ul 1 1 
have lamps Initalled on emergency telephones ® 
rooms* technical support ctrs emtrgeney operation facility. 
SriSIb H. Region I* Philadelphia. Office of the Director. 
eO/Ll/14. 2pp, 07170:079. 

0012040701 Foruartft public version of two FEMA hepts 

■Aeiesiment of Evacuation Time Around Indian Point Nuclear 


Power Station. ** . „ „ ^ 

FELTON, J,M. Division of Rules and Records. 
07155: 173. 


aO/12/Oi. Ip 


Q. Inspection reports. IE Bulletins t correspondence 


8012170367 Forwards IE Info Notice 80-38. "Cracking 
Casing Cladding." No written response requlrod. 
CRIER, D.H. Region 1, Ph l ladelphla, Office of the 
00/10/30. Ip. 07269:040. 


in Charging Pump 
Director. 


8012120080 Forwards IE Bulletin 80-21, "Valve Yokes 
Foundry Co* Inc, " Written response required. 

CRIER, B.H. Region 1, Ph i ladelph la. Office of the 
80/11/06. Ip. 07230:262. 


Supplied by 
Director. 


Malcolm 


— aoiafl4070d P«u,< Vdn.or of dr. ft final r.pt ■■A.....in.nt o, EvaettaHon 
Tl»r Around Indian Point Nucloaf Pooar Station, oncotlvo 
sujmarui prepared for FEMA. . , „ 

e CONSAD RESEARCH CORF. • Center for Planning Res earch, Inc. 
60/00/21. 34pp. 07155: 174, 


9012190365 Informs util of issuance of new NRC personnel 
badges, effect! ve after 001130, Examp le end, 

KARTIN.W.J. Region I, Ph i Udelphia, Safeguards Branch. 
2pp. 07286: 131. 


i dent 1 f icati on 
QO/n/06. 


— 8012040710 Public version of final rapt, "Assessment of Evacuation Time 
Around Indian Point Nuclear Power Station," . 

FEMA. Public version of Consad Research Corp 600004 ltr entl. 

4 CONSAO RESEARCH CORP. * Center for Planning Research, Inc. 
&0/06/23. I25pp. 07155:207. 


8012030772 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Gafety Relief Valve Operation to Cause 
Reactor Depressurliatlon. " No written response required. 

ORIER.B.H. Region 1, Ph i ladelph la. Office of the Director. 
aO/lt/07, Ip. 07150:292. 


0. Adjudicatory correspondence 


8012290217 Urges Commission to order A3LB to hold full adjudicatory 
hearing on contentions U haiards posed by reactors. 

WEISS. E.R. Sheldon. Harmon fc Weiss. 80/11/25. 3pp, 


07345: 024. 


0012000547 Forwards IE Info Notice 80-41, "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Basse Unit 1. " No 
response required. ^ 

GRIER«B.H. Region 1, Ph I lad o 1 ph la, Office of the Director. 

80/11/10. Ip, 07103:047. 


B012040066 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Englneorlng Corp. " Requires estimate of 
manpower associated oi/correctlve actions. 

GRIER, B.H. Region 1, Ph 1 ladelphia, Office of the Director. 
00/11/14, Ip. 07157:203. 
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60t222061B that urittffn response it required to IE Bulletin 

80-S3i "Falluree of SoUnold Valvei ti#o by Valcor 
Engineering Corp. " First paragraph erroneously stated no 
uritten response required. 

QRlERiB.H. Region It Ph 1 ladelph iOt Ql^fice of the Director. 
00/11/19, Ip. 07300:359. 


0012040538 Forwards IE Bulletin 0O-a4i "Prevention of Damage Diio to 
Water Leakage Inside Containment. " Written response 
required. Requests info on manpower expended. 

ORlERrB.H. Region li Ph i ladel ph ia» Office of the Director. 
00/11/21. 2pp. 07169:144. 


8012050546 Forwards Info Notice 80-48r "Effect of Radiation on 
Hydraulic Snubber Fluid. " No written response required. 
ORlERtB.H. Region It Philadelphia, Office o# the Director, 
80/11/24, Ip. 07174:032. 


R. Periodic operating reports it related correspondence 


0012160476 Forwards data specified in Section 401 Certification for 
Nov 1900. 

MONTI, W. A. Consolidated Edison Co. of New York. 00/12/10. 16pp. 

07263: 114. 


8012220399 Forwards tabulation of daily record of fish collections for 
Nov 1900. Daily species code list count it totel weight end, 

O'TOOLE, J.D. Consolidated Edison Co. of New York. 00/12/15. 5pp. 
07304: 105, 


T, Hearing transcripts on non-antltrus t matters 


B012290493 Transcript of 001215 public meeting in Washington, DC re A8LD 
instruc tions, Pp 1-54, 
e Commissioners. 00/12/15. 56pp, 


‘—8012290501 Responds to commissioner 801126 request re assessment of 
one-hearing vt tuo-hearlng approach implications on safety 
issues' adjudication. 

0ICKMIT,L, Office of the Oeneral Counsel, aECY-A-80-l79E, 
00/12/12, 3pp. 07335:276. 


—8012890507 Discusses forwards redrafted 001126 order & clarifies 
commissioner resolutions. Excerpted Itr to EL Jordan ancl. 
BICKWIT, L. Office of the General Counsel. SEC Y-A-BO- 1790. 
80/12/U. 21 pp. 07335:279. 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT I 

F. aecurlty/ medlcali emergency U fire protection plans 


0012190342 Informs of recently approved revised IOCFR50. 40 containing 
schedules for completion of all fire protection mods. No 
present implementation required as necessary addl info has 
not yet been ' approved. 

E18ENHUT, D. 0. Division of Licensing. 00/11/06. 6pp. 07206:101. 


0012020167 Discusses planned mods to emergency notification sys & 
health physics network, NRC will pay for installation of 
output jacks to provide capability for adding one-way 
speakers, W/o end hialth physics network manual. 

KEPPLER,J, 0. Region 3, Chicago, Office of the Director. 80/11/19. 

2pp. 07140:202. 


0012120576 Resubmits security plan rayls ions, In response to NRC 000910 
&< 1119 Itri.Plan withheld from public disclosure <ref 
10CFR2. 790). W/o end. 

ABEL, J. 8. CommonueaUh Edison Co. 00/12/08. Ip. 07227:292. 


G. Adjudicatory correspondence 


0012000533 Forwards withdrawal of NRC 800919 order re environ 
qualification at facility. 

CRUTCMFIELDi D. Operating Reactors Branch 5. 80/10/29. 2pp. 

07184:312. 


— 8012080S37 Withdrawal of NRC 000919 order re environ qual 1 f icat Ion at 
fad 1 ity. Licensee will be required to provide assurance re 
environ qualification of safety-related equipment prior to 
restart of facility. 

CA8EfE. 0. Office of Nuclear Reactor Regulation, Director. 

80/10/29. Ip. 07184:313 


8012110345 Submits comments on behalf of util re petition for public 
hearings by cititens groups in opposition to proposad 
chemical cleaning of fac i I i ty. Commlss ion should allow 
chamical cleaning u/o further delay. 

8TEPT0E,P. Ilham, Lincoln V Beale. 00/11/14. epp. 07224:131. 


B012110606 Requests. on behalf of util, NRC promptly establish licensing 
board to consider util license amend request for facility 
chemical cleaning pro jec t. Cleaning should proceed prior to 
evidentiary hearings on basis of NRC safety evaluation, 
e Isham. Lincoln S, Beale. 60/12/03. 2pp. 07225; 237. 


9012170410 Requests refusal of util application to transfer spent 
nuclear fuel rods from Dresden units to Quad City units for 
storage, NRC should hold public hearings, 
a Citizens for Safe Energy. 80/12/11. 2pp. 07269:351. 


H. General correspondence 


Q009260776 Forwards chemical cleaning licensing lubmi ttal, supplementing 
741219 licensing submltta 1, 8upp 1 contains App I which 
describes extensive corrosion studies performed to 
demonstrate compatibility of cleaning solvent. W/o end. 

ABEL, J. 0. Commonwealth Edison Co. 75/04/16. Ip. 03598:044. 


8012310401 Requests full public hearing on FES re proposed flushout. 
Util should not be authorixed to proceed until public 
hearing is held. 

WIDRAN. J. Affiliation Unknown. 80/12/21. 2pp. 07369:154. 


P. Operating license stage documents ^ correspondence 


8012110341 Kottf Icatlon of 750312 meeting w/utiliDou Chemical Co, OE, ANL 
it 0untac Nuclear Corp to discuss addl Info on plan for 
chemical decontamination of primary coolant sys. 

O'CONNOR. P.W Operating Reactors Branch 2 tPre 791030). 75/02/28. 

Spp. 07223:200. 


8012090459 Summary of 750312 meeting w/utll re proposed facility 
chemical decontamination 

O'CONNOR, P. W. Operating Reactors Branch 2 (Prt 791030), 75/04/03. 

4pp. 07203:060, 


0012110276 Forwards safety evaluation by Ofc of Nuclear Reactor 
Regulation supporting author 1 tation to chemically 
decontaminate primary coolant sys at facility. 

GOLLERfK, R, Office of Nuclear Reactor Regulation, Director, 
75/12/09. tp. 07224:093. 


6012110065 Requests addl Info for review of Dow Chemical Co rept, 
"Technical Study for Chemical Cleaning of Dresden 1. " 
Outstanding areas: equipment installation Ic hookup, operation 
of decontamination sys 4! radionuclidt inventory, 

H0ENE6,0.R., WAITEtD.A. Battelle (lenorial Institute, Pacific 
Northwest Laboratory. 77/10/25. 3pp. 07223:299. 


8012110258 Confirms 771219 teicon re postponement of facility 
assessment pending util submittal for chemical cleaning. 
Work on general steam generator replacement document will 
begin. 

HOENESiG. R. Battelle Memorial Institute, Pacific Northwest 
Laboratory. 77/12/20. 2pp. 07224:091. 


8012110063 Notifies that Ub will evaluate proposed procedure re 
minimixing occupational exposure 4i release of radioactive 
effluents. Provides comments on program, based on prellminarv 
documentation. 

KOENE8.0. R. Battelle Memorial Institute, Pacific Northwest 
Laboratory, 70/01/24. 3pp. 07223:296. 

9012090260 Informs that staff hat decided not to review PNL draft rept 
ra chemical c leaning. Review would not have significant 
Impact. 

KREGER, W, E. Radiological Assessment Branch. 70/09/11. Ip. 

07202: 333. 

8012090449 Informs of review of draft BKWL rapt on facility chemical 
ctaaning. Racommends rept be revised to include attached 
comments. 

LEE, J, Y. Effluent Treatment Systems Branch. 70/10/03. 2pp. 
07203:050. 


8012230256 Informs of review of util 791114 Itr requesting amend to 
DPR-2iApp A for chemical decontamination of facility 
primary sys. Proposed changes acceptable. 

KNIGHTON/G. N. Reactor Systems Branch. 00/03/24. tp. 07317:321. 


— 0012230258 Safety evaluation supporting amend to App A Tech Specs to 
perform primary sys chemical cleaning. 

a Qfftca of Nuclear Reactor Ragulation, Director, 00/03/24, 3pp. 
07317:322. 


— 8012230260 Amended Tech spec pages re conditions for operation, 
surveillance requirements it primary containment. 

a Office of Nuclear Reactor Regulatloni Director. 00/03/24. Spp. 
07317:325. 
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3Diatii0a32 Subnuti* Ttvieu of util G00327 info r« ch«mic«l elranup 
pro I < c t. Th orough riming procodur® thould b* BttablliNtd 
u/ltRC concurrence. 

WEEKSiJ.R. Qrookhaven National Laboratory. BO/05/05. 3pp, 
072<i2:3t5. 


fl0l2030819 Fortiardf NEDC-t2620“l j ’’Radiation Level A«»tiim»nt of 
Dreodan I Decontacoinatiori Pilot Locp“Flnal Rapt*'* in 
reiponse to portion* of Q01006 Itr to R Browning that hav# 
boon raftrred to Dlvltlon of Licemlng. 

EISEfiHUTi D. O. Diviflon of Licensing. 00/11/19. 3pp. 07149:097. 


0012160245 Advisei that util 600027 propoiad procador® for rinsing of 
facility follomlng decontamination u/tlS-l solvent Is 
acceptibla. 

MEEKS. J.R. Drookhaven National Laboratorg. 00/09/03, 2pp- 
07261 : 320. 


0012080533 Forwards withdrawal of NRC 000919 order ra environ 
q,ual 1 f teat i on at facility. 

CBU1 CHFISLD. D. Operating Reactor* Branch 5. BO/IO/2.9. 2fp. 

07184; 312. 


— 0012000537 Withdrawal of NRC G00919 order re environ qualification at 
facility , Licensee will he required to provide assurance re 
environ qualification of saf etg-r e lated equlp<n*nt prior to 
restart of facility. 

CASE.E.O. Office of Nuclear Reactor Repulatlon* Olractor. 
aO/10/29. tp. 07184:313- 


6012160050 Llr to operating plant licensees. QL applicant* it CP holders. 
Forwards MUReiO-0737 re TMI action plan r equ Ireoent*. Request* 
operating reactor licinsec confirmation in 45 day* that 
Enel I implementation dates will be net. 

ClSENHUtr D.o. Division of Licensing. 00/10/31- 7pp- 


8012220358 Ltr to all CP 4t OL holder* for BWR* re requirement for 
Implementation of OOYH code for licensing basis calculattoni 
performsd by OE. App I icab le to all Hcenso applications «t 
proposad amendsr Inc ludlng core reload*. 

ElBENHOTi D. 0. Division of Llcensirg, 00/11/04. 4pp. 07307:335. 


8012010503 Inform* of daclslon to delay completion of SEP Topic 16. 
Tech Specs. until completion of all other SEP Topic review* 

& integrated safety a*s essment. *l lowing for integrated 
evaluation of current Tech Spec*. 

CRiirCHFJELD. D. Operating Reactor* Branch 5. BO/lJ/05. ip. 

07098: 234. 


90122P0963 Ltr to all power reactor licensees forwarding NUREG-0619. 
”BMR Feedwater Koxile 4: Control Rod Drive Return Line 
Hoielt Cracking." Confirmation that implementation dates 
t^Ill be met must he sent within 45 days.M/o end. 

EISENHOT. D, 0. Division of Licaniing. 00/11/13. Ip. 


0012180620 Forward* Amend* 32.51 t 45 to Licerttes DPR-2. DPR-19 lie 
DPR-25.Tespectlvely. Amend* 60 t 55 to License* DPR~29 b 
DPR-OOi r e sp BC t i vel y b Amend* 58 L 55 to Licenses DPR-39 L 
DPR-4a. respectively- Safeguard* contingency plan* acceptable, 
CRUTCS-IFIELO. D. Operating Reactors Branch 9. 00/11/17. 5pp- 

07271:324. 


--8012100633 Amends 32.51 b 45 to Licenses DPR“2i DPR’-19 6 BPR’*29. 
resp ictlvi ly. requ I t I ng implementation of safeguard* 
contingency plan. 

CRUrCNFlELD. D. Operating Reactors Branch 5. IPPOLlTQ. T. A. 
Operating Reactors Branch 2, 80/11/17. 6pp. 07271:329. 


--0012180640 Aeend* 60 6 55 to Licenses DPH-29 U DPR-30^ rae p ect l vely. 
requiring Inplementatien of safeguard* contingency plan. 

IPPOLlTOi T. A. Operating Reactor* Branch 2. 80/11/17. 4pp. 

07271 : 335. 


—8012030054 "Radiation Level Assessment of Dresden i 
Pilot Loop-Final Rept, ’’ 

AN8TINE.L. D, . KENIT2ER. H. L. Oenaral Electric Co. 
77/05/31. 42pp, 07149:100. 


Decontamination 
NEDC- 12620-1. 


8012020301 Forward* tabulation of planned environ qualification testing 
programs. In response to NRC 601001 ltr. 

ABEL.J.S, Com.:vpnueaUh Edison Co. 80/11/26. 4pp. 07148:193. 


S012160099 Draft safety evaluation supporting 791114 application for 
amend to License DPR-2. re deletion of Tech 8pec* riqulremint 
for primary containment Integrity during chemical cleaning 
of primary cooling sys. 

* Offlee of Nuclear Reactor Regulation. Director. 80/11/26, Bpp. 


8012220405 Responds to 800911 memo requesting that Ofc of NucUar 
Reactor Regulation inform licensees of need to comply 
w/ravlsed Agreement State burial site cond itioni. Forwards 
results of IE survey. 

DENTON. H,R. Office of Nuclear Reactor Regulation. Director. 
80/12/04, 2pp. 07299:205. 


— 0012220506 Forward* tabulation t *uir.mary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been eipanded at 37X of reactors surveyed W/71X 
planning or considering increasing storage capacity. 

BANOART.R, L. Effluent Treatment aystem* Branch. GO/ll/06. Bpp- 
07299:207. 


— 8012220534 Recommends that Ofc of Nuclear Reactor Regulation make 
licensees aware of new disposal site requirement* for solid 
radwaste & dates they will go into effect. Draft memo end. 
DAVIS. J-O. Office of Nuclear Material Safety 6 Safeguards. 
80/07/11, epp. 07299:215. 


8012160172 Forward* 000709 & 10 chemical cleaning solidification lyt 
test results, . 

JANECEh.R.F. Commonwealth Edison Co. 80/12/11. 4pp. 07262:062. 


8012X70486 Forward* response to NRC 801031 Hr requesting confirmation 
that implementation dates indicated in NUREO-0737 will be 
met. Ability to meet required date* for major mod* is 
contingent upon hardware availability 6 delivery, 

ABEL.J.S Commonwealth Edison Co. 80/12/15. 37pp. 07270:294. 


0012240190 Forward* confirmation that implementation date* par 
NUREO-0737 will be met 6 justification for orceptlon*. 

Generally, dates are contingent upon hardware availability S. 
dal 1 very. Comment* on safety requirements in Tech Specs. 

ABEL. J.S. Commonwealth Edison Co. 00/12/19. 37pp. 07323:001. 


8012240489 Notification of 001218 meeting w/8EP owners group in 
Bethestfa.HD for discussions on SEP program. schedule for 
license topic completion 6 assignment of lead topic* to 

RUSSELLrU. T. Systematic Evaluation Program Branch. 00/12/16. 2pp. 
07324: 104. 


0, Inspection report*. IE Bulletins & correspondence 


— 0O1210O66B Amend* 50 L 55 to License* DPft~39 6 DPR-dB. respect! vely. 
requiring implementation of safeguards contingency plan. 

VAROAjS, A. Dperatlng Reactors Branch 1. 00/11/17. 4pp. 

07271: 339. 


8011190515 Forward* IE inip Rept* 50-010/00-14. 30-237/60-17 It 
30-249/80-2I on 000003-0906 4: notice of violation, 

HEISHtMAN.R. F. Region 3. Chicago. Reactor Operation* Nuclear Support 
Branch. 80/10/08. 2pp. 06993:120. 


— 8012100671 Notice of Issuance of Amends 32« 51 l< 45 to Licenses DPR-2. 
DPft”I9 6 DPR- 25 f reipac tively. Amends 60 It 55 to License* 

DPR-29 4 DPR-30. re*pac tt vely |< Amends 58 L 95 to Licenses 
DPR-39 k DPR-48. respoe tively re safeguards contingency plan. 
CRUTCHFIELD. D. Operating Reactor* Branch 5. BO/ll/17. 2pp. 

07271:343. 


9012110426 Forward* F Ro»a 790930 memo re SEP Topic VI II-3, B. "DC Power 
Sy I Bus Voltage. " 

CRVrCHFIELD. D. Operating Reactors Branch 5, 60/11/18. 2pp. 

07225: 158. 


6012020091 Confirms 0010X6 L 17 tslcons re util commitment* to perform 
well water sampling It analysis at locations around site. 

Analyses will be perforiasd for gross alpha* gross beta it 
tritium. 

DAVI9.A.5. Region 3.. Chicago, fuel Facility fc Materials Safety 
Branch. 90/tl/t9. 3pp 07148:332, 


— 801U90518 Notice of violation from imp on 800903-0906. 

« Region 3. Chicago. Office of the Director. 80/09/29. Ip. 
06998: 122. 


8012170910 Forwardi IE Info Notice 00-37. "Containment Cooler Leaks !< 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
response required. 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 80/10/24. 
ip, 07260:099. 


8012160089 FOIA request for documents re experimental us# of Dow NB-l 
solvent at Dresden 1 li Peach Bottom including dispaeal* |< 
wastes. 

MCCULLOUGH. E. R. McCullough. E. R. 80/10/31. ip, 07261:336. 


8012100989 Forwards IE Insp Repts 90-010/80-19.90-237/00-21 U 
90-249/80-25 «n 800907-1003 It notice of violation, 

HEI8HMAN#R. F. Region 3. Chicago. Reactor Operations Nuclear Support 
Branch. 80/11/04. 2pp. 07218:164. 
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— 6012100591 Noticv of violation from Intp on 800907''1003> 

« Rtgion 3. Chicago^ Qffica of thi Diractor. 00/10/31, Ip. 
07218; 1/^6. 


-0012100997 IE In«p Rapta 90-010/00-19* 90-237/00-21 (i 50-249/00-29 on 
000907-1003. None ompl lane a notad: fai lura to adhara to QA 
program rai^ulramanti. 

TONOUEfT.M.f JORDAN, M.J., 8PE88ARD, fi. L. Ragion3, Chicago, Office 
of tha Dlractor, 00/10/31. 7pp. 07210; 167. 


8012020300 Act racaipt of 601030 Itr Inforning NRC of itapi takan to 
correct violation! notad In IE Imp Rapti 90-010/00-14, 

30-237/80-17 Si 90-249/00-21. 

HEISHMAN, R. F. Raglan 3, Chicago, Reactor Dparatloni Nuclear Support 
Branch, 80/11/10. Ip. 07143: 109. 


— 8012020312 Raipondt to NRC 001008 Itr ra vlolatlone noted li> IE Insp 
Raptt 90-010/00-14,90-237/00-17 S; 90-249/80-21. Corractlvi 
actloni; potential radiological can«aq.u#ncas to workart 
performing malnt on control rod driveline pump evaluated. 

ABEL, J.8. Commonuealth Edifon Co, 80/10/30. 3pp, 07143:106, 


8012020/43 Forwards three Parformanca Appraisal Branch insp repts Ic 
ngt avaluation traa w/user guidt so that facilltg can 
compara program to program atraadg raviauad S, maka 
appropriatf ad justmants. M/o and. 

KEPPLERiJ. 0. Region 3, Chicago, Off let of tha Director. BO/11/18. 
4pp. 07147:336. 


8012040667 Forwards IE Bultatin 60-24, “Prevantlon of Damage Dua to 
Hatar Laakage Iniida Containment.*' No written rasponst 
required. 

KEPPLER.J. 0. Region 3, Chicago, Office of tha Director. 80/11/21. 
2pp. 07166:396. 


8012000087 Forwards IE Info Notice 60-42, "Effect of Radiation on 
Hgdraullc Snubber Fluid." No written response required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 00/11/24. 
2pp. 07182:293. 


0012230823 Forwards new securltg badge numbers 8, clearance levels for 
Region 3 personnel. Changes should be entered on Sept 1980 
access lists. 

KEPPLER,J. 0. Region 3, Chicago, Office of the Director. 80/11/29. 
6pp. 07317:081. 


8012160082 Responds to FOIA raquait for documents r# experimental use 
of Dow NS-1 solvent at Dresden 1 U Peach Bottom Including 
disposals V wastes. Use of Dow NS-l solvent was not 
conildered experimante 1. Forwards documents lifted in App A. 

FELTON, J.H. Division of Rules and Records. 80/11/26. 2pp. 
07261«3a9. 


— 8012160090 Responds to 801006 request for Info rt decontamination 
operations of experimental Dresden test loop Si Peach Bottom 
regenerative heat exchangers. DNL rept re chelating agent 
studg end. 

BROWNINO, R, E. Division of Haste Management, 80/10/24, 2pp. 


—8012160093 Requests info re decontamlnet ion operations of experimental 
Drssden test loop St Peach Bottom regenerative heat 
exchangers. Also requests BNL rept re chelating agent studg. 

Related documentation encl. 

DREY, L. A. Affiliation Unknown. 00/10/06. 9pp. 


— 0012160099 Draft safetf/ evaluation supporting 791114 application for 
amend to License DPR-2, re dcletlori of Tech Bpecs requirement 
for primary containment Integrity during chemical cleaning 
of primary cooling sys. 

# Office of Nuclear Reactor Regulation, Director. 80/11/26. 0pp. 


8012170993 Forward! IE Info Notice 80-29, 0uppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

KEPPLER, <J. 0. Region 3, Chicago, Office of the Director. 80/11/26. 
2pp. 07264:286. 


8012110602 Ack receipt of 001112 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-010/80-16, 
90-237/80-19 tn 90-249/80-23. 

HIND, U. A, Region 3, Chicago, Safeguards Branch. 80/12/01, Ip. 


•8012110608 Responds to NRC 801022 Ur re violations noted In IE Insp 
Repts 90-010/80-11, 50-237/60-19 Sc 90-249/80-23. Corrective 
action withheld Irtf 10CFR2. 7901, 

ABEL, J, 8. Commonwealth Edison Go. 80/11/12, Ip. 07226:176. 


8013230065 Responds to IE Bulletin 80-21, "Ua Ive Vokee Supplied t>y 
Malcolm Foundry Co, Inc." No valve parts cast bg Kateolm 
Foundry planned for use or in use at facilities. 

RAUSCH, T.J. Commonwealth Edison Co. 80/12/09. 2pp. 07311:081. 


0012310629 Ack receipt of 801125 Ur informing NRC of steps taken, to 
correct violation noted in IE Insp Repts 50-010/80-19, 

90-237/80-21 8: 90-249/80-23. 

HEI8HMAN, R. F. Region 3, Chicago, Reactor Operations Nuclear Support 
Branch. 80/12/09. Ip. 07371:092. 


—0012310630 Responds to NRC 801104 itr re violations noted in IE Insp 
Repts 50-010/80-19.90-237/80-21 6 50-249/80-23. Correc 1 1 ve 
ac tlons: c leaned areas Si removed combustible matl, 

ABEL,J.3, Commonwealth Edison Co. 80/11/29. 4pp. 07371:093. 


8012240429 Addl response to FOIA request for documents re imposition of 
civil penalties, NRC requests for congressional autharl r atl on 
for more severe penalties responsibilities * behavior of 
nuclear plant operators. Forwards investigation rept. 

FELTON, J. 11. Division of Rules and Records. 80/12/12. Ip. 

07324:310. 


— 8019240432 "Investigation of Alleged Sleeping Control Room Operator* at 
Dresdan Nuclear Power Station, Morris, JL, 800000. " 

CUMMINOS,J. J. , BTRICKLER,L. J. Office of Inspector & Auditor. 

80/09/17. 34pp, 


8012300118 Difcufses IE Insp on 600723 t forwards notice of violation fc 
notice of proposed Imposition of civil penalty. 

8TELL0.V, Office of Inspection i Enforcement, Office of the 
Director. 80/12/19. 2pp. 07396:293. 


—6012300124 Notice of violation from insp on 800723. None ornpl lance noted: 
waste matl delivered In improper packaging w/no provision 
for securing lid. 

•* Office of Inspection 6 Enforcement, Office of the Director. 
80/12/19. Ip. 03010:174. 


—8012300130 Notice of proposed Imposition of civil penalty in amount of 

♦ 4,000 for item of noncompUance noted In IE insp on 800723. 

* Office of Inspection 6 Enforcement, Office of the Director^ 
00/12/19, Ip, 07356:296. 


R. Periodic operating reports 6 related correspondence 


8012160419 Forwards monthly opereting repts for Nov 1980. 

aCOTTrD, J, Commonwealth Edison Co, BO/12/OB. Ip. 07254:124. 


—0012160420 Monthly operating repts for Nov 1900. 

CIE62K1EWICZ, S. Commonwealth Edison Co. 80/12/01. ISpp^ 
07254; 129, 


8, Repoi'table occurrences, LERi St related correspondence 


8012040270 Ack receipt of 001030 Itr re Investigation of alleged 
release of radioactlvely contaminated water. Requests addl 
Info on conclusions that flowpaths w/excess background 
levels have not 4, are not transporting contaminated water. 
KEPPLERiJ. 0. Region 3, Chicago, Office of the Director. 00/11/14. 
2pp. 07162:339. 


— 8012040333 Responds to Bept 1980 allegations re release of contaminated 
water into environ. Investigation noted no detectable threat 
to public 6 insp revealed no dlscrepanclet which could 
result In leakage. Forwards detailed summary of results. 

R£ED,C. Commonwealth Edison Co. 80/10/30, 6pp. 07162:337. 


DOCKET 50-13 BABCOCK U WILCOX CO, CRITICAL FACILITY 


F. Security, medical, emergency 6 fire protection plans 


8012020286 DiscuiSes NRC 001106 Itr requesting submittal of names pf 
personnel reipontlble for emergency planning, NRC should 
direct such requests to AF Olsen 

OLSEN, A. F. Babcock ti Nllcox Co. 80/11/29. Ip. 07141.^399. 


DOCKET 90-20 MA88ACHUaETT8 IN8T. OF TECH. RES. REACTOR 


P. Operating license stage documents 6 correspondence 


8012110718 Forwards Amend 17 to License R-37 4, safety eveluatlon. 
MILLER, J.R. Standardl lation 6 Special Projects Branch. 80/11/21. 
2pp. 07229:060. 
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— Q0lS:lt0726 Amenii 17 to Licence R.-37 -authaTlting MtT ta recfi iye« pn^sas 
h analyze bi|product ma b 1 preyiou«ly activated in other 
reactori . 

MtLLERi J< R standard I latioti Special Projects Branch. B0711/21. 
Spp. 07223:070. 


— Q01S110734 Safetij evaluation supporting Amend L7 to License R~37. 

■* Office of Nuclear Reactor Regulation! Director. a&/lt/2l. 3pp. 
07225: 075, 


S. Reportable occurrencesi L.ERs related correspondence 


aoiso-aotefc RO 30-oaO/79-'lA: supplemental Info re apparent fuel element 
cladding failure original Ig reported on 790708. Cause d bg mfg 
def 1 cieneg . Eiement contlnouslg monitored. 

CLARKiL, Massachusetts Institute of Technology, 60/11/2.6, 5pp. 
071S11 147. 


9012110377 Forttiards final revie'ji of SEP Topic Vl-4 re alectricalf 
instrumentation & control aspects of override of containment 
purge valve isolation. Eva luation ulll be basic Input to 
integrated safety assessment for unit, 

CRUTCHFIELD! 0. Dperatlng Reactors Branch 5. 00/10/24. Spp. 

07224: 153. 


0012040168 Summary of 001009 meeting u/utll ro progress to date 
further efforts In area of seismic evaluation. Seismic model 
expected to be completed by early i98l. Another meeting to be 
held in Nov re generation of HRC spectrum. aqz. 

CARUSO- R. Operating Reactors Branch S, 00/10/27. 4pp. 07150 : 096 . 


80121A0050 Ltr to operating plant Hcensees.OL applicants & CP holders. 
Forwardt MURGG-Oya? re TMl action plan reQUlrements. Requests 
operating reactor Licensee confirmation in 45 days that 
Enel 1 Implementation dates will be met. 

EISENMUT* o. 0. Division of Licensing. 80/10/31. 7pp. 


DOCKEl 50 “27 WASHINGTON STATE UN IV. RESEARCH REACTOR 
F. Security! medlcali emergency & fire protection plans 


6012220563 Ltr to all power reactor licensees forwarding NURGG*'06l9i 
"EUR Feeduater Nottle & Control Rod Drive Return Line 
Noiile Cracking." Confirmation that Implementation dates 
will be met must be sent within 45 days.Vf/o encl. 

EISEWHOTfD. 0. Division of Licensing. 80/11/13. Ip. 


6012300274 Forwards revls-ed portions of physical security plan in 
response to coraments in NRC 801216 ltr. Plan withbelci 
Irtf 10CFR2. 790J, 

MTLSONiW. E. Washington State Unlv. 90/12/23. Ip, 0'7349:36l. 


BD12020242 Informs of currently assessing two parallel approaches to 
resolve pertinent SB LOCA applicable issues. One approach 
will mean mod t requal if Ication of currently licensed model. 

Second approach will mean selection of newer codeiRelap 5. 

KAYj J. A. Yankee Atomic Electric Co. 00/11/21. 8pp. 07140:185. 


DCCKEl 50-29 YANKEE-RDWE NUCLEAR POWER ST AT ION 
F, Security, cnedtcali emergency it fire protection plans 


8012110308 Notifies of interim rule suspending completion dates for 
fire protection, mods previously approved by NRC. FR notice 

EISENHUT. O. G- Division of Licensing. 00/10/31. 5pp. 07224:123. 


8012040177 Informs of review It resulting mods to emergency notification 
sys Jk health physics network. NRC ulll have lamps installed 
on emBrgoncu telephones in all control rooms. 

GRIER. B.H, Region 1. Philadelphia. Office of the Director. 

GO/il/14. Epp, 07170:225, 


8012090521 Forwards comments on emergency plan.Addl info is required to 
meet criteria in rJVftEO-0654. 

CRUTCHFIELD! D, Operating Reactors Branch 5. 00/11/17, 25pp. 

07164: 2B4. 


8012D2011I Reaffirms belief in use of s 
iaadOi-.As al ternativei proposes use of 
Jul 1902. Clarifies SER commitment to 
siaoking in taf ety-relatod U major fir 
KAY! J. A. Yankee Atomic Electric Co. 


hlft supervisor as fire brigade 
supervisors until 
control! not prohibit 
e hazard areas. 

00/ 1 1/20. 2pp. 07141:077- 


IL General correspondence 


8012100072 Requests response to end c 
re health & safety concerns of famil 
CONTE»Q.O, House of Rep. 00/11/20. 


onstituent E Parmett 901108 ltr 
ies near plant. 

5pp. 07187:001. 


8012290249 
KAV*U. A. 

P, Qperati 


Inferms of relocation of engineering oft affective 
Yankee Atonic Electric Co. 80/12/16. Ip, 07342: 

ng license stage decuments & correspondence 


001222 . 

336. 


0012170294 Requests detailed description of turbine Imp t repair 
efforts reported in B00329 ft 0903 itrs. Effects o# accident 
on rotor spindle including damage, repair It mod also 
reques ted ■ 

CRUTCHFIELD. D. Operating Reactors Branch 5. 00/12/01. 3pp. 

072 A4: 333. 


8012190084 Notification of 801217 meeting 
discuss facility 8EP seismic evaluetlon. 
CAm/SQ.R, Operating Reactors Branch 3. 


w/util in Detbesda.MO to 
80/12/04. 2pp. 07279:094. 


8012220485 Responds to 800911 memo requei 
Reactor Regulation Inform licensees of 
w/revlsed Agreement State burial site c 
results of IE survey. 

DEhfTON.H. ft. Office of Nuclear Reactor 
00/12/04. 2pp. 


ting that Qfc of Nuclear * 
need to comply 
ondltloni. Forwards 

Regulation! Director. 


— 8012220506 Forwards tabulation tt summary of IE survey on low level 
waste at 51 reactors, Low level waste storage facilitios 
have been etpandedat 377. of reactors surveyed w/7l7. 
pla.nning or considering increasing storage capacity. 

BANOART.R.L, Effluent Treatment aystems Branch, BO/ll/06. 8pp. 


6012090423 Forwards preliminary probabilistic risk assessment! interim 
seismic design basis It preliminary structural evaluation, 
suianarlilng util position while detailed seismic analyses 
are performed. 

TRIBBLE.J. E Yankee Atomic Electric Co. 80/12/03. 9pp. 07207:029. 

— B012090434 "FreUmlnary Probabilistic Risk Assessment for Yankee 
Nuclear Power Station. “ 

* Yankee Atomic Electric Co. 80/12/05. 29pp. 07207:030. 

— 8D12090443 "Interim Seismic Design Basis for Yankee Nuclear Power 
Station. " 

* Boston Edison Co. 80/12/03. 27pp. 07207:067. 


7810240093 Presents results of grout Investigation described in 700923 
ltr to NRC, Concludes that heavy metals are present tuhlch 


will affect pool water chemlstry. 
jaH'i&tTN# U. P. Yankee Atomic Electric Co. 


70/10/18. Ip. 


7611280221 Submits design ^ safety class info applicable to parts of 
alternate shutdown methods mod. Entire new sys piping 
designed par util Engineering Dept QA Manual ^components 
puTChasad it Installed per Operational wi, »• 090 

OROCEiR-H- Yankee Atomic Electric Co. 76/11/21. If. 9401 2. 09D. 


7909210297 Notifies that review of electric poii/er systems & associated 
analyses are being conducted as indicated in 79O0OB ltr. 

Addl two months necessary to complete re view. Completed 
analysis expected mirf-Dec 1979. 

OROCE-R, H, Yankee Atomic Electric Co, 


79/09/14. 2pp. 00979:231, 


G012D20733 Forwards seismic qualifications of auxiliary feedwater sys 
In operating PWfts It describes program NRC is undortaUng 
to review capability of operating PWRs to remove decay 
heat following earthquake. ^ 

ElBENHJTi D. G, Division of Licensing. 80/10/21. 4pp, 


— 9012090449 "Preliminary Structural Evaluation for Yankee Nuclear Power 
Station. " 

* Yankee Atomic Electric Co. 80/12/01. Bpp. 07207:094. 


B0122402S9 Forwards YAEC-IBOli "Application for Lower Plenum Phase 
Separation Model to Yankee Rowe Large Break LDCA Analysis. " 
KAYrJ-A. Yankee Atomic Eloctric Co. BO/12/10. Ip. 07322:169. 


— 80'I2240262 "Application of Lower Plenum Phase Separation Model to 
Yankee Roue Large Break LOCA Analysis. " 

TURNAOEi J, C , ! BROWNi G. J, f HARVEY! ft, C. Yankee Atomic Electric Co. 
YAEC-1231. 80/11/20. 104pp. 07322:169. 


8012240174 Forwards commitment re implementation dates for post-TMl 
requirements per hiftC 801031 ltr. Includes revised dates & 
justification for delay s. Changes to Uestinghouse owners' 
group schedule may require changes to util commitments. 

HEIDER.L. H, Yankee Atomic Electric Co, B0/12/1S. I4pp. 07323:038, 
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0012240489 Notification of 001219 mooting u/QEP owners group in 
Bethestfai HO for discussions on 8EP progra(n« schedule for 
license topic completion ^ assignment of lead topics to 
p lants. 

RUSSELL. W.T. Sgstematie Evaluation Program Branch, 80/12/16, app. 
07324: 104. 


7910030679 Responds to I£ Bulletin 79-17. Welds were examined 
volumetrical Ig. No evidence of cracking In safety-related 
stainless steel piping sgs. Plant will shut down for one wk 
beginning 790908 to perform visual weld tests, 

OROCE. R. H. Yankee Atomic Electric Co 79/09/24. 4pp. 01091:304. 


Q. Inspection reports. IE Bulletins it correspondence 


7912010146 Responds to IE Bulletin 78-12. Requests time extension until 
790131 to provide record searches requested. 

OROCE.R.H, Yankee Atomic Electric Co. 78/11/13. Ip. 94410:009, 


7904190132 Responds to IE Bulletin 79-02 requesting reassessment of 
design criteria utilized far design of pipe support base 
plates. Util proposes to defer response until systematic 
evaluation program design basis Is established. 

MDOOYrD. E. Yankee Atomic Electric Co. 79/03/20. Ip. 03142:223. 


7906130106 Responds to IE Bulletin 79-04. *’ Incorrect Weights for Ewing 
Check Valves Mfg by Velan Engineering Carp.*’ Velan valves 
art used in ECCS, Use of corrected uelghts is compensated for 
by design code inherent conservatism. 

OROCEiR. H. Yankee Atomic Electric Co. 79/05/02. 2pp. 02427:203. 


7907090076 Responds to IE Bulletin 79-09. Undarveltage trip devices are 
not instal led. AK-2 circuit breaker used in diesel generator 
incoming 1 ines. emergency bus-bus tie. pump feeder circuit 
breakers 4: emergency motor control ctr circuit bTeakeri. 

OROCE. R.H. Yankee Atomic Electric Co, 79/05/18. 2pp, 00311:006. 


7907050153 Responds to IE Bulletin 79-10 re examination of reactor 
operators. 

MOODY. O.E. Yankee Atomic Electric Co. 79/05/22. 3pp. 00207:101. 


7907240626 Forwards results of preliminary review of licensee respon' 
to IE Bulletins 79-06. 06A 06. Amend 1. Meeting u/ouners of 

operating plants having Wettlnghouse-des igned sys 
scheduled for 790530 in Bethesda. MO. 

8CHWENCER. A. Operating Reactors Branch t <Pre 79062S1. 79/05/22. 

4pp. 02546:238. 


7907190684 Responds to IE Bulletin 79-06A (Ref 6). Lists ECC8 cutback or 
termination criteria endorses termination of main coolant 
sys pumped flour at core cooling method following accident. 

MOODY. O.E. Yankee Atomic Electric Co. 79/05/84. 2pp. 00536:239. 


7908030172 Submits addl info In response to 1£ Bulletin 79-06a. 
Emergency procedures revised to address symptoms of Lost of 
cooling 4: alto direct operator to consult saturation 
pressure curve which is now part of affected procedures. 

MOODY. D.E. Yankee Atomic Electric Co. 79/06/20. 4pp. 00580:343. 


7909100441 Responds to NRC 790007 request for addl info re compliance 
w/IE Bulletins 79-06A 4 79-06A. Revis ion l.on void formation 
in primary coolant sys 4 verification of operability of 
redundant aafety-TH lated sys. 

MOODY. D.E. Yankee Atomic Electric Co, 79/0B/30. 2pp. 00933:355. 


7910040432 Responds to IE Bulletin 79-03. Seam welded A312 pipe was not 
used at facility. 

OROCE.R.H. Yankee Atomic Electric Co. 79/09/07. Ip. 01095:337. 


7710100149 Responds to IE Bulletin 79-06C. Procedures have 
to assure manual tripping of reactor coolant pumps upon 
reactor trip 4 to assure presence of licensed operator* 
control room at all times. 

CROCE. R.H. Yankee Atomic Electric Co. 79/09/14. 3pp. 


been reviseil 
In 

01165:359. 


7910310256 Responds to IE Bulletin 79-13. "Cracking In Feedwater 8ys 
Piping." Item 6, All deficient welds repaired or replaced, 
then rad lographed. Feedwater noz z le-to-el bow welds will he 
radiographically examined at next refueling outage. 

OROCE.R.H, Yankee Atomic Electric Co. 79/10/10, 2pp. 01247:355. 


7911230340 Responds to IE Bulletin 79-23. "Potential Failure of 
Emergency Diesel (Generator Field Exciter Tranifarmer. " No 
connection between exciter transformer 4; generator. Emergency 
generators have completed 24-h fuU-toad test. 

OROCE.R.H. Yankee Atomic Electric Co. 79/10/29. ip. 01300:003. 


7912140252 Responds to IE Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts." Test 
program Instituted to assure proper installation of 
expansion anchor bolts. 

OROCE.R.H, Yankee Atomic Electric Co. 79/10/31. 2pp. 01573:290. 


0012020199 Forwards IE Insp Rept 50-029/80-15 on 800907-12. No 
noncompliance noted. Insp summary only encl (ref i0CFft2.790). 
MARTINiW. 0. Region 1. Philadelphia! Safeguards Branch. BO/iO/Ol. 
2pp. 07142:090. 


—8012020205 IE Insp Rept 50-029/80-15 on 800907-12. No noncompliance 
noted. Major areas inspected: securl ty p Ian. securi ty program 
audit. security organ! latlon. phyt ical barriers U access 
control. Details withheld (ref 10CFR2. 790>, 

LADUNiR. H. Region 1. Ph 1 ladelph la. Office of the Director. 

DEVLIN. J.M Region 1. Ph I ladelph la. Safeguards Branch. 00/09/23, 
Ip, 07142:092. 


7908070673 Responds to IE Bulletin 79-11 re faulty overcorrent trip 
devices in Heftlnghogse circuit breakers. Nest inghouse Type 
DB circuit breakers are not used in saf ety-related Class IE 
c ircuits. 

OROCE.R.H. Yankee Atomic Electric Co. 79/07/07. Ip. 00539:321. 


7908160563 Advises that util is presently compiling addl data to suppl 
response to IE Bulletin 79-02. Addl info will be submitted 
before 790720. 

MOODY. D.E. Yankee Atomic Electric Co. 79/07/11. ip, 00691:356. 


7908070712 Responds to IE Bui letln. I tern 5. Steam generator feedwater 
nozzles shall be performed In mld-Sept 1979, Three emergency 
methods are avalleblc to provide diverse indications of 
leakage in ease of feedwater leak In containment. 

MOODYj D. E. Yankee Atomic Electric Co. 79/07/16. 2pp. 00322:266. 


7908270511 Responds to IE Bulletin 79-14. Proper support location Ic 
design of piping lyi It evidsnced by lack of any piping 
or support distress when constantly loaded. 

OROCE.R.H. Yankee Atomic Electric Co. 79/07/10. Ip. 02445:323. 


7908200004 Responds to IE Bulletin 79-02 4 790621 request for addl info 
re visual Insps on hangers li restraints for ECC8 vapor 
container long-term recirculation sys 4 pressurlier safety 
tt relief valve discharge line, 

MoaOV. D. E. Yankee Atomic Electric Co. 79/07/20. 2pp. 00771:348. 


7909200110 Notifies that adminl iter ing of operator l< senior operator 
examination* will resume. Decision bated on facility response 
to IE Bulletins 79-05. 79-06. 79-06A 4t 79-06B. 

COLLINS/P.F, Operator Licensing Branch. 79/07/27. Ip. 00974:299. 


7909200465 Responds to lE Bulletin 79-02. Provide* supplemental info r# 
790813 start of testing program on concrete expansion 
anchors used on piping supports in safety class sy*. 

MOODYiD.E. Yankee Atomic Electric Co. 79/O0/i3, 2pp. 00972:293. 


0012240266 Forwards IE Insp Rept 30-029/80-14 on 800008-0915 U notice 
of violation. 

BRUNUERiE. J. Region 1. Phi ladelph la. Reactor Operations Nuclear 
Support Branch, 00/10/20. 2pp. 07325:110. 


—0012240271 Notice of violation from insp on 80903-0915, 

a Region 1. Ph 1 ladelph la. Office of the Director. 80/09/26. Ip. 
07325: 120. 


—8012240277 IE Insp 50-029/80-14 on 000000-0915. Noncomp I iance noted: 
failure to maintain barricade of high radiation area. 

FOLEY. T. Region 1. Phi ladelphia. Office of the Director. 

MARTIN. T.T. Region i. Philadelphia. Reactor Operations Nuclear 
Support Branch. 80/09/26. 8pp. 07325:121. 


8012090070 Atk receipt of 801006 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-029/80-12. 

BRUNNER. E.J. Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch. 00/10/23. Ip. 07198:100. 


— 8012090074 Responds to NRC 800922 Ur re violations noted in IE Imp 
Rept 50-029/00-12, Corrective action* withheld 
(rif 10CFR2.790). 

MOODYiD.E Yankee Atomic Electric Co. 00/10/06. 2pp. 07198:101. 


—0012070076 Forwards IE Insp Rept 50-029/80-12 on 800714-0806 notice 
of violation. 

BRUNNER. E.J. Region i. Philadelphia. Reactor Operations Nuclear 
Support Branch. 80/09/22. 2pp. 07193:103. 


— 8012090061 Notice of violation from Insp on 800714-0906. Portions 
withheld (ref t0CFR2.790>. 

a Region 1. Philadelphia. Office of the Director, 00/09/16. Ip. 
07198: 105. 
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^''BOiao*?OOB4 IE lni|> Rapt 50-029/80-12 on 800714-0006. Mont ompl 1 an c* 
noted; fiLlur* to confirm that acce«4 controlled doore uer* 
phusicallo tecored. Portion! withheld ire# 10CFRa,790l, 

FQLEV.T. Region t. Phi ledelph U, Office of the Director. 

MARTIN. T.T. Region 1. Philadelphia. Reactor Operation* Nuclear 
Support Branch. 80/09/16. ICpp. 0719B: 106, 


0012220004 Forward! IE ln»p Rept 50-029/80** 17 on 800922-24.110 

none O'^apl lane B noted, ^ 

BRUNNER. E. J. Region i. Philadelphia. Raactor aperationi Nuclear 
Support Branch. 80/10/2*. 2pp. 07306:271. 


— 0012220006 IE I n*p Rep I 50-029/00-17 on 800922-24, Mo noncompliance 
noted. flajor area* inepected : conta Inmi nt Integrated leak rate 
test 6 licensee actions on previoue findings, 

BEHlTOi H. A Region 1. Philadelphia! Office a# the Director. 
CAPHTON. D.L. Region i. Philadelphia, Reactor Operations Nuclear 
Support Branch BO/lO/21. 5pp. 07306:273. 


-0012020479 LEft 0O-O19/O3L-O: on 801030# during turbine startup in 
left hand throttle valve failed to close tightly causing 
turbine to acc elerate. Caused by pilot valve failure. Left 
^.nd tkrotkl, I pilot vjlv# ,, 07148 : 833 . 


8012050390 Forwards LER 80-020 /03L-0. 
AUTIO, H. A. Yankee Atomic Electric Co. 


00/12/01. Ip. 07173:243. 


—8012050398 LER ao-020/03L-0; on 801 lOli primary vent stack iodine monitor 
alarmed & was declared out of svc. Caused by moistiir# In 
sampled air ticevding capacity of unit air dry er. Detector 
dried out t reinatallod. ^ «ii,d 

MAY, E. L. Yankee Atomic Electric Co. 00/12/01. Ip. 07173.24 . 


0012090292 Forward* LER BO-OIT/OOX-O. 
ALITIO, H, A, Yankee Atomic Electric Co, 


00/12/05. Ip. 07201:133. 


0012170392 Forwards IE Info Notice 00-38# “Cracking in Charging Pump 
Casing Cladding. *’ Ko written response required. 

0RIER,H.H. Region 1. Ph I lade I ph ia. Office of the Director. 
80/10/30. Ip. 07269; 009, 


-8012090293 LER BO“Ol7/03X-O: on 801012# dur ing malnt outage while 
performing recalibr of Steam Generator 2 narrow range level 
trip *y*4 low level scram setpoints found below Tech Spec 
llmlti bg 1.5 6 1.3 Inches. Spec if ic cause unknown. 

8TAUR#J. L. Yankee Atomic Electric Co. 00/12/09. 2pp. 07201.13 . 


8012120150 Forwards IE Bull-tin aO’*2l. "Valve Yokes Supplied by Malcolm 
Foundry Co# Inc. " Written response renuired. 

GRIER, B,K. Region I, Phlladilphiai Office of the Director. 
eO/ll/06. Ip. 07228:346. 


0012190393 Informs util of issuance of niw NRC personnel Identification 
badges, effective after 001 130. Eiample end. 

MARTtN#W. J. Region I, Ph 1 ladelph la* Safeguards Branch. 00/11/06. 

2pp. 07296: 123. 


8012090301 Forwards LER 8O-O10/O3X-O. 
AUTIOiH. A. Yankee Atomic Electric Co. 


80/12/09. Ip. 07201:126. 


—8012090304 LER BO-018/03X-0: on 001012# dur ing recalibr of narrow range 
level trip sui, low level scram setpoints were found to 
operate below Tech Specs. Caused by recalibr process. Orig Inal 
LER should not have been submitted. nvoni- 127 

aTAUfl#J. L, Yankee Atomic Electric Co. 00/12/05. 2pp. 07201.127. 


0012000150 Forward* IE Info Notice 80-40. ••Ercetsive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depreisuri ration. *• Ho written response re^toired. 

GRIER, B.H, Region 1# Philadelphia, Office of the Director. 
80/11/07, Ip. 07101:208. 


0012030483 Forwards IE Info Notice 90-14# “Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Bene Unit 1." No 

Gft*ER?BH H. %eglon ii Phi lade Iphia, Office of the Director. 

00/11/10. Ip. 07102:339. 


6012160509 Forwards LER 80-021/03L-0. 

AlfTlOiM. A. Yankee Atomic Electric Co. 80/12/11. 


07261: 162. 


-8D1216051I LER B0-021/O3L-O: on 801111# plant trip 6 lot* of Z-126 
ll9-kV transmission line occurred due to relay action. Caused 
by ground fault on E-131 ll9-kV line.Line 2-126 re-energiied 

FRENCH, L.D. Yankee Atomic Electric Co, 80/12/11. ip* 07261.163. 


>012300595 Forward* LER 80-022/03L-0. 


801204004S Forwards IE Bulletin 80-23. “Failures of Solenoid Valves 
Mfg by Valcor Engineering Co-rp. “ Require* estimate of 
manpower associated w/correctlve actions. 

GRIER# B.H. Region I, Ph i la d e I p h 1 a# Office of the Director. 
0O/tt/l4. Ip. 07169:392. 


-SOI23Q0600 LER 00-022 /03L-0: on 80 1 127# In* trument 
in erratic steam generator level control. Caused 
errar. Personnel relnstruc ted. 

HAY# E. L. Yankee Atomic Electric Co. 00/12/26. 


a'ir problems resulted 
by personnel 

ip. 07362:319, 


8012220682 Advises that written response is required to IE Bulletin 
80-23, "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp, “ First paragraph erroneously stated no 
written response required. . 

GRIER, B.H, Region 1, Philadelphia, Office of the Director. 
SO/ll/19, Ip. 07293:117. 

0012040509 Forwards IE Bulletin 80-24, *"Prevention of Damage Due to 
Water Leakage Inside Gontainmant. l/rlttan response 
required, Reouesti info on manpower eipended. ^ 

GRlERfB.H. Region 1. Philadelphia, Office of the Director. 
eO/tl/21. 2PP- 07169:208. 


e0t20506tD Forwards Info Notice 80-42# "Effect of Radiation on 
Hydraulic Snubber Fluid," No written response required. 
GREERiB.H. Region i. Philad elphia, Office of the Director. 


GRIER, 
00/11/24, 


DOCKS I 50-47 ARMY MATERIALS RESEARCH REACTOR 
or^lnspectlcn reports. IE Qullatins i correspondence 


0013190724 Forwards IE Insp Rept 90-047/00-01 on SO 100 1, No 

SMITH# O.H. Region 1# Ph i lade 1 ph 1 a, Fuel Facility L Materials Safety 
Branch. 80/10/28. 2pp. 07288:044. 


--8012190728 IE Insp Rept 90-047/80-01 on 001001. No noncompliance noted. 
Major areas inspected; radiation monl tor Ing# access to 
facilityraudlts.maint L records. . , 

CLEMONS. P. Region I, Philadelphia, Office o# the 

KNAPPiP, J. Region 1, Philadelphia, Fuel facility 8t Matirlals 

Safety Branch. 80/10/17, 3pp. 07288:046. 


R, Periodic operating reports L related correspondence 


8012180970 Forwards monthly operating rept for Nov 1980. 
MOaDY#D. E. Yankee Atonic Electric Co. 0O/!2/tO. Ip. 


03794:023. 


—8012180276 Monthly operating rept for Nov 

BERHARDrD. H. Yanlee Atomic ElactrU Co. 80/12/10. 
03794:026. 


5pp. 


3. Reportable occurrencest LERs t related correspondence 


DOCKET 50-54 UNION CARBIDE RESEARCH REACTOR 
F- Security, medical, emergency U fire protection plans 


8012190195 Releases public version of licansee emergency plan. 

FELTOM, J. 11. Division of Rules and Records, 00/12/02. Ip, 
07289:041. 

— 8012190159 Public vtrslnn of emergency p Ian# submitted in support of 
application for renewal of License R-81, 
a Union Carbide Corp. 00/09/30. 26pp. 07209:042, 


7910190174 RO 90-29/79-21: during volumetric examination of 
generator feedwater noiile areas, unacceptable welds were 
feund. Welds will be corrected before plant startup. 

AlfTiO, H. A. Yankee Atomic Electric Co. 79/09/11, ip. 


steam 

90169:362. 


— 0012190165 ElSi submitted in support of application for renewal of 
License R-0l.Univ of Wl emergency plan end. 

-s Union Carbide Corp, 00/03/31. lOpp. 07289:068. 


8012020470 Forwards LER 80-019/031-0. 

ADriO!H. A. Yankee Atomic Electric Co. 80/11/26, 


ip. 07148:234. 
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DOCKET 50-70 GENERAL ELECTRIC TEST REACTOR 


0. Ad jud icatorg corraipgndence 


0D12S9OH9 Notice of 810106 second prehearlno conference in San 
FranclieoiCA re dlscuielon of all ponding matteroi including 
r#-e»aminatlon of status of discovery U further scheduling. 

No United appearance statements will he heard, 

OROBSMANi H. Atomic Safety and Licensing Board Panel. 00/12/10. ip. 
07344:031. 


0012310296 Notion for Issuance of order containing ABLE rulings 
granting joint petition to intervene. Not ice of appearance & 
Certificate of 8vc end. 

TREBYiB. A. Hearing Branch 1. 00/12/24. 3pp. 07370:020, 


P. Operating license stage documents & correspondence 


0012030149 Forwards "Analysis of Suhgrade Rupture Nechanism at GETR. *' 
GILLILAND* 0. L. Oenaral Electric Co. 00/12/03. 2pp. 07173:340. 


— 0012090151 "Analysis of Subgrade Rupture Mechanism at OETR. ’* 

MEEHAN. R. I TRAUBENIK* M. Earth Sciences Associates. 80/12/31. 
26pp. 07173:350. 


DOCKET flO-73 GENERAL ELECTRIC NUCLEAR TE8T REACTOR 
P. Operating license stage documents & correspondence 


0012120133 Advises that NRC 801105 1 tr forwarding Amend 14 to License 
R-33 contained Incorrect ref. License 0-33 should be 
referenced In Paragraph 1. 

MILLER* J.R. Standard! latlon L Special Projects Branch. 00/11/20. 
2pp. 07240; 006. 


DOCKGI 50-97 CORNELL UNIV. ZERO POWER REACTOR 


J. Insurance t* indemnity Information 


0012090410 Executed Amend 10 to Indemnity Agreement E-4. increasing 
amount of financial protection. 

SALTZMANt J. Utility Finance Branch (formerly Antitrust & Indemnity). 
DYMEKrE. J. Cornell Univ- 00/12/01, Ip, 07174:029. 


DOCKET 50-99 BABCOCK 6 WILCOX TEST REACTOR 


F. Security! medical* emergency 6 fire protection plans 


0012020206 Discusses NRC 001106 Itr requesting submittal of names of 
persoitnfll responsible for emergency planning. NRC should 
direct such requests to AF Olsen. 

OLSEN* A, F. Babcock 6 i^llco* Co, DO/11/25. Ip, 07141:359. 


DOCKET 50-112 UNIV, OF OKLAHOHA RESEARCH REACTOR 

Q. Inspection reports* IE Bulletins L correspondence 


8012120559 Forwards IE Insp Rept 50-112/80-01 on B0llO3-04,No 
noncomp 1 lance noted. 

KELLY*J.A, Region 4* Dallas. Office of the Director. BO/ll/25. Ip. 
07237: 134. 


— 8012120562 IE Insp Rept 30-112/00-01 on 601103-04. No noncomp Uance 
noted. Major area* Inspec tad : eecur i ty plan U organisation* 
access control . a larm sys. keys. locks L hardware. Detai Is 
withheld (raf lOCFRa. 790). 

EVAH8*C. A. , KELLY. J, A. Region 4. Dallas* Office of the Director, 
80/11/24, Ip 07237:139, 


DOCKET 80-03 UNIV, OF FLORIDA TRAINING REACTOR 
I. Flnaneial information 


0012160107 Forwards financial qualifications for Univ of FL & Annual 
Financial Rept FY79* in response to KRC request for addl Info 
to support application for renewal of License R-36. 

JACOBS* A. [1. . CHENrW. r DIAZ*N. J. Florida* Univ, of. Gainesville. 
00/12/00. 10pp. 07248:344, 


—6012160110 Annual Financial Rept FV79. 

ELMORE.W. E. Florida* Univ. of* OainesviUe. 79/12/03. 21pp. 

07240:334. 


DOCKET 50-124 VIRGINIA POLYTECH INST, TRAINING REACTOR 
F Security, medical, emoigoncy h. fire protection plans 


0012030690 Forwards secu 
R-62, U/o ends. 
CURTHEM*A, P. Virginia 


rity plan Hi application for renewal 
Tech. 00/11/26. Ip. 07 1 51:234. 


of License 


8012230512 Releases public version of univ emergency plan, 
FELTON* J.M. Division of Rules and Records. 00/12/12. Ip 
07312:301. 


— B012230S17 Forwards univ draft emergency plan. 

PARKINSON. T. F. Virginia Tech. 00/03/19, Ip. 07312:302. 


P. Operating license stage documents it correspondence 


0012300906 Requests extension for submittal of required documents for 
rtUcentlng of Univ df FL teaching reac tor. Entire package 
will be delivered for printing by 810119 w/expectod lO-day 
turnaround L mailing by or prior to 010131. 

DIAZ.N.J. Florida* Univ. of* Gainesville. 80/12/19. 2pp. 

07346; 282. 


R. Periodic operating reports 8< related correspondence 


0012230344 Forwards "Annual Progress Rept of Univ of FL Training 
Reactor Sept 1979 - Aug 1900. '* 

DIAZrN. J. Florida. Univ, of. Gainesville. 00/12/18. Ip. 
07312:212. 


— 0012230348 "Annual Progress Rept of Univ of FL Training Reactor: Sept 
1979 - Aug 1900. *' 

DIAZ.N.J. Florida. Univ. of. Gainesville. ORO-4014-10, 00/11/30, 

24pp. 07312:213. 


— 8012230518 Public version of draft emergency plan, 
a Virginia Tech. 79/09/30. I2pp, 07312:303. 


P. Operating license stage documents correspondence 


8012090029 Forwards Amend 4 to License R-62 8c safety evaluation. 
MILLER. J.R. Standard I jat Ion 8; Special Projects Branch. 80/11/21, 
2pp. 07199:310, 

— 0012090031 Amend 4 to Ltconso R-62. allowing testing of one 13-plats 
fuel element between 801201 i 31* providing power level 
remains below 1 KW 8t max axtess reactivity Is limited to 
certain levels, 

MILLER* J.R, Standardi latlon L Special Projects Branch. BO/ll/21. 
4pp. 07199:313 


— B012090035 Safety evaluation supporting Amend 4 to License R-62. 

* Office of Nuclear Reactor Regulation. Director. 80/11/21, 3pp. 
07199:317. 


DOCKET 50-89 GENERAL ATOMIC CO. 


J. Insurance 8< indemnity Information 


8012020562 Forwards Endorsement 51 to MAELU Policy MF-S9. 

CORREA. M. A. Marsh tc McLennan, Inc, * M 4: M Nuclear Consultants* Inc. 
Div. 00/11/20. 2pp, 07148:071. 


8012030690 Forwards security plan L application for renewal of License 
R-62. W/o ends. 

CURTI^EH* A. P. Virginia Tech. BO/ll/26, Ip. 07151:234. 


DOCKET 50-133 HUMBOLDT DAY POWER PLANT* UNIT 3 
F. Security* medical, emergency & fire protection plans 


8012170372 Requests revised util emergency p Ian* ad d ra ss ing impact of 
earthquakes on emergency preparedness, Primary eoncarn should 
be stored fuel.hut availability of resources L personnel L 
transportation communications links should be included. 

IPPOLITO. T. A, Operating Reactors Branch 2. 00/11/19. 3pp. 

07187:001, 
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— 8012170392 review of effects of earthquake's U volcanic 

aruptlQTit on state local atnergenci/ plans in areas nearby 
CA nuclear power plants , Licensee anergency plans util he 
revised to address primary cancerns. 

Ontt'iPS-B.K Emergoncij Preparedness Projracn Office tafter 801119 
see I&E). SO/H/03 2pp. 07322:002. 


G. Atf^gd i catory correspondence 


6012290518 notice of intent to participate as interested state. 
Certificate of Svc end. 

KERRi J. E . SIMPSONtJ. C f DUtlAS*C.T. Callfornia4 State of. BO/ia/Oi. 
6pp. 07332:292. 


P. Operating licenst stage documents & correspondence 


60123103^19 Forwards IE Insp Rept 50-l53/fl0“03 on 801110. No 
none oc\p 1 iance noted. 

CREMS^ J.U. Region 3i .San Francisco. Reactor Operations Nuclear 
Support Branch- 80/11/15. 2pp. 07366:020. 

— 8012310554 IE Insp Rept 50-133/80-03 on BOlllO.No noncompliance noted. 
Major areas inspected: effects of SOI lOB earthquake. 

JOHNSON# A. 0. Region 5, Ban Francisco. Office of the Director. 
STERNBERG- D. Region 5. San Francisco, Reactor Dperatlons Nuclear 
Support Branch. 80/11/17. 2pp. 07366:022. 

6012040465 Forwards lE Bulletin 00-24, "Prevention of Damage Due to 
Hater Leakage Inside Containment. Written response 
requ i red. Requests info a«i manpower expended. 

ENCELKEN-R.H Region 5- San Francisco, Office of the Director. 
90/11/21. Ip. 07163:325- 


B012160050 Ltr to operating plant I ic ensees- OL applicants & CP holders. 
Forwards NUBEO-0737 re TMI action plan requirements. Reques ts 
opei'atlng reactor licensee confirmation in 45 days that 
Enel 1 implementation dates will be net. 

EISENHUT. D. G, Division of Licensing. BO/lO/31. 7pp. 


8012220358 Ltr to all CP QL holders for BURs re requirement for 
impl omen tat ion of QDVN code for licensing basis calculations 
performed by GC. Appl i cable to all license applications It 
proposed amends# Includ Ing core reloads. 

EtSENHJT. D. G. Division of l-lcens ing. 80/1 1/04, 4pp. 


8012160097 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No response required. 

ENGELKENrR.H Region 5, San Francisco, Office of the Director. 
80/11/24. Ip. 07262:100. 

8012160124 Forwards Suppl 1 to IE Info Notica 80-29, "Broken Studs on 
Tarry Turbine Steam Inlet Flange. " No written response 
required. 

EHCELKEIhR. H. Region 3# San Francisco, Office of the Director. 
00/11/26. Ip. 07262:076. 


9012220563 Ltr to all power reactor licensees forwarding NUREO-0619'i 
"BWa Feedwater Nozile i; Control Rod Drive Return Line 
Noiile Cracking.'* Confirmation that Implementation dates 
will be met must be sent vithin 45 days.U/o ehcl. 

EISENHOT.D. G. Division of Licensing. BO/ll/13 Ip. 


8012090339 Responds to QOlOOl ltr re environ qualification of safely 
related equipment. Faci I i ky I*’ cold shutdown, mode until 
completion of ongoing geologic invest igat i on. Environ testing 
schedules will be submitted when seismic issue is resolved. 

CRANE, P. A. Pacific Gas b Electric Co. 80/12/01. ip 07201:164. 


R. Periodic operating reports 6 related correspondence 


8012190046 Forwards monthly operating rept for Nov 1980. 

HEEKS.E. 0. Pacific Oas b Electric Co. 80/12/05. Ip. 07237:241. 


— 8012150047 Monthly operating rept for Nov 1980. 

DA'JJf, P. If. Pacific Oas & Electric Co. 80/12/02. 4pp. 


07237: 242. 


DOCKET 50-142 UCLA TRAINING REACTOR 


8012220485 Responds to BOO^ll memo requesting that Qfc of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/revised Agreement State burial site cond itions. Forwards 
results of IE survey. 

DENTON, MR. Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp. 


G. Adjudicatory correspondence 

8012120648 Forwards 801104 ltr re Director's decision awaiting 001107 
Commission determination re review. Alerts to possible error 
In decision. 

HIRSCH.D. CQ(T«iittee to Bridge the Gap. 80/11/04. Ip. 07227:304. 


— 8012220506 Forwards tabulation L summary of IE survey on low level 
waste at 51 reactors. Lnw level waste storage facilities 
have been expanded at 377. of reactors surveyed u/71*-C 
planning or considering increasing storage capacity. 

BAHOART, R. L. Effluent Treatment Systamis Branch. 90/11/06. epp. 


0, Inspection reports# IE Bulletins L correspondence 


8012170/15 Forwards IE Info Notice 60-37. ''Containment Cooler Leaks b 
Reactor Cavity Flooding at Indian Point Unit a-,'* No Nritten 
response required. 

EN'CELKFri, R. H. Region 5# San Francisco. Office of the Director. 
80/10/24. tp. 07266:085. 


8012170357 Forwards IE Info Notice 80-39. "Malfunction of Solenoid 
Valves Nfg by Valcor Engineering Corp. " No written response 
is required. 

ENGEL KFN, R. H. Region 9# San Francisco. Office of the Director. 
80/10/31. ip. 07266:047. 


— 8012120655 Discusses erroneous radiation measurements employed in 
DD-BO-30. At issue is whether exposure at UCLA math sciences 
bldg is 1.4 millirems/yr or 90 millirems/yr on roof. 

HIRSCH, 0. Committee to Bridge the Cap. 80/11/04. Ip. 07227:305. 


8012310515 Forwards Committee to Bridge the Gap supplemental contention 
re UCLA Argonant research reactor It NRC position on 
contan tions. N/o end. 

UILSON.J.H, Standard iiation U Special Projects Branch. 00/11/24. 

Ip. 07365:268. 


Q012020699 Notice of JH Laverty withdrawal from t{ CP Woodhead 
appearance in proceed ing. Certi f icate of Svc end. 

WOODHEAD. C. P. Hearing Branch 3. LAVERTY, J. H. Hearing Branch 1. 
80/11/28. 2pp, 07147:289. 

8012030433 Informs that signed stipulation of contentions will be 
forwarded upon receipt. 

WOODHEAD# C. P. Hearing Branch 3. 00/11/28. Ip. 07150:075. 


8012120^47 Forwards IE Bulletin 80-21# "Valve Yokes Supplied by Malcolm 
Foundry Co- Inc. " Written response required. 

ENCELKEH, R-H Region 5, San Francisco. Office of the Director. 
80/n/06. Ip. 07227:322 


QOI2030934 Forwards lE Info Notice 80-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Oepr essur i latiqn. " No written response required. 

ENGELKEN# R . M. Region 5, San Francisco. Office of the Diraefcor. 
80/11/07. ip. 07150:183, 


8012080632 Forwards IE Info Notice ao-4l» "Failure of Suing Check Valve 
in Decay Heat. Removal Gys at Davis Besse Unit 1,'* No 
response required. 

ENGELKEN.R- H. Region 5- Ban Francisco. Office of the Director. 
80/11/10. Ip. 07103:032. 


8012040225 Forwards IE Bulletin 00-23. "Failures of Solenoid Valves 
Kfg by Valcor Engineering Carp." Requires estiimate of 
manpouier asfociated w/corrective acticni. 

ENGELKFN.R. H, Region 5. San Frandsco. Office of the Director. 
80/11/14. Ip. 07158:146. 


8012300196 Requests special prehearing conference re admissibility of 
remainder of intervenor contentions re 001128 stipulation. 
Conference will allow opportunity to respond to arguments 
in opposition to admission. 

POLLOCK, H. S. Committee to Bridge tho Gap. POLLOCK# M. 8. 

Pollack.M. 8. 80/11/28. tp. 07356:033 


— 8012300203 Statement of position re admissibility of remainder of 
intervenor contentions re 801126 stipulation, Al 1 contentions 
In Attachment 8 are those which all parties agreed upon as 
far as wording. Certif icate of 5vc end. 

POLLOCK^ M. S. Coffl,nltteo to Bridge the Oap. POLLOCK# M. S. 
Pollack.M S. 80/11/28. 23pp. 07356:334. 


6012300351 Statement of position re 801124 unstlpulated contentions, 
Requests opportunity to restate position on Contention XXI 
re emergency planning requirements if A8LBP permits further 
intervention. Svc list end. 

CORMIER# U.H. California# Vnlv. of# Los Angeles, 00/11/28. ISpp, 
07357: 152. 
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8012100161 NRC position supporting Cooinitteo to Bridgo tho Gap 
unstiputated Contantions V. 3«V. n<X 2 loxcludlng Subpart 2). 
XV (for consolidation w/X»»XVII (except Subpart ahXVIll «« 
XXI. List of contentions C: status end. 

t^OODHEADj C, Hearing Branch 1. 00/12/01. l^pp. 07219: 2?7. 


—0012100171 Stipulation agreeing that sole contentions asserted are set 
forth In Attachment A (stipulated contentions) fc Attachments 
B C (uns tlpolated contentions ). Supersedes intervener 
000825 suppl to petition to intervene. 

POLLOCKiM. Committee to Bridge the (Jap. LAVERTY. H. Hearing 
Branch 1. CORMIER^ W. California- Unlv. of* Los Angeles. 

80/12/01, 22pp. 07219:316. 


8012230011 Forwards Committee to Bridge the Oap 001106 submittal 
containing security contention. W/o end. 

WOODH6AD, C. P. Hearing Branch 3. 80/12/03. Ip. 07311:166. 

8012300105 liemgrandom in opposition to motion to compel further answer 
to interrogatories. Re lated correspondence. 

flEIDHAARt D. L. . WOODS, 0. R. * HELWICK,C, California, Univ. of, 

BerVeley. 00/12/12. ' 10pp. 07358:332, 


8012290204 Order requiring Committee to Bridge the Oap to pursue all 
records offered to date re 801126 motion to compel further 
answers to Interrogatories 4,5,6 & 9. 

BOWERS, E. a. Atomic Safety and Licensing Board Panel. 00/12/22. 
Spp. 07341:188. 


H. General correspondence 


8012300022 Informs of new LPDR In Los Angeles, CA. 

WOODHEAD, C . P. Hearing Branch 3. 80/12/03, ip. 07356:103. 


J, Insurance ^ indemnity information 


8012020537 Forwards executed Amends 8 to Indemnity Agreements E-16 fc 
E-53. Amend 8 supersedes Amend 7, therefore execution of 
superseded amends not necessary. 

DENBG.a, a. J. California, Univ. of, Berkeley. 80/11/24. 3pp. 
06916:001. 


0012290302 Forwards Amend 9 to Indemnity Agreement E-16. 

DEKEa^.a. J. California, Univ. of, Berkeley. 80/12/17. 2pp. 
07346: 116. 


P. Operating license stage documents li correspondence 


0012100322 Forwards FR notice re establishment of LPDR for 
proposed license renewal for facility. 

FELTON, J.M. Division of Rules and Records. 00/12/05. Ip. 
07272:347. 


— 0012160323 Notice of establishment of LPDR at West Los Angeles 
Regional Library, Los Angeles, CA for proposed license renewal 
of facility. 

FELTON, J.M. Division of Rules and Records. 00/12/05. 2pp. 
07272: 346. 


a. Reportable occurrences, LERs related correspondence 


6012170436 Responds to D Hirsh, Commt ttee to Bridge the Gap 001104 Itr 
alleging discrepancy between estimated yearly exposure 
levels re License R~71 renewal. Discusses TLD program 
dascrlbad In license renewal application. 

WEGST,U. California. Univ. of, Los Angeles. 80/12/08. 2pp. 

07269: 141. 


DOCKET 50-143 PHILIPP INE8 REBEARCH REACTOR 


C. Utility Environmental Report (ER), amends <« correspondence 


8012300281 Staff requirements memo ra Commission 801201 briefing on 
environ releases at facility 4: other fuel cycle plants. 

CHILKj a. vl. Office of the Secretary of the Commission. B0/i2/I0. 
ip, 07357:064. 


DOCKET 50-148 UNIV. OF KANSAS RESEARCH REACTOR 


F. Securityi medical, emergency ^ fire protection plans 


8012100531 Advises that revised emergency plan was sobinittid w/ 
application for renewal of License R-78. No fsedhack on plan 
has been received. 

FRIESENiB.S. Kansas, Univ. of, 00/12/01. Ip. 07219:354. 


DOCKET 50-150 OHIO STATE UNIV. RESEARCH REACTOR 


Q. Inspactlcn reports, IE Bulletins L correspondence 


0012110700 Ack receipt of 001117 Itr informing WRC of steps taken to 
correct violations noted In IE Insp Rept 50-150/00-03. 

DAVI3-A. B. Region 3. Chicago, Fuel Facility L Materials Safety 
Branch. 00/11/28. ip. 07225:095. 


—8012110796 Responds to NRC 901014 Itr re violations noted in IE Insp 
Rapt 50-150/80-03. Correct I VC at tions: procedure revised to 
include methods for personnel accountab i 1 ity during 
emergency evacuation. 

REOHONO, R. F. Ohio State Univ. 90/11/17. 2pp. 07225:096. 


DOCKET 50-151 UNIV. OF ILLINOIS RESEARCH REACTOR 


F. Security, medical, emergency 6 fire protection plans 


6012040198 Forwards physical security plan. Plan withheld 
(ref 10CFR2 790). 

BECK, O.P. Illinois, Univ. of, Ur bana-Champaign. SO/ll/26. Ip. 
07170:064. 


G. Inspection reports, IE Bulletins 6 correspondence 


8012240472 Immediate action Itr confirming B01205 telcon re NRC G01204 
insp of inadvertant removal of fuel temp thermocouple 
channels from sve on 801 126. Fac i 1 1 ty will modify fuel temp 
thermocouple circuitry power supply by 801205. 

KEPPLER.J. 0, Region 3, Chicago, Office of the Oireetor. 00/12/05, 
Ip. 07324:314. 


a. Reportable occurrences, LERs 4 related correspondence 


0012090303 RO: on 001 126, reactor was operated for 20 minutes w/o fuel 
temp indications on mater. Caused by student t* operator 
error. Hods will be made to relocate pilot strip receptacle 
4; power for fuel temp Instrumentation. 

BECK, O.P., H1LAVICKA6, L. R Illinois, Univ. of. Urbana-Champal gn. 
80/12/05. 4pp, 07201:110. 


DOCKET 50-155 DIO ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency L fire protection plans 


6012190330 Informs of recently approved revised IOCFR50. 48 containing 
schedules for completion of all fire protection modi. No 
present implementation required as necessary addl info has 
not yet been approved. 

EISENHUT, 0, 0. Division of Licensing, 80/11/06, 6pp. 07206:093. 


8012080627 Forwards Suppl 3 to fire protection safety evaluation. All 
incomplete items except design of alternative safe shutdown 
capability have been acceptably resolved. 

LAINAS, 0. C. Assistant Director for Safety Assessment. BO/ll/14. 
4pp. 07188:215. 


— 0012080630 Suppl 3 to fire protection safety evaluation. 

» Office of Nuclear Reactor Regulation, Director, 60/11/14. 6pp. 
07186:219. 


0012020135 Discusses planned mods to emergency notification sys (< 
health physics network. NRC will pay for installation of 
output jacks to provide capability for adding one-way 
speakers. N/o end health physics network manual. 

KEPPLERjJ.O. Region 3, Chicago, Office of the Director, 00/11/19. 
2pp, 07148:200. 


8012090468 Informs that statement in util BOliM Itr re Region 3 
acceptance of addition of training position to plant staff 
incorrec t. Staff has no regulatory basis to require offshlffc 
staff ing. Health physics appraisal end. 

KEPPLERiJ, O, Region 3, Chicago, Office of the Director. 80/11/25. 
2pp. 07167:001, 


—8012090474 Notice of violation from health physics appraisal on 
000303-14, 

e Region 3, Chicago, Office of the Director. 00/06/13. Ip. 
07107:001. 


0012130058 Forwards Revision 3 to security p Un. Revision withheld 
(ref 10CFR2. 790). 

HOFFMAN, D.P. Consumers Power Co. 00/12/10. Ip. 07239:354, 
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0, Adjudicatory correipcndence 

a0lS03027t Raquatt for iO-day to file brief re 

ASLAB review of ABLB order an NEPA review. Hchedu I e proposed 
by Christa-Marla or> 801113 should be adopted for all 
part ies. Or anted for ASLA9, 801 125. 

0*NEILLiJ, Affiliation Unfcnown. 00/11/20. Ip. 0*596:003. 

6012110001 Motion to be included on lO-day filing eitenmlon. re revit 
of memorand um <( order of NEPA review t need for power Issue 
decided by ASLB. Certlf teat* of Sve end, 

LEtTHAUSERi J, Affiliation Un.tnoi*fn, 80/11/20. 2pp. 


07223: I OB. 


0012050415 Motion to include J Lelthauier in lO-day filing eitenaion re 
review of «e 3 »orendu« U order of NEPA review t need for power 
Issue decided by AELB. Granted for ASLAB on B01124. 

» Affiliation Unknown. 80/11/24. Ip. 07173:290, 

9012290516 Request for eitenslon until 801205 to file answering brief. 
Addl tU'e necessary for intra-agency revi ew. Cert if icate of 


Sve end. 
OStiEftENKO. 
07335: 160. 


Council on Envi renmental Quality. 00/12/04. 3pp. 


0012300247 Brief supporting ASLB finding that NEPA E 15 requirements 
apply to util riquBst to increase capacity of spent fuel 


pool. 
LETTHAliSEftf J. A. 


Affiliation Unlnown, BO/12/04. 8pP- 07357:353. 


8012290142 Request for erteniion until 801203 to file amicus curiae 
brief in spent fuel pod mo4 proceeding . Mot ion granted for 

ASLAB 001205. , „ nAyir>/n«i m 

OSHEREMKOj 0. Council on Environmental Quality. 00/12/05. ip. 

07300:001. 

0012290336 Brief in support of AELB ne.Tiorandum 8t order on NEPA review. 
EIB should be prepared. Certificate of 6vc end, rt..-, * 

KNIOHTiC.f. » OSHEflENKQiO^, Council on environmental Ouailty. 

00/12/05. iSpp. 07343: 113. 

8012300055 Forwards brief in support of ASLB 000912 memorandum h order 
on NEPA review Brief filed two late A»<inq.A 01 

D'NElLLfJ. Affiliation Unknown. 80/12/06. Ip- 07300.001. 

-soiaaooos? Sri.f tn support af ftSLtt HOMia ntnoranduo ^ 

rtvliw. ASLAB •lioul.l aBUrni ASI.B decision to ordor fuJl EIS 

for facility spent fuel pool • O730S-00l 

O'UEILLjJ. Affiliation Vnfcnown. 80/12/04. 32pp. 07300.001. 

8012830370 Order allettlng tlid. 

confer to avoid duplicate arguments. AEtB »hauld be advised 
of c.eunsel to participate in argument by B10107. 

BISHOPj C. J. Administrative Branch. BO/12/12. 2pp. 07317.33 

8012300072 Notice of hearing on 810109 in BethesdaiMD to discuss ASLB 

000913 referred ruling. onyip/is 

BlBHOPdC.J. Atomic Safety and Licensing Appeal Panel. 00/12/15. 

Ip. 07350:345. 

8012290056 Order granting JA Lelthauser 

argument time allotted to intervenortr Chr i s fca-Har»a. et al 6 

bishop! c!j^°^Atoalt Safety and Licensing Appeal Panel. 00/12/19. 

2pp. 07344:232. 

0012290241 Response in oppu*itiT» tc interveners Christa-Marl- et al, 

J QMfeiU ^ UA Laithauser briefs In suppert cjf ASLB 000912 
order for EIS preparat Ion, Doc ferine of NEPA nonretroactlvlty 
sracludes re op ening. Ce rti f i cate of Sve and. 

MOORE. J.E. Hearing Branch 2. 00/12/22 I7pp. 07341:145. 

B0t2300360 Bri.f in r..^on» to “* 

pripon EIS on adptlcition for nod of «peni fool pool Order 
Should he reversed. ■Cartif Uata of Sve i-i.-*, i tncaln 

OALLO.J. I THQRNTONd P. Consumers Power Co. OALLO» J. Isham. Lincoln 


OALLO, 

L Biale 


00/12/22- 28pp. 073S9: 302 


3012300617 Draft ffofeien to postpone, unt i I 310121' oral 

applicability of NEPA in spent fuel pool mod case 6 need for 

LEITHAUSEr!^. Affiliation Unlnown. 00/12/24. Ip- 07309:001. 
H. Oeneral correspondence 

8018270035 Supp.rt. prn(,.l.d pr.MrdMd" "'f® 

pool mod proceeding. Request* studies re aff ects of long term 

continuous venting 07344-225 

HENDRU.E-Jr Affiliation Unknown. 00/12/03. 2pp- 07344.225. 


-5018890039 A.k r.c.I|.t of 001803 Ur r. ASLA9 B 00918 ord.r In .p.nt 
fuel pool capacity erpansion proceed Ing. Presently, qua* tlon 
re cont.nts of EIS are not presented by ASLB referral of 

ruling to ASLAB. , Bfi/ia/09. 

BISHOP. C.J, Atomic Safety and Licensing Appeal Panel. 

3pp. 07344:227. 

P. OpeTatlng license stage document* correspondence 

9012020381 Summary of 000320 meeting u/utll It ®^**"^* Appllc«t4*»”*' 
re proposal to defer centain mods ralafced to T«I lessons 
learned 6 other issues until plant rl*k assessment is 


learned ... ^ . 

completed. Impact of deferrals not assessed. 
8IUVER.R-D, Operating Reactors Branch 5. 
07143; U2. 


00/10/16. 4pp. 


001211000*9 Fo-rwardi request for addl Info re degraded ^ 
Table 1 doe* not show set point of second level undervoltago 


relays as stated in Ref a. 

CRUICHFIELD. D. Operating Reactor* Branch 5. 
07223:247. 


00/10/24. 4pp. 


8012110027 Forward* review of SEP Topic VI II-3. alactricali 
instrumentation 6 control sy* required for safe shutdown. 

Evaluation will be basic input to Integrated safety 

assessment for unit. e,rt/«nyno fAnn 

CRUTCKSFIELDi D. Qperating Reactors Branch 5. 00/10/29. lopp. 

07223: 261 

8012160030 Ltr to operating plant licensees. OL holders. 

Forwards KUREO-0737 re THI action plan requirements. Request* 
operating reactor licensee confirmation in 45 days that 
End 1 implementation dates will be - 

EISENHUT. D. 0. Division of Licensing. 00/10/31. /pp. 

B01222035B Ltr to all CP U OL holders for BWRs re requirement for 
implementation of OOYN code for licensing basis 
performed by OE Applicable to all license application* 6 
proposed amends, including core 

ElSENHUTi D. 0. Division of Licensing. 00/11/04. pp. 

5018185354 Notl.UAtlon of 501113 '"••‘‘"t "'“‘‘‘.i? 5^™’“'*'”° *” 
discos* containment overtemp conditions resulting from 

CRUTCHFIELD. D. Operating Reaetpr* Branch 5. 80/11/12. 2pp, 

07236:317. 

0012220563 Ltr to all power reactor licensees forwarding NUREO-0619. 
°“BU.R Feedwater MoiiU t Control Rod Driy 
Noicle Cracking-" Confirmation that implementation date* 
ulll be met must be sent within 45 in 

EISENHUT. D, G. Division of Licensing. 80/11/13- »p. 

8012020106 Confirms B01124 meeting in JacksohrMl to discus* regional 

evaluation of regulatory performance at ^ 80/11/19 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 00/11/19. 

Ip. 07149:399. 

0012010189 Resubmits 800922 ltr transmitting corrected Tech Spec change 
request re operability Ic surveillance testing requirement* 
for fire protection equipment. . 

DEWITT. R B, Consumers Power Co. 00/11/21. Ip. 07097:066, 

8012020341 Withdraws request for Tech Spec change* re installation of 
new redundant line providing backup cooUng water to core 
«^al recirculation heat eichanger in place of axlsting fire 


s-pray reel 

hoseiper util B0102B ltr, 

WITHROW. 0. C. Consumers Power Co, 


0O/U/26. tp. 07140: 171. 


8012020479 Discusses NRC 001024 orders for mod of environ qualification 
Q# safety-related ele^-.trlcal equipment. Advises that mod for 
facilities is governed by SEP T'°P ^ J] ^ 
related electrical equipment shall 14?'* 259 

VINCENT.R-A. Consumers Power Co. 00/11/26. 2pp. 07141,259. 

8012240499 Informs of review of SEP Topic VI-4 re containment 
iaolafcion sys.Addl Info described in encl ^ 

CnUTCHFIELD* D. Operating Reactors Branch 5. 80/12/02. “pp- 

07324: 110. 

8012080362 Requests eifeension until 800401 to install recirculation 
pump trip as required in NRC 800221 confirmatory order. Mod* 
needed to assure that facility can safely respond to ATW0. 

Class III fee end. 

HOFFKANi D. P. Consumers Power Co. 00/12/03. 3pp, 07189:249, 

0012000365 'Trobab 1 1 istic Risk Assessment of Automatic Recirculation 

Pump Trip. " 

a Consumers Power Co. 80/12/31. Spp. 07189:252. 
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8012220489 Retpond« to 800911 momo r«(tuesttng thAt Ofc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
u/revif#d Agreement State burial site cond 1 1 Ions. Forwards 
results of IE survey. 

DENIQNiH. R. Office of Nuclear Reactor Regulation* Director. 
80/12/04. 2pp. 


— 0012280506 Forwards tabulation 4: so^rmary of IE survey on low level 
waste at 91 reactors. Lnu level waste storage facilities 
have been expanded at 37;4 of reactors surveyed w/71'/ 
planning or considering increasing storage capacity. 

BANOARTf R. L. Effluent Treatment Systems Branch. 00/11/06. 0pp. 


8012010496 Corrects error in 000730 response to IE Bulletin 79-03 re 
longitudinal weld defects In ASME 96-312, Type 304 stainless 
steel pipe. Fusion welded stainless steel pipe used* but not 
AShE BA“312<Type 304. No addl action necessary. 

HOFF NAN, D. P. Consumers Power Co. 00/11/10 Ip. 07095:190. 


0012020743 Forwards three Performance Appraisal Branch insp repts 
mgt evaluation tree w/user guide so that facility can 
compare program to program already reviewed 6 malre 
appropriate ad justments. W/o end. 

KEPPLCR.J.O- Region 3, Chicago, Office of the Director. 00/11/18. 
4pp. 


0012090419 Forwards application to amend License DPR-6 & Tech Spec 
change request re containment spray sys, 

HI rHR0i4/ 0. C. Consumers Power Co. BO/12/05. Ip. 07207:102. 


--8012090426 Application to amend License DPR-6 w/changei to Tech Spec 
Sections 3. 5. Ir 1 1. 3 3. 4 4^ 11. 4. 3. 4 4i Table U. 4. 3, 4, allowing 
Implementation of plant mods designed to mitigate effects of 
steam pipe breaks. 

DEHlTTiR.B. Consumers Power Co. 00/12/05. 5pp. 07207:103. 


8018040674 Forwards IE DulUtin 80-24, “Prevention of Damage Due to 
Hater Leakage Inside Containment." No written response 
required. 

KEPPLERiJ.G. Region 3, Chicago. Office of the Director. BO/U/21. 
2pp, 07169:079, 


8012080044 Forwards Info Notice 80-42, “Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 00/11/24. 
2pp. 07182:193. 


—8012090429 Proposed changes to Tech Specs to allow Implementation of 
plant mods designed to mitigate effect of steam pipe breaks 
inside containment. 

e Consumers Power Co. 00/12/09. 14pp, 07807; lOB. 


8018190209 Forwards info verifying adequacy of spent fuel transfer cask 
redundant support asssmb ly. Resu Its of verification confirm 
adequacy of redundant support assembly. 

HITHROH, 0. C. Consumers Pauier Co. 00/12/05. 2pp. 07187:001. 


—8012190206 Analysis of facility spent fuel transfer cask redundant 
support assembly. 

JOHNSON, J.W. HPR Associates, Inc. 80/11/26. I30pp, 07107:001. 


8012160102 Forwards response to 001024 request for addl info re 
generic issue of onsite power tys. 

HOFFMAN, D.P. Consumers Power Co. 80/18/12. 9pp, 07262:057. 


8012090460 Informs that statement in util S01114 Itr re Region 3 
acceptance of addition of training position to plant staff 
Incorrect. Staff has no regulatory basis to require offshlft 
staff Ing. Health physics appraisal end. 

KEPPLERiJ, <J, Region 3, Chicago, Office of the Director. 80/11/25. 
2pp. 07187.001, 


—8012090474 Notice of violation from health physics appraisal on 
800303-14. 

0 Region 3, Chicago, Office of the Director. 80/06/13. Ip, 
07187:001. 


0012190262 Forwards new security badge numbers clearance 
Region 3 personnel. Changes should be entered on Sept 1980 
access lists. 

KEPPLER,J. 0. Region 3. Chicago, Office of the Director. 
6pp. 07282; 130, 


levels for 


80/11/29. 


8012240409 Notification of 001218 meeting w/0EP owners group in 
Bethisda/MD for discussions on SEP program, schedule for 
Hcenis topic completion assignment of lead topics to 
p lanti. 

RUSSELL, W.T. Systematic Evaluation Program Branch. 80/12/16. 2pp. 
07324; 104. 


0018230279 Forwards revision to Table l,App C of 001209 request for 
amend to License DPR-6 re containment spray sys. 

HOFFMAN, D.p. Consumers Power Co. 00/18/19. 2pp. 07314:067. 


0012300502 Forwards response to NUREO-0737, "Clar i f ication of TMI 
Action Plan Requirements,*' Provides all requested 
evaluations, design 4( schedule info, including justification 
for deviations from recommendations tt schedules. 

HOFFMAN, 0. P. , DEWITT, R. B. Consumers Power Co. 80/12/19. I20pp. 
07346:294. 


Q, Inspection reports, IE Bulletins U correspondence 


8012100167 Forwards IE Insp Rept 90-155/00-10 on 000804-0905. No 
noncompt lance noted. 

HEI8KMAN, R. F. Region 3, Chicago, Reactor Opepatlons Nuclear Support 
Branch, 80/09/85. 2pp. 07219:340. 


—0012100176 IE Insp Rept 50-155/00-10 on 800804-0909. No noncompHance 
noted. Major areas Inspscted; operationa I saf ety, bvl letin 
review, c ircular review LER 80-23 initial followup. 

WRIOHT, C.C. , PARKER, H.J., BOYD, D. Region 1, Ph I ladelph la. Office 
of the Director. 00/09/29. 6pp. 07219:342. 


8012170577 Forwards IE Info Notice 80-37, "Containment Cooler Leaks t< 
Rsactor Cavity Flooding at Indian Point Unit 2." No written 
response required. 

KEPPLCRjJ. 0, Region 3, Chicago, Office of the Director. 00/10/24. 
Ip. 07260: 124. 


0012100430 Forwards IE Insp Rspt 50-155/00-13 on 800906-1007. No 
noncompliance noted. 

HEI8HMAN, R. F. Region 3, Chicago, Reactor Operations Nuclear 9«p port 
Branch. 80/11/05- app* 07218:021. 

—0012100432 IE Insp Rept 50-155/00-13 on 800906-1007. No noncompliance 
noted. Major areas Inspected: operational safety, LER review 
Independent Imp effort. 

WRIOHT, O.C., BOYD, D. C. Region 3, Chicago, Office of the Director, 
80/11/03. 4pp. 07218:023. 


0012170561 Forwards IE Info Notice 00-29, 8uppl I, "Broken Studs on 
Terry Turbine Steam Inlet Flange, " No written response 
required. 

KEPPLER, J,0, Region 3, Chicago, Office of the Director, 00/11/26. 
3pp. 07264: 137. 


8012220701 Responds to IE Bulletin 79-OIB re environ qualification of 
Class IE electrical equipment. Utl I enrolled In SEP. 

Electrical equipment qualification submittals sent to NRC on 
001007,30 ^ 31. 

HOFFMAN, O.P. Consumers Power Co. 00/12/01. Ip. 07293:125. 


8012100003 Submits supplemental info for response to IE Bulletin 00-10 
re contamination of nonradioact Ive sys in potential for 
environ release. All floor drains to environ plugged 6 
routine sampling of air supply sys to be performed. 

HOFFMAN, D.P, Consumers Power Co. 00/12/02. 2pp. 03791:161. 


0018180600 Ack receipt of 801112 Itr responding to noncompHance noted 
In IE Insp Rept 50-199/80-12. Forwards request for addl info. 

Request withheld (ref l<jCFR2. 790) . 

HIND, J, A. Region 3, Chicago, Safeguards Branch. 80/12/04. 2pp. 
07271:348. 


— 6012180603 Forwards response to noncompHance noted In IE Imp Rept 
90-195/80-12. Response withheld (ref 10CFR2. 790). 

HOFFMAN, D.P. Consumers Power Co. 00/11/12. Ip. 07271:390. 


R. Periodic operating reports related correspondence 


8012170452 Forwards monthly operating rept for Nov 1900. 

HARTMAN, C.J, Consumers Power Co. 80/12/10. Ip. 07268:073. 


— 0012170496 Monthly operating rept for Nov 1900- 

HIMEHAUCH.N. Consumers Power Co. 00/12/10- 6pp. 07268:074. 


6. Reportable occurrences, LERt k related correspondence 


0012160494 Forwards LERs BO- 036 /03L-0. 80-037 /03L-0 6 BO-038/03L-0. 
HOFFMAN, D.P. Consumers Power Co. 00/12/12. Ip, 07255:393. 


—0012160498 LER 80-036/03L-0: on 0OH10, output voltage did not reach 
normal 4BO-voU leve I, Probab I y caused by damage to two 
diodes (type lN-1190) during annual maint checks. Diodes 
replaced k annual checks eliminated, 
a Consumers Power Co, 00/12/12. Ip. 07259:394. 
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-eoiauoso^ LER QO-037/03L-0: or aClllIBnsngine cooling water pump 
coupling cqmponsrt* ovarheated. Caoiad b-y coupllnfl tleev* 
ueartno on beating seal of reduction gear unit due to loose 


wearing on beating 
set screw. Unit repaired. 

* Consumers Pouier Co. 60/12/12. 


tp 


07255: 355. 


— 80121&0503 LER aO-OOB/OSL-O: an SOI VIB, 10-In<h feedwater check valve 
VFU 304 exhibited 1 eakag e . Caus ed bg dirt it scale or valve 
seat St disc, Disc machined h seat lapped. Valve tested, 

■4 Consumers Power Co, 00/12/12. Ip. 07255. 356. 


6012230341 Forwards LER ao-042/0lT-0. 

HDFFMANiO.P. Consumers Power Co. BO/12/10. 


ip. 07316:230. 


--eo 122003 4 LER 80-042/011-0; on 001206. wall leakage observed during 
Inservlte in*p activit>j at weld in two-inch pipe in 
excess flow return from control rod drive sgs-Probafale 
cause related to marginal const. Repairs wi * * 
a Consumers Power Co. B0/12/IB. 2pp. 0731B: 231. 


S0i2230529 Forwards LER 0O-O41/O3L-O. 

HOFFMAMiD. P- Consumers Power Co. 80/12/19- 


Ip. 07312:317. 


—8012230525 Public version of ™ 

e Hargland, Univ. of. 80/06/30. 59pp. 07312:320. 


DOCKET 50-170 NATIONAL, NAVAL MEDICAL CENTER 
0. Ad j-udicatory correspondence 

8012290500 Petition for leave to i ntervene. Not i c • of appearanctJ 
Certificate of 3vc signed petition end. A^nnH- o6l 

ENTUIELE. E. R. Affiliation Unknown. 60/12/09. 146pp. 

0012290402 notice of ASLB osfcabl i sKment. UU Carter appointed chalrm 
EE Hill b DR Schink members. on/io/ll 

COTTER. E.P. Atomic Safety and Licensing Board Panel. 00/12/1 ■ 

2pp. 07336.300. 

B012310460 Response In opposition to Citiiens Raactor 

Safety 601209 petition to 

standing. No basis for discretionary standing. Notices of 
appearance It Cortificata of Bvc encl. nrk/12/34 

BACHKANN* R . 0. Office of the Executive Legal Director. 


-8012230534 LER BO-04 1 /03L-0: on 001 123. dor i ng containment type C 
component leak rate tests, reactor cleanup sys T®* 
valves CV4092 1. CV4093 exhibited excessive l ealage. Caused by 
Mi::Vear on seat of each valve. Rail replaced. 

« Corsumers Power Co, 80/12/18. tp. 07312-318. 


Raactor 


8012310474 Response in opposition to 

Safety petition to intervene. I ntervonor failed to a»tabll»f> 
standing Contentions outside scope of action 6 contrary to 
manifest weight of evidence. W/Certi ficato of Svc. nn/iP/P4 

aRlTTIOAN, R.U Defense. Dept. of. Defense Nuclear Agency. 00/12/ 
I3pp. 07370:260. 


0012310309 Forwards LER 00-039 /03L-0. 

VlNCERTrR.A. Consumers Power Co, B0/12/.i2. 


Jp. 07369:040. 


H. Oaneral correspondence 


-aoiaatosia ler so-oaa/oaL-o: on bo” 2’’- '•’f'L''**''* 

ifl 3-li.c* trent.d u«t. lln. w tlttln, 

crl teria, Caused by excessive wear on disc pin of tilting 
disc check valve. Beat V disc components 
s Copiumers Power Co. 00/12/22. Ip. 07369,041. 


iiRwI’aT SJmc. o * th. E.ecutiv. Oir.ctor for Op.rati.n.. 


8012300422 Forwards LER 80-043/011-0. 
HOFFMAN, D.P. Consumers Power Co. 


00/1^/23. 


07360:330. 


— 3012300427 LER 80-043/OIT-0: on 001212. crack measuring \/Z-inch found 
^°in^t4se metal of 3-tnch line at l/2-lnch branch connection. 
Probably caused by stress cort os ion. Oefec tlvo parts 

P.=«.r Co. BOMa/aa apR. 073.0:331. 


DOCViEl 50-157 CORNELL UNIV RESEARCH PEACTQR 
j. Insurance indemnity information 


soiaoso.ta E«tcut.d A«nnd 10 to Indonnit.) Ajreonjnt E 4, tncreoiing 
DYMEF.E.J. Cornell Univ. 60/12/01. Ip. 07174.02 . 


p, Operating license stags ^ I !!!!»! 

0012010575 Forwards 801110 FR notice of tonslderatlon o# 800527 
"'‘ippUcatiorfJr renewal of Llcenie R-80.License will not 

i sp«l"T:,.cts Brooch. B 07 n/ia 


MILLER, 

2pp. 07095:052. 


8012010579 Notice of consideration of application 

i1ILLER,J. R. Standard 1 1 at ion L Spatial Projects 
App- 07103:086. 


for renewal of 
Branch. 00/11/ IB. 


DOCKEI 50-163 GENERAL ATOrilC COMRANV 
j'^tnsu^ance i indemnity Information 


0012020562 Forwards Endorsement 51 to 
CORREA, M. A. Harsh L McLennan. Inc. , 
Div- 0O/U/2O. 2pp. 07149:071. 


HAELV Policy MF-59. 

M i: fi Nuclear Consultants, Inc , 


DOCHEl 50-166 UNIV, OF MARYLAND RESEARCH REACTOR 
F. Securltyp (tedical, emergency 


6012230521 Releases public version J }*"• 

FELTC314*0. 11. DIvtsiofi of Rules and- Records, 80/12/11- Ip. 


FELT014, 0. 
07312^319 


.0012020820 Discusses citlien concerns re operation of facility. Full 
public hearing should be held prior to ° ^ 

ralicenslng. EIS should.be undertaken to assess Impact oh 
r««'{dentlal area. 


01212007S R„pon,. to 800919 Ur r. .tato, «♦ 

A# I irense ft-84. App 1 1 ca t i on was received on B01003. 

R^gu atlons do norrequire 

uJJnte for research reactor. App I icatlon available ih PDR. 
DENTON.hr. Office of Nuclear Reactor Regulation, Director. 


-S0iai20081 Requests info on status of License R-04, whether application 
for renewal has been filed 4: if hearing will be Mid, 

ENTHISLE.E. Affi I ia t Ion Unknown. 00/09/15. fipp* 07231.3 

012290270 Requests preparation of ElB & public hearings prior to 
estendlng facility License to yr 2,000. 
aPECTOH.R. . OILCHRESTiC. W, Montgomery County, MO. 




p. Operating license stage documents h ^'»’'^®*P®Menee 

6012010533 Forwards BOIU0 FR notice of consideration of 001003 
application for renewal of License R-04, License will not 
esplre until application finally determined. 

MILLER. J.R. Standardliation // Special Projects Branch. 80/11/18. 


MILLER. 

2pp. 07095:022. 


—0012010535 Notice of consideration of 801003 application for renewal of 

MILLER, J.R. Standardliation L Special Projects Branch. 00/11/10. 

4pp. 07075:024, 


8012080451 Requests correction of typographical error 
application for renewal of amended OL. 

TYLER, P-E. Defense* Dept, of. Defense Nuclear Agency. 
07189:269. 


in FR notice re 
80/12/03. Ip. 


R, Periodic operating reports L ^®'«bed correspondence 

0012080300 Forwards annual operating rept for yr ending QOlOOl L safety 

?5J!er’7.‘e°' D.pt. of. D.f.n., N</eU« Aj.ncd. 00712703. I,. 

07103:062. 
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'B0120B0510 "Armed Force* Rediobiologg Research In«t R-84» Annual Rapt 
Oct 1980. " 

e Defense! Depfc. ofi Defense Nuclear Agencg. 80/12/03. 15pp. 

07183:063. 


—8012080512 “Section VI Safety Analysis of FSAR. " 
a Dames 4; Hoore. 80/09/18 2app. 07183:078, 


DOCKET 50-171 PEACH BOTTOH ATOMIC POUER STATION, UNIT 1 


F. Security^ medlcali emergency ii fire protection plans 


B0122404S8 Informs of no objections to recording conversations on 
dedicated phone line connecting facility to NRC operations 
ctr in Bethesda. Dotal led description of task to be 
accomplished reiiuired. 

STELLOi V. Office of Inspection & Enforcement, Office of the 
Director. 80/12/02, Ip. 07324: 174. 


P. Operating 1 icense .stage documents & correspondence 


8012220485 Responds to 800911 fflemo retiuesting that Qfc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
u/revised Agreement State burial site cond i ttons. Forwards 
results of IE survey. 

DENIONiH. R. Office of Nuclear Reactor Regulation; Director. 
80/12/04. 2pp. 


—8012220506 Forwards tabulation summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 37X of reactors surveyed u/7lX 
planning or considering increasing storage capacity. 

BANOART, R.L. Effluent Treatment Systems Branch. 80/11/06. Bpp. 


R. Periodic operating reports tt related correspondence 


9012300270 Forwards final post-operational Rapts 13 tt 14 re Conowlngo 
Pond ecology for Jul-Dec 1979 4: Jan-Apr 1980, respective ly, 
WlLLSEYiN.B. Philadelphia Electric Co. 00/11/20. Ip, 07353:098, 


— 8012300275 "Post-Operational Rept 13 on Ecology of Conouingo Pond, 
Vul-Dic 1979. " 

* Muddy Run Ecological Laboratory, RMC Ecological Div. 80/02/29. 
209pp. 07353:099. 


— 8012300282 "Post-Operational Rept 14 on Ecology of Conowlngo Pond, 
Jan-Apr 1980. " 

e Muddy Run Ecological Laboratory, RMC Ecological Dlv. 80/08/31. 
i66pp. 07353:267. 


DOCKET 50-182 PURDOE UNIV. RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 


B012160573 Forwards IE Insp Rept 50-182/80-02 on 801015-16. No 
noncomp 1 lance noted, 

DAVia, A. B. Region 3, Chicago, Fuel Facility tt Materials Safety 
Branch. 80/11/04. 2pp. 07262:022. 


—8012160576 IE Insp Rept 90-182/80-02 on 801015-16. No noncompUance 
noted. Major areas inspected ; emergency equipment supplies, 
tests, dri 1 It, training It postulated incident. 

ORECRrR.J., NICHOLSON. N. A, , PAPER lELLD, C. J. Region 3, Chicago, 
Office of the Director. 80/11/03. 4pp. 07262:024. 


DOCKET 50-184 NATIONAL BUREAU OF BTANDARD8 REACTOR 


K. Utility Final Safety Analysis Report iFSAR) I: amends 


8012080465 Application to amend License TR-5, increasing max power from 
10 MW to 20 MW for 20 yrs. Forwards Addendum 1 to 8AR h 
proposed Tech Spec changes. 

CARTER. R. 8. Commerce, Dept, of , National Bureau of Standards. 

80/12/02. Ip. 07199:025. 


— 8012090487 Addendum I to F8AR. Overs t le map end, 

e Commerce, Dept, of , National Bureau of Standards. ND8R 9 ADD 1. 
80/11/30. 75pp, 07195:026. 


P. Operating license stage documents ^ correspondence 


8012080485 Application to amend License TR-5, increasing max power from 
10 «N to 20 MW for 20 yrs. Forwards Addendum 1 to 8AR 
proposed Tech Spec changes. 

CARTER. R. S. Commerce, Dept, of. National Bureau of Standards. 
BO/12/02, Ip. 07195; 02 :j. 


— 6012080487 Addendum 1 to FSAR. Dversi te map end. 

* Commerce, Dept, of , National Bureau of Standards. NBSR 9 ADD 1. 
80/11/30. 75pp. 07195:026, 


— 6012080491 Froposed Tech Spec changes supporting amend to License 
TR-S to increase authorized ,max power level from 10 MW to 
20 KU for 20 yrs. 

« Commerce, Dept, of , National Bureau of Standards. 60/11/30. 
2app. 07195:109. 


8012190143 Clarifies 801202 Itr.NBS is requesting both license amend to 
increase authorized power level license renewal for period 
of 20 yrs. 

CARTER, R.S, Commerce. Dept, of , National Bureau of Standards. 

80/12/11. Ip. 07240:081. 


DOCKET 90-186 UN IV, OF MISSOURI RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 


0012110737 Forwards IE Insp Rept 90-186/80-05 on 801000-10, No 
noncompUance noted. 

HEI8HMAN, R. F. Region 3i Chicago, Reactor Operations Nuclear Support 
Branch. 80/10/29. 2pp. 07225:070. 


—8012110753 IE Insp Rept 90-166/80-05 on 001008-10. No noncomp 1 ianc* 
noted. Major areas inspected: records, logs 8< organization 
review audit functions requa Uf Ication training & 
procedures, 

RIDOWAY.K.R. . CDNNAUQHTQN. K. A, BOYD. D. C. Region 3, Chicago, Office 
of the Director. 60/10/26. 6pp. 07225:060. 


DOCKET 90-187 SPACE RADIATION RESEARCH REACTOR 


R. Periodic operating reports related corrts pondencp 


8012170314 Forwards “Natural Environ Rad loactl vl ty Survey. 6«pt 1979 - 
Aug 1980. “ 

CRANDALL, ti. E. Northrop Research & Technical Center. 80/11/26. Ip. 
07270: 020. 


— B012170324 “Natural Environ Radioactivity Survey, Sept 1979 - Aug 1980, 
AVANT,D.. COZENS, 0., NDQD8, V. Northrop Research ^ Technical 
Center. 80/11/26. 11pp. 07270:021. 


DOCKET 50-201 WEST VALLEY REPROCESS 1 NO PLANT 


F. Security, medical, emergency tt fire protection plans 


6012020'164 Requests explanation of evacuation rumor h name of inspector 
involved In rumor. 

MONOERSON, C. West Val ley Nuclear Wastes. 80/10/07. Ip. 07148:128. 


8012020735 Informs of existing emergency communications sys review t, 
resulting mods to emergency notification sys tt health 
physics network. NRC will have lamps installed on emergency 
telephones in all control roams tt technical support ctrs. 

ORIER,B. H. Region 1. Ph i ladelph ia, Office of the Director. 
80/11/14. 2pp. 07147:340. 


H. General correspondence 


8012010618 Requests rapts re facility listed but not encl in NRC 
790920 ItT. 

CLAUSON,M. K. Affiliation Unknown. 80/09/15. Ip. 07090:113. 


8012020691 Expresses concern re 800917 Itr discussing leakage of 
radwaste at burial grounds. Sees better energy alternatives 
in development of solar energy U practice of conservation. 
OQRE.A. Affiliation Unknown. 80/09/24. 2pp. 07259:258. 
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P, GpsraVlng licente itig® docuwanti U corra^pondencfr 

0012020727 Foruards rtviaw gf NRC i.aisK'lc i^udij d# NFS nautralliad 
hig}) laval wasta fcank.Raft gantrall^j well done d«t» not 

addrcsi hlghlg signiFtcoTit fas tor*. Raft doa* not giv# 
reaiiuranca re ^<aLth 4: lafety of public. 

RESMlKOFFiM- Sierra Club. 00/09/21. 9pp. 07147:342. 

8012020339 Concur* w/mod tfepietad in NFS drawing* for head-end 
vantllJtion bldg. NFS sKould place mod on annual check ll*t 
to aaeure *hJ<ld has not shifted due to frost action. 

COFFHAtii W. A. tfagne A. CoffflannP.E. 80/09/22. Ip. 


0&916:001. 


8012030^^83 Responds to 000318 Itr re installation Carrier to protect 
against tornado miisiUs at heat end ventlla felon (HEVJ enc 1. 

Propoied fsod will adequately protect filters within HEV end 
In event of missile strik* resulting from tornadic winds. 

ROUSE, L.C. Advanced Fuel li Spent Fuel Licensing Branch. 80/10/10. 
ip. 0719A:120. 


8012310092 Forwards physical security plan change involving specific 
response capabilities of US Harthal* Svc.Encl withheld 
(ref 10CFR2.790>. , 

DiETCHiR. Southern California Edison Co. 00/12/17. App. 

07369:273. 

H. Ocneral correspondence 

8012290262 Forwards constituent EK Johnson Itr re location of 
facilities. Ueq.WBsts response. 

CRANSTON^ A. Senate. 00/12/03 3pp. 07341:177. 

P. Operating llceote stage document* 6 correspondence 

8012020733 Forwards seismic qualification* of auilliary feedwater *y» 
in operating PWRe fc describe* program NRC i« undertaking 
to revlaw capability of operating PWR* to remova decay 
heat following aarthqual*. ^ , 

E16EIWUT» D. O. Division of Licensing, 00/10/21. 4pp. 


8012220726 notification of rescheduled Silver 

Spring. MD to discus* interagency agreement between DOE 6 «RC 
re Milt Valley Demonstration Project Act of 1900. Meeting 
originally scheduled for B01217. , „ k. 

TINO.W.W. Advanced Fuel 4c Spent Fuel Licensing Branch. BO/lZ/l*. 
Spp. 07293: 113. 

SO12300346 Summary of 301210 meeting w/fIF3 In Silver Spring. HD re 
progress of licensee effort* to process future 
decontamination 6 dacommi ss lontng technlca 1 data. 

HAUOW^EV. C. J. Advanced Fuel 6 Spent Fuel Licensing Branch. 

00/12/16. 33pp. 07339:036. 

8012220732 notification of 810211 meeting w/NFS J Energy 

RtiD Authority in Silver Spring. HO to discuss NF8 progress in 
processing info needed a* basis for decontaminatl on t 
decommissioning of facility. „ , 

HAVOHNFV. C , J. Advanced Fuel L Spent Fuel Licensing Branch. 
aO/lB/17. 2pp. 07293:114. 

Q. Inspection reports. IE Bulletins 6 

6012010109 Requests that response to IE Bulletin 80-13. -Poislble Los* 
of Emergency Notification Sy* (EN31 W/Losi of 
Power." be resubmitted w/oath or affirmation within 10 day* 
of receipt of Ur. per lOCFfiSO. 34. 

GttlERjB.H. Region L Philadelphia 
80/10/23. Ip. 07092:127. 


Office of the Director. 


a012l90!.9S Forward* IE Imp Rept SO-201/00-05 on 800913-18. Wo 

SMITH. O.H. Region I, Philadelphia. Fuel Facility U Materials Safety 
Branch. 00/10/30. 2pp. 07287:329. 

—8012190689 IE Ihsp Rapt 50-201/BO-03 on 900915-16, No nonconp I ianc* 

noted. Major areas inspected: 10 CFR 21 . organ I zation, mod L 

changes to facility 6 sys. . r.i * 

ROTH. J, Region 1. Philadelphia, affice of . 

CROCKER. K W. Region 1. Philadelphia. Fuel Facility it Material* 
Safety Branch. 80/10/29. 21 pp. 07297:331. 

8012090004 Responds to IE Bulletin 90-13 by resubmitting 600026 "Rept 
of MF8 West Valliy ENS Sys Tests & Investigation a* 

Required by IE Bulletin BO-IS. " Affirmation end. 

LEWIS. N.H.^ Nuclear Fuel Services* Inc. -(lub*. of Oetty Qi 1 Co. 1. 
BO/lt/05. 3pp. 07199:339. 

R. periodic operating report* L related correspondence 


8012040362 Forward* effluent discharge monitoring ’[•f' 

DUCKHORTH. J. P. Nuclear Fuel Services. Inc.. West Valley Repr^ 
Ip 


DUCKHORTH. 

Plant. 80/10/16. 


1980. 

roccssing 


06915: 001. 


--0012040410 Raw data effluent discharge monitoring rept for Sept 1980. 
DUCKHORTH. J, P. Nuclear Fuel Services* Inc.* West valley 
Reprocessing Plant. 90/10/17. 5pp. 06915:001. 


DOCKET 50-206 SAN OrrtJFRE NUCLEAR STATION. UNIT I 
F. Secu-rltyi medical, emergency it fire protection plans 

6012190335 Informs of recently approved revised 10CFR50. 46 containing 
schedules for completton of all fire protection mods. Mo 
present imp lemente tion re<iulrid a* necessary addl Info ha* 

ei^l^T. 0. 0. ^'oivlslon of Licensing. 80/11/06. 6pp. 07296:088. 


9012160050 Ltr to operating plant I icensees. OL *<***“* hol***^*' 
Forward* HUREO-0737 re THt action plan requirement*. Request* 
operating reactor licensee confirmation in 45 days that 
End I Implementation dates will be 

EISEHHUT. D. O. Division of Licensing. 80/10/31. 7pp. 

8012030379 “Review of Rept* Dealing w/Simulatlon of 

Motion* for Sen Dnofre Nuclear Generator* Station Unit 1 for 

BERMREUTER.D. L. Lawrence Livermore Laboratory. 00/11/05. 6pp. 
07130: 069. 

8012220363 Ltr to all power reactor licensee* forwarding NUREO-0619, 
-BWR Feedwater Noitle k Control Rod Drive Return Lin# 

Noiile erecting,'" Confirmation that implementation dates 
will be met must be sent within 43 . 

EISENHUr, 0. 0, Division of Licensing. 80/11/13, ip. 

eoia040l*a Aek r.c.lpt .» Boiosa itr r. r.vifloA »' '®'' 

shipping spent fuel.No.te* that request subj to NRC license 

fee schedule. NRC wiU notify of fee due . 07lSa-040. 

HCISSiD. License Fee Management Branch. 00/11/10. Ip. 07iaH.u^u. 

8012110435 Forward* F Rosa 790930 memo re SEP Topic VItI-3 . Bj "DC Pouar 

CRWTCliFIELD. d!* Operating Reactor* Branch 5. 00/11/18. 2pp. 

07225: 167. 

—0012X10439 Comment* on 790925 memo re dc power *y* monitoring 6 
annunciation. Specific requirements for dc power sys 
monitoring derive from Reg Oulde 1.47 general 
ROBAjF, Power Systems Branch. 79/09/30. 2pp. 07223. 169. 

0012110422 Immediate action ltr» confirming 80U19 telcon re steam 
generator repairs. Util will not proceed w/produetlon 
insertion phase w/o prior NRC review 6 approval. 

ENGELKFMift. M Regtgn 3. San Francisco, Office of the Director. 
80/11/19. Ip. 07227:136. 

8012090061 Notification of rescheduled 001205 meeting w/utll in 
aethesdarMO to discus* seismic re-ovaluatlon program 
deicTibing struc tures, method* t analysis. 

MDNlCKlrS. Operating Reactors Branch 3. BO/tt/20. 2pp. 07190:080, 

8012020521 Forwards result* of evaluation to determine effect* of 
water hawsers on feedwater piping sys per 000214 commitment 
L subsequent ezten* ion. Further corrective action* not 
considered warranted. «b 

BASKIN,K.P. Southern California Edison Co. 80/11/25. 15pp. 

07140:001. 

B012020605 Forward* info re environ impact of current steam generator 
sleeving repair program. . 

BAEKIhlfK, P. Southern California Edison Co. 00/11/26. 5pp, 

07148; 032. 

0012290097 Requests billing of util for Ofc of Nuclear Reactor 
Regulation review of Amend 3 to SCE— lA, "QA Program, 
submitted 800331 6 approved 800701, r.*. * 

MILLER, W.D, License Fee Management Branch. 80/11/26, Ip. 

07345:250. 

8012100068 Notification of 001204 meeting u/utll in aethesdajMD to 
address consultant comment* resulting from review of util 
seismic model. 

NOHlCKIiS, J. Operating Reactor* Branch 5. 80/11/20. 2pp. 

07219: 104. 



DOCKETED ITEMS 


27 


BD121602'35 Forwards EIA r* sUeving project. 

QLSHtIKBKii J. A. Oporating Reactors Assosstnont Branch- 
072AB: 231. 


ao/ll/2Q. 


Ip. 


— B012160260 eiA supporting proposed mods re sleeving 

♦ Office of Nuclear Reactor Regulation. Director. 00/11/20. 
I7pp. 07240:252. 


BO1212O3O0 "Concentration Spoclatlon of Copper in Maters Collected 
Near San Qnofre fn Diablo Cangon Nuclear Po^uer Stations. 

HARR ISON. F.L. I BISHOP. D. J. . EMERSON.RR, tawr once Livermore 
Laboratorg. FIN A-0119. NURSO/Cn-0750. BO/1 1/30. A&pp. Available 
at NT I a. 07260: 160. 


Q012030377 Forwards Info re environ qualification tests td be performed 
within ne*t two grs. In response to MRC 801001 Itr. Teats for 
pressure it level transmitters applg to Units 1. 2 & 3, All 
other tests applg to Units 2 it 3 orlg. 

BABKlNfK. P. Southern California Edison Co- 80/i2/0£. 3pp. 

07191; 216. 


6013030716 Forwards Amend 94 consisting of Proposed Change 96 to Tech 
Specs as App A of OL In response to NRC 000611 Itr 
reouastlng provision for redundancy in decay heat removal 
capability In all modes of operati on. H/Certif Icata of 8vc. 

DlETCHfR. Southern California Edison Co. 80/12/01. 0pp. 

071 A9: 165. 


— 8012030729 Amend 94 consisting of Proposed Change 96 to Tech Bpecs as 
App A re decay heat removal capability, 

e Southern California Edison Co. 80/12/01. 32pp. 07149:172. 

8012220403 Responds to 000911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revlsid Agreement State burial site cond Itlons. Forwards 
results of IE survey. ... i. 

DCNTONfM. R. Office of Nuclear Reactor Regulation! Director. 

BD/12/Q4. 2pp. 

— 8012220506 Forwerds tabulation 1 summary of IE survay on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 37V; of reactors surveyed w/71X 
planning or considering increasing »Jorage “g- , . , 

BANOARTjR.L. Effluent Treatment Bystems Branch. 00/11/06. 0pp. 


D012100527 Requests extension until 810201 to evaluate impact of 
automating auxiliary feedwater sya on existing safety 
analyeis U extension until 810115 to provide Info re main 
steam lint piping Integrity evaluation, 

BABKIN/K. P, Southern California Edison Co. 80/12/05, Ip. 
07217:333. 


Q. Inspection reports! IE Bulletins 4: correspondence, 


6012040313 Forwards IE Insp Ropt SO-'206/S0“2B oh 800904-26 U. notice of 
vlo 1 atl on. 

CREMBiJ. L Region 5, San Franc iscoi Reactor Operations Nuclear 
Support Branch. 80/10/24. 2pp. 07162:352, 


— 9012040316 Notice of violation from iusp on 800904-26. 
* Region 5. San Francisco. Office of the Director, 
07162:354. 


ao/io/23. 


IP 


—0012040319 IE Insp Rept 50-206/00-28 on 800904-26. Moncomp 1 i ance noted: 
failure to observe reactor coolant chemistry limit 6 to 
follow radwaste discharge procedure 

miller. L Region 5. San Franc lsco« Office of the Director, 
FAULHENGERRVr B. Region 5» San Franciscop Reactor Operations 
Nuclear Support Qranth. 80/10/23 6pp. 07162:353. 


0012170693 Forwards IE Info Notice e0-37r 
Reactor Cavity Flooding at Indian Point 
response required. 

EMGELKFU.R- H. Region 5. Ban Francisco. 
80/ 10/24. Ip, 07266:073. 


"Containment Cooler Leals 
Unit 2. No written 

Office of the Director. 


L 


8012170411 Forwards IE Info Notice 80-38. "Cratbing in Charging Pump 
Casing Cladding. " No written response required. 

ENOELKEN.R. H Region 5. San Franciscoi Office of the Director. 
QO/lO/30. Ip. 07269:126.. 


0012170952 Forwards IE Info Notice 00-39. "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. " No written response 
1 s requt r ed . 

ENOELKEM. R. M. Region 5/ San Franclscoj Office of the Director, 
BO/tO/31. Ip. 07366:045. 


8012090032 Forwards IE Insp Rept 50-206/00-30 on 001020-23, No 
noncompl lance noted. i. 

CREUSi V. L. Region 9# San Fraaciscoi Office of the Director. 
aO/U/09. 2pp. 07197:303. 


— 8012090029 IE Insp Repfc 50-206/SO-30 on 901020-23. No noncomp I lane e 
noted. Major areas Inspected: design changes k mods program! 

QA program, calibr. k IE bu 1 let 1 ti/c Ircular followup. 

HORH. A. J. Region 3. Ban Franciscoi Office of the Director. 
FAUUKENGERRY^ 0. Region 5» San Francisco. Riactor Operations 
Nuclear Support Branch. 80/11/04. 4pp. 07197:305. 


8012120740 Forwards IE Bulletin 00-21# "Valve Yokes 
Foundry Coi Inc. " Written response raqulreil. 
ENOELKENi R. H. Region 5» San. Francisco# Off ice of 
80/11/06. Ip 07227:330. 


Supplied by tiaicoltn 
the Director. 


0012180798 Notification of Q0121B meoting u/utll in Bethosda!MO to 
discuss util comments re NRC case study of loss of salt 
water cooling sys. 

HQWICKIiB J. Operating Reactors Branch 5. 00/12/00. 2pp. 

03794:045. 


0012030916 Forwards IE Info Notice 80-40* "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressor i latl on *' Mo written response rsqulred. 
ENOELKFNiR. H. Region Si San Francisco# Office of the Director. 
BO/tl/07. Ip. 07150: 137. 


8012120399 Forwards application to amend App A Tech Specs# Sectl ons 
2. Ir3. 5. 2 )h 3, 1 1. Westinghouse rept 4* Certificate of 8vc 

OIETCHfR. Southern California Edison Co. 00/12/10. Ip, 07299:263, 


— 0012120413 Application to amend App A Tech Specs 2,1 re reactor core 
involving, limiting tomliinailon of power# pressure k temp# 

3,5.2 re control group insertion llmibs It 3,11 re continuous 
power distribution moni tor Ing. M/rept Si ^'^DtmnTr n r 

DIETCHjR. Southern California Edison Co. OILMAN# 0. M, iPlOOTT# D. R. 

8an Diego Oas V Electric Co. 80/12/05. 7pp, 07299:264. 


9012000650 Forwards IE Info Notice B0-4li "Failure of Suing Check Valve 
In Decay Heat Removal Sys at Davis Hesse Unit 1." No 
response required. 

EtiOEL;\FN# R . H Region 5i San Franc iseoi Office of the Director, 

aO/M/10, Ip. 07183:030 


12-040244 Forwards IE Bulletin BO-23* "Failures of Solenoid Valves 
■Ifg by Valcor Engineering Carp." Requires estimate of 
nanpower associated w/correctlve acti-ons. 

ENOELVEN#R. H Region 5# Ban Franc iscoi Office of the Director. 


—8012120426 Proposed Change 100 to App A Tech Spec Sections 2. l#3,5. 2 Ic 
3.11 re Impact of core flow reduction resulting from steam 
generator mods, 

e Southern California Edison Co, 90/12/10, 4pp. 07259:273, 


— 0012120434 Revision I to "Reload Safety Evalvati on# San Onflfre Nuclear 
Generating Station Unit IrCycla B. " 

8KARITHA.J.# ARLOTTIrH.O. Westinghouse Electric Corp,# Nuclear 
Energy Bystems. BO/10/31. 69pp. 


BO1224O409 Notification of 001210 meating w/SEF owners group i« . 
BethesdiiMD for discussions on SEP program# schedule for 
license topic completion 6 assignment of lead topics to 

RUBBELUj W. T, Systematic Evaluation Program Branch. 80/12/16. 2pp, 


8012300544 Advises that response to NRC 001031 Itr requesting 
confirmation for Implementation dates of TMI-related Items 
will be submitted by 010105. 

BASKINrK, P. Southern California Edison Co. 60/12/23, Ip. 
07357:336. 


012040457 Forwards IE Bulletin 90-24# "Prevention of Dawage Due to 
tfater Leakage Inside Containment." Mrittan response 
required, Requests info oi* manpower expended. 

ENOELKENiR. H Region 5# Ban Francisco! Office of the Director. 
80/11/21. Ip, 07163:313. 


8012160007 Forwards IE Info Notice 80-42* "Effect of Radiation on 
Hydraulic Snubber Fluid," No response required. 

EHGELKEN. R, H. Region S, San Francisco, 

80/11/24, Ip. 07262:116. 


Office of the Director. 


8012160130 Forwards Supp 1 I to IE Info Notice 80-29# "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written reeponis 

ENOELHCN# R , H, Region 5# Ban Francisco# Office of the Director. 
00/11/26. Ip. 07262: 07u. 
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R. Pertadic operisting reports 4: related correup ondance 


8012160335 Foruarde monthly operatina rept for 

CUflRAN. J. I't. Saufchtrn California Edieon Co, 90712/00. 
07252: 318. 


*P 


— 00121 6033B Konthly operating r*pt far Nav 
JOV# J, II. Southern California Edi»nn Co, 
07252:319. 


1900. 

00/12/08. 


5pp. 


0. Reportable occurrencei. LER» 6 related tore ee pondence 


8012170619 Forward* LER SO-OSa/OOL-O. 

HAVNESj J. 0. Southern California Edison Co. 
07264:241. 


80/12/09. 


2pp. 


—0012170628 LER eO-038/03L'0: on 801122. ac pfnuer to a 
auxiliaries ua* lost for 15-* due to breaker nlsa 
Caused by opening 4 IV bus tie breakers instead o 
auxUiarv tramformer C bus supply breaker*. 
CURRAN* J, H. Southern California Edison Co, SO/1 
07264:243. 


LI station 
1 1 gnment. 
f opening 

a/09. Ip. 


T. Hearing transcripts on non-ant itru*t matter* 


0012170434 Submits proprietary & nonpropr i etaty tranecript of steam 
generator sleeving review toard ireetlngi per 001119 Itr, 

Proprietary version withheld tref 10CFR2. 790) . W/o end. 

MOODY* W. C. Southern California Edison Co. 30/12/12. 2pp. 


07269: 346, 


DOCKET 50-213 HAODAH KECK PLANT 

F. Securltyi medical, emergency i fire protection plans 


B01219001S Inform* of recently approved revised 1OCFR50. 40 contain.ing 
schedule* for completion of all fire protection mods No 
present implementation required as necessary addl info ha* 

E^SENhSt^D^S. ^^Divlsion of Licensing. 80/11/06. 6pp. 07278;200. 


0012110039 Notifies that 801101 deadline ii invalid for fire protection 
program mod*. Plan* for installation of dedicated shutdown 
sys or alternate shutdown capability *hould be forwarded 
upon completion, 

CRUTCHFIELD. Oh Operating Reactor* Branch 5. 00/11/12. 2PP- 

07222*355. 


8012030740 Informs that mod* will be made to amergancy notification 
sys 4 health physic* network equipment. NRC will have lamps 
installed on emergency telephone* in all control rooms* 
technical support ctrs emergency operation* facIHtie*. 
ORIERiB.H. Region Ir Ph I ledolph la. Office of the Director. 
00/11/14. 2pp. 07196:159. 

9012030372 Forward* public version of util emergency plan. 

FELTON. J, ri. Division of Rules and Record*. 80/11/19. Ip. 

07150; 315. 


8012310638 Advise* that Power Facility Evaluation Couo 
CT lulll proceed u/petltion for declarative ruling re 
jurisdiction over proposed spent resin storage facll 
site. NRC response requested by 001022. 

POND< Oh D. Conaecfclciftt State of. 80/09/17. 8pp. 


cll for State of 
Ity at 
07300:001. 


9012310635 Respond* to 000424 & 0917 Itrs re const of addl low l*v*l 
waste storage ' facilities at site.NRC audit ln»p of licensee 
safety evaluation ha* determined acceptability of change. 

Change request 6 audit summary end, 

DENIOWjH. R. Office of Nuclear Reactor Regulation. Director. 
00/11/24. 16pp. 07300:001. 


0012090172 Reque 
qualification 
facilities. as 
1 1 c onset, 
CQUf43IL*U. 0. 
07200: 131. 


it* hearing to determine necessity of environ 
of all safety-related electrical equipment at 
required by KRC B01024 order* for mod of 

Connecticut Yankee Atomic Power Co, 00/12/04, 


3pp. 


H Oeneral correspondence 


BO1210O433 Respond* to 000430 Itr re const of addl low level waite 
storage facilities at plant site. Change In plant design doe* 
not require prior KRC approval. Safety evaluation 6 summary 
of aud i t enc 1 . . . , r. ^ i. .. 

DENTON.HhR, Office of Nuclear Reactor Regulationj Director. 
60/U/24, I7pp, 07103:001. 


6012100536 Respond* to 800506 Itr opposing const of addl low level 
waste storage facilities on site. Major change* at operating 
nuclear reactors require prior NRC approval. Licensee 
evaluation of change request 6 NRC audit summary end. 
OENTON.H.R. Office of Nuclear Reactor Regulation. Director. 


— 0017100541 Opposes const of atomic waste storage 
Townspeople have agreed to generation of electr 
uaste dump. 

NICHOLAS.L. K. Affiliation Unknown. 00/05/06. 


facility on site. 
Iclty. not 

Ip. 07103:001, 


8012190760 Responds to B00509 Itr re const of addl 1 
storage facilities at site. Change In plant 
require prior NRC approval. Uti I evaluation of d«*l 
& HRC audit »uffmary end. . 

DEMIONiH. R. Office of Nuclear Reactor Regulatlon» 
60/ 1 1/24. 17pp. 07183:001. 


ow level waste 
doe* not 
gn change 

Director. 


P. Operating license stage documents Ii correspondence 


8012020753 Forward* seismic qualification* of auilliary feedwater sys 
in operating PWRs U describes program NRC is undertaking 
to review capability of operating PUR* to remove decay 
heat follouing earthquake. 

ElBENHUTi D, 0. Division of Licensing. 80/10/21. 4pp. 


9012090672 Forward* evaluation of SEP Topic UI-Aj 'Electrlcali 
Instrumentation U Control Aspect* of Override of Containment 
Purge Valve Isolation." Assessment compares facility u/ 
criteria currently used for new tJLs, 

CRtllCHrlELD. 0. Operating Reactors Branch 5, 00/10/24. 9pp. 

07108:246. 


— 8012030684 Forward* public version of draf t. Revi i ion 0 of »lt 
emergancy plan, (Amend 22 to facility description safety 
analysis ). Final version will be submitted by 810102 6 
implemented by 810401 

■COUNSlL, H G. * FEE. W. I. Connecticut Yankee Atomic Power Co. 
00/10/14. 3pp. 07150:316. 


— 8D12030BS9 Public version of draft Revision 0 to site emergency plan. 
(Amend 22 to facility description safety analysis), 
a Connecticut Yankee Atomic Power Co. 80/10/14. I50pp. 

07150: 319, 


0012160050 Ltr to operating plant llcenseesiDL applicants 5c CP holder*, 
Forwards NUREO-0737 re T«I action plan requirement*. Requests 
operating reactor licensee confirmation In 45 days that 
Enel 1 Implementation dates will be met. 

EIBENHUT, D. G. Division of Licensing. BO/10/31. 7pp. 


8012170476 Informs of Div of Licensing generic bounding review of 
inadvertent safety injection during cooldown. No further 
licensing action necessary. Safety evaluation end. 

CRUTCHFlELDi D. Operating Reactors Branch 3. BO/ll/05. 2pp. 

07264; 227. 


8012040643 Transmits emergency planning info for placement in LPDR. 
9QyDER,J. L. Division of Rules and Records. BO/lt/19. Ip. 
07170:078, 


0, Ad jod I catory correspondence 


B01B080527 Fpruards corrected page of 801024 order for mod of License 
DPR-61 to reflect correct plant nan*. 

CRUTCHFlELDj D. Operating Reactors Branch 5, 80/11/13. 2pp. 

07104: 309. 


— 8012170477 Safety evaluation re inadvertent safety Injection during 
cooldown. No addl licensing action required) but frequency of 
events should be monitored. 

a Operating Reactors Branch 5. 00/11/03. Ip. 07264:229. 


6012220563 Ltr to all power reactor licensees forwarding NURE0-06t7* 
"BWR Feedwater Noiile ft: Control Rod Drive Return Line 
Nozile Cracking," Confirmation that implementation dates 
will be met must be sent within 45 days.N/o end. 

EISENHUT.D. G, Division of Licensing. BD/11/13. Ip. 


— 80J2DB0930 Corrected page 
correct plant name. 
EISENHDT* D. 0. Division 


to order for mod of License DPR-6t,to reflec 
of Licensing. BD/lO/24. Ip. 07104:311. 
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a0120100?Q R«sp(3nd« to KRC 801031 Itr faruiardirtg NUREO-0737. Ut 1 1 h«s 
con*ultad w/B4;W on revtsioxn to small break LOCA modal. BStW 
uiil advise NRG re scope & schedule of revisions. Ut 1 1 is 
developing In^houie capabilttg to perform LOCA analyses. 

COUNSlLi N, 0. Connecticut Vankee Atomic Pouer Go. 00/11/14. Spp. 
07090:208. 


0012110076 Forwards rsq.ue$t for info re containment sumps Ik Insulation. 
Info from operating reactors is needed to develop range of 
test parameters tt evaluate significance of debris formation. 
CRUTCHFIELD. D. Operating Reactors Branch 3. 00/11/18. 4pp. 

07223:311. 


0012050272 Advises that 90K of required mods re anchorage support of 
safety-related electrical equipment will be completed by 
801231. Util will complete mods by 01 1031. Requests response 
by 80 1208 if NRG does not concur, 

GOUNSILj N. O. Connecticut Yankee Atomic Power Co. 00/11/21. 2pp. 
07175: 040. 


8012090041 Forwards evaluation of SEP Topic VI 11-3 re electrical 
Instrumentation fc control features of sys required for safe 
shutdown. Evaluation will be basic Input to integrated safety 
assessment for fact IT ty. 

CRUTCHFIELDi D. Operating Reactors Branch 5. 00/11/21, I5pp. 

07190:063. 


0012090531 Informs that immediate plant shutdown to install override to 
close capability on pressurlter power operated relief 
valves, as requested in 800930 Itr. is unwarranted. Commi tment 
to Install new switches prior to startup acceptable, 

CRUVCHFIELO. D. Operating Reactors Branch 5. 80/11/21. 2pp, 

07206:214. 


0012190660 Forwards evaluation of SEP Topic VlII-3. 0 re dc power sys 
bus. revised to reflect comments in 800904 Itr. 

CRUTCHFIELD. D. Operating Reactors Branch 3. 80/11/21. 7pp. 

07103:001. 


0012240441 Responds to 800424 Itr re const of addl low level waste 
storage facilities at plant. Change found acceptable from 
safety standpoint Sc no NRG action planned, 

DENTON. H.R. Office of Nuclear Reactor Regulation. Director. 
80/11/24. 4pp. 07328:048. 


8012310635 Responds to 000424 0917 Itrs re const of addl low level 

weste storage facilities at slte.NRC audit intp of licensee 
safety evaluation has determined acceptability of change. 

Change request audit summary encl. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 
00/11/24. 16pp. 07308:001. 


—0018310638 Advises that Power Facility Evaluation Council for State of 
CT Will proceed w/petltion for declarative ruling re 
jurisdiction over proposed spent resin storage facility at 
site. NRG response requested by 001022. 

POND. 0. D. Connecticut. State of. 80/09/17. 2pp. 07308:001. 


8012190314 Forwards Amend 36 to License DPR-61. safety evaluation l< 
notice of issuance Ik ava i lab 1 1 1 ty . 

CRUTCHFIELDi 0. Operating Reactors Branch 5. 00/12/02. 2pp. 

07286:032. 


— 0012190321 Amend 36 to License DPft-61. revis ing reactor vessel matl 
surveillance capsule withdrawal schedule changing 
administrative controls section of Apps A ^ B to reflect 
current names b titles. 

CRUTCHFIELDi D. Operating Reactors Branch 5. 80/12/02. 22pp, 

07286:034, 


— 8012190325 Safety evaluation supporting Amend 36 to License DPR-61. 
e Office of Nuclear Reactor Regulation. Director. 80/12/02. 4pp. 
07206:074. 


—0012190330 Notice of issuance availability of Amend 36 to License 
DPR-61. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 80/12/02. 2pp. 

07286:078. 


0012090172 Requests hearing to determine necessity of environ 
qualification of all safety-related electrical equipment at 
fad 1 itlf S i as required by NRC 001024 orders for mod of 
licenses. 

C0UN6IL.N. 0. Connecticut Yankee Atomic Power Co. 80/12/04. 3pp. 
07200: 131. 


8012220405 Responds to 800911 memo requesting that Gfc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revis*d Agreement State burial site conditions. Forwards 
results of IE survey. 

DENTONiH, R. Office of Nuclear Reqctor Regulattonr Director, 
80/12/04. 2pp. 


— 8012220506 Forwards tabulation tf summary of IE survey on low level 
waste at 31 reactors. Low level waste storage facilities 
have been expanded at 37iC of reactors surveyed w/71X 
planning or considorlng increasing storage capacity. 

BANOART.R. L. Effluent Treatment Systems Branch. 00/11/06. 8pp- 


6012310059 Notifies of fee determination for util 800288 & 0421 
requests for route change approvals re shipments of spent 
fuel to Qattelle Columbus Lab.Ofc of Controller has been 
notified to issue invoice- 

(ilLLER.N, 0. License Fee Management Branch. 60/12/00- ip. 
07371; 147. 


8012160117 Submits info comparing facility to criteria used for 
tlcensing new facilities re SEP Topic III-IO. B« "Reactor 
Coolant Pump Flywheel Integrity." in response to NRC 000926 
Itr. In-place ultrasonic exam will be conducted. 

CQUNSILrW. O. Connecticut Yankee Atomic Power Co. CQUNSIL. N. 0. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities!. 
00/12/09, 2pp. 07262: 194. 


8012230262 Forwards response to NUREO-0737 re impl ementatlon status of 
TMI-related requirements, 

COUNSlLiW. 0. Connecticut Yankee Atomic Power Co. COUNSIL. N. 0. 
Northeast Nuclear Energy Co. (subs, of Northeast Utllitiet), 

80/12/15. 4lpp, 07314:023. 


8012240489 Notification of 801210 meeting w/8EP owners group in 
Bethesda.MD for discussions on SEP program, schedu 1 e for 
license topic completion assignment of lead topics to 
p lants. 

RII88ELL. N. T. Systematic Evaluation Program Branch. 00/12/16. 2pp. 


Q. Inspection reports. IE Bulletins 1; correspondence 


6012040139 Responds to IE Bulletin 00-15. Ex i Sting snergency 
notification sys has battery backup includes Inverter 
& battery charger, No addl mods required per Item 2 nor any 
notification per Item 4. 

COUNSlLrN. 0, Connecticut Yankee Atomic Power Co. 00/00/27. 3pp. 
07170: 235. 


8012010389 Requests that response to IE Bulletin 80-13. '^Possible Lots 
of Emergency Notification Sys (EN8) N/Loss of Offsite 
Power.** be resubmitted w/oath or affirmation within 10 days 
of receipt of Itriper 10CFR50. 34. 

ORIERrB.H. Region 1. Ph 1 lade Iph le. Office of the Director. 

80/10/23, Ip. 07091:303. 


6012170370 Forwards IE Info Notice 00-38. "Cracking In Charging Pump 
Casing Gladding. '* No written response required. 

ORIERiB.H. Region i. Philadelphia. Office of the Director. 
80/10/30, Ip. 07269:045. 


0012120077 Forwards IE Bulletin 00-21. "Valve Yokes Supplied by Malcolm 
Foundry Co. Inc. " Nrltten response required. 

ORIERiB.H, Region 1. Ph 1 ladelphia. Office of the Director. 

80/11/06. Ip. 07230:268, 


0012190360 Informs util of issuance of new NRC personnel identification 
badges, effective after 801 130. Examp le end. 

MARTIN. W, J. Region 1. Philadelphia. Safeguards Branch. 00/11/06, 
2pp. 07206: 127. 


80120307/1 Forwards IE Info Notice 60-40. "Excessive Nitrogen Gupply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurl lati on. " No written response required. 

ORIERiB.H. Region 1. Philadelphia. Office of the Director. 
00/11/07. Ip. 07150:208. 


8012040067 Forwards IE Bulletin 80-23. "Failures of Bolenoid Valves 
Kfg by Valcor Engineering Corp. Requires estimate of 
manpower associated w/corrective actions. 

ORIERiB.H. Region 1. Philadelphia. Office of the Director. 
80/11/14. Ip. 07157:288. 


8012220633 Advises that written response is required to IE Bulletin 
80-23> "Failures of Solenoid Valves Mfg by Valcor 
Engineering Carp. " First paragraph erroneously stated no 
written response required 

ORIERiB.H. Region t. Philadelphia. Office of the Director. 
80/11/19. Ip. 07293:136. 


8012040300 Forwards IE Bulletin 80-24. "Prevention of Damage Due to 
Hater Leakage Inside Containment. " Nritten response 
required. Requests info on manpower expended. 

ORIERrB.H. Region 1. Ph i ladelph la. Office of the Director. 
80/11/21. 2pp. 07169:184, 
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8012050547 Forward » In-fc Notice B0-42» ''Effect 
Hydraulic Snubber Fluid." wr it t en remans e 
GRIER. B.H. R« 9 voti t, Philadelphia. Office of the Director. 
80/11/^4- Ip- 07174:035. 

n PeTledlc operatma report* t 1* 1.!!®^ 

B0121*?0534 Forward* «iDntl>ly oparaUng rept for Nov . 

GRAVES, R.H. Connecticut Yankee Ator^lc Pouer Co. eO/' 127 l 2 . Ip- 

072B7:0‘?B. 

— a 0 iai’ 90524 s E<onthly operating rept for Nov 

4 Connecticut Yankee Atomic Pouar Co. 80/12712- lOpP- 
07207: 099. 

3. Reportable occurrence*. LER* 4 


80/12/03. Ip 


0012090361 Forward* tER 60-016 /OSL 0. 

CRAVES, R.H. Connecticut Yankes Atonic Power Co. 

07202:359, 

.Rnk2Q9fy3A4 LER 90-016/03L-0: on 601116. audlb I e i visual alarm* indicate. 
“ Sr??tpp^frodA iolH.tldn 0 , turbln. lo.d 

hy badlS burnt arc chute U au » i Uary contac ts on one side of 

tups KhSIO contactor rubblnj tt ^ «a/l2/03 2pp- 

LEVINE, J N ConOBcticut Yankee Atomic Power Co. 80/12/03. .iPP 

07202: 360. 


DQCHET 50-219 OYSTER CREEK NUCLEAR 
fT'securltyi medical, enersefic 9 ^ ^ ^ 

e012lI0£.>8 HotlH,, of int.rlo. ruW 


m. nod, ^roviSusW ojproi.d b, .WC.FR oobid. 

Division of Uioortins. ao/10/31. Spo- 07824:113. 


end 
ElSENHJTf D. Q 


9012050456 Informs that mod* will be n^ade ^ 

& health physics networt equipment. NRC w 1 11 have ^ 
initalled on emergency telephone* in 

technical *<joport ctrs ^ emergency cperations ff^**“***- 

JS!eS,B i. H^sion >■ Phtlo4.1pblo. QfH.. of tb. Dlroctof. 

GD/lt/14. 2pp. 07175:311. 

8012090304 Requeit* delay in emergency preparedness eiercise until Har 
1991 to direct resources towards upgrading emergency p 
irieiu'ra^dl criteria of NUREO-0654 Z* 0696. Propos ed 
changes U training are needed to *’^80/12/01 Ip. 

FINrROC><., I. R. Jersey Central Power 6 Light Co. 80/l2/oi. P 

07200:343. 

O. Adjudicatory correspondence 
B0,au0l44 Forward, SEC Fc.n 

jnai 4 e n,mmon^^t in tO fWC 7 T 0 *t 2 li llt)T V OUJCTI.* 

requests for info re significant financial developmeo s 


affecting utils in restart 
CONOONrV.H. General Public Utilities 


00/11/26. 3pp. 07262:246. 


-6012160154 Quarterly Fin-sncial Rept. Sept 19Q0 h supporting eigt 
l“"o::lJal Public Utilities. EO/ll/M. 44pp. 07262:249. 

H. General corr espandenc e 

SDiaiSOfaZ R.vpcnd, t. F0I4 r.tue.t 

Info r, ...ot fodl fh.pMot. throvjh Comnonu.a th ”» PJ , 
Forwards documents listed in App A. Info P*^**!,*^^ 

, lav. ,oforc.m.nt P°«'' ^■”55*“" 


laca 
FElTOJI. J. *L 
07261: 310. 


Division of Rules and Records. 90/12/03. 3pp. 


-0018160431 Pravid,. addl info r« , repo, .4 

Fiver. fIJ to H«4t Jefferson. OH. Add. d,corHv wlU be provided 
■jhen shipment crosses urbaniied area, Travel will be an 

interstate U major highways ^ will be 80/04/10 Ip 

FINFROGK. I R. Jersey Central Power L Light Co. 80/04/10. ip. 

--^8012160439 Denies 790921 6 1004 requests for approved 
shipr^ent pf spet^t fuel Primary V' "'It 
do not meet code requi rement*. Info partially withheld 
(ref FOIA Exemption 31. , „ l 

MCCDRKLE. O-W. Physical. Security Licensing Branch. B0/04/1B. 

lOpp. 


— B01214.0457 Discusses amend to ^ L^NUnEO-0561 ^ ^ 

Irradiated spent fuel in trans It. Forwards NUREO-0561 & 
listing of routes previously approved for ^ 

designated heavily populated areas. H/o end NUREO 2 pp. 

r.-CCORKLEi 0. W. Physical Security Licensing Branch. 0 

— 8012160462 Advises of review 6 approval of 791004 changes to approve 
spent fuel route. In view of changeSf 7-day advance 

notification requirements are waived. List 00/07/29. 2pP- 

HCCORKLE. O. W. Physical Security Licensing Branch. 00/0 

p. Operating license stage documents tjorrespondence 

8003170023 Submit* info re advance route approva I . NUREO-0561 , App 2-A 

?ARROL^j“t^ Jersey Central Power 6 Light Co. General Public 

Stu?ti;^^GPU Service Cor p. 79/09/21. Ip. 04200:360. 

0003120301 Provides advance route info re 10CFR73 requirements for 
:‘''ir»VceA;^:lFo.,r b u,bt cd. 7^/10/04 i,. 04176:123. 

8018110060 Ndtlfie. of dcCfptatUiby .f util 000731 

core spray line break LOCA u/failure of crack* in unbroken 

CRUTCktr IELOf D, Operating Reactors Branch 5. 00/10/21. 3pp> 

07223: 293. 


0012030574 Forwards request for addl info fj!; generic issue 

re onsite power sys. Response 80/10/24 4pp. 

CRtrrCriFIELDd D. Oparating Reactors Branch 5. 80/10/24. hpr. 

07189; 192. 

of cracks on core spray sys spargers. Submits features 

PASJSi.‘M"A. Op.rAtln, R.,ctbr, Or.nch 3 00/10/89, 30pp. 

07157:308. 

0012110019 Forwards review of SEP Topic III-0.C re irradiation, damag of 
i!e of sent i tiled stainless steal f. 

Review will be basic input to integrated safety assessment 

CRUTCHFrE*D!*D. Operating Reactors Branch 5. 0O/*IO/3O, 7pp. 

07223; 251. 

BO1216C050 Ltr to operating plant llcenseestQL applicant* ^ holders. 
^%arwards NURfcO-0737 re Till action plan ^ 

operating reactor licensee confirmation ui 45 days that 
Enel I implementation dates will be . - 

EISEliHUT. D. G. Division of Licensing. 00/10/31. 7pp. 

90122203^0 Ltp to all CP L OL holders for 0URs ra requirement for 
^^IffpUmpntation of ODYN code for licensing 

p^fformed by OE. App Itcab le to all license applications 6 
proposed amends, inc lud ing core f®^®****’ . 

EIEEf^HUTi 0. O. Division of Licensing. 80/11/04. 4pp. 

0012220963 Ltr to all power reactor licensees forwarding NURE0-06l9f 
"BWR Feedwater Noiile ^ Control Rod Drive Return Line 
Noixle Cracking." Confirmation that implementation dates 
u,ni be met must be sent within 45 

EIEENHUT.D. G Division of Licensing. 80/11/13. ip. 

0012080135 Informs that review of 000926 request for /n certain 

implementation dates of TMl action pUns will be deferred 
until responso received to NRC B01031 on/n/on Orxn 

CRt/TClIFIELD., 0. Operating Reactors Branch 5. 80/11/20. 2pp. 

07101: 163 

8012090363 Informs that util Jan 1900 ltr meets NRC 000924 request for 
commitment 6 schedule re Class IE protoctlon installation of 
interface between non-Glass IE power supply & reactor 
protection sy*. GE design previously 

F INFROCKf I. R. Jersey Central Power 6 Light Co. 80/12/04. Ip. 

07201: I7i. 

0012220485 Responds to 000911 meiro requesting that Ofc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
w/revised Agreement State burial site cond i tions. Forwards 
results of IE survey. m 

DENTOWiH. R. Office of Nuclear Reactor Regulation, Director. 

80/12/04, 2ppv 

—8012220506 Forwards tabulation 6 summary of IE survey on low level 
waste at SI reactor*. Low level waste storage facilities 
have been expanded at 37X of reactors surveyed w/7r,4 
planning or considering increasing storage 
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8012090177 Forwards reaponsos addreaains identified in NRC 790B14 

Itr re QA projram. Addl time is needed to update commitments 
on reg guides ?< ANSI stds. Raaponses & revised organization 
will be discussed at 801211 meeting. 

FINFROCKf I. R. Jerseg Central Power It Light Co. 80/13/05. llpp. 
07200: 134. 


B012160634 Notification of 801211 meeting w/util in Bethesda»KD to 
discuss licensee responses to concerns re QA plan. 

PAULSON, W. A. Operating Reactors Branch 5. 80/13/05. Ip. 

07234: 328. 


60l23t041B Forwards response to IE Bulletin 80-15, “'Possible Lose of 
Emergency Notification Sys <£NB> w/Loss of Offsite Power." 

Lack of oath was due to administrative oversight in original 
response. <i/o end. , 

FiNPROCKr I. n. Jersey Central Power h Light Co. QO/ll/10. Ip. 
07369:229. 


8012040102 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. “ Re^^uires estimate of 
manpower associated w/corrective actions, 

DRIER, a. H. Region I, Ph i ladelphia. Office of the Director. 
80/11/14, Ip. 07150:025. 


8013340489 Notification of 801218 meeting w/3EP owners group In 
Dethesda-KD for discussions on SEP program, schedule for 
license topic completion it assignment of lead topics to 
p lants. 

RUSSELL, U.T. Systematic Evaluation Program Branch. 80/12/16. 2pp. 


8012230188 Forwards evaluation requested in 801001 Itr re DWfl scram 
sys. Existing scram tys evaluated re addl design V 
performance criteria developed by BWR owners group. Hod if led 
sys scheduled to be operational by 820501. 

FINFROCK, I. R. Jersey Central Power it Light Co, 80/12/17. 2pp. 
07317:022. 


8012220665 Advises that written response is required to IE Bulletin 
60-23, "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required. 

DRIER, D.H. Region 1, Philadelphia, Office of tha Director. 
80/11/19. Ip. 07293:130. 


8012040529 Forwards IE Bulletin 00-24, "Prevention of Damage Due to 
Water Leakage Inside Containment. " Written response 
requ ired. Requests info on manpower expanded, 

DRiEftiB. H, Region 1, Philadelphia, Office of the Director. 
BO/il/21, 2pp. 07169:232. 


Q. Inspaction reports, IE Bulletins correspondence 


8012110082 Forwards IE Insp Rept 50-219/80-29 on 800902-1001 . No 
noncompliance noted. 

BRUNNER, E.J. Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. 80/10/07. 2pp. 07223:315. 


8012050561 Forwards Info Notice 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid. No written response required. 
GRIER, D.H. Region 1, Philadelphia, Office of the Director. 
80/11/24. Ip. 07174:047, 


R. Periodic operating reports It related correspondence 


—8012110090 IE Insp Rept 50-219/80-29 on 000902-1001. No noncompliance 
noted. Major areas inspected: log it record review, LER review, 
onsite LER followup %•. review of periodic repts, 

BRI0D8,L. E. , THQKAS, J. A. Region 1, Philadelphia, Office of the 
Director. KElKrD,R.R. Region 1, Philadelphia, Reactor Operations 
Nuclear Support Branch, 80/10/06. 0pp. 07223:317. 


0012090019 Requests that response to IE Bulletin 80-15, "Possible Loss 
of Emergency Notification Sys <ENS) M/Loss of Offsite 
Power," be resubmitted w/oath of affirmation within 10 days 
of receipt of Itr, per 10CFR90. 54. 

DRIER, B.H. Region 1, Philadelphia, Office of the Director. 

80/10/23. Ip. 07173:071. 


8012110094 Forwards request for addl info for review of inservlce Imp 
prog ram. Prop ote s 601117 meot ing. Vessel weld examination info 
required, 

CRUTCHFIELD, D. Operating Reactors Branch 5. 80/10/30, 9pp. 

07223:288, 


8012040162 Forwards staff requirements memos for closed Commission 
meetings. Transcripts for all meetings have been released in 
entirety to PDR. 

BROWN, U. Office of the Secretary of the Commission. 80/11/06. Ip. 
07170:039. 


—8012040209 Staff requirements memo from 000921 closed meeting to 
discuss results of performance appraisal team insp of 
facility 6 upcoming Congressional testimony to be delivered 
by I6E. 

CHILKrB, J, Office of the Secretary of the Commission. 80/09/20. 
Ip. 07170:041. 


8012120089 Forwards IE Bulletin 00-21, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. " Written response required. 

DRIER, B.H. Region 1. Ph I ladelphia, Office of the Director. 

80/11/06. Ip. 07230:291. 


8012220404 Forwards monthly operating rept for Nov 1980, 

FlNf ROCK, 1. R. Jersey Central Power it Light Co, 00/12/10. Ip. 
07307: 346. 


— BOI222O4O0 Monthly operating rept for Nov 1900, 

6KLAR,J, B. Jersey Central Power it Light Co. 80/12/09. 9pp, 
07307: 347. 


8. Reportable occurrencesi LERs It related correspondence 


8012040489 RO a0-049/0iP: on 801105, While removing Isolation 
condenser B from svc to repair steam leak, vent isolation 
valves V-14-1 V-14-19 for condenser failed to close, Cause 

unknown. Operab 1 1 Ity check performed it valves closed, 
a Jorseu Central Power t: Light Co. BO/U/06. 3pp. 06919:001, 


8012010319 Nonrootlne Environ Operating Rept 90-219/00-10: on 801111, 
dilution pump 1-2 tripped, Caused by debris in Barnegat Bay 
clogging pump seal water strainer s, reduc Ing pressure. Lines 
cleared. Long-term corrective action being reviewed. 

FINFROCK, I. R. Jersey Central Power 6 Light Co. 80/il/2l. 3pp. 
07092: 190. 


8012040449 Nonrouttne Environ Operating Rept 90-219/60-10: on 001111, ETS 
limiting condition exceeded when less than two dilution 
pumps worked for 29 minutes w/ambient intake water temp at 
less than 60 F. Caused by unusual svc condition. 

FINFROCK, 1 . R. Jersey Central Power U Light Co. 00/11/21. 4pp. 
07190:200. 


8012100209 PNO-l-80-169: on 001 121, Uceniea will commence cold shutdown 
condlticn to repair hinge pin leak on feedwater check valve 
to investigate suspected tube leak in high pressure 
feedwater heater. Shutdown to last five days. 

THOMAS, J. A,. KEIH10,R. R. , BRUNNER, E.J. Region 1, Philadelphia, 
Office of the Director. 00/11/21. 2pp. 07216:296. 


8012190369 Informs util of Issuance of new NRC personnel identification 
badges, off active after 801 130. Examp le end. 

MARTIN, W.J. Region 1, Ph I ladelph ia. Safeguards Branch. 00/11/06. 

2pp. 07286: 133. 


8012030767 Forwards IE Info Notice 00-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurization ’* No written response required. 

DRIER, B.H. Region 1, Phi Udelph ie, Office of the Director. 
80/11/07. Ip. 07190:276. 


0012010310 Nonroutine Environ Operating Rept 80-219/80-11; on SOU 18, 
fish were found dead In creek. Caused by apparent distraction 
from fall migration due to warm water from facility. 

Installation of blocking devices under review. 

FINFROCK, I. R. Jersey Central Power & Light Co, 80/11/25. 3pp. 
07098: 026. 


8012020992 Forwards LER 80-047/03L-0. 

FINFROCK, I. fl, Jersey Central Power <c Light Co, 
07148:073, 


eo/ii/29. 3pp. 


6012080542 Forwards IE Info Notice a0-4lf "Failure of Swing Check Valve 
in Decay Heat Removal Bys at Davis Basse Unit 1. '* No 
response required. 

DRIER, B.H. Region 1, PhUedelphie, Office of the Director. 

80/ll/i0. ip. O7102'557. 


— 8012020596 LER 0O-O47/O3L-O: on 801 101, while performing core spray tys 
Instrumsnt channel callbr it test, high drywell pressure 
switches tripped above Tech Spec limit. Cause attributed to 
Instrument repeatab i I ity. 8wl tches adjusted. 

CROSBY, P.J. Jersey Central Power 6 Light Co. 00/11/25. Ip. 
07148:076, 
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6012000420 Konroufclne Enyirori Operating Rept 50-219/80-12: on 801122 
during ^Vflctof vhutdourt u/three circulating punpi in flvc< 
uatiT te^T^p iti dlscharse canal fell belaiu lou«r lethal tetnpj 
raaultlnfl in f Lshh 1 1 1 . Sloe k ing de^vlc«« coniidered. 

FtKFAOCKi I. R. JiTteiji Central Peuer ^ Light Co. 80/12/02. 4pp. 
07183: 058. 


801207046& Foruards LER 80-050/03L-0. 

FHifROCK. I.R. Jertey Central Pouar Ic Light Co, 60/12/02. app. 
07203: 06h. 


--9012090471 LER 0O-O5O/O3L-O: on 801 lOi. c o ntai nment epray *y* dpywell 
pretioro «wUche4 IP-ISA. IP-15B. IP-l 5C & 1P-15D found to 
trip at greater than alloti^able Tech Spec valuee. CaueedI by 
Instrument repeatab 1 1 itq . Suitchee adjusted. 

FI T 2 GERALD, II. J. Jersey Central Pouer U Light Co, 80/12/02. Ip. 

03S60; 001. 


eOl2tA0546 Forwards LER 80-031 /03L-0- 

FIRPROCK. 1. R. Jersey Central Power i Light Co. 80/12/04. Spp. 
072fr2: OIS. 


—6012160554 LER BO-0SI/03L-0: on aon03i daily aur/eiHance checks not 
^ode of linear heat generation rate, average planar linear 
heat generation rate it mai critical power ratio. Caused by 
perearinel error. Insps perforraed. 

6HAU«R. Jersey Central Power & Light Co 80/12/04. Ip. 
07262:018. 


8012160482 Forwards LER S 0-052 /03L-0. 

FIMPROCK, r. R. Jersey Central Power & Light Co. 80/12/08. 3pp. 
07255: 339. 


—9012160491 LER a0-052/03L-0: on 6011 18* reactor triple low water level 
indicator switches RE-IBA L RE-ieO tripped at «ano«eter 
readings higher than Tech Spec 1 Itnit. Caused by sensor 
ripeatabl 1 i t(j. Swl tches reset. 

FITZGERALD, K. J. Jersey Central Power b Light Co. 80/12/09. Ip. 
07253:342 


8012230468 RO 50-219/90-13: -on 801204, plant intake water level reached 
critically low el evatlon* affect ing supply of cooling water 
to main condenser, reactor L turbine bldgs, Caused by environ 
b SVC cond i ti ons. Di lutlon pumps 1-2 b 1-3 restarted. 

FIWFROCKi 1 . R. Jersey Central Power 6 Light Co. 80/12/17. 4pp. 
07319; 292. 


V. Operator Examinations 


P. Operating license stage documents It correspondence 


B0121600SO Ltr to operating plant licensees, QL applicants h CP holders. 
Forwards NUftEC-0737 re TMl action plan renulrements. Renuasts 
operating reactor licensee confirmation In 45 days that 
Enel 1 inpl ementati on dates will be net, 

Et6£mJT,D.G. Division of Licensing. 90/10/31. 7pp. 


8012220358 Ltr to all CP b DL holders for 8URs re rsquirement for 
implementation of ODYN code for licensing basis calculations 
performed by OE. App licab 1 ■ to all license applications b 
proposed amendsr including core reloads. 

EISEKHUT. D. C, Division of Liconsirg. 00/11/04. 4pp. 


9012010460 Forwards request for addl Info re adiq.uacy of station 
electric distribution sys voltages in order to complete 
review of 7*71003 submi ttal. Response due in 45 days. 

IFPOLITO, T. A. Operating Reactors Branch 2. 80/11/10. 3pp. 

07095: 107. 


8012220563 Ltr to all power reactor licensees forwarding MLfREO-0619, 
"BUR Feedwater J^or^le L Control Rod Drive Return Line 
Nocile Cracking.** Confirmation that implementation dates 
will be met must be sent within 45 days. U/o end. 

EISENHUT, D. O. Division of Licensing. 80/11/13. Ip. 


8012040424 Advices that revised inservice tasting program for pumps b 
valves will be submitted by 010106. Revis ion will incorporate 
all info agreed to at 801007 L 08 msetlngs. 

OISE, D. P. Niagara Mohawk Power Corp. 90/11/26. Ip. 07160:356. 


6012040438 Informs that licensee plans to install Class 
sys by Bpring 1963 refueling outage to meet requlremen 
par 800924 ltr. Design info L proposed Tech Specs will 
provided prior to refueling outage. 

DI&E, D. P, Niagara Mohawk Power Corp. 80/11/26. Ip. 


IE protection 

ts 

be 

07158: 197. 


0012220485 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revlsed Agreement State burial site cond i tlons, Forwards 
results of IE survey. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director., 
80/12/04. 2pp. 


— 8012220506 Forwards tabulation L summary of IE survey on low level 
waste at 51 reactors. L^w level waste storage facilities 
have been eipanded at 37X of reactors surveyed w/7lX 
planning or considering increasing storage capacity. 
aANGART,R.L. Effluent Treatment Systems Branch, 80/11/06. 9pp. 


8012160461 Responds to NRC B0073I ltr re interim criteria for shift 
staffing. NRG requirements met* w/excep tlon of Item b 
requiring licensed senior reactor operator to be In control 
room at all times. 

FlNf^flOCK* 1. R. Jersey Central Power 4c Light Co. BO/12/09. app. 
07243: 353. 


8012150076 Requests acceptance criteria for TMl Lessons Learned 
Category A. Item 2. 1.8. b re stack monitor. Util needs info to 
prepare response to NRC 801126 ltr, 

TMQMABrE. B. LeBoeuf, Lamb, Leiby b flacRae. 90/12/05. 2pp. 
07239: 352. 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT I 
F. Security, medical, emergency 4c fire protection plans 


8012040651 Informs that certain mods will he made to emergency 
notification sys L health physics network equipment. NRG will 
have lamps installed on emergency telephones in all control 
rooms, tec hn lea I support ctrs it emergency operation facility. 
ORIERtfi.H. Region 1. Ph i ladelphla, Office of the Director. 
BO/ll/H. 1pp. 07170:076. 


0. Adjudicatory correspondence 


8012100108 Discusses IE Insp on 001008-10.20-31,1101 8* 18 b forwards 
notice of violation Si order modifying License DPR-63. 

STELLO-V. Office of Inspection b Enforcement, Office of the 
Director. 80/11/26, Zpp. 07219:131. 


— 8012100125 Order modifying License DPR-63 forbidding TJ Perkins from 
involvement w/nuclear matter? b directing Implementation of 
new reporting procedures. 

8TELLO, V. Office of Inspection 6 Enforcement, Office of the 
Director. 80/11/26. 9pp. 07219:157. 


8012310394 Motion to dismiss proceeding w/respect to Allegation 8 of 
801126 notice o-F vioUtl on. Caticerns operation w/o lead cave 
shield b portable survey ins trument. Acquirement of law 
allegedly violated is impermissibly vague. 

THOMAS, E-B. Niagara Mohawk Power Corp. THOHASiE. B. LeBoeuf, Lenb. 
Leiby L HacRae. 90/12/29. 3pp. 07370:165. 


8012150155 Requests affidavits from Ofc of Nuclear Reactor Regulation 
re THI Lessons Learned Category A, Item 2. 1.8. b re stack 
monl tor. 

THOMAS, E.Q. LeBoeuf, Lamb, Leiby b MacRae, 90/12/05. 2pp. 

07241: 159. 


0012230321 Responds to NRC request for Info re electrical d Istr ibuti on 
sys voltages at facility. Info Is contained In util 76101B, 

1130,770714 U 791207 Itrs. 

DtBE, D. P. Niagara Mohawk Power Corp. 00/12/10. Ip. 07311:139, 


9012190399 Advises that info requested re environ qualification tests 
will be included as necessary in future responses to lE 
Bulletin 79-OlB per 801001 request. 

DI&ErD. P. Niagara Mohawk Power Corp. 90/12/12. ip. 07292:142. 


9012190514 Notifies that owner's sub-group has revised design L 
performance criteria re proposed scram discharge sys mods, 

Further review of criteria required prior to licensee 
commitment to compl lance. Results will be sent by 010115. 

LEMPOESrT. E. Niagara Mohawk Power Corp. 60/12/12. Ip. 07295:321. 


0012300640 Forwards Amend 33 to License DPR-63i safety evaluation L 
notice of Issuance it availability. 

IPPQLITO, T. A. Operating Reactors Branch 2. 90/12/12, Zpp. 

07362:340. 


— 8012300647 Amend 38 to License DPR-63, permitting plant operation for 
4— h u/increased secondary containment allowable leakage. 

JPPOLITO, T. A. Operating Reactors Branch 2. 80/12/12. 7pp. 

07362: 342. 
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— B012300M9 8a#etv evaluation supporting Amend 38 to License 

e Office of Nuclear Reactor Regulation, Director. 80/12/12. 3pp. 
073*2; 349. 


—0012300633 Notice of Issuance t: availability of Amend 30 to License 
DPR''63. 

iPPOLITOiT. A. Operating Reactors Drench 2. 00/12/12. 2pp. 

07362: 332. 


0012190473 Advises that info re 801031 request to commit to 
implementation dates for ThI action plan uil 11 not be 
provided until 001217. 

LENPGE8,T. E. Niagara Mohauik Power Corp. 00/12/15. Ip. 07282:150. 


0012300303 Forwards addl info re crack In reactor bldg walloper NRC 
BOOB21 rei^uest. Photographs *i overs ire drawings end. 

DISEiD. P. Niagara Mohawk Power Corp. 80/12/13, 16pp. 07374:001. 


0012230472 Forwards lists of implementation dates re THI action plan 
Items per 001031 request In compliance u/ldentifled dates 
except those indicated in attached Table 1. 

DlSErD. P, Niagara Mohawk Power Corp. 80/12/17. 20pp. 07318:296. 


Q. Inspection reports, IE Bulletins ti correspondence 


0012020329 Requests that response to IE Bulletin aO'15, **Possible Loss 
of Emergency Notification 8yi <EN8> U/Lots of Offsite 
Power,*' be resubmitted u/oath or affirmation within 10 days 
of receipt of ltr,ptr tOCFRSO. 54. 

ORIER^B.H. Region 1, Ph 1 ladelph Ui Office of the Director. 

00/10/23. Ip. 07143:125. 


0012220065 Forwards IE Insp Rept 30-220/80-12 on 000922-26. No 
noncomp 1 lance noted. 

MARTIN, N.O. Region 1,' Ph 1 ladelphia, Safeguards Branch. 80/10/28. 
2pp. 07306:334. 


—0012220069 IE Insp Rept 50-220/00-12 on 800922-26. No noncompliance 
noted. Major areas inspected: phys ica 1 security plan 
implementation. Detal Is withheld <rcf i0CFR2. 790). 

BAILEY, R.J.r SMITH, M. Region 1, Ph i ladelph ia. Office of the 
Director. DEVLIN, J. N. Region i, Ph i ladelph la, Safeguard! Branch. 
80/10/23. Ip. 07306:336. 


0O12O4OS77 Forwards resubmitted response to IE Bulletin 80-15, 
*'Patslble Loss of Emergency Notification 8ys <ENB) N/Loss of 
Offelte Power," 6 required oath of affirmation. 

LEMP0E8, T. E. Niagara Mohawk Power Corp. 80/10/29. Ip. 07170:099. 


—8012040592 Responds to IE BuUotin 00-15, “Possible Loss of Emergency 
Notification 8ys <ENSI M/Lois of Offsite Power.*' Required 
oath of affirmation end. 

LEMP0E8,T.E. Niagara Mohawk Power Corp. 80/09/03, 4pp. 

07170: 100, 


0012120637 Responds to IE Bulletin 79-OlD re environ qualif Icatlon of 
electrical equipment. dual if icatlon documentation for 
components lacking documentation will be completed by 
B10201. 

LEHPOES, T. E. Niagara Mohawk Power Corp. 00/11/03. 4pp. 07227:346. 


0012120117 Forwards IE Bulletin 80-21, "Valve Yokes BupplUd by Malcolm 
Foundry Co, Inc. " Urltten response required. 

ORIER,B.H. Region 1, Philadelphia, Office of the Director, 

00/11/06. Ip. 07230:216. 


8012190373 Informs util of Issuance of new NRC personnel Identification 
badges, effective after 801 130. Examp le end. 

MARTIN, W.J. Region 1, Ph I lade Iphia, Safeguards Branch. 80/11/06, 

2pp. 07286:137. 


0012030783 Forwards IE Info Notice 80-40, "Excessive Nitrogen Qupply 
Preseure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressor 1 tatlon. *' No written response required. 

0RIER,B. K. Region 1, Philadelphia, Office of the Director. 
80/11/07. ip. 07150:203. 


0012080449 Forwards IE Info Notice 80-41, "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Basse Unit 1." No 
responee required, 

DRIER, B.H. Region 1, Ph lladelphia. Office of the Director. 

00/11/10. ip. 07182:324. 


0012090015 Responds to IE Bulletin 00-1 1 . Re-evaluation of masonry walls 
demonstratas that continued operation of facility presents 
no undue safety hatard to public. 

LEMP0E8, T, E. Niagara Mohawk Power Corp- BO/ll/lO. 9pp, 07199:320, 


0012040090 Forwards IE Bulletin 00-23. "Failures of Bolenold Valves 
Mfg by Valcor Engineering Corp, *’ Requires estimate of 
manpower associated w/corrective actions. 

CRIER, B.H. Region 1. Philadelphia, Office of the Director. 
00/11/14. ip. 07150:020. 


0012220645 Advises that written response is required to IE Bulletin 
80-23, "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp. " First paragraph erroneously stated no 
written response required. 

ORlEfl,B.H. Region 1, Philadelphia, Office of the Director. 
80/11/19. Ip. 07293:132. 


0012040519 Forwards IE Bulletin 00-24, "Prevention of Damage Due to 
Mater Leakage Inside Containment." llrltten response 
required. Requests info on manpouer expended. 

DRIER, B.H. Region 1, Philadelphia, Office of the Director. 
80/11/21. 2pp. 07169:220. 


8012030578 Forwards Info Notice 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required, 
CRIER, B.H. Region 1, Ph i ladelph la, Office of the Director. 
80/11/24. Ip. 07174:068. 


0012030000 EN-0O-52'on 801126, notice of violation <c notice of proposed 
imposition of civil penalties to be issued to licensee. 

Action based on matl false statement submitted under oath 
on 800122 re completed work under NUREO-0576. 

THOMPSON, D., STELLOiV. Office of Inspection EnfoTcemonti Office Of 
the Director, 80/11/26. 2pp. 07151:141. 


8012100100 Discusses IE insp on 001008-10,20-31,1101 It 10 & forwards 
notice of violation 6 order modifying License DPft-63, 

8T£LL0,V. Office of Inspection Ic Enforcement, Office of the 
Director. 80/11/26. 2pp. 07219.151. 


—0012100121 Notice of violation from insp on 801000-10,20-31,1101 It 18. 
Noncompliance noted: operat Ion of facility w/o Lead cave 
shield or survey gamma instrument hi false statement re 
completion of Category A, Item 2, 1. 0b. 

a Office of Inspection 5, Enforcement, Office of the Director. 
80/11/26. 4pp. 07219:133. 


—8012100125 Order modifying License DPR-63 forbidding TJ Perkins from 
involvement w/nuclear matters Is directing Imp 1 efflintatiDn of 
new reporting procedures, 

8TELL0,V. Office of Inspection 6 Enforcement, Office of the 
Director. BO/ll/26, 9pp. 07219:157. 


8012290401 Forwards IE Insp Rept 50-220/00-10 on 801008,10,20-31 l< 
1112 It to S: IE Investigation Rept 30-220/00-17 on 
801020-1101 I: 18. 

ORIER,Q.H. Region I, Ph i ladelphia. Office of the Director. 
80/12/02. 2pp. 07329:270. 


—0012290409 IE Insp Rept 50-220/00-18 on 001008, 10,20-31 U 1112-18. 
Noncompi iance noted: valve position Ic alarm not 
indicated in control room. 

HVD80N, B.D. , WHITE, J.R., KISTERiH. B. Region 1, Philadelphia, 
Office of the Director. 00/11/26. 23pp. 07327:272. 


—8012290420 IE Investigation Rept 50-220/80-17 on 801020-1101 6 10. 
Investigation determined that basis for Itcensee conclusion 
that mods re increased radiation monitor range 6 poet- 
accident sampling were completed in compliance w/NUREO-0570. 
CHRISTOPHER, , KISTERfH. B. , WHITE, J. R. Region 1, Philadelphia, 
Office of the Director. 00/11/21, 2lpp. 0'7329;295. 


— 8012290426 Ltr to all operating nuclear power plants forwarding 
discussion of TMI Lessons Learned short-tarm requirements 6 
implementation schedule. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
79/10/30. 9pp. 07329.316. 


— 8012290431 Forwards show cause order re short-term Lessons Learned 
requirements implementation 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
00/01/02. 2pp. 0/329:326. 


—8012290434 Order to show cause why util should not implement all 
Category A requirements of NUREO-0378 by 800131. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
00/01/02. 4pp. 07329:320. 


—0012290446 Answer to NRC 000102 show cause order re TMI lessons learned 
short-term requirements implementation dates. Alt but one 
Catetory A item will meet implementation dates. Necessary 
equipment for last requirement will be received by 010229, 

BARTLETT, iJ* Niagara Mohawk Power Corp, 80/01/22. lOpp. 

07329:332- 
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docketed items 


— BOI2290M50 Foru^rd* Evaluation of CatAgorv A corrEctivB actio-n.*. All 
rBqulr*(n*nti iatis^ac tori 1 not. 

IPPOLlTOi T. A. OpBrating Raactors Branch 3, 00/03/21. SBpp. 

07329:342. 


SOia2'?0<19l Responds to B01124> Itr. TJ Perltlns shall no longor be 
Involved oj/ni^clear mabfters for u k i 1. p « nd in & final 

OOM.OM.W.'J. Niagara Hohauk: Pover Corp. BO/lZ/03. 2pp. 07335:157. 


R, Periodic opsratlnj reports L related coTrespondanee 


e0l2lt0474 Forujards monthlij operating rapt for Hav l^BO. 
LEMPGESi T. E. Niagara Kohawk Power Corp. Q0/12/Q8. Ip. 


07253:330. 


— aOl2lAOA80 rtonthly operating ropt for Nov 1930. 

RQClANi T. W. Niagara Mohawk Pauxr Corp. 00/12/03. 4pp. 


07255:331. 


S. Reportable occurronreSi LERs 4; related correspondence 


0O121OO'177 Forwards LER a0-025/03U-0. 

LEhPffES. T. E. Niagara Kohauk Power Corp. 90/11/24, 


Ip. 07210:084. 


— B0iaiOO4Dl LER SO-025/03L-0: on 301023. stack gas monitoring sgs rendered 
Inaparable when Inadvertent I v l*ft in purge operation mode 
for 9. S-h. Caused bq technician failing to return sga to 
normal opera! i on. Mon 1 tor returned to operation. 

KARRISON.P. Niagara Mahauk Power Corp. 00/11/24. 2pp 
07210: 0B9. 


6012100472 Forwards LER 80-026/011-0. 

LEWPOES» T. E. Niagara Mohauk Power Corp 80/12/02. 


Ip. 07187.001. 


8012100475 L€ft 00-026/011-0: on BO1110. input error discovered which 

resulted In reduction In calculated pressure margin to 
reactor safety valve setpoints during possible transients. 
HARRISDNi P, Niagara Mohawk Power Corp, 30/12/02. 2pp. 

07197: 001. 


DOCKEf 50-S84 UMIV. OF CALIFORNIA RESEARCH REACTOR 
P. Operating license stage documents 6 correspond enc# 


8012010561 Forwards Amend 3 to License R-lOl & 
MILLER. J.R. SUndardl I a tion Special Projec 
2pp. 06916:001. 


safety evaluation, 
ts Branch. 80/11/19. 


— 8012010564 Amend 3 to License R-lOl. permi ttirg possession of up to 25 g 
ertPlehed U other than fuel elements t use of 1 & 10 Cl PuBe 
sources L correcting discrepancy in ma* allowable rod drop 

MlLLERrJ.R Standard i sat Ion & Special Projects Branch. 00/11/19. 

6np. 06916:001. 


--9012010571 Safety evaluation supporting Amend 3 to 

* Office of Nuclear Reacto** Regulation- Director. 90/11/19. 
06916:001. 


2pp. 


DOCKET 50-226 TARAPUR ATOMIC PROJECT 

P. Operating license stage documents 6 c orresp-ohdenct 


8012110009 Forwards application by GE for license to 
parts to India. 

HILSQN>B.D. Ganeral Electric Co. 00/11/14. 3pp, 


report replacement 
07223; 114. 


DOCKET S0-22B AEROTEST RADIOGRAPHY RESEARCH REACTOR 
Q. Inspection reports. IE Bulletins 6 correspondence 


8012310411 Forwards IE Ir.sp Rapt 50-220/00-02 on 001007-00. No 


noncofnpl ianc e noted. . 

CREWS. J L Region 5> Sen Francisco, Reactor Operations 
Support Branch. 00/11/19. 2pp. 07370:184. 


Nuclear 


—0012310415 IE Insp Rept 50-220/80-02 on 001107-00, No noncomp 1 lane 
noted. Major areas Inipec ted: organ! latlon. logs 8< records, 
revlsu 6 audit, requal I f icatlon training t *^0 

HORN.A.J.. CHAFFEE.A.E. Region 5. San FranclscOi Office of th 
Director. FAULKEWDERRY. B Region 5. 8an Francisco. 

Operations Nuclear Support Branch. 80/11/10. 4pp, 0737 . 


DOCKEl 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 
F. Securityi medicali emergency 6 fire protection plans 


8012190342 Informs of recently approved revised 1OCFR5O.40 containing 
schedules for completion of all fire protection mods. No 
present implementation required as tteceseary addl info has 

.. Llc.n.in, B0/.I/04, 6pp. 07896:101. 

0012020167 Discusses planned mods to emergency notification sys 6 
health physics network. NRC will pay for installation of 
output jacks to provide capability for adding one-way 
speakers. N/o end health physics network manual^^ ^ 


KEPPLERrJ.G. Region 3. Chicago. Office of the Director. 
2pp. 07140:202. 


00/11/19. 


8012120576 Resubmits security plan revisiunsiin response to NRC 000910 
e, ltl9 Itrs.Plan withheld from public disclosure (ref 
10 CFR2. 790L W/D end m 07227:292. 


G. Adjudicatory correspondence 


8012020681 for r.consliltrotlon of ASLB 801120 ord.r grootlng 

contlnuanco or. altoroativoly. f or oortlf icotlon to 
Con.miss ion. Certificate of 8vc end. 

MURRAY.M.U. MlinoiSi State of. 00/11/26. 4pp. 07147.271. 

0012170669 Forwards Director's decision under 10CFR2. 206 It FR notice- 
deogino 001024 petition to shot down fac 11 1 ties, pend jng 
installation of required scram discharge vol monitoring 

DENTON. H. R Office of Nuclear Reactor Regulation. Director. 

00/1 1/26. Ip. 07269:216. 

0012170670 Director's decision under 10CFR2. 206. deny Ing Pollution fc 

Environ Problems* Inc B01024 petition to shut down 
tfacilltios. pending Installation of required scram discharge 
vol monitoring equipment. i 

DENTONfW. R. Office of Nuclear Reactor Regulation! Director. 


—0012170693 Notice o 
danylrg Pollution 
CASE. E. 0. Office 

80/11/26. 2pp. 


f issuance of Director's decision under lOCFRa. 206i 
If Environ Problems 801024 petition, 
of Nuclear Reactor Regulatloni Director. 

07269: 225- 


8012300324 Forwards applicant motion to strike Intervenor. State of 
ILi cross-etamlnati on of ML Uoh I . app 1 leant brief in 
support of motion to strike ^ applicant corrections to 
001119-21 hearing transcript. i * 

FITZ0IDB0M3,R. Isham. Lincoln L Beale. 00/12/01. Ip. 07357:11 


— 8012110015 Application by GE for Ucensa to export replacement parts to 
IHLSiIN. B.D. General Electric Co, 80/11/14. Ip. 07223:117. 

DOCKET 50-227 TRIGA THERMIONIC PROTOTYPE REACTOR 
J. Insurance L indemnity information 

8012020562 Forwards Endorsement SI to MAELU Policy MF-59. 

CORREA. M, A. Marsh t McLennan. Inc. . M *{ M Nuclear Consul taiiti* Inc. 

Div. 80/11/20, app. 07140:071. 


8012300333 Motion to strike cross-examination of ML Wohl by Intervettqri 

State of IL. Cros i-Bxamination has no relevance to 
intervenor Contention 6 re accident consequences considered 

STEPTOEf P. P. Commonwealth Edison Co. STEPTOEfP.P. lehamr Lincoln 
Beale. 00/12/01. Ip. 07357:119. 


— 0012300341 Oriaf in support of applicant motion to strike 
cposs-ecamination of MH Wohl by intervenor, State of IL re 
Contention 6. Supporting documentation 6, Certificate of 8vc 

STEP TOE. P, P, Commonwealth Edison Co. STEPTOErP.P, Ilham. Llncaln 
& Beale. 00/12/01 14pp. 07357: 120. 


— 0012300345 Corrections to transcript of 001119-21 spent fuel pool 
mod hearings in Morris* IL. 

* Commonwealth Edison Co. 00/12/01. IQpp- 07357:134. 



docketed items 


a012tl0540 Forwards Olympic Aasociatos checklisfe docwmonts ro Leckenby 
audit par eOlllQ request. Interna 1 Nuclear Bves Corp auditi 
requested 80l203«re Lasalle work is being located. Related 
corraipondence. N/o encl. 

FITZOIBBONBi R. Isham, Lincoln L Beale. 00/12/09. Ip. 07222:339, 


0012290699 Response In opposition to State of tL 801126 motion for 
reconsideration of A3LD decision to prant continuance or» In 
al ternatlve# f or cer tlf icat ion. Certl f Icatlon should not he 
granted for scheduling matters. Cert 1 f i cate of Sve encl. 

STEPTOE. P.P. Commonwealth Edison Co. STEPTOE. P. P. Isham. Lincoln 1- 
Beale. 80/12/10. 6pp. 07333:082. 


B012300090 Response. In opposition to applicant motion to strike cross- 
examination of ML Wohl.Wohl teitimong shows that NRC did 
not consider multiple failure analyses In SER. 

FAHNERiT. C.r MURRAY. tt.J. Illinois, State of, 80/12/10- Spp, 

07399: 007. 


— 8012300093 Draft, "8ys Interaction tt Single Failure Crlterioni" App A. 
Certificate of 8vc end. 

* MHB Technical Associates. 00/11/30. 21pp. 07359:015. 


0012160332 Notifies that 801203 request for "Internal Audit of La Salle 
Pipe Stress Analysis Support Design <flAR“0303) — Internal 
Audit Rept 80-3." cannot be honored. Document Is not relevant 
to spent fuel rack proceeding for facilities. 

STEPTOE, P. Isham, Lincoln ^ Deals. 80/12/11. Ip. 07262:009. 


0012170410 Raquosts refusal of util application to transfer spent 
nuclear fuel rods from Dresden units to Quad City units for 
storage. NRC should hold public hearings. 

» Citliens for Safe Energy, 00/12/11. 2pp. 07269:351. 


0012230284 Order granting NRC motion for extension until 801219 to 
respond to applicant motion to strike State of IL 
crot se xami natl on of ML UoM. 

NOLFiJ. Atomic Safety and Licensing Board Panel. 80/12/11. Ip. 
07317:362. 


8012300081 Forwards cover page for response in opposition to applicant 
motion to strike cross-examination of ML Hohl. 

HURRAY, M.J. Illinois, State of. 00/12/11. Ip. 07398:342, 


— 8012300004 Cover page to response in opposition to applicant motion to 
strike cross-examlnat Ion of ML Mohl. 

FAHNERrT.C., MURRAY, M. J. Ullnois, State of. 80/12/11. tp- 
07398: 343. 


8012300122 Forwards closeout documents re Nuclear 8vc Corp audit of 
Brooks U Perkins on 791212 6 13. Applicant will request 
permisdiofi from A6LQ, during 001218 conference call, to file 
proposed findings of fact on 601222. 

8TEPT0e,P. P. Isham, Lincoln 4: Qeala. 80/12/11. 10pp. 07358:308. 


— 0012300129 Corrections to transcript of 801119-21 hearings. 

e Atomic Safety and Licensing Board Panel. 80/12/11. 6pp, 
07398; 31B. 


8012230019 Response in opposition to intervenor 001126 motion for 
recens Ideration or certification to Corimission re spent fuel 
pool mod. Cer tif icate of Sve encl. 

Q0DDARD,R. Hearing Branch 2. 80/12/15. 5pp. 07311:185. 


0012290149 Order requesting applicant to file proposed findings of 
fact on or before 801222, intervenors, State of IL, on or 
before 810130 ^ NRC on or before 010213. 

WOLF,J. F. Atomic Safety and Licensing Board Panel. 80/12/19. 2pp. 
07344:093. 


8012290213 Response in support of applicant 801201 request to strike 
State of IL crossexamlnat ion of ML Nohl.Role of A8LB In 
license amend proceeding Is limited by scope of contentions. 
Certificate of Sve encl. 

OODDARD,R.J. Hearing Branch 2, 60/12/19. 7pp. 07344:253. 


8012310288 Forwards applicant proposed findings of facts per 801218 
telcon. Incomp lete sections h omissions noted. 

STEPTOErP.P. Isham, Lincoln Sc Beale. 80/12/22. Ip. 07370:065. 


—0012310289 Proposed findings of facts. Matters in controversv Include 
cr 1 1 leal lty,OAr transportation damage, corrosion, rad waste 
treatment, rad lation monitoring S< acc idents. Certificate of 
8vc end. 

a Commonwealth Edison Co, * Isham, Lincoln St Beale. 00/12/22. 
B9pp. 07370:066. 


8012310419 Order denying G01126 motion for reconsideration of util 
motion for continuance of hearing or alternatively for 
cert I fleet I on. No merit in contention that requiring further 
evidence adversely affected intervenor case 

WOLF. J. F. Regulations Division. fl0/t2/22. 3pp. 07370:190. 


P. Operating license stage documents 6 correspondence 


8012110023 Forwards request for addl info for review of SEP Topic 
VlI-t.A re isolation of reactor protection from nonsafety 
devices. Util must provide accsptance criteria for each 
identified isolator. 

LAlNAo, 0. C. Assistant Director for Safety Assessment. 80/10/22. 
3pp. 07223:298. 


0012160050 Ltr to operating plant licensees, OL applicants & CP holders. 
Forwards NUR60-0737 re TMI action plan reqo Iretnen fcs. Requests 
operating reactor licensee confirmation In 49 days that 
Encl 1 implementation dates will be met. 

EISENHUr, D. Q. Division of Licensing. 00/10/31. 7pp. 


8012220338 Ltr to all CP t. OL holders for BWRs ra requirement for 
implementation of ODYN code for licensing basis calculations 
performed by GE. App 1 icab lo to all license app 1 ica tions U 
proposed amends, Inc lud ing core reloads. 

EiaEUHUTi D, 0. Division of Licensing. 80/11/04. 4pp. 


8012010503 Informs of decision to delay completion of BEP Topic 16, 
Tech Bpecs, until completion of all other SEP Topic reviews 
Integrated safety assessment, al lowing for integrated 
evaluation of current Tech Specs. 

CRUICHFIELD, D. Operating Reactors Branch 3 00/11/05, Ip. 

07098. 234. 


0012080089 Forwards Amends 90,99 L 94 to Licenses DPR-19, DPfl-29 U 
DPR-30, raspBC fcivoly, safety evaluation It notice of issuance 
U. availability. 

IPPOLITO, T, A. Operating Reactors Branch 2 80/11/12. 2pp. 

07100:352. 


“8012080099 Amends 90,39 In 54 to Licenses DPfl-19, DPR-29 L DPR-30, 
respectively, establishing max average planar linear heat 
generation rate limits for std 0X0 fuel typos for exposure 
valves, 

IPPOLITO, T. A, Operating Reactors Branch 2. 80/11/12. 23pp. 

07180: 394. 


— 8012000102 Safety evaluation supporting Amends 50,59 & 54 to Licenses 
DPR-19, OPn-27 U DPR-30 respectively. 

« Office of Nuclear Reactor Regulation, Director. 00/11/12. 4pp. 
07101:016. 


—0012080106 Notice of issuance 6 availability of Amends 90,59 it 94 to 
Licenses DPR-19, OPR-29 DPR-30. respec fcively . 

IPPOLITO, T. A. Operating Reactors Branch 2. 80/11/12. app. 

07101:020. 


0012220363 Ltr to all power reactor licensees forwarding NUREO-O6t9, 
"BWR Feedwater Netile & Control Rod Drive Return Line 
Noixle Cracking. " Conf Irmat ion that implementation dates 
will be met must be sent within 49 days. N/o encl. 

EIBENHUT, D. 0. Division of Licensing. 00/11/13. ip. 


8012090900 Forwards Revision 1 to "SEP Review of Safe Bhutdown ays for 
Dresden Unit 2 Nuclear Power Plant," Requests notification 
within 90 days of receipt of ltr if as-built facility 
differs from licensing basis. 

CRUTCHFIELD, D. Operating Reactors Branch 5. BO/lt/14. 90pp. 

07206; 229. 


0012180620 Forwards Amends 32,51 it 45 to Licenses DPR-2, DPR-19 6 
DPR-25i respec tlvely. Amends 60 it 53 to Licenses DPR-29 
DPR-30, reipoc tively 6 Amends 53 it 55 to Licenses DPR-39 fc 
DPR-40, respectively. Safeguards contingency plans acceptable. 
CRUTCHFIELD, D. Operating Reactors Branch 9, 0O/U/17. 3pp. 

07271:324. 


'8012180633 Amends 32,91 it 45 to Licenses DPR-a, DPfi-19 & DPR-25, 
respoctlva ly, requiring imp le,T:cntatlon of safeguards 
contingency plan 

CRUTCHFIELD, D, Operating Reactors Branch 9. IPPOLITO, T. A. 
Operating Reactors Branch 2. 80/11/17. 6pp. 07271:329. 


—0012100671 Notice of issuance of Amends 32,91 b 45 to Licenses DPR-2i 
DPR-19 b DPR-29, respectively, Amends 60 6 95 to Licenses 
DPB-29 4; DPR-30, respectively it Amends 9fl tt 95 to Licenses 
DPR-39 it DPR-4a, respectively re safeguards contingency plan. 
CRUTCHFIELD, D, Operating Reactors Branch 3. 80/11/17. 2pp. 

07271:343 
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DOCKETED ITEMS 


8012HO4^?6 Forwird* F Ro«^ 790930 «\en«Q re SCP Topic VI 1 1-3, B, "CC Pour^p 
Stjs Eus Voltage. " 

CRUTCKFteLDj D. Operating Reactors Branch 3^ 00/11/18. 2pp. 

07225: 130, 


8012020091 Confirms 601014 tn 17 telcons re util commitments to perform 
u«il uater sampling & anali^sts at locations around site, 
i^nalgses be perforeved for gross alpha* gross beta It 

tr 1 tium. 

DA.Vt3rA.B. Region 3. Chicago, Fuel FacLlitg S< HateriaU BaFetv 
Branch, 60/11/19. 3pp. 07143:352. 


8018090400 Informs that info requested re SEP Topic Vl-3 was submitted 
to NRC in B01103 Ur to 00- Eisenhut. 

JANECEK., R. F. Commonwealth Edison Co. 00/11/20. Ip. 07207:134 


6012160510 Comments on NRC 800812 Itr evaluating SEP Topic VI-10. Q, 
"Shared Engineered Safetij Features.” Operating procedures 
dictate proper position of noTmal/btjpass sui tc h. Forwards 
QE "BU'R Power Plant Training*” Revision 5. 

JANECEKiR.F. Commonwealth Edison Co. 80/11/24. 3pp. 07187:001. 


—0012160512 "aWR Power Plant Training,” Revision 5. 

a General Electric Co. 74/10/14. 23pp. 07187:001. 


— 8-012160517 DQP 66OO-81 "'Olasal Ganarator Normal-Bgpas s Switch 
Operat ion. " 

a Conmonwealth Edison Co. 76/07/31. 2fp. 07187:001. 


—8012160519 OOP 6900-1 , Revision 3. "250 VDC Electrical Sys. “ 
* Commonwealth Edison Co. 79/07/31. 4pp. 07187; 001. 


—8012160522 DDF 6900-2, flav I e ion 4, "125 VDC Electrical Sys. ” 

* Comicionweal th Edison Co. 79/07/31. 3pp. 07107:001. 


—8018160585 DQP 6900-9* Rev i s i on 1. "Station Battery Isolation Cc Return 
to normal for Dlscharga Testing Unit 2 or U3 24/49 VDC 
Battery. ” 

* Commonweal tb Edison Co. 79/08/31. 5pp. 07187:001. 


—8012160520 DQP 6900-10* ftevii ion 2, "Station Battery Isolation h Return 
to Normal for Discharge Testing U3 125 VDC Battery. ** 
a Conmonwealtb Edison Co. 79/08/31. Spp, 07187:001. 


—8012160532 DOP 690-0-1 1 . Re vi s i on 2* "Station Battery Isolation 6 Return 
to Normal for Discharge Testing U2 125 VOC Battery. ” 
a Conmonueal th Edison Co, 79/00/31. 6pp. 07107:001. 


— BO12160S37 DOP 6900-12, R evl s i on 1, "Station Battery Isolation tc Return 
to Normal for Discharge Testing t>2 250 VDC Battery, " 

« Com-nonwealth Edison Co. 79/07/31. Spp. 07167:001. 


— 8012160539 DOP 6900-13* Revis ion !< "Station Battery Isolation fc Return 
to Normal for Discharge Testing V3 850 VDC Battery. " 
e Commonwealth Edison Co. 79/07/31. 5pp. 07167:001. 


8012070301 Forwards tabulation of planned environ qualification testing 
prograoifiln response to NRC 801001 Itr. 

ABEL*-/. S, Commo-nweal th Edison Co. 80/11/26. 4pp. 07148:193. 


8012110274 Forwards Revision 4 to "Licensing Rept* Dresden Nuclear Power 
Plant Units 2 JL 3 Spent Fuel Rack tlod* " originally submitted 
tu/7B0511 proposed OL amend. 

l/ANECEKiR F. CofRuonwealth Edison Co. 0D/12/O2. 2pp. 07223:173. 


— 801211-0203 Revision 4 to "Licensing Rept, Dresden Nuclear Power Plant 
Units a & 3 Spent Fuel Rack Nod. ” 

e Ouadre:! Corp. QUAD-1-79-234 R4. 80/10/31. 4pp. 07225:175. 


8012190657 Forwards request for addl Info re 0OO&22 rept entitled* 
"Evaluation of 18 Inch Containment Isolation Valves for 
Dresden 2 3 6 Quad Cities 16 2." 

LAiNASiQ. C. Assistant Director for Safety Assessment. BO/ia/02. 
3pp. 07273:290. 


0012100002 Immediate action Itr confirming actions discussed in 801204 
telcon re problems w/scran discharge vol level monlto-rins 
sys. Dally checks of scran discharge vol to be performed 
until operability of monitoring ags demonstrated. 

KEPPLERiJ.O. Region 3* Chicago* Offics of the Director. aD/12/04. 
2pp. 03791: 159. 


0O122SO483 Responds to 800911 nemo requesting that Dfc of Nuclear 
Reactor Regulation infarra licensees of need to comply 
itf/revlied Agreement 8tate burial site conditions. Forwards 
results of IE survey. 

OENTWIiH. R. Office of Nuclear Reactor Regulatiofi, Director. 
80/12/04. 2pp. 


—0012220506 Forwards tabulation t: sum-rary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 377. of reactors surveyed u/7lX 
planning or considering Increasing storage capacity. 

BANOART, R. L, Effluent Treatment Systems Branch. 00/11/06. 8pp. 


8012150052 Application to amend Licenses DPR-19 & DPR-25i changing Tech 
Specs. Section 3.8 re limiting conditions for operation of 
chimney gas sampling sys. Class I 6 III fees end. 

JANECEKrR. F. Commonwealth Edison Co. 00/12/05. 2pp. 07240:331. 

—8012150054 Proposed Tech 0pBcs, Section 3.0, changing limiting conditions 
for operation re chimney gas sampling sys. 
e Camsonwealth Edison Co. 00/12/05. 2pp. 07240:333, 

0012120301 Forwards Tech Specs Page 3. 2/4. 2-15, inadvertently omitted 
from util 900910 Itr to NRC, ^ 

VANECEK, R.F. Commonwealth Edison Co. 00/12/10. 2pp. 07236:249. 

—8012120341 Proposed Tech Specs* Page 3. 2/4. 2-15* incorporating TMI 
Lessons Learned Requirements 

* Commonwealth Edison Co. 00/12/10. Ip. 07236:250. 


8012160136 Responds to NRC 000934 request re mods for provision of 
redundant Class IE protection at interface of Nonclass IE 
power supply /*c reactor protection sys. Instal latlon scheduled 
for refueling outages occurring after June 1981. 

JANFCERiR. F. Commonwealth Edison Co. 80/12/11. 2pp. 07262:244. 


8012170408 Forwards response to NRC 801031 Jtr requesting confirmation 
that Implementation dates indicated in NUREO-0737 will be 
met. Ability to meet required dates for major mods is 
contingent upon hardware availability t delivery, 

ABEL* J. S. Commonwealth Edison Co, 00/12/13. 37pp. 07270:294. 


0O1224O1SB Forwards confirmation that implementation dates per 
NUHEO-0737 will be met it justification for eiceptlons. 

Generally < dates are contingent upon hardware availability 6 
de 1 Ivery. Comments on safety requlroments in Tech Specs. 

ABEL* -J. 8 Commonwealth Edison Co. 00/12/15, 37pp- 07323:001. 


0012240409 Notification of 801218 meeting w/8EP ownart. group' in 
eethasda*l1D for discussions on 6EP prog ram* schedule for 
license topic completion 6 assignment of lead topics to 

RUSSELLrW. T. Systematic Evaluation Program Branch, » 00/12/16. 2pp. 


8012310382 Requests amend of Confirmatory Order re installation of 
r ec 1 rcu la t f on pump trip by 801231. Amend extends required 
implementation date to 010104. 

REEOfC. Commonwealth Edison Co. 00/12/24. 2pp, 07361:310. 


Q. inspection reports. IE Bulletins ti correspondence 


8012170510 Forwards IE Info Notice 00-37* "Containment Cooler Leaks V 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
response required. 

KEPPUERiJ. 0. Region 3. Chicago* Office of the Director. 80/10/24. 
tp. 07260:099. 


8012170546 Forwards IE Investigation Repts 50-237/80-16 6 50-249/00-20 
on 000908-10. 

HEPPLER*J. O. Region 3* Chicago. Office of the Director. 80/10/24. 
2pp. 07269: 159. 


—8012170554 IE Investigation Repts 50-237/80-16 i 50-249/00-20 on 
800900- 10, Noncomp I iencB noted: two reactor operators 
apparently asleep on duty. 

PHIL! IP. 0. A. « NORELIUSi C. E. I 5PES8ARD< R. L. Region 3. Chicago* 
Office of the Director, 80/i0/23. 41pp. 07269: 161. 


001210059? Forwards IE Insp Repts 50-010/80-19.50-237/00-21 & 
50-249/80-25 on 800907-1003 i notice of violation. 

HEI8HHAN. R. F. Region 3* Chicago* Reactor Qperations Nuclear Support 
Branch. 00/11/04. 2pp. 07218:164. 


— G0121C0591 Notice of violation from Insp on 000907-1003. 

« Region 3* Chicago* Office of the Director, 00/10/31. Ip, 
07218: 166. 


—0012100597 IE Insp Repts 50-010/00-19*50-237/80-21 6 50-249/80-25 on 
800907- 1003. Non comp 1 lance noted: failure to adhere to QA 
program requirements. 

TONSUE.T.H.r JORDAN* t1. J. p 8PE88ARD1 R. L. Region 3* Chicago. Office 
of the Director. 80/10/31. 7pp. 07210: 167. 



DOCKETED ITEMS 


8012020308 Ack ncclpk of B01030 Ikr informinp KRC vtcps fcakgn tg 
corrtck violaklgni not«d in IE* tnsp Repti 90'‘0t0/80*'14> 

90'237/B0-17 l< 50-249/80-21. 

HElSHMANt R. F. Rggion 3« Chtcggor Reactor Opcrationt Kucltar Support 
Branch. GO/Il/10. Ip. 07143:109. 


-—8012020312 Ratponds to NRC 801008 Itr ra violations notad in IE Intp 
Riptt 90-010/00-14. 90-237/80-17 k 90-249/00-21. Corr act I ve 
actlonf : potantla 1 radiological consattuancis to (uorkars 
performing maint on control rod driveline pump evaluated. 

ABEL. J. 8. Commonuealth Edison Co. 80/10/30. 3pp. 07143:106. 


8012290458 Confirm* BOlllO telecopy raq.ur«tlng extension for response 
to 801020 notice of violation 1; proposed imposition of civil 
penalty until 801124. 

ABELtJ. S. Gommonueal th Edison Co. 80/11/12. 2pp. 07335:040. 


8012020743 Foruards three Performance Appraisal Branch Insp ripts & 
mgt evaluation tree u/usar guide so that facilitg can 
compare program to program already revleuad & make 
appropriate adjustments. W/o end. 

KEPPLERj J. O. Region 3. Chicago. Office of the Director, 80/11/18. 
4pp. 07147:336, 


8012230065 Responds to IE Bulletin 60-21. "V/alve Yokes Supplied by 
Halcolm Foundry Co. Inc." No valve parts cast by Malcolm 
Foundry planned for use or in use at facilities. 

RAUSCH. T, J. Commonwealth Edison Co, 80/12/05, 2pp. 07311:081, 


8012310629 Aclt receipt of 60112.i Itr Informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-010/80-19. 

30-237/80-21 & 50-249/60-29. 

HElSMMANi R. F. Region 3. Chlcagop Reactor Operations Nuclear Support 
Branch. 80/12/09. Ip. 07371:052. 


--8012310630 Responds to NRC B01104 Itr re violations noted in IE Insp 
Repts 50-010/80- 19, 50-237/80-21 4: 50-249/00-25. Correc t Ive 
actions: cleaned areas 4: removed combustible matl, 

ABEL. J. S. Commonwealth Edison Co. 60/11/25. 4pp, 07371:053. 


8012240429 Addl response to FOIA request for documents re imposition o 
civil pena 1 ties. NRC requests for congressional authorl sation 
for more severe penalties 4c responsibilities 4c behavior of 
nuclear plant operators. Forwards investigation rapt. 

FELTON. J. II, Division of Rules and Records, B0/12/i2. Ip. 

07324:310. 


8012040667 Forwards IE Bulletin 60-24. “Prevention of Damage Due to 
Mater Leakage Inside. Containment. “ No written response 
required. 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director. BO/U/21. 
2pp, 07166:398. 


80i20BOOB7 Forwards IE Info Notice 80-42. “Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

KEPPLER.J. 0. Region 3, Chicago. Office of the Director. 00/11/24. 
2pp. 07102:253. 


8012170408 Forwards monthly status rept of evaluations performed in 
response to IE Bulletin 79-14. “Seismic Analysis for 
A*“Bullt Saf ety-Related Piping Syi, “ No tyt identified 
w/ftress exceeding 1/2 matl ultimate stress at QBE loadings. 
JANECEK, R.F. Commonwealth Edison Co. 80/11/24. 14pp- 07107:001. 


8012290466 Protests civil penalty imposed in 801020 Itr tt notice of 
violation. NRC failed to use appropriate enforcement 
criteria In classifying severity level of noncompliance. 

REED. C. Commonwealth Edison Co. 80/11/24. 6pp. 07339:044. 


8012290470 Refutes item of noncomp 1 lance re two on-duty operators 
allegedly found asleep on 800608, Operators were present at 
prescribed stations V able to perform all required 
f uncttops. 

REED, G, Gommonwealth Edison Co. 80/11/24. 6pp. 07335:092. 


8012230223 Forwards new security badge numbers & clearance levels for 
Region 3 personnel. Changes should be entered on Sept 1960 
access lists. 

KEPPtlER, J. 0. Region 3, Chicago, Office of the Director. 80/11/29. 
6pp. 07317:081. 


--0O1224O432 “Investigation of Alleged Sleeping Control Room Operators 
Dresden Nuclear Power Station. Morris, IL, 800800. “ 

CUliMlNOSr J. J. , 8TR ICKLERi L. J. Office of Inspector 4i Auditor. 
00/09/17. 34pp. 


8012300110 Discusses IE insp on 800723 4: forward* notice of violation I 
notice of proposed imposition of civil penalty. 

STELLD, V. Office of Inspection 4e Enforcement. Office of the 
Director. BO/12/19. 2pp. 07356:293. 


—8012300124 Notice of violation from Insp on 600723. Noncomp 1 lane e not< 
waste matl delivered in Improper packaging w/no provision 
for securing lid. 

a Office of Inspection & Enforcement, Office of the Director, 
80/12/19. Ip. 03810:174. 


—0012300130 Notice of proposed imposition of civil penalty in amount t 
*4.000 for Item of noncomp 1 lance noted in IE insp on 800723. 
a Office of Inspection 5, Enforcement. Office of the Director. 
80/12/19. Ip. 07396:296, 


R. Periodic operating reports 4, related correspondence 


8012160419 Forwards monthly operating repts for Nov 1960. 

SCOTT, D.J. Commonwealth Edison Co. 00/12/08. Ip. 07294:12 


— 8012160420 Monthly operating repts for Nov 1980. 

GIESZKIEMIGZi S. Commonwealth Edison Co, 60/12/01, iSpp. 
07254; 129. 


a. Reportable occurrences, LERs k related correspondence 


8012100661 Ack receipt of 800919 response to NRC 000818 Ur requesting 
addl info re IE Bulletin 79-14 evaluations. Dresden 4, Quad 
Cities responses to Items 1 k 3 unaccep tab Ic. s Ince 
requested info was not included. 

KEPPLER,J. 0. Region 3, Chicago, Office of the Director. 00/11/26. 
3pp. 


8012170952 Forwards IE Info Notice 00-29, Suppl 1, “Broken Studs on 
Terry Turbine Steam Inlet Flange.'* No written response 
required. 

KEPPLERrJ. O. Region 3. Chicago, Office of the Director. BO/ll/26. 
2pp. 07264:286, 


8012040270 Ack receipt of 801030 Itr re Investigation of alleged 
release of rad ioactlvely contaminated water. Requests addl 
Info on conclusions that flowpaths u/excess background 
levels have not k are not transporting contaminated water. 
KEPPLERjJ.O. Region 3, Chicago, Office of the Director. 80/11/14. 
2pp. 07162:339. 


— 8012040333 Responds to Sept 1980 allegations ra release of contaminat 
water into environ. Investigation noted no detectable threat 
to public & insp revealed no discrepancies uhleh could 
result in leakage. Forwards detailed summary of result*. 

REED, C, Commonwealth Edison Co. BO/10/30. 6pp. 07162:33" 


8012110602 Ack receipt of 801112 Ur informing NRC of steps taken to 
correct violation* noted in IP. Insp Rept* 50-010/80-16, 
90-237/80-19 k 50-249/00-23. 

HINOjJ, A. Region 3i Chicago, Safeguards Branch. 80/12/01. Ip. 
07226; 179. 


—8012110608 Responds to NRC 801022 Ur re violations noted in IE Insp 
Rept* 50-010/80-11,90-237/80-19 k 90-249/80-23. Correc t ive 
action withheld (ref iOCFR2. 790). 

ABEL, J. 8. Commonwealth Edison Co. 80/11/12. Ip. 07226:176. 


8012160538 Forward* LER BO-043/03L-0. 

8C0TT, D, J, Commonwealth Edison Co, 60/12/03. Ip. 07261:1 


— 8012160943 LER 0O-O43/O3L-O: on 8011 13, found pressure switch 
low trip point. Caused by instrument dr if t. Prassur o switch 

reset. 

ROWLEYiE, Commonwealth Edison Co. 80/12/09. Ip. 07261:170. 


8012230500 Forwards LER Q0-044/O3L-0. 

aCOTT,D.J. Commonwealth Edison Co. 80/12/12. 2pp. 07316:244. 


8012090044 Notification of 001209 meeting w/utU in BethesdofhD to 
discuss acceptance criteria used for evaluation of piping 
lys under review for IE Bulletin 79-14. 

MONO, H. J, Office of Inspection k Enforcement, Office of the 
Director. 80/12/04. 2pp. 07190:078. 


— 8012230506 LER 90-044/03L-0: on 801 124, target rock safety relief vaU 
inoperable pressure alarm 2A annunc latod, inifl eating target 
rock not operable In safety mode. Cause unknown. Continod ; 

operation permissible due to overpressur i tatl an analysis. i 

SPEROFFtR.D. Commonwealth Edison Co. 80/12/19. Ip. 07316:246. j 
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T. H^.arlng transcripts on nan-aTiti trust matters 

aOtSOlOSlB Transcript GOllt^ hearing in HorriSilL re spent fuel pool 
rtod.Pp 73'270. 

* Atomic Ss#et«j and Licensing Board Panel- 80/11^19. aOOpp. 
€7093:314. 


P. Operating license stage docymonts It correspondence 


8012020753 Forwards seismic qualifications of aucUlarg feedwater syi 
in operating PW«s & describes program NRC Is undertatlng 
to review capability of operating PWRs to remove decay 
heat following earthquake. 

eiSENHt>T» D. 0. Division of Licensing. BO/iO/21. 4pp. 


0012020614 Transcript of 801120 hearing in Morris. IL re spent fuel 
pool nod. Pp 271-503. * . 

o Atomic Safety and Licensing Board Panel. B0/‘lI/2O. 350pp. 

07131: 197- 

0012030038 Transcript of 801120 bearing evening session* in horrt**lL re 
spent fuel pool mod- Pp 5Q4-373. 

* Atomic Safety and Licensing Board Panel. 80/11/20. &9pp. 

071Q0: 222. 


8012010523 Transcript of B01t2l hearing In Morris. IL re spent fuel pool 
mod Pp 571-721 ^ 

* Atomic Safety and Licensing Board Panel. 80/li/2l. 155pp. 

07093: 155. 


0012300324 Forwards applicant motion to 
IL* c poiss-eiami nat i on of ML WaM*appli 
support of motion to strike 4; applica 
801119-21 hearing transcript. 
FIT20IB30NS* R. Isham. Lincoln L Seal 


strike Intervenor. 
cant brief In 
nt corrections to 

e. 80/12/01, Ip. 


State of 


07357: I IB. 


— Q0123C0345 Corrections to transcript of 
mod hearings in HorriSiIL- 
a Cammorvuea 1 1 h Edison Co. QO/12/01. 


831119-21 spent fuel pool 
ISpp. 07357: 134. 


8012160050 Ltr to operating plant licensees, OL applicants U CP holders 
Forwards WUREO-0737 re TMl action plan requirements. Request* 
operating reactor licensee confirmation in 45 days that 
Enel i implementation dates will be met. 

EtSENHUT, 0. 0. Division of Licensing, 80/10/31. 7pp. 


8012220563 Ltr to all power reactor licensees forwarding NUREO-0619 j 
"BWR Feedwater Noiile tc Control Rod Drive Return Line 
Noitie Cracking. “ Confirmation that implementation dates 
will be not must be sent within 45 days.lf/o end. 

E16ENHUT, D. G. Division o ' 1. trending 00/11/13. Ip- 

B012090038 Forwards current evaluation of KEP Topics V-lO. B, V"l I* A* 
V-*l 1. 8, Vll-3 fc IX-3 re safe shutdown sys . Eva 1 ua t i on will b# 
basic Input to Integrated safety assessment. 

CRUTCHFIELD, D. Operating Realtors Branch 3. 00/11/14, lOlpp- 

07197:319. 


8012190329 Submits concerns Identified during reviews of license 
applications re containment sump design effect on long- 
term cooling following LOCA Debris could potentially block 
sump screen tt core passages in ECCS b core. 

CRUlCHFIELOi D. Operating Reactors Branch 5. 80/11/20. 4pp. 

07286:084. 


8012290406 Forwards NRC proposed! corrections 
801119-21 bearings. 

GODDARD, R.J. Hearing Branch 2. 80/12/10. 


to transcripts of 
Ip. 07336:302 


— 8012290412 Proposed transcript changes . Cert I f Icate of Sve end. 
« Atomic Safety and Licensing Board Panel 80/12/10. 12pp. 

07336: 303 


V. Operator Examinations 

8012160510 Comments on NRC 800812 ltr evaluating SEP Topic VI-IO. a, 
'■'Shared Engineered Safety Features." aporatlng procedures 
dictate proper position of norinal/by pass switch. Forwards 
<3E "BVR Power Plant Training." Revision 5. 

JAHECEK, R-F. Commonwealth Edison Co. 80/11/24. 3pp. 07187:001. 


— 8012160512 "BWR Pfluer Plant Training,"' Revision 5. 

a Oenaral Electric Cp. 74/10/14. 2app. 07107:001. 


8012010297 Forwards Amend 11 to application to convert provisional OL 
to full-term OL. Amend constitutes Revision 7 to Suppl 4 to 
technical suppl accompanying application for full-term OL. 
Certificate of Sve end. * « 

LEBOEi/F.R. J. . LAMD.H.R,. LEIBY,A.C. LeBoeuf, Lamb, Leiby It MacRao. 
BO/ll/21. 4pp. 07097:214, 


—0012010299 Amend 11 to application to convert provisional OL to 
full-term OL. Amend constitutes Revision 7 to 8uppl 4 to 
technical suppl accompanying application for full-term 
GL, Revision end. 

MA1ER,J.E Rochester Gas 6 Electric Corp. 80/11/14. '22PP- 

07097:218 


0012010584 Requests completed SEP topic assesiments for Topic VI-B re 
control room habitability it Topic II-l. C re potenlal offsite 
haiards.Work on five addl TMl-2 related requirements will 
not start util SEP topic assessments issued. 

ITHITE. L. D. Rochester Gas 4: Electric Corp. 80/11/24. 2pp. 
06915:001- 


DDCKET 30-243 OREGON STATE UNIV. RESEARCH REACTOR 
S, Reportable occurrences, LERs 4t related correspondence 


B012010397 Informs NRC that responses to SEP 
were provided on 800910. Addl copies can be 
necessary. 

WHITE, L.D. Rochester Oas t< Electric Corp. 
07098: 063. 


Topics VI-7. A. 3 
tupp 1 i ed, if 

80/11/24. Ip. 


vi-i£>, A 


9012300453 RQ: on 001212. reactor operated for appro* 1-h w/ 
nonfuct i onlng air pump on reactor top continuous air 
particulate radiation monitor. Caused by loosely fitting 
power plug t,/or loose fuse holder connection. 

WANOiC.K, Oregon State Univ. 00/12/19. 3pp. 07357:201. 


8012160429 Forwards Info re util 791206 rept on adequacy at station 
electric distribution sys voltages. Info provided to assure 
reviewers of rept that analyses are consistent w/NRC 
guidelines for voltage drop calculations. 

MAlERiJ. E. Rochester Gas 5c Electric Corp. 80/12/04. Ip. 

0724 B: 343. 


DDCKET 50-244 ROBERT EMMET OINNA NUCLEAR PLANT. UNIT 1 
F. Security, medical* emergency 6 fire protection plans 


fl&l2190€ll Informs of recently approved t 
schedules for completion of all fire pr 
present implementation required as nece 
not yet been approved. 

EISEL'KOT, D. 0, Division Of Licensing. 


fvised 10CFR50 48 containing 
otect Ion mod s. No 
ssary addt info has 

00/11/06 6pp. 07278: 195. 


^ Inform* of review 5, resulting mods to emergency notif 1 cation 
slth physic* network. NRC will have lamps installed 
u teii,nhnn»« in all control rooras L technical 

ii ladelphia, Office of the Director. 


u/selection of basement of tfagne 
iiool as emergency offsite 
Lans far util emergency 

.trie Corp. 80/11/24. Spp. 


80122704B5 Responds to BOO?li memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement State burial site conditions. Forwards 
results of IE survey. 

DENlOlf, H. R. Office of Nuclear Reactor Regulation, Director. 

80/ 12/04. 2pp. 


— 8012220506 Forwards tabulation 5* summary of IE survey on low level 
waste at 51 reactors. Low level watte storage facilities 
have been expanded at 37'/ of reactors surveyed u/71'X 
planning or considering increasing storage capacity. 

OANCARTrR. L. Effluent Treatment Bystems Branch. BO/U/06. Bpp. 


0012290499 Informs of completion of generic review of inadvertent 
safety Injection during cooldown. No further licensing action 
necessary since facility could probably withstand more than 
30 inadvertent ECC8 actuations. 

CRUTCHFIELD, D. Operating Reactors Branch 3. 00/12/05. 2pp. 

07335:298. 


— 8012290503 Safety evaluation of inadvertent safety Injection during 
cooldown. Facll ity could withstand more than SO inadvertent 
ECCS actuations since not all actuations will result In 
cold water injection into hot RC8. 

* Operating Reactors Branch S. 00/12/05. Ip. 07335:300. 
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B012lfi0240 Foruird* 4ddl info providing qualification of certain 
electrical oqulpmenti per commitment in 801001 Itr responding 
to NftC 000919 revised order for mod of license. 

HAtCRr J. E. Rochester Das Electric Corp. 80/12/08. 16pp. 

07248: 271. 


a0121fiOS40 Foruards Pages 3. iQ-6 to 3. lO'-lO of Tech Specs re control 
rod fflisalignmentr to facilitate revleu. 

KAIERiJ. E. Rochester Oas it Electric Corp. 00/12/10. Ip. 

07263: 094. 


—0012160347 Tech Specs 3.10.4.4 re control rod misalignment. 

* Rochester Oas Electric Corp. 80/12/10. 8pp. 07263:095. 


0012180391 Forniards addl info concerning rock anchors for containment 
re tendon Insp fi lift cff vorlf ication> In response to NRC 
request at 801021 meeting. Post-tensioning field records 
end. 

KAlERr J. E. Rochester Gas Electric Corp. 80/12/11. 164pp. 

07244: 2tS. 


—8012160394 *'Addl Info on Oinna RocV Anchor Design." 

PA0E8.R.E. I FULTONrJ.F.i HOREADITH. F. L. Glltirt/CommonueaUh Cos. 
80/11/26. 200pp. 07245:017. 


8012220227 Fortirards visual aids used during 801107 meeting re plans to 
install test sleeves in several steam generator tubes. 

Affidavit supporting proprietary nature of visual aids 
end. Slides withheld (ref 10CFR2. 790>. 

MAlERfJ. E. Rochester Oas & Electric Corp. 80/12/12. 6pp. 

07304:058. 


8012220329 Forwards responses to NRC 001031 Itr re clarification of TUI 
action plan requ Irements. Utl i intends to comply si/NRC 
requirements in Implementation dates. E^tecpt ions are discussed 
in end. Deviations will be corr.-nunlcated. 

HAIER/J. E. Rochester Oas U Electric Corp. 80/12/15. 11pp. 

07301; 193. 


8012220341 8uppls 001031 submittal re "Environ Qua! If Ication of 
Electrical Equipments."" Possible effects of motor driven 
auslHary feedwater pumps failure due to high energy Hn* 
break on Class IE sys provided. 

MAIER<J. E. Rochester Oas Electric Corp. 80/12/15. 2pp. 
03797: 067. 


8012240489 Notification of 801218 meeting w/8EP owners group in 
Bethesda^tlD for discussions on SEP program* schedule for 
license topic completion & assignment of lead topics to 
p lants. 

RUaSELL.W. T. Systematic Evaluation Program Branch. 00/12/16. 2pp. 


8012300093 Forwards util 801231 final rept* "Anchorage t* Seismic 
Support of Saf etyRela ted Electrical Equipment." All safety- 
related electrical equipment & permanently mounted ancillary 
asivmbUei have acceptably engineered anchorage tys. 

MAIERjJ. E. Rochester Gas U Electric Corp. 80/12/22. Ip. 
07337:256. 


— 0012300397 "Anchorage (k Seismic Support of Safety-Related Electrical 
Equipment* " final rept. 

* Rochester Oas Electric Corp. 00/12/31. 30pp, 07357:257. 


Q. Inspection reports* IE Bulletins d: correspondence 


0012000092 Forwards IE Insp Rept 30-244/80-12 on 800915-17. No 
noncompliance noted. 

BRUNNERiE. J. Region 1* Phi lade Iph la* Reactor Operations Nuclear 
Support Branch, 00/10/09. 2pp. 07189:178. 


—8012080099 IE Insp Rept 50-244/60-12 on 000915-17, No noncompl lance 
noted. Major areas inspected: 1 icensed operator 
requal If Icatlon training program V independent plant tour. 
NI00INS*J. T. Region 1* Philadelphia* Office of the Director. 
CAPHTON*D.L. Region i* Ph t ladelph ia* Reactor Operations Nuclear 
Support Branch. 80/10/07. 7pp. 07189:160. 


6012170394 Forwards IE Info Notice 80-30* "Cracking in Charging Pomp 
Casing Cladding." No written response required. 

QRlERfB.H. Region 1* Phi ladelph ia* Office of the Director, 
00/10/30, Ip. 07269:093. 


0012090043 Responds to IE Bulletin 00-11* "Masonry Wall Design." 
M/o end, 

MAIER*J.E. Rochester Oas 6 Electric Corp. 80/11/04. Ip. 
07199:296. 


0012(20097 Forwards IE Bulletin S0-2f* "Valve Vokei Supplied by Malcolm 
Foundry Co, Inc. " Written response required. 

GR1ER*B.H. Region 1* Phi ladelph ia, Office flf the Director. 
flO/tl/06. ip. 07230:240. 


8012190332 Informs util of issuance of new NRC pcrsonnol identification 
badges* ef fee tive after 001 130. Eiamp 1 e encl. 

MARTIN* W.J. Region 1* Philadelphia* Safeguards Branch, 60/11/06. 
2pp. 07286; 143. 


8012030799 Forwards IE Info Notice 00-40, "Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur J latlon. " No written response required. 

GRIER. O.H. Region 1* Philadelphia* Office cf the Director. 
80/U/07. Ip. 07150:228. 


0012080406 Forwards IE Info Notice 00-41, "Failure of Owing Check Valve 
In Decay Heat Removal Sys at Davis Basse Unit 1." No 
response required. 

GRIER, B.H. Region I, Phi ladelph ia* Office of the Director, 

0O/tl/lO. Ip. 07102:342. 


8012040060 Forwards IE Bulletin 80-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/correctlve actions. 

GRIER. O.H. Region it Philadelphia, Office of the Director. 
80/11/14. Ip. 07170:012. 


0012220671 Advises that written response is required to IE Bulletin 
80-23* "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required. 

GRIER,8.H. Region 1. Philadelphia* Office of the Director, 
80/11/19. Ip. 07293; 127. 


8012040499 Forwards IE Bulletin 00-24* "Prevention of Damage Due to 
Water Leakage Inside Containment." Written response 
required. Requests Info on manpower expended. 

GRIER* Q. H. Region It Philadelphia* Office of the Director. 
80/11/21, 2pp. 07169:170. 


8012050599 Forwards Info Notice 80-42* "Effect of Radiation on 
Hydraulic Snubber Fluid. " No written response required. 
ORIER*B. H. Region 1* Philadelphia* Office of the Director. 
00/11/24, Ip, 07174:090, 


8012090270 Forwards corrected Pages I 6 9 to 801105 revision to 
Inservlcf insp program for 1900-89. 

WHITErL. D. Rochester Gas & Electric Corp, 80/12/01. Ip. 
07201:061. 


— 8012090280 Corrected Pages I t. 9 to B01105 revision to inservice insp 
program for 1980-89, 

ANDERSON* C, R, Rochester Oas fx Electric Corp. 00/11/10. app, 
07201: 082. 


R. Perlo*lic operating reports fr. related correspondence 


8O12220440 Forwards monthly operating rept for Nov 1900. 

SNOW, B, A. Rochester Gas fr Electric Corp. 80/12/10. Ip. 07308:342. 


— 8012220443 Monthly operating rept for Nov 1980. 

MCNAMARA, A E. Rochester Gas 6 Electric Corp. BO/12/11. 5pp. 
07308: 343. 


8. Reportable occurrences* LERs related correspondence 


8012300522 Forwards LER B0-OIO/O3L-O. 

MAIERcJ. E. Rochester Gas Electric Corp. 80/12/23. Ip. 
07361:326. 


— 0012300525 LER B0-Ot0/03L-0: on 801 125. p i nhole leak found in weld on RHR 
thermowel 1. Caused by poor quality weld. Weld repaired. 

BPECTQR* 8. M, Rochester Gas &; Electric Corp. 00/12/23, Ip. 

07361: 327. 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATIDNi UNIT 1 
F. Security* medical* emergency 6 fire protection plans 


0012040106 Public version of "Independent Assessment of Evacuation 
Times for Millstone Nuclear Power Plant," Vol 8, prepared for 
FEMA. 

COSBY.J.C.r SHEPPARD* W. V. * LAMAGNA* F. Wilbur Smith It Associates. 
00/06/30. 72pp. 07161:289. 
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80t2l900l5 Informs of recently approved reviled I0CFR50. 49 cankaining 
schedule* for completioR eU fire protection mode. No 
praeent inplementatiork required a* necessary addl Info has 
not yet been approved. 

EtSENi^UTi D. O. Division o# Llcensirg. 00^11/06. 6 pp. 07278:200. 


0012080716 Iriforrtis that wnds uill be made to etnergency notification 
sys 4 health physics network equlpneat. NRC uin have lamps 
installed on efsergency telephones in all control raooisi 
technical support ctrs 4 eneryency cperatlons facilities. 

GRIER, a. H, Region 1, Philadelphia, Office of the Director 
0O/ll<"t4. 2 pp. 07196:142, 


8012040639 Transmits emergency planning info for placement in LPDR 
U/o end. 

5QUi>ER, J. L . Division of Rules and Records, BO/'U/l^ Ip 
07170:056. 


0012040065 Forwards public version of ^Evacuation Time Assessment of 
Nine Nuclear Power Plants Emergency Planning lone*, “ 
ececutive suicmary. 

FELTQN, J.U. Division of Rules and Records. 00^12/03 Ifi 
069 1 5: 00 1 . • i- • 


'S0170400B3 Public version of “Evacuation Time Assessment of Nine 
Nuclear Po'^er Plants Emergency Planning Zones,** eiecutlve 
lunuary , p repared for FEMA. 

4 Wilbur Smith & Astociatei. 00/06/30. 17pp. 06915:001. 


— B0120401S5 Public version of program rept, "Evacuation Time Assetsoent 
of Nine Nuclear Power Plants Emergency Planning Zonesi “ Vol 
li prepared for FEMA. 

COSSY, J.C.j SHEPPARD, W. V. Uilbur Smith it Associates, 90/06/30. 

43pp, 07160:313 


0 . Adjudicatory correspondence 


8012090172 Requests hearing to deternlne necessity of environ 
q-jalification of all sa f ety-re lated electrical equipment at 
facilities. as required by NRC 001024 orders for mod of 
1 icenses. 

COUNSIL, W. 0. Connecticut Yankee Atomic Pouer Co. 00/12/04 3 no 
07200:131. 


P. Operating license stage docunents 6 . correspondence 


Q012020573 Notifies that 801031 updated NUREO-O737r "TMI Action Plan** 
re revised analyses models for small break LOCA will be 
handled by GE. OE will discuss approach to analysis on 
BOIZIS. ^ 

CQUNSII ,N, G. Northeast Nuclear Energy Co. (subs, of Northeast 
Dtllities), 00/11/14. 2 pp. 07141:274. 


6012040211 Fortiiards Revision 1 of SEP revlaui of safe shutdown sys for 
facility Zt NRC positions re revieu. Evaluation will be basic 
input to integrated safety assesment for unit. 

CRUKHFIEC 8 , D. Operating Reactors Branch 5 . 00/11/14. 04pp. 


8012110800 Forwards Amend 70 to License DPn-2l, safety evaluation !• 
notice of issuance S< availability. 

CRDTCKFiei D. D. Systematic Evaluation Program Branch. 00/11/19. 
2pp. 07225: 126. 


-8012110B12 Amend 70 to License DPR-21 revising License Condition 3. F 
conjunction w/lssuance of tuppl to fire protection SER re 
smoke detection sys tests. 

CRUTCHFIELD, 0. Systematic Evaluation Program Branch. 80/il/l9, 
2pp. 07225:126. 


'0012110017 Safety evaluation supporting Amend 70 to License DPR-21. 

* Office of Nuclear Reactor Regulation, Director, 00/11/19. 3pp. 
07225; 130. 


0012110819 Notice of issuance & availability of Amend 70 to License 
D.*’R-21. 

CRUTCHFIELD, D. Systematic Evaluation Program Branch. 80/11/19. 
2pp. 07225; 133. 


6012050282 Responds to NRC 800924 Itr re commitments 4 schedules for 
Installing reactor protection sys pouer supply isolation 
devices. Class IE protection uill be installed during next 
refueling outage scheduled for Spring 1982. 

COUNSIL, U.O. Northeast Nuclear Energy Co. isubs. of Northeast 
Utilities). aO/lI/24. Ip. 07175:042. 


3012240067 Informs of review of 800809 submittal providing results of 
operability revieu of purge/vent va Ives. Forwards request for 
addl tnfp. 

LAINAS«0. C. Assistant Director for Safety Assessment. 80/11/26. 
3pp. 07324:276. 


8012110387 Forwards request for addl info for review of SEP Topics 
1 1 {-►Zi in-4A. f 1 1-45 b 1 1 1-40. Outstand ing i nfo: location of 
missile barrl ers, descrip t ion of physical characteristics & 
criteria used for design. 

LAIWAS.O. C. Assistant Director for Safety Assessment. BO/lO/24. 
3pp. 07224: 161. 


8012110270 Forwards review of SEP Top 1 c U11I~4 re electrical 
penetrations of reactor compav tment. Evaluat i on will be basic 
Input to integrated safety assessment for unit. 

CRUTCHFIELD. D. Operating Reactors Branch S. 00/10/30. 17dd 
07224:098. 


8012090172 Requests hearing to determine necessity of environ 
qualif ication of all safety-related electrical equipment at 
faclli ties, as required by NRC 801024 orders for mod of 
1 icens es. 

CDUNSILi U. O. Connecticut Yankee Atomic Power Co. 80/12/04 3dd 
07200:131. 


8012220485 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement State burial site cond i tions. Forwards 
results of IE survey. 

DEN10N,14.R. Office of Nuclear Reactor Regulation, Director 
00/12/04. 2pp. 


8012090012 Follows up original 000331 1 tr, provi ding status 6 revised 
schedules for completing addt co.atainment penetration anchor 
evaluations formerly identi fled. Results of Items 4 Ic 5 I- 
portions of Item t, 2 scheduled for submittal by 910226. 

COUNBIL, W. C. Northeast Nuclear Energy Co, (subs, of Northeast 
Uttlxtiosl. 03/10/31. 2pp. 07199:329. 


'6012220506 Forwards tabulation 1 summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 37K cf reactors surveyed \it/7i*A 
planning or considering increasing storage capacity. 

BAN-3 ART, R. L. Effluent Treat.nent Systems Branch. 80/1 J/06, 0 pp, 


0012160050 Hr to operating plant licensees, OL applicants ft: CP holders. 
Forwards NUREO-0737 re TMI action plan requirements. Reques ts 
operating reactor licensee confirmation in 45 days that 
Enel 1 i mp Icnentation dates will be net. 

EISENHUr, D. G- Division of Licensing. S0/10/3i. 7 pp, 


8012180451 Forwards addl info re SEP Topics 1 1 1-2, I n-4A# lI I-4B 
flI-4C,GE ropt, "Analysis of Turbine Hisslles Resulting From 
Last Stage ifheel Failure," ft 9 aperture cards of structural 
801024 request. One Illegible drawing end. 
^^ortheast Nuclear Energy Co. (subs, of Northeast 
80/12/05, 2 pp. 07308:001. 


C0UN3IL, N. 0 . 
Utilities). 


60122P0359 Hr to all CP ft OL holders for BtjRs re requirement for 
Implementation of QDYN code For licensing basis calculations 
performed by GE. Appl icablo to all license applications ft 
proposed amends, Includ Ing core reloads. 

ElSENHUr, D. 0. Division of Licensing. 80/11/04, 4pp. 


—8012100464 "Analysis of Turbine Missiles Resulting From Last Stage 
Uheel Fal lure, “ * 

07^*00? ®*"®*'** Electric Co. TR-67SL21I. 80/12/3J. 79 pp. 


8012220563 Ltr to alt power reactor licensees forwarding NUfREC-0619, 
“BWa Feedwater Noiile ft Control Sod Drive Return Line 
Noitle Cracking." Confirmation that imp] e/nvntati'On dates 
wilt be met oust be sent within 43 days. N/o end, 

EISENHUr, D. (5. Division of Licensing. B0/ll/£3 ip. 


8012160371 Provides info in response to NRC 800020 request for 
compartsoN of onsite emergency power sys diesel generator to 
licensing basis assumed in assessment of SEP Topic VIII-Z 
rntiKTOii . ij M ti. 1. 1.1. „ _ . 

[. of Northeast 


C0UN31L,lf. C. 
Utilities: 


Northeast Nuclear Energy Co, 
00/12/09. 3pp. 07243:347. 


eOlZOlOIOl Forwards addl info re station electric distribution sys 
voltages, completing NRC 000627 request. Data sheets 
lurmarixing cases analysed in studies ft voltage analysis for 
accident u/simul taneous shutdown included. 

COUNSUjN.O, , FEE.W, F. Northeast Nuclear Energy Co. (subs. 0 # 
Northeast Utilitissl. EO/U/ 14 . 20 pp 07098:314, 


8012230262 Forwards response to NUREO-0737 re imp limentation status 
rni-reiated requiromen ts. 

CQUNSIL. W. O. Connecticut Yankee Atomic Power Co. C0UN8IL, W 0 
Nuclear Energy Co. (subs, of Northeast Utilities).’ 
60/12/15. 41pp. 07314:033. 


In 



DOCKETED ITEMS 


41 


e01SS404G? Nqtificdkipn of 801218 meeting w/SEP owners group in 
Bathesiijii HD far discussions on SEP programi schedule for 
license topic completion it assignment of lead topics to 
plants. 

RUSSELLi W. T, Qgstematic Evaluation Program Branch. 80/12/16. 2pp. 


B-Ot82902?0 Submits Glass III fee previously omitted from 601112 Itr. 
COUNBIL, W. O. , FEE.W.F. Northeast Utilities. 80/12/16. Ip, 

07346: 122. 


Q. Inspection reporter IE Bulletins & correspondence 


B012020320 Requests that response to IE Bulletin 80-13* "Possible Loss 
of Emergency Notification Sys <EN81 W/Loss of Offsite 
Fower* '• be resubmitted w/oath or affirmation within 10 days 
of receipt of Ur* per 1OCFR30. 34. 

QRlERrD.H. Region I* Phi ladelphia* Office of the Director. 
eO/lO/23, Ip. 07143; 114. 


BO 1222007 1 Forwards IE Insp Repts 30-245/80-17 30-336/00-19 on 

000907-1004. No noncompliance noted. 

6 RUNNER* E. J. Region 1* ‘ Phi ladelph ia* Reactor Operations Nuclear 
Support Branch. 00/10/SV. 2pp. 07306:337, 


■BOl 2220077 IE Insp Repts 30-245/80-17 8< 50-336/80-19 on 800907-1004. 
No noncompliance noted. Major areas Inspec ted : control room Ir 
accessible portions of Unit 1 reac tor* turb Ine* raduaste it gas 
turbine generator. 

SHEDLOSKY* J. T. . ZIMMERMAN. R. P. Region I* Philadelphia, Office of 
the Director. KEIMIO-.R.R. Region 1. Philadelphia* Reactor 
Operations Nuclear Support Branch. 80/10/27. 12pp, 07306:339. 


8012120113 Forwards IE Bulletin 80-21* "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. " Written response required. 

ORIERiB.M. Region 1, Philadelphia* Office of the Director. 

BO/ 11/06. Ip. 07230:221. 


8012190377 Informs util of Issuance of new NRC personnel identification 
badges, effective after 801 130. Gicamp U end. 

MARTIN* W.J, Region 1, Philadelphia* Safeguards Branch. 60/11/06. 
2pp. 07866:139. 


8018D30787 Forwards IE Info Notice 00-40* "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurization " No written response required. 

ORIER.B.H. Region 1, Philadelphia* Office of the Director. 
80/11/07. Ip. 07130:207. 


8012080474 Forwards IE Info Notice 80-41, "Failure of Swing Check Valve 
in Decay Meat Removal Sys at Davis Basse Unit i. " No 
response required. 

GRIER* B.H. Region 1* Philadelphia* Office of the Director. 

80/11/10, tp. 07182:330. 


8012040092 Forwards JE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpouer associated w/correc ti ve actions. 

ORIERrB.H. Region 1* Philadelphia* Office of the Director. 
aO/ll/14, Ip. 07157:353. 


0012310389 Responds to IE Bulletin 80-13* "Cracking in Core Spray 
Spargers. " Exam of upper 1? lower core spray spargers on 
601017 confirms that no cracks or adverse indications were 
observed. Exam rept end. 

caUNBlL* W. G. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities^ 60/11/17. 8pp. 07369:203. 


8012150117 Forwards safety evaluation it notice granting relief from 
Inservice insp requirements of Section XI ASMG Code to allow 
poatponement of Category B-L-2 exam beyond Insp Interval 
ending 601226. 

CRUTCHFIELD* D, Operating Reactors Branch 3. 80/11/19, 2pp, 

07241: 1 80. 


— 8012130120 Safety evaluation supporting relief from inservice insp 
requirements of Section XI ASMS Code to allow postponement 
of Category B-L-2 exam beyond insp interval ending 801228, 
e Operating Reactors Branch 5. 80/11/19. 2pp. 07241:182. 


--8O12150123 Notice of granting of relief from inservice insp 
requirements of ASHE Code Section XI to allow postponement 
of Category B-L-2 exam beyond insp interval ending 801228. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 80/11/19. 2pp. 

07241:104. 


8012220616 Advises that written response Is required to IE Bulletin 
00-23, ''Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required. 

ORieR*B,H. Region 1, Philadelphia* Office of the Director. 
80/11/19. Ip. 07300:358, 


6012040495 Forwards IE Dulletln 60-24, "Prevention of Damage Due to 
Uater Leakage Inside Containment." Written response 
required. Requests info on manpower expended. 

GRIER, D.H, Region I* Philadelphia, Office of the Director, 
80/11/21. 2pp 07169:166. 


8012050573 Forwards Info Notice 90-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 
CRIER, B.H. Region 1, Ph i lade Iph la. Office of the Director. 
80/11/24, Ip. 07174:062. 


6012220123 Informs NRC that results from re-eva luat i on of scram 
discharge sys per IE DuJlotin 80-17 L schedule for 
implementation of any required mods will be provided by 
010115, 

COUhlSIl I U, 0. Northeast Nuclear Energy Co. {subs, of Northeast 
UtiUtlesl. COUNSIL,W.O. Northeast Utilities. 90/12/15. Ip, 
07303: 191. 


R. Periodic operating reports 4: related correspondence 


8012230342 Forwards monthly operating rept for Nov 1980. 

MROCZKA*E J.. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). 80/12/15. Ip. 07318:233. 


--8012230343 Monthly operating rept for Nov 1980. 

HARRAM* 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities), 80/12/04 5pp. 07310:234. 


8. Reportable occurrencesp LERs it related correspondence 


8012230489 ETS-WR/ 50-24 3/80-03 & 50-336/80-03: on 001105, Ag-llOm 
activity exceeded control station average by factor greater 
than ten. Caused by oyster trays being maintained within 
quarry bondaries it plant liquid vol increase. 

MROCZKAfE. J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 80/12/15. Spp. 07310:322. 


8012300635 eTa-N«/50-245/50-336/80-03: on 601109, levels of Ag-llOm 
activity observed in fourth quarter sample of oysters 
exceeded control station average by factor of ten. Caused by 
increase In plant liquid d 1 scharges. New Tech Specs proposed. 
MROCZKA,E,a Northeast Utilities. 80/12/13. Spp, 07346:102. 


DOCKET 50-247 INDIAN POINT STATION, UNIT 2 
F. Security, medical, emergency it fire protection plans 


8012040673 Forwards NRC sponsored proprietary vital area analysis of 
fad I ity. Requests review of existing security plan U 
response within 60 dags of receipt of itr describing results 
of review. Info withheld (ref 10CFR2.790>, 

VAROA, 6, A, Operating Reactors Branch 1. 80/11/04, 2pp. 07170:057. 


8012040632 Informs that certain mods will be made to emergency 
notification sys t; health physics network equipment. NflC will 
have lamps installed on emergency telephones in all control 
rooms, technical support ctrs it emergency operation facility. 
0RIER,D.H. Region I, Ph 1 lad elph la, Office of the Director. 
00/11/14, app. 07170:079, 


8012050172 Informs of interim I0CFR5O, 40 suspending completion dates 
for previously approved fire protection mod*. Revised 
10CFR50. 4B will contain schedules for completion of all fire 
protection mods. 

EISEMHUT, D. O, Division of Licensing. 80/11/17. Spp. 07175:015, 


8012040701 Forwards public vercion of two FGMA repts entitled 
"Assessmsnt of Evacuation Time Around Indian Point Nuclear 
Power Station. *' 

FELTON, J.li. Division of Rules and Record*. 00/12/01. Ip, 
07155: 173, 


—8012040704 Public version of draft final rept "Assessment of Evacuation 
Time Around Indian Point Nuclear Power Station* " executive 
suDimary, prepared for FEMA. 

^ CQNBAD RESEARCH CORP. e Center for Planning Research* I nc. 
eO/Oa/21. 34pp. 07133:174. 


’0012040710 Public version of final rept, "Assessment of Evacuation Time 
Around Indian Point Nuclear Power Station," prepared for 
FEMA, Public version qf Consad Research Corp 000804 Ur end, 

< CONSAD RESEARCH CORP. ^ Center for Planning Research, Inc 
00/06/23. 123pp. 07153:207. 



42 


DOCKETED ITEMS 


0. Adjuditatorg ccrreipondenc® 


fl0iail04a0 E^cerpt^ fron r«qu ir errent « iiremo re GDLil4 IE brtefin.g 

re current #aciUtg »tatu<S-Ofc General Counsel must 
revi-se draft order to Include input from Dfc of Poltcg 
Analg« i s. 

CHILKp S. J Office of the Secretarg of the Co'r.^i aaion, 80/11/24. 
ip. 07227:135. 

aOiaS'fOaiy Urpes Corj^lssion to order ASLS to hold full ad jud icat org 
hearing on contentlona 4 hazards, pcaed bg reactor«- 
UEISSiE. R- SheldOhi Harmon 4: Ifeise. 60/11/25. 3pp- 07345:024. 


9012300279 Staff requirement* ner.o r« Conoiislon 601 12S meeting on 
ins tryct i ona to Board on facilitg proceeding. 

CHIUk^iS. J. Office of the Secretary of the Commleslon. SO/12/05. 
Ip 07357:063. 


901215013B Taruard* corrments on B01134 revised draft order being 
prepared for fiSLD re future of facilitv Order should eiplain 
uKg hearings are being held.h'RC should declare intention to 
reconsider question of interim operation in <7une 1981. 

HGLT.iJ. Public Interest Research Group. New York. 90/12/10. 5pp. 
07241 : 161. 


--8012150140 Cojnmenks on NRC 800530 order establishing informal 
proceeding to define scope of ASLB adjudication re UCS 
petition 4i criteria far f ac » l i tg. Cr I ter la for decisions 
should be in terms of uarst-casa accidents. 

HOLT. J. Public Interest Research Oroup^ Neui York. 90/09/26. 9pp. 
07241: 166. 


G012290236 Status rept racommend i ng no action be taken In Hudson River 
power plant case re closed cgcle cooling sgs pending further 
filings b<^ parties. Cert i f i cate of Svc end. 

MOOaE.J. E. Hearing Branch 2. 90/12/22. 5pp. 07341:141. 


H. Qsnerat correspondence 


0012040371 Opposes continued operation of facillti/ re recent findings 
q# rust on inner 4: outer letters of vessel resulting from 
Saline River acc i dent. Requests name be added to mailing list 
to receive info re emergencv procedures t public hearings. 

HACKUi.TY. J. J. Affiliation linlnown. BO/lO/25. Ip 06915:001. 

6012030/03 Urges permanent shutdown of fac i 1 i t i es. Shutdown costs should 
be assumed bg util<not consum-ers. 

QALLiL. K. Affiliation Unknown 90/11/24, )p. 06506:003. 


B012030710 Urges that facilities be shutdown 8. that customers not pag 
for util disastrous mistakes which could pose potential 
danger to public health 4: safetg 

WEQER.M.3. Affiliation Unknown 00/11/24. Ip. 06596:003. 


eOl20306SO Espressos concern on. nuclear energy. Con Ed i PASiNV should 
be refused permission to resume facility operations until 
safety hearings have been held. 

CONSTUiUL Affiliation Unknown, S3/U/25. Ip 06596:003. 


8012030695 Request* that correspondence re facilities ie directed to 
JD O^Toote 

0 'TOOLE. J. 0. Consolidated Edison Co. of New York. BG/11/25. Ip. 
G7151: 237. 


2012040375 Opposes continued operation of facility until promised 
safety hearings re recent accidents at plants. 

KUNO.h. J. Affiliation Unknow-n. BO/ll/25. Ip. 07159:170 


Q0120404&1 Urges immediate establishment of firm natl policy to 
prohibit plant siting near dei%sely populated areas. Protests 
ASiAB ruling to consider plant location after const Cites 
negative factors re nuclear const near Lake MI. 

BUSHEni.J. Indiana. Stats of. 90/11/25. Ip 07158:101. 


J2030254 De.rands facility be shut down & that Util bear cost. 
SALt.H-L, Affi 1 iatxon Unknown 0O/1J/26- Ip. 06586:003. 


B01S030715 Requests that facilities be permanently shut down. 
ANCOLCSEiO. Aff 1 1 iation Unknown. 90/12/01. Ip. 06586:003. 


0012030716 Requests that facilities ba permanently shut down to prevent 
further accidents. 

BELOTTtrM. Affi I iation Unknown. 80/12/Of. Ip. 06586:003. 


9012110639 Requests that NRC revoke util OL because of negligence in 
operating proc eduras. Ertensive tests should be made to 
determine damage or contaminatl on of environ. All wastes must 
be suficientlg shielded. 

WEI85.E. Affiliation Unknown. 80/12/03. 2pp. 07223:833. 

9012150181 Urges revocation of util license complete shutdown of 
facilities in light of saltwater leakage L seismic location. 
UEtSStE. Affiliation Unknown 80/12/03. 8pp. 07840:357. 


8012160441 Comments on Inept operation of facility. 

DUrFEC.R. Affi I lation Unknown, 80/12/03, Ip. 07243:356. 

8012110625 Requests that NRC refuse to restart plants until after 
safety hearings have been held re water leak. 

HIEUE. A. Affiliation Unknown. BO/12/04, Ip. 07107:001. 

8012290043 Forward* constituent J Barrows 901110 Itr re 901017 
discovery of water in reactor b I dg. Requests response. 

EMERYi 0. F. House of Rep. i Armed Services, 90/18/04. 2pp, 
07309; 001. 


6012150169 Submits petition to shut down reactors pending full 
investigation of safety issue* 

* Westchester Peoples Action Coa 1 1 tion- Inc. 90/12/12. ip, 
07240: 024. 


6012290023 Request* Commission deny utils permission to resume 
Operations pending full investigation of safety issues to be 
adjudicated during forthcoming hearings 

LENAHAN.E. . LOTOCKI.D., BAKER, EH. Aff i I iation Unknown, 0O/l2/i9. 
ip. 07344:216. 


0O123OOOS5 Requests that Commission deny utils permission to resume 
operation of facilities. 

SETO.M.. CARTER. D. . PESTCDE. 8. Af f 1 1 iat ion Unknown. 80/12/23, 2pp. 
07356: 191. 


O. Advisory Committee on Reactor Safeguards reports 6 correspondence 


6012020069 Summary of Subcommittee on Class ? Accidents 000702 meeting 
in Ir.g leucod, CA re possible mitigation features. 

» ACR5 - Advisory Committee on Reactor Safeguards. ^00/09/17. 8pp. 
07147:237. 


P. Operating license stage documents & correspondence 


6012020753 Forwards seismic qual if 1 cations of auriliarg feedwater sys 
in operating PNRs 6 describes program NRC is undertaking 
to review capability of operating PURs to remove decay 
heat following earthquake. 

EISENH'JT* 0. 0. Division of Licensing. 80/10/21. 4pp. 


6012160050 Ltr to operating plant llcenseesiOL applicants & CP holders. 
Forwards N<JREO-0737 re TNI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
End 1 imp lamentation dates will be net. 

ElSEUHUTr D. G Division of Licensing. 00/10/31. 7pp. 


9012220563 Ltr to all power reactor licensee* forwarding NUftE0-0619i 
'‘Bk'R Feedwater Notile t Control Rod Drive Return Line 
Noiile Cracking.” Confirmation that implementation dates 
will be met must be sent within 45 dags.N/o end. 

EtSENHUT, D. C. Division of Licensing. 00/11/13. Ip. 


8012090597 Forwards Amends 20 ?< 65 to Licenses DPR-5 Ik DPR-26r 
respectively & notice of issuance L ava i lab i 1 i ty . 

VAROA. S. A. Operating Reactors Branch 1. 80/11/10. 4pp. 07106:340. 


—0012000593 Amends 28 t 65 to Licenses DPR-5 DPR-a6i respec ti vely , 

adding requirements to maintain safeguards contingency plan 
4: to follow guard training t. qualification plan within 60 
dags of commission approval. 

VARGAfS A. Operating Reactors Branch 1. 00/U/lQ. 4pp. 

07186:344. 


>0012080 593 Notice of issuance U availability of Amends 20 65 to 

Licenses DPR-5 4: DPR-26, respec ti vely. 

VARCAiB. A Operating Reactors Branch I. 00/11/19. 2pp. 
07186:348. 


8012160296 Discusses analysis performed for loss of main feedwater. 
Results demonstrate that reduced auxiliary feedwater flow 
rate profile of 300 gpm for first 10 minu te s, f o 1 1 owe d by 
400 gpm will satisfy auxiliary feedwater design basis. 

O'TOOLE* J,D. Consolidated Edison Co. of New York, 90/11/26. 3pp, 
07263: 146. 
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6012100409 Respond* to NftC 800905 request for documentation re actions 
taken to satisfy TMI action plan Item 1 1. K. 3. 9. Deri vative 
action has been removed from control Ler. Mo derivative 
function associated iif/PGRt.^ 4S6 exists. 

□ "TOOLE, J.D, Consolidated Edison Co. of New York. 00/12/01. Ip. 
07210:308. 


8012090281 Confirms status of steam generator tube examination program 
for current refueling & malnt outage. Evaluations based on 
profllometr^ to justifi/ not plugging tube will be submitted 
for approve 1. Steam generator tube examination program end. 

O'TOOLE, J.D. Consolidated Edison Co. of New York. GO/12/OS. 2pp. 
07201: 004. 


-**8012090282 Steanr generator tube examination program for 19a0'-ai 
refueling U malnt outage. 

« Conso 1 idated Edison Co. of Neu York. 80/11/30. Hpp. 
07201:086, 


0012220485 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revlsed Agreement State burial site cond i t 1 ons. Forwards 
results of IE survey, 

DENTDNi H. R. Office of Nuclear Reactor Regulation, Director. 
90/12/04. 2pp. 


— 0O1282O&O& Forwards tabulation & summary of IE survey on low level 
waste at 91 reac tors , Lour level waste storage facilities 
have been expanded at 37M of reactors surveyed ur/7rx 
planning or considering increasing storage capacity. 

HANOARTiR.L. Effluent Treatment Systems Branch. 80/11/06. 8pp. 


8012290315 Expresses opinion that RCSrW/mods described In WCAF-9it7i 
could withstand effects of asymmetric LOCA loads. Detal led 
safety evaluation Is forthcoming. 

VAROArS, A. Operating Reactors Branch 1. 80/12/09, 3pp, 07346:099, 


8012040932 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Mater Leakage Inside Containment." Written response 
required. Requests Info on manpower expended. 

ORlERiB. H. Region h Phi ladelph la. Office of the Director. 
80/11/21, 2pp. 07169:144. 


80120S0546 Forwards Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

ORtERi B. H. Region 1, Philadelphia, Office of the Director. 
80/1 1/24. Ip. 07174:032. 


8012180391 Forwards IE Investigation Rept SO-247/00-19 1 lE Mgt Meeting 
Ropt 50"247/eO-19A on 801022-1121. 

GRIER, D.H. Region 1, Ph t ladel ph ia, Office of the Director. 

00/12/04. 2pp. 03794:077. 


—8012180353 IE Investigation Rapt 50-247/80-19 on B01022-U21. 
Noncompliance noted : fai lure of nuclear safety committee to 
review potential safety haiard* prior to reactor startup. 
MARTIN, T.T. Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. REOELawSKl. T. A. . H100IN3,J.C, Region 1, 

Ph 1 ladelph ia, Office of the Director. 80/11/28, n2pp. 
03794:079. 


—8012180357 IE Mgt Meeting Rept 90-247/80-1 9A on 801203- Major areas 
d Iscussed: add 1 Info not previously made available to NRC 
investigation team re maint work requests, fai lure analysis 
rept & proposed Tech Epees. 

ALLAN, J. II, HIGOINS, J. C. . KISTERiH. B. Region 1. Philadelphia, 
Office of the Director. 80/12/04 14pp. 03794:188. 


8012300087 Discusses IE insp on 001022-1121 ^ forwards notices of 
violation t: proposed Imposition of civil penalty U notice of 
deviation. 

6TELL0, V. Office of Inspection tc Enforcement, Office of the 
Director. 80/12/11. 3pp. 07336:193, 


Q. Inspection reports, IE Bulletins i: correspondence 


8012300001 Forwards IE Insp Rept 50-247/80-09 on 000629-0823. No 
noncoirpl iance noted. 

BRUNNER, E. J. Region 1, Ph i lade Iph la, Reactor Operations Nuclear 
Support Branch. 00/10/21. 2pp. 07356:069. 


*6012300003 IE Insp Rept 90-247/80-09 on 800629-0823. No noncompliance 
noted. Major areas inspected ; shi ft logs records, physical 
security i. verification of raduaste lys controls 
implementation. 

KI6TER,H. Region i, Ph i lade Iph ia. Reactor Operations Nuclear 
Support Branch. RE0ELOM8KI, T. , KENNY, T. Region 1, Philadelphia, 
Office of the Director, 80/10/17, ilpp. 07356:071. 


6012170367 Forwards IE Info Notice 8O-30i “Cracking in Charging Pump 
Casing Cladding. ” No written response required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
80/10/30, ip. 07269:040. 


8012120080 Forwards IE Bulletin 80-21, “UaWe Yokes Supplied by Malcolm 
Foundry Co, Inc. “ Written response required. 

GRIER, B.H. Region i, Philadelphia, Office of the Director. 

60/11/06. Ip. 07230:262. 


—8012300091 Notice of violation ^ proposed imposition of civil penalty 
In amount of 4210,000 for item of noncompliance noted In IE 
insp on 601022-1121. 

Office of Inspection fi- Enforcement, Office of the Director. 
80/12/11. 9pp. 07336:196. 


— 8012300097 Notice of deviation from Insp on 001022-1 121. Norcomp I lance 
noted: containment sump pump float rods not attached or 
guided on 801017-20, caus ing pump inoperability, 
a Office of Inspection Enforcement, Office of the Director. 
80/12/11. Ip. 07396:205. 


8012310096 Forwards notice of violation I; proposed imposition of civil 
penalty tt notice of deviation based on NRC 801022-1121 
investigation of 801017 event re leakage in fan cooler unit 
resulting in sve water flooding of reactor vessel pit. 

STElLQiV. Office of Inspection Enforcement, Office of the 
Director. 00/12/11. 3pp. 07371:164. 


— 0012310102 Notice of violation It proposed ImpositiHon of civil penalty 
based on NRC 001022-1121 Investigation of 001017 event re 
leakage in fan cooler unit resulting in water flooding of 
reactor vessel pit- 

STELLOrV. Office of Inspection 6 Enforcement, Office of the 
Director. 80/I2/il. 9pp. 07371:167. 


8012190369 Informs util of issuance of new NRC personnel identification 
badges, effective after 801 130. Example end. 

MARTIN, (1. J. Region 1, Ph i ladelph ia. Safeguards Branch. 00/11/06. 

2pp. 07206:131. 


—8012310106 Notice of deviation from insp on 801022-1121. 

« Office of Inspection Enforcementi Office of the Director, 
80/12/11, Ip. 07371:176. 


8012030772 Forwards IE Info Notice 80-40, “Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuri xation. “ No written response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director. 
80/11/07. Ip. 07190:292. 


8012060947 Forwards IE Info Notice 80-41, "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Basse Unit 1. “ No 
response required. 

GRIERj B. H. Region 1, Phi lade Iph ia. Office of the Director. 

80/11/10. Ip. 07183:047. 


8012300104 Discusses IE insp on 000924-25 ^ forwards notice of 
violation h notice of proposed imposition of civil penalty. 
STELLOfV. Office of Inspection ?». Enforcement, Office of the 
Director. 00/12/19. 2pp. 07356:231, 


— 8012300109 Notice of violation from insp on 000924-25. NoneompUance 
noted: procedure changed w/o NRC approve 1 , render ing automatic 
startup feature of containment spray tys inoperable 6 
reducing margin of safety. 

a Office of Inspection 6 Enforcement, Office of the Director. 
80/12/19. 2pp, 07356:233. 


6012040066 Forward* IE Bulletin 80-23, ''Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. •' Requires estimate of 
manpower associated w/corrective actions. 

ORIER,B.H. Region 1, Ph i ladelph ia. Office of the Director. 
0O/it/14. Ip. 07157; 203. 


8012220618 Advises that written response is required to IE Bulletin 
90-23, "Failures of Solenoid Valves llfg by Valcor 
Engineering Corp, " First paragraph erroneously stated no 
written response required. 

GRIER, B. M. Region 1, Philadelphia! Office of the Director. 
80/11/19. Ip. 07308:397. 


— 8012300113 Notice of proposed imposition of civil penalty in amount of 
95,000 for item of noncompl lance noted in IE insp on 
800924-25. 

a Office of Inspection fc Enforcement, Office of the Director, 
00/12/19, ip. 07396:235. 


R. Periodic operating reports U related correspondence 


0012160476 Forwards data specified in Section 401 Certification for 
Nov 1980. 

MONTI, N. A. Consolidated Edison Co. of New York. 80/12/10. 16pp. 

07263:114. 
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S012S2039? Forwards tabulation of daiig record of #i-»h collections for 
Nov t780.Dail<j species code list count <tc total uei'ght encl. 

Q'TOOLE* J. &. Consolidated Edison Co. of Meu Yort. S0yi2/15. 5pp. 
07304: 105. 


— B012390S07 Discusses tt forwards redrafted 60118^ order clarift 
co.ii:i^iss loner reso lutloos. Excerpted Itr to EL Jordan 
BICKWIT*L. Office of the General Counsel. SECY-A- 80 - 179 D. 

60/12/11. 21pp. 


8012330303 Forwards monkMg operating rapt 
O'TOQLEiJ, D. Consolidated Edison Co. of 
D731 0.067. 


for Mov 1980. 

Neu York. 00/18/15. Ip, 


— 801323{>30£> honthlg operating rept for Wdv 1900. 
ElCHrE. Consolidated Edison Co. of Neu York. 
07318: 068 


aO/12/tt. 9pp. 


U. Congress lonal/Eiecutive Correspondence 


B012050366 Forwards q,uestions re 801017 shutdown 
major leak in tecondarg cooling sgs. SubseikuBtit 
indicate incident may be more serious than bel 
independent Ini^uiry ini ttated. Responses reques 
FINK. S. I KQPPELLiO. New York. State of. flO/l 


following discovery of 
events 
leved tt 

ted by 801231. 


S. Reportable occurrences* LERs fc related correspondence 


DOCKET 50-249 DRESDEN NUCLEAR PDVJER STATION. UNIT 3 


0012100239 PNS-I-'B0-24: on SOlllS. I3t> Precinct. NY City Police Dept 
received phone call from anonymous person threatening to 
bomb Con Ed sys. Licensee notified all sta t ions. Bomb search 
procedures initiated w/o results. 

JONLB.E-* OEULIN.J. Region 1. Phi ladel ph la. Office af the Director. 
60/11/19. 2pp. 07218:894. 


8012030564 Nonroutine 30-day rept: on 801&24. wh i 1 e in cold shutdown 
< ond i ti cn I ai 1 collected tn 5 ft elevation conventional plant 
sump &: w/uater from sump, was automatlca 1 ly pumped Into 
circulating water discharge canal. 

O'TOaLErJ. D Consolidated Edison Co. of New York. BO/11/20. 3pp. 
07140:069. 


6012040307 Monrootine 30-day rept: on BO1024. during cold shutdown 
q ondi tion. o» 1 collected in conventional samp £i appror 4 
gallons were pumped into river. Caused by maint activities 
on iS-ft e 1 eve ti on. Sump pump shut L oil removed. 

O'TOOLE. J.D. Commonwealth Edison Co. 0O/U/2O. 2pp. 07157:269. 


8012080444 Forwards revised LER B0-O10/04X-1 . 

□ 'TOOLE. J.D. Consolidated Edison Co. of New York. 00/11/20. Ip. 
07186:316. 


— 8012030450 
informed 
eittscded 
dl sposal 
KARP. F. 8. 


Revised LER aO-OlO/04X-l : on B00910.. Te 1 edyne Isotopes 
util that activity -of leafy green vegetation sample 
10 times historical level for site. Caused by 
of Low level matl in sink used for std preparation 

Consolidated Edison Co. of New York. 00/11/20. 4pp. 


071&6: 317. 


T, Hearing transcripts on non-ant i trust matters 


F. Sscurityr rtisdlcol* emergency h. fire protection plans 


0012040010 Forwards interim IOCFR50. 40 suspending completion dates for 
fire protection mods. effective upon 801029 publication In 
45FR71 569. Rule will be superseded by revised rule when 


effective. 
ElSENHUTrO. O, 


Division of Licensing. 80/11/07. 


3pp. 07132:083. 


8012020167 Discusses planned mods to emergency notification sy# & 
health physics network. NRC will pay for installation of 
output jacks to provide capability for adding one-way 
speakers. N/o encl health physics network manual. 

KEPPLER. J. 0. Region 3/ Chicago. Office of the Director. 60/11/19. 
2pp. 07148:202. 


8012150126 Notifies that 800421 Revision fi to facility s 
unaccaptab I e. Sped f ic changes must be properly identif 
plan resubmitted. 

IPPOLITO* T. A. Operating Reactors Branch 2. 80/11/19. 

07241: 178 


ecur ity 
led & 

3pp. 


plan it 


8013120576 Resubmits security plan revisions, in response to NRC 000910 
t 1119 Itrs.Plan withheld from public disclosure (ref 
lCfCFR2. 7901. W/o end. 

ABEL. J. S. Co.T-ronwea 1 th Edison Co. 00/12/08. Ip. 07227:292. 


0. Adjudicatory correspondence 


8012020601 Request for reconsideration of A6LB 
continuance or. al ternatively* f or certificati 
Commission. Certificate of Svc encl. 

MURRAViH. J. Illinois. State of. BO/ll/26. 


B0113(^ order granting 
on to 

4pp. 07147:271. 


80121S0026 Forwards statement re 001017 malfunction. 
Statenent was intended for presentation at WRC SOI 


at facill 
105 publl 


ty. 


hearing. 

TODORQVICH* N. h. Scientists 6 Engineers for Secure Energy. 
Ip. 07240:352 


00/11/07. 


—8012150023 Statement re 801017 malfunction at facility. 

a Scientists fc Engineers for Secure Energy. 80/11/05 Ip. 
07240:353. 


— 8012150030 Commends V Stello for accomodat i ng 
hearing. 

WTLNER.K C. Affiliation Unknown. 80/11/07. 


speakers at 801105 public 
ip. 07240:354. 


6012170669 Forwards Director's decision under 10CFR2. 206 ii FR notice 
denying B01024 petition to shut down fac i 1 i ties. pend Ing 
installation of required scram discharge vol monitoring 
equipment. 

OENTCN.H. R. Office of Nuclear Reactor Regulation. Director. 
80/11/26. Ip. 07269:216. 


— 8012170678 Director's decision under 10CFR2. 206. deny Ing Pollution |i 
Environ Problems. Inc 801024 petition to shut down 
fac ilitles. pending installation of required scram discharge 
vol monitoring equipment. 

DENTONrH.R. Office of Nuclear Reactor Regulation. Director. 

80/ i 1/26. 7pp. 07269:210. 


B012120365 Transcript of 801126 public meeting in Wash ing ton. DC ra 
instructions to ASL8 on facility proceeding. Pp 1-39 
a CofflTxi ss i oners . G0/J1/26. 39pp. 07236:324. 


—8013120373 Fori-ards draft order reflecting divergent positions on 
certain questions ra principal focus of adjudication. 
filCKNlT.L- Commissioners. SECY-A-eD-l79C. 00/11/26. I4pp. 
D7337: 003 


13120200 Transcript of ACRS 24Bth general meeting on 8DI205 in 
Wash Ington. DC re waste mg t activities & operating eiperlence 
at Indian Point Unit 2. 

a ACRS “ Advisory Committee on Reactor EaFeguards. 00/12/05. 
304pp. 07187:001. 


8012290493 Transcript of 801215 public meeting in Wash i ng ton. DC re ASLB 
ins trac tions. Pp t-54. 
a C DT.ml ss lone r t . 00/12/15. d6pp. 


— 8012290501 Responds to commissioner 301136 request re assessment of 
one-hearing vs two-hearing approach implications on safety 
issues' adjudication. 

BICKlIlTfL, CfficB of fcho General Counsel. SECY-A-8D-I79E. 
80/12/12. 3pp. 


— 6012170693 Notice of Issuance of Director's decision under lOCFn2. 206. 
denying Pallution U Environ Proble.^s B01024 petition. 

CASEfE. 0. Office of Nuclear Reactor Regulation. Director. 

80/11/26. 3pp. 07269:325. 


0012300324 Forwards applicant motion to strike intervenor. State of 
iLi cross-examination of ML Wohl. app 1 icant brief in 
support of motion to strike & applicant corrections to 
801119-21 hearing transcript. 

FITZOIBSONS. R. Isham, Lincoln 1 Beale. 80/12/01. Ip. 07357:118. 


— 8012300333 Motion to strike cross-examination of ML Wohl by intervenor 
State of IL. Cross-examination has no relevance to 
intervener Contention 6 re accident consequences considered 
in FSAR.SER L FE3. 

STEPTOE. P.F. Commonwealth Edison Co. 8TEPT0E. P. P, Isham# Lincoln 
1 Oeala. 80/12/01. Ip. 07357:119. 


— B012300341 Brief in support of applicant motion to strike 
cross-examination of (iH Wohl by intervenor . State of IL re 
Contention 6. Supporting documentation & Certificate of Bve 
encl. 

STEPTOE.P, P. Commonwealth Edison Co. STEPTOE# P. P. Isham. Lincoln 
6 Deale. 80/12/01. t4pp. 07357:120. 
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— B012300345 Correction* to transcript 0/ 601119**21 spent fool pool 
mod heerinfs in MorrlSflL. 

♦ Gommonuiodlth Edison Co. 80/12/01. t0pp. 07357:134. 


8012110540 Forwards Olympic Associates checklist documents re Leckenby 
audit per 801118 renuest. Internal Nuclear Svc* Corp audit* 
req.uetted 80l203rrt Lasalle work Is being located. Re la ted 
correspondence. W/o end. 

FI rZOIBBDNS* R. Ishaeii Lincoln 4: Beale. 00/12/03. Ip. 07222:359. 


6012S906S9 Response in opposition to State of IL 801126 motion for 
reconsideration of A8LB decision to grant continuance or* In 
alternative* for certi f Ication. Cert if Icatlon should not be 
granted for scheduling matters. Certi ficate of Svc encl. 

STEPTOE. P.P. Commonwealth Edison Co. STEP TOE* P. P. Isham* Lincoln 6 
Beale. 80/12/10. 6pp. 07333:082. 


8012300090 Response In opposition to applicant motion to strike cross- 
examination of KL MoM.Uohl testimony shows that NRC did 
not consider multiple failure analyses in 8ER. 

FAHNERiT. C. * ttURRAV* M. Illinois, State of, 80/12/10. Spe 
0735‘>: 007. 


—8012300093 Draft, '‘8ys Interaction i Single Failure Criterion,*' AO0 A. 
Certificate of Svc end. 

» HHB Technical Associates. 80/11/30. 21pp. 07339:013. 


8012160332 Notifies that 801203 request for "Internal Audit of La Salle 
Pip# Stress Analysis Support Design (8AR-03031 — Internal 
Audit Rept 80-3*" cannot be honored. Document Is not relevant 
to spent fuel rack proceeding for facilities. 

STEPTOE* P. Isham* Lincoln Si Beale. 80/12/11, Ip, 07262:009. 


8012170410 Requests refusal of util application to transfer spent 
nuclear fuel rods from Dresden units to Quad City units for 
storage. NRC should hold public hearings. 

» Citliens for Safe Energy. 80/12/11. 2pp. 07269:351, 


8012230284 Order granting NRC motion for extension until 001219 to 
respond to applicant motion to strike State of IL 
crossexamlnatlon of ML Nohl. 

M0LF*J. Atomic Safety and Licensing Board Panel. 80/12/11. Ip. 
07317:362, 


8012300031 Forwards cover page for response in opposition to applicant 
motion to strike cross-examination of ML Nohl. 

MURRAY, M.J. Illinois* State of, 80/12/11, Ip. 07358:342. 


— 8012300084 Cover page to response in opposition to applicant motion to 
strike crost-examlnation of ML Nohl. 

FANNER, T.C,, MURRAY, M. J. Illinois* State of. 80/12/11, Ip. 

07350! 343. 


8012300122 Forwards closeout documents re Nuclear Svc Corp audit of 
Bro*oks 6 Perkins on 791212 «< 13. Applicant will request 
permission from A8L8, during 801218 conference call, to file 
proposed findings of fact on 601222, 

STEPTOEiP.P. Isham, Lincoln V Beale. 00/12/11. 10pp. 07350:300. 


— 8012300129 Corrections to transcript of 801119-21 hearings. 

* Atomic Safety and Licensing Board Panel. 80/12/U. 6pp. 
07350: 3 1 8. 


8012230019 Response In opposition to intervenor 801126 motion for 
reconsideration or certification to Commission re spent fuel 
pool mod. Cert i f 1 ca te of Svc end, 

OODOARD, R. Hearing Branch 2. 80/12/15, 5pp. 07311:103. 


0012290149 Order requesting applicant to file proposed findings of 
fact on or before 801222, intervenors, 8tate of IL, on or 
before 810130 U NRG on or before 810213. 

WOLF, J, F. Atomic Safety and Licensing Board Panel. 80/12/19, 2pp. 
07344:053. 


8012290213 Response in support of applicant 601201 request to strike 
State of IL crossesamlnatlon of ML Wohl.RoIe of ASLB in 
license amend proceeding is limited by scope of contentions. 
Certificate of Bve encl. 

0DDDAR0,R.J. Hearing Branch 2. 00/12/19. 7pp. 07344:253. 


8012310288 Forwards applicant proposed findings of facts per 001218 
telcon. Incomplete sections I, omissions noted. 

STEPTOE, P.P. Ilham, Lincoln Beale. 80/12/22. Ip. 07370:065. 


‘8012310289 Proposed findings of fects. Matter* in controversy include 
cr itical 1 ty f QA, traniportat ion damage, corroi ion, radwaste 
treatment, radiation monitoring accident*. Certificate of 
Svc encl. 

» Commonwealth Ed icon Co. # l*ham. Lincoln Beale. 80/12/22. 
B3pp. 07370:066. 


8012310419 Order denying 801126 motion for reconsideration of util 
motion for continuance of hearing or al ternative I y for 
cert if icatlon. No merit in contention that requiring further 
evidence adversely affected intervenor case. 

WOLF* J. F. Regulations Division. 80/12/22. 3pp. 07370:190. 


P. Operating license stage documents 6 correspondence 


8012160050 Ltr to operating plant licensees*OL applicants & CP holdors. 
Forward* NUREO-0737 re TMI action plan requlremen ts. Requests 
operating reactor licensee confirmation in 43 days that 
End 1 implementation dates will be net. 

EI8ENHUT, D. 0. Division of Licensing. 00/10/31. 7pp. 


8012220358 Ltr to all CP t OL holders for BURs re requirement for 
Implementation of ODYN code for licensing basis calculations 
performed by OE.AppUcahle to all license applications 
proposed amends, includ ing core reloads. 

EI8ENHUT, D. Q. Division of Licensing. 80/11/04. 4pp. 


B012220563 Ltr to all power reactor licensee* forwarding NUREO-0619, 
"BUR Feedwater Notzle S: Control Rod Drive Return Line 
NoizLa Cracking." Confirmation that implementation dates 
will be met must be sent within 45 days. W/o encl. 

BiaENNUT, D, 0, Division of Licensing. 80/11/13. Ip. 


8012100620 Forwards Amends 32,51 St 45 to License* DPR-2* DPR-19 t* 
DPR-23* respectively. Amends 60 it 55 to Licenses DPR-a? & 

DPR-30, respectively U Amends 58 S; 55 to Licenses DPn-39 6 
DPR-4a* respectively . Safeguards contingency plans acceptable. 
CRUTCHFIELD, 0. Operating Reactors Branch 3. 00/11/17. 5pp, 

07271:324, 


—8012100633 Amends 32,51 it 45 to License* DPR-2* DPR-19 & DPft-aS, 
respectively* requiring Implementation of safeguards 
contingency plan. 

CRUTCHFIELD, D. Operating Reactors Branch 5. IPPOLITO, T. A. 
Operating Reactor* Branch 2, 80/11/17. 6pp. 07271:329, 


—8012180671 Notice of issuance of Amends 32, 51 6 45 to Licenses DPft-2, 
DPR-19 6 DPR-2S1 respec tive ly* Amends 60 it 55 to License* 

OPR-29 i? DPR-30, respec tive ly it Amends 58 fe 55 to License* 

DPR-39 it DPR-4a* respec t ive ly re safeguards contingency plan. 
CRUTCHFIELD* D. Operating Reactors Branch 5. 80/11/17. 2pp. 

07271:343. 


8012020091 Confirms 801016 it 17 telcons re util commitments to perform 
well water sampling 4. analysis at location* around site. 

Analyses will be performed fop gross alpha, gross beta It 
tritium. 

DAVI81A. B. Region 3* Chicago, Fuel Facility it Materials Safety 
Branch. BO/I 1/19. Opp. 07140:352. 


8012020301 Forwards tabulation of planned environ qual if I ca t Ion testing 
programs, in response to NRC BOlOOl ltr 

ADEi,J.8 Commonwealth Edison Co. 80/11/26. 4pp. 07148:193. 


0O1211OP74 Forwards Revision 4 to "Licensing Rept, Dresden Nuclear Power 
Plant Units 2 i; 3 Spent Fuel Rack Mod," originally submitted 
w/7805n proposed OL amend. 

UANECEKiR.F. Commonwealth Edison Ca. BO/12/02. 2pp. 07225:173. 


—8012110283 Revision 4 to “Licensing Rept, Dresden Nuclear Power Plant 
Units 2 it 3 Spent Fuel Rack Med. “ 

a Quadrox Corp. QUAD-1-79-234 R4. 80/10/31. 4pp. 07225: 175. 


8012190657 Forward* request for addl info re 800022 rept entitled, 
"Evaluation of 10 Inch Containment Isolation Valves for 
Dresden 2 3 i: Quad Cities 1 it 2. “ 

LAlNAS,0. C. Assistant Director for Safety Assessment. BO/12/02. 
3pp. 07273:290. 


8012100002 Immediate action ltr conflrminy actions discussed in 001204 
telcon re problems w/scram discharge vol level monitoring 
sys. Daily checks of scram discharge vol to be performed 
until operability of monitoring sys demonstrated. 

KEPPLERiJ. 0. Region 3, Chicago, Office of the Director. 00/12/04. 
2pp. 03791:159. 


6012220485 Responds to 800911 memo requesting that Ofe of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement State burial site condi tions. Forward* 
results of IE survey. 

DENTON*H. R. Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp, 


— 8012220506 Forwards tabulation ^ summary of IE survey on low level 
waste at 51 reactors, Low level waste storage facilities 
have been expanded at 37’/i of reactors surveyed w/711i 
planning or considering increasing storage capacity. 

DANOART, R, L. Effluent Treatment Systems Branch. 00/11/06. 0pp. 
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SOiaiSOO&a Application to ame-nd t-itensei DPR-19 & DPR-25i chaHQ >*>9 Tech 
Spet^i Sect iork 3. Q t» UmitlRQ conditions 'for oporation of 
chifflnev gas sampling si^s Class I tc III j*®** 

JATJECEKp R. F. Coinino nuea 1 tK Edison Co. 00/12/05. 2pp. 


07240:331^ 


— B0121S0054 Proposed Tech Specs. Sec t i on 
for operation re chimney gai sampling 
* ConJionueal th Edison Co. 00/12/05. 


3. 3. changing limiting 

syt. 

2pp. 07240:333. 


cond i t tons 


BOiaiaoaM Poriiiards Tech Specs Page 3. 2/4. 2-1 5. Inadvertently omitted 

from util BtiO?ia Itr to rmc. oao 

JANECEKi R F. Commonwealth Edison Co. 00/12/10. 2pp. 0723*. 

—□012120341 Proposed Tech Specs. Page 3. 2/4. 2-lS. Incorporat i ng TMt 
Lessons Learned Ref^ulTemants . 

♦ Commonwealth Edison Co. &0/12/10. Ip. 07236:250. 

B012160136 Responds to KfiC GQ0924 re-iuest re mods fct provision of 
redundant Class IE protection at Interface of »«*'' * *** . 

power supply K reactor protection sys. Insta 1 1 atlon scheduled 
far refueling outages occurring after i^Sl. o^PAo- 244 

»/At4ECEK( R. F. Commonwealth Edison Co. BO/12/ll- 2pp. 0 

eO12l704SB Foruira* r.ipon.. to NBC 801031 Itr rtou.ttlo* e«T.Mri».tiot 
that inf lemintatlon aatot Indlcitoa in NUBeO-0737 will ho 
(net. Ability to meet required dates for major mods is 
coittingent upon hardware availability delivery. aoa 

ABEL. J 6 Commonwealth Edison Co. ao/12/l5. 37pp. 07270:294. 

0012240158 Forwards confirmation that Implementation dates per 
NUflEO-0737 win be met t. justification for . 

Oetifrally. dates ate contingent upon ^ 

delivery, Comments on safety 07323. 001. 

ABEi. . J. 5 Comff'ontaea 1 1 h Edison Co. 90/13/15. 37pp. 


Q. Inspection reports. IE Bulletins i 

0013170510 Forwards lE Info Hotice 80-37. “Containment Cooler Leals t 
Reactor cavity Flooding at Indian Point Unit 2.-' No written 

KSJfj8”oT‘S:ti=n 3. Chic*,.. Qffic. o. th. Dir.chor. 80/10/24. 
ip. 07268:097. 


0013170546 Forwards IE 
on 000908-10. 

REPPUER. J. 0. Region 
2pp. 07267:159. 


IliveiUf.tion fi.ft. 50-237/80-16 U 50-249/80-20 
3. Chicajo. a.fic* cf th» Dirfcloi-, 80/10/24. 


-8012170534 IE lFv..tig4hton B.fl:. 30-237/80-16 (. 50-249/80-20 .6 
800908- 10. Noncompl ianc e noted: two reactor operators 

pKr.U?,“%"'S5SEUi;s:C^k.. SPE59AB0 R.L. «;»»•" f 
Office of the Oireetor, 80/10/23. 41pp. 07269.161. 

0012100589 Forwards IE Insp Repts 50-010/80-19. 50-237/60-21 t 

»iri-3du/art-2S on 300907-1003 4; notice of violation- ... _ t. 

HElSHIiAN. R. F. Region 3. Chicago* Reactor Oparatlons Nuclear opp 
Branch. BO/ll/04. 2pp. 07218:164 


--B0i2l0039l Notice of violation from Insp 

! Region 3. Chicago. Office of the Director. 80/10/31- 

07218: 166. 


Ip. 


0012020743 Forwards three Performance ^PP^****| . ropts 
cngt evaluation tree w/user guide so that 
compare program to program already reviewed 6 male 

appropriate ad justment s, W/o ®ncl. nirector 00/11/10- 

HEPPL^fJ.©. Region 3. Chitago, Office of the Director. 


6012040667 Forwards IE bulletin 80-24. “Prevention of Damage 
Water Leakage Inside Containment.** No written response 

KEPPLERiU. 0. Region 3. Chicago. Office of the Director. aO/ll/21' 






0012080087 Forwards IE Info Notice 00-42, “Effect 

Hydraulic Snubber Fluid. *■ No ‘ fiO/ll/24. 
KEPPLERrO. 0. Region 3. Chicago. Office Of the Director. 


8012170408 Forwerds monthly status rept of evaluations p 
response to IE Bulletin 79-14. “Seismic Analysis for 
As-auilt Safety-Related Piping Sys." No sys * 

u/stress* ettceeding i/2 matl ultimate *^JJ!** 07187:001. 

JANECEK.R.F. Com<ronweal th Edison Co. 80/11/24. I4pp. 

8012290466 Protests civil penalty imposed in 801020 Itr 6 noble# of 
violation. NRC failed to use appropriate enforcement 
criteria In classifying severity o5a35'044. 

REEDiC. Commonwealth Edison Co. BO/li/24. 6pp. 0 


8012270470 Refutes item o# noncamp I iance re two on-duty operator 
alleqeillu found asleep on BOO0OB. Operators were present at 
prescribed stations 6 able to perform all required 
functions. 






8012230223 Forwards new security badge numbers 

Region 3 personne 1. Changes should be entered on Sept 1900 

Region 3. Chicago. Office of the Director. 80/11/25. 
6pp. 07317:001. 


fiOi2l00661 AeV receipt of 800919 response to NRC 800918 Itr requesting 
.rtnJo ?!; 79-14 .va.F.t.on.. Dr,,<r.n 8 0U4d 

Cities responses to Items l 4: 3 unacceptable, since 

‘k* "‘’■•'‘O'-- BO''”'"- 


0012170592 Forwards IE 
Terry Turbine Steam 
required. 

KEPPUER.J. O. Region 
2pp. 07264:286. 


Info Notice 80-29, Suppl Ir/'Broken Studs on 
Inlet Flange.** No written response 

3, Chicago, Office of the Director. 80/11/26. 


0012110602 Act receipt of 801112 
correct violations noted In IE 
50-237/60-19 6 50-249/80-23. 
KIND, J. A. Region 3, Chicago, 
07226: 175, 


Itr informing NRC of steps taken to 
Insp Repts 90-010/00-16, 

Safeguards Branch. 00/12/01. Ip. 


—0012110608 Responds to NRC 801022 Itr re violations noted in IE Insp 
Fapts 30-010/00-11,50-237/80-19 6 50-249/80-23. Correc tl ve 
action withheld <ref 10CFR2. 790). n73?A, 176 

ABELtJ. S. Commonwealth Edison Co. 80/11/12. Ip. 07226.176. 


-0012100597 IE Insp Repts 50-010/80-19. 50-237/60 21 4 
800-907-1003. Moncomp I lance noted: failure to adhere 
program requirements. 

TOkSuE.T.M., JDRDAN.M.J., SPESSARD.R.L, Region 3. 
of the DiTsetor. 80/10/31. 7pp. 07218:167. 


30-249/80-25 on 
to QA 

Chicago. Office 


012090044 Notification of 801209 meeting w/utll in Bethesda, hD to 
discuss acceptance criteria used for evaluation of piping 
sus under review for IE Bulletin 79-14. . .l 

UONOiH. J. Office of Inspection if. Enforcement, Office of the 
Director! 80/12/04. 2pp. 07190:078. 


3012020308 Ac k receipt of 001030 Itr Informing of steps taken to 

correct violations noted In IE Jnsp Repts SO-QilO/eO 14, 

SeS°R.^F," Rciurrciicago. Reactor Operations Nuclear Support 
Branch. eo/ll/io iP 07143:105. 


.-nni2oa0312 Rtipunds to NRC SOlOOe Itr re violations noted in IE Insp 
50-oIJ/SSM4No-237/80-i7 L 50-249/80-21. Correc tiv. 
acfclonsipotentlal radiological consequences to workers 
performing malnt on control rive line pump 

AflELiJ.S- Commonwealth Edison Co, 60/10/30. 3pp. 07143.106. 


8012290498 Confirms 801 ILO telecopy 
to 001020 notice of violation it pr 
penalty until 801124. 

ABEL, J. S. Commanwea 1 th Edison Co. 


requesting ecteniion for response 
oposed imposition of civil 

00/11/12. 2pp. 07339:040, 


9012230065 Responds to IE Bulletin 00-21, “Valve Yokes Supplied by 
Malcolm Foundry Co, Inc.** No valve parts bV Malcolm 

Foundry planned for use or in use at ^«i|ibUs. 

RAVSCH* T. J. Commonwealth Edison Co. 00/12/05. 2pp. 


07311:001. 


0012190210 Forwards third bimonthly status rept on IE Bulletin 79-OlD 
re environ qualification of Class IE equipment. , ^ , . 

KAYE8.D N Reolon 3, Chicago, Reactor Construction it Engineering 
Support' Branch 80/12/09. 2pp. 07282:108. 


9012310629 Ack receipt of 801123 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-010/80-19, 

50-237/80-21 Ik 50-249/80-25. 

HElBHMANiR.F, Region 3. Chicago, Reactor Operations Nuclear Support 
Branch. 00/12/09. Ip. 07371:052. 


—8012310630 Responds to NRC 001104 Itr re violations noted In IE Imp 
Repts 50-010/00-19,90-237/00-21 h 30-249/80-29. Corrective 
actions: cleaned areas $: removed combustible matl. 

ABELj J, 8. Commonwealth Edison Co. 80/tl/2S. 4pp. 07371:053. 
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801S24042? Arfdl responvt to FOIA rec^uofit for documonts r« iffiposition of 
civil pena 1 t i • s< NRC requests for congressional authori lation 
for more severe penalties & responsibilities & bebavlor of 
nuclear plant operators. Foruards investigation rapt. 

FELTOMi J. n. Division of Rules and Records. BO/12/12. Ip. 


—8012240432 « Investigat Ion of Alleged Sleeping Control Room Operators at 
Dresden Nuclear Power Stationi Karr is* IL> BOOBOB. ’■ 

CUMf1lN0S» J. J. Office of Inspector 1 Auditor. 00/09/17, 34pp. 


BOlSBOOllS Discusses IE insp on 800723 U forwards notice of violation & 
notice of proposed imposition of civil penalty. 

BTELUO.V. Office of Inspection it Enforcement* Office of the 
Director. 60/12/19. 2pp. 07396; 2S3. 


--8012300124 Notice of violation from insp on 600723. Noncomp I iance noted: 
waste mail delivered In improper packaging w/no provision 
for securing lid. 

« Office of Inspection & Enforcement* Office of the Director 
60/12/19. Ip. 03610: 174. 


—6012300130 Notice of proposed imposition of civil penalty in amount of 
14*000 for item of noncomp Uance noted in IE Insp on 800723. 

# Office of Inspection 4; Enforcement* Office of the Director. 
80/12/19. Ip. 07396: 296. 


R. Periodic operating reports U related correspondence 


B0I2160419 Forwards monthly operating repts for Mov 1980. 

aCOTTr D. J, Commonwealth Edison Co. 60/13/08. Ip. 07294:124. 


— 0012160420 Monthly operating repts for Nov 1900. 

CIESZKIENICZr 8. Commcnwealth Edison Co. 60/12/01. 15pp. 

07294: 129. 


S. Reportable occurrences* LERs 4: related correspondence 


B012040270 Act receipt of 601030 Itr re investigation of alleged 
release of rad ioac tlvely contaminated water. Requests addl 
info on conclusions that flowpaths u/exccst background 
levels have not are not transporting contaminated water. 

KCPPLER* J,.0. Region 3i Chicago* Office of the Director. 80/11/14. 
2pp. 07162:339. 


—0012040333 Responds to Sept 1960 allegations re release of contaminated 
water Into environ. Investigation noted no detectable threat 
to public 4( Insp ravealed no discrepancies which could 
result in leakage. Foruiards detailed summary of rosults. 

REED*C. Commonwealth Edison Co. 80/10/30. 6pp. 07162:337, 


00120^0903 Forwards LER 00-04 1/03L-0. 

SCOTT* D.J. Commonwealth Edison Co. 80/11/20, Ip. 07149:263. 


—0012020991 LER 00-041 /03L-0: on 801027* isolation valv# 3-1301-20 in 
Isolation condenser vent to main steam line found closed V 
incperab le. Caused by open conductor In neutral side of power 
source to valve operator. Side jumpered to redundant sys. 

BEROAN*0. Commonwealth Edison Go. 60/11/17. 2pp. 07149:264. 


T. Hearing transcripts on non-ant i trus t matters 


8012010918 Transcript of 801119 hearing in Morris* IL re spent fuel pool 
mod.Pp 73-270. 

a Atomic Befety and Licensing Board Panel. 60/11/19. 200pp, 

07093:314. 


0012020614 Transcript of 601120 hearing in Morris* IL re spent fuel 
pool mod.Pp 271-903, 

P Atomic Safety and Licensing Board Panel. BO/U/20. 390pp. 

07131:197. 


6012080030 Transcript of 801130 hearing evening session* in Morris* IL re 
spent fuel pool mod.Pp 904-973 

a Atomic 6efety and Licensing Board Panel. 00/11/20. 69pp. 

07160:222. 


8012010923 Transcript of G01121 hearing in Morris* IL re spent fuel pool 
mod.Pp 571-721, 

* Atomic Safety and Licensing Board Panel. 00/11/21. 199pp. 

07093: 199. 


8012300324 Forwards applicant motion to strike intervenor«8tate of 
IL* cross-examination . of ML Woh 1# app I leant brief in 
support of motion to strike & applicant corrections to 
801119-21 hearing transcript. 

FITZOIBBONS, R, Isham* Lincoln 4: Beale. 00/12/01. ,lp. 


— B012300345 Corrections to transcript of 001119-21 spent fuel pool 
mod hearings in Morris. IL. 

* Com^nonweal th Edison Co. 60/12/01. IBpp. 


6012290406 Forwards NRC proposed corrections to transcripts of 
B01I19-21 hearings. 

GODDARD* R.J. Hearing Branch 2, 80/12/10, Ip. 07336:302. 


— 8012290412 Proposed transcript changes. Cert i ficate of 3vc encl. 
* Atomic Safety and Licensing Board Panel. 60/12/10. 12pp. 

07336: 303. 


DOCKEI 50-290 TURKEY POINT PLANT. UNIT 3 


F. Gecurity* medical* emergency 6 fire protection plans 


0012090190 Informs of Interim 1CCFR90. 46 suspending completion dates 
for previously approved fire protection mods. Revised 
10CFR90. 48 will contain schedules for completion of all fire 
protection mods. 

EISENKUT* D. G. Division of Licensing. 60/11/17. Spp. 07179:025. 


6012040065 Forwards info re security plan. Info withheld <ref 
tOCFR2. 790 J. 

UHRIO, R, E. Florida Power 4* Light Co. 80/11/26. Ip. 07170:065, 


80120S0213 Releases public version of util emergency plans. 
FELTON* \I. II. Division of Rules and Records. 00/12/05. Ip. 
07189:294. 


— 8012080220 Forwards public version of util emergency p Ians* Revision 5, 
UHRIG. R.E. Florida Power 4 Light Co. 80/11/07, 2pp. 07109:297. 


— 8012080325 Public version of util emergency p Ians* Revis ion 5. 
^ Florida Power 4: Light Co. 80/10/28. 190pp. 07189:299. 


0. Adjudicatory correspondence 


6018290400 Request that intervenor i. designated experts be allowed to 
enter site to measure* survey * test 4^ photograph based on 
recent & continuing steam generator prob lems. Certificate of 
Sve end, 

CHaNlN*N. OncavagerMark. GHONIN* N. Chonin*N. 80/11/09. 9pp. 
07336: 299. 


8012230047 Notice of Comptroller General 601203 opinion disallowing 
procedural assistance in adjudicatory licensing proceedings. 
Comptroller General 801203 Itr to J Ahearne Congressman M 
McCormack end. 

BONER8/E, 8. Atomic Safety and Licensing Doard Panel. 60/12/16. Ip. 
07311:246. 


6013300916 Response In opposition to Oncavage 601209 motion to permit 
intervenor 4« experts to enter site for insp* measuring U 
tasting property or objects tx for production of documents. 

Entry is Irrelevant. Certificate of Bve end. 

COLLtN.A. Florida Power ^ Light Co. COULrN.A. Steel* Hector it 
Davis. 80/12/24. 17pp. 07360:343. 


P. Operating license stage documents L correspondence 


8013020793 Forwards seismic qual i f ications of auxiliary feedwater sys 
in operating PHRs L describes program NRC Is undertaking 
to review capability of operating PURs to remove decay 
haat following earthquake. 

EISENHOT* D, 0. Division of Licensing, 80/10/21, 4pp. 


8011210443 Forwards request for addl Info generated from review of 
•'Asymmetric LOCA Loading." WCAp- 9628 L 9748, dtd Nov 1979 it 
June 1960* respec t i vely . 

LAINAB.O. C. Assistant Director for Safety Assessment. 00/10/29. 
27pp. 


8013160090 Ltr to operating plant licenseestOL applicants L CP holders. 
Forwards NUREG-0737 re TMI action plan requlrimenti. Requests 
operating reactor licensee confirmation in 45 days that 
Encl 1 imp 1 ementatlon dates will be net. 

EIBENKUT* D. 0. Division of Licensing. 60/10/31. 7pp. 


8013220563 Ltr to all power reactor licensees forwarding NUREG-06l9r 
"Bl/R Feod^uater Noiile 4; Control Rod Drive Return Line 
Naiile Cracking." Confirmation that Implementation dates 
will be met must be sent within 49 days. U/o encl. 

ElBENHUTi D. 0 . Division of Licensing. 60/11/13. Ip. 
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&0t2010i31. rDTU4rdi addl info re generator decontamihot i on 

alternatives uald strength for sealing of steatn generator 
louder assemblies after removal r p er 801110 telcon. Info re 
doses resulting from postulated drop of latier assemblg end, 
UHRIG«R.E. Florida Poujer &■: Light Co. BO/ll/21. Spp. 07091:251. 


8012010091 Forwards in^o re rare L endangered species occurring at 
facility or vlclnltgrln response to 800822 Itr. 

UHfllO.n.E. Florida Power Light Co. 80/11/24. llpp. 07091: 2i3. 


6012020079 Forwards info re air lock leakage testing per 
rof^ues t. 

UHRlOiR.E. Florida Power Light Co. 80/11/26. flpp. 


790312 
07142; 102. 


8012030121 Forwards final rapt on lou fracture toughness 
NRC 800739 Itr.. 

UHRlOrR E. Florida Power & Light Co. 80/11/26. Ip, 


in response to 
06916; 001. 


— S012020129 "Rept on Fracture Toughness of Steam Generator t» Reactor 
Cuolant Pusip Supports. 

* Bechtel Power Corp. (subs, of Bechtel Corp. 1. BO/ll/30. 29pp. 

06916:001. 


8012190069 Forwards Amends 61 iz 52 to Licenses DPR^Ol It DPR*“41p 
respec t i velij flc notica of issuance L availability. 

VAROAfS.A, Cporating Reactors Branch 1. 90/11/28. 3pp. 07279:076, 


--9012190075 Amends 61 U 53 to Licenses OPR-31 L DPR-41. r espec tlve Ig* 
requiring safeguards contingency plan to be fully 
inplemented within 30 days of Commission approval. 

VAHOAiS. A. Operating Reactors Branch I. 80/11/28. lOpp. 

07279: 079. 


— 8012390657 Updated safety evaluation supporting proposed steam 
generator repairs at facilities. 

* Office of Nuclear Reactor Regulation. Director. flO/12/17. 

36pp. 07333:037. 

9012300320 Application to amend Licenses DPR-31 1< OPR 41 aothorliing 
proposed changes to Tech Specs per TNI lessons learned. 

UliRIOrR.E. Florida Power Light Co. 80/12/23. 4pp. 07390:023. 

—8012300334 Tech Spec Pages 3, 3. 3. S. 3. 5 - 2 . 3, 5-4. 4. 1-lr 4 . lOi 6, 3 It 6. 4 re 
containment integr i tij. ac cldent monitoring instrumentation, 
engineered safety features actuation L setpoints, auxi liary 
feedwater $gs U facility staff qualifications 6 training, 
a Florida Power & Light Co. 90/12/23. t2pp. 07390:027. 


0. Inspection raporta. IE Bulletins tc correspondence 


B012180023 Forwards lE Info Notice 80-30. “Cracking In Charg 
Casing Cladding. *• Mo written response required. 

O'^REILLY, J. P. Region 2. Atlanta. Office of the Director. 
Ip. 03790:106 


Ing Pump 
80/10/30. 


8012170422 Forwards IE Info Notice 80-38. "Cracking in Charging Pump 
Casing Cladding. " No written response required. 

O'ReiLLY. J. P. Region 2. Atlanta. Office of the Director, 80/10/31. 
tp. 07264:126. 

8012230063 Forwards IE Circular 00-23. "Potential Defects in Beloit 
Power Sys Emergency Generators. *' No written response 

0'Re1u*yI 0. P. Region 2. Atlanta. Office of the Director. 00/10/31. 
ip, 07313:232. 


— 8012190079 Notice of issuance L availability of Amends 61 6 52 to 
Licenses DPR-31 L DPR-4 1 . resp active 1 y. 

VARGA. Sh A. Operating Reactors Branch 1. 80/11/28. 2pp. 

07279:009. 


0012110626 Forwards IE Insp Rept 90-280/80-32 on 801000 - 10 . No 
noncompliance noted. 

hURPHYrC, E. Reg ion I, Ph i ladel ph ia. Reactor Construction 6 
Engineering Support Branch. BO/ll/03. 2pp. 07226:190, 


9012270463 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/revlsed Agreement State burial site cond t tlons, Forwards 
results of IE survey. 

DENTDf^.H.R. Office of Nuclear Reactor Regulation. Director. 
80/12/04, 2pp. 


—BOIS! 10629 IE Insp Rept 50-230/80-32 on 601008-10. No noncompliance 
noted. ha,for areas inspected ; 1 nstal led equipment w/respect to 
IE Bulletin 79-OlD. ^ 

OIBSONB.T, D. Region 2. Atlanta. Office of the Director 

COMLDH. T. E. Region 2* Atlanta. Reactor Construction 1< Engineering 

Support Branch, 00/11/03. 3pp. 07226:192. 


-—8012220506 Forwards tabulation i. sur-mary of IE survey on low level 
waste at SI reac tors. Low level waste storage facilities 
have been eipandad at 37*/. of reactors surveyed u/7i7. 
planning or considering increasing storage capacity. 

BANGART, R. L. Effluent Treatment Systems Branch. G0/IJ/O6. Bpp. 


0O1229O3i)4 Forwards evaluation of 801007 submission of info 
coola it pump oil collection sys.Sys deemed acceptable. 
VAROArS.A, Operating Reactors Branch 1. 80/12/08. 4pp. 


re reactor 
07349: 234. 


8012110736 Forwards IE Bulletin 00-21. "Valve 
Foundry Co. Inc. " Mrltten response required. 
O-'WEILLV. J. P. Region 2. Atlanta. Office of 
Ip. 07225:211. 


Yokes Supplied by Malcolm 
the Director. 00/11/06. 


8012030266 Forwards IE Info Notice 80-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Oepressur i lat i on " No written response required. 

D'REILUY. J. P. Region 2. Atlanta. Office of the Director. 80/11/07. 
Ip. 07150:117. 


8012290375 Informs that commitments to "Interim Position on 
Purging Venting Fending Resolution of Isolation Valve 
Operab 1 1 £ ty " found acceptable 6 must remain in effect 
pending completion of long-term review 

VARGA. 8 A. Operating Reactors Branch 1. 80/12/09, 3pp. 


Conta Inment 


07345: 181. 


8012080194 Forwards IE I 
in Decay Heat Removal 
response required. 
O'REILLY. J. P. Region 
Ip. 07182:261. 


nfo Notice 80-41. "Failure of Suing 
Sys at Davis 3es$e Unit 1, " No 

2, Atlanta. Office of the Director. 


Check Valve 


80/11/10. 


8012160145 Advises that centa Inment purge valve torque 6 
analysis has been completed by Henry Pratt Co. Mods to 
valve disc openings for Unit 3 comp leted. Mods to Unit 
be completed during current refueling outage. 

UHRIG.ft. E. Florida Power Zt Light Co. 80/12/09. Ip, 


stress 
limit 
4 will 

07262: 066. 


8012040183 Forwards IE Bulletin 60-23. "Failures of Solenoid 
Kfg by Valcor Engineering Corp. “ Requires estimate of 
manpouer associated w/correct i ve actions, 

O'REILLY. J.P. Region 2. Atlanta, Office of the Director. 
Ip. 07138:091, 


Valves 

80/11/14. 


0I229032S Forwards Revision 3 to QA iranual. 
UHRIO.R E. Florida Power & Light Co. 80/12/17. 


07346: 007. 


— B0I2290326 Revision 3 to QA 
s Florida Power Light 


.i>atiuai. 

Co, 80/09/30. 


flVpp. 07346:000. 


6012040477 Forwards IE Bulletin 00-24, "Prevention of Damage Due to 
Natsr Leakage Inside Containment, " Written response 
required, Reques t* info on manpower expended. 

□ 'REILLVi J. P. Region S, Atlanta, Office of the Director. SO/11/21. 
Ip, 07163:339. 


0012240430 Forwards addl Info re distribution sys voltages, in response 
to NRC 800BI9 Ur. Since safety Injection signal initiates 
automatic fast transfer from auxiliary transformer to 
startup transformer, only connection via startup analysed. 

UHRIG. R.E Florida Power & Light Co, 80/12/18. 27pp, 


07328: 105. 


8012000229 Ack receipt of 801020 
correct violations noted In IE 
50-231/80-20. 

MVRPHY. C.E. Region 2. Atlanta. 
Support Branch, 80/11/21. Ip. 


Itr informing NRC of steps taken to 
Insp Ropts 3O-2SO/0O-19 Ic 

Reactor Construction & Engineering 
07181: 213. 


&012290651 Forwards NUFlEG-0743. DES ra steam g 
facilities & updated safety evaluation 
GOLDBERG, a. C. Hearing Branch 2. 80/12/29, 


enerator repair at 
Ip. 07332:339. 


— 0012290655 DES re steam generator repair at faclliti 
* Office of Nuclear Reactor Regulation. Director. 
80/12/31. 4Bpp. 07332:340. 


as. 

NUREO-0743. 


—6012090234 Responds to NRC 800627 Itr re violations noted in IE Insp 
Repts 50-250/80-1^6 50-230/80-20. Reques ts extension of 
compliance date from BOIOIS to 001115 for revisions to fire 
training procedures, 

UHRIO.R, E, Florida Powor 6 Light Co. 80/10/20. 2pp. 07181:214, 


8012000024 Forwards Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

D 'REILLY, J. P. Region S. Atlanta, Office of the Director. 80/11/24. 
tp. 07162:163. 
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8012170312 Forward* IE Info Notlco 60-29, Suppl 1, ’*Brok*n Studi on 
Tarry Turbina Steam Inlet Flange, " No written re«pon«e 
required. 

O'RElLLYr J. P. Region 2, Atlanta) Office of the Director. 60/11/26. 
Ip. 07266: 103. 


601219C067 Notification of 801219 meeting u/utll in BethesdafliD to 
dlicuf* upcoming steam generator inep rept for facility, 
OROTENHUlSi K. Operating Reactor* Branch 1. 60/12/12. 2pp. 

07279:074. 


R. Periodic operating report* & related correspondence 


8012160466 Forward* monthly operating rept* for Nov 1960, 

aCHMIQTiA. D. Florida Power it Light Co. 60/12/06. Ip. 07234:216- 


—6012160466 Monthly operating ropts for Nov 1900. 

CHlLSONiV. T. Florida Power & Light Co. 60/12/06, 17pp. 

07234:217. 


6012160256 Forward* monthly operating rept* for Nov 1960. 

BCHM1DT,A. 0. Florida Power & Light Co. 90/12/06. Ip. 03794:006. 


— 6012160265 Monthly operating rept* for Nov 1960. 

CHILSONrV. T. Florida Power ^ Light Co, 60/12/06, 16pp. 

03794:007. 


S. Reportable occurrencc*r LER* i; related corretpondence 


6012020536 Forward* LER aO“020/03L-0. 

SCHMIDT, A.D. Florida Power Si Light Co. 80/11/M. Ip. 07143:275, 


P. Operating license stage document* ^ correip andence 


B0120207S3 Forward* seismic qua 1 if icatlons of auxiliary feedwater sy* 
In operating PWR* describe* program NRC is undertaking 
to review capability of operating PL'fts to remove decay 
heat following earthquake. 

ElSEfiHuT, D. 0. Division of Licensing. 80/10/21. 4pp, 


6012160050 Ltr to operating plant UcenseesiOL applicant* tt CP holders. 
Forward* NUREO-0737 re TKI action plan requl roment*. Roque st* 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dates will be met. 

ElSENH’JTf D. 0. Oivlslon of Licensing, 60/10/31. 7pp. 


8012220563 Ltr to all power reactor licensees forwardinp NURE0-0619i 
"BWR Feedwater Noitle t; Control Rod Drive Return Line 
Noiile Cracking.*' Confirmation that implementation date* 
will be mat must be sent within 45 dayt.W/o end. 

ElSENKOTi 0. 0. Division of Licensing. 60/11/13. Ip. 


6012010131 Forward* addl info re steam generator decontaminati on 
alternative* Sc weld strength for sealing of steam generator 
lower assemblies after removal, per 801110 telcon. Info re 
dose* resulting from postulated drop of tower aiseinbly end. 
UHfiIO,R.e. Florida Power L Light Co. 60/11/21. 3pp. 07091:251. 


6012010091 Forwards info re rare St endangered species occurring at 
facility or vicinity, In response to 600822 ltr, 

UHRlOrR.E, Florida Power Se Light Co, 60/11/24. llpp, 07091:263. 


8012020079 Forwards info re air lock leakage testing per 790312 
request. 

UHRIO.R.E. Florida Power S, Light Co. 60/11/26. 8pp. 07142:102, 


—8012020544 LER 80-020/03L-0: on BOlOie, periodic test Of RHR pump 3A not 
completed within prescribed time interval. Caused by 
personnel being unaware that 3A 4160-volt bus returned to 
fvc. Schedul ing lys modified. 

PACErP.L. Florida Power 4, Light Co. GO/lt/14. ip. 07143:276. 


DOCKET 50-251 TURKEY POINT PLANT, UNIT 4 


F. Bicurltyi medical, emergency tt fire protection plans 


8012050190 Informs of interim 10CFR50. 46 suspending completion dates 
for previously approved fire protection mods. Revised 
10CFR50. 48 will contain schedules for completion of all fire 
protection mod*, 

EISENHUT, D. 0, Division of Licensing. 60/11/17. Spp. 07175:025. 


6012040085 Forward* info re security plan. Info withheld (ref 
10CFfi2. 790). 

UHRlOiR.E. Florida Power it Light Co. 00/11/26, Ip. 07170:065. 


6012060213 Releases public version of util emergency plant. 
FELTON, J. II. Division of Rules and Records. 00/12/05, Ip. 
07189:294. 


— 6012060220 Forwards public version of util emergency plans, Revis Ion 5, 
UHRlOiR.E. Florida Power Jk Light Co. 00/11/07, 2pp. 07169:297. 


— 6012060225 Public version of util emergency p lane, Revision 5. 
* Florida Power «< Light Co, 80/10/26. iSOpp. 07189:299. 


0. Adjudicatory correspondence 


8012290400 Request that Intervenor designated expert* be allowed to 
enter site to measure, survey, tes t £c photograph based on 
recent 4: continuing steam generator prob lemt. Certificate of 
8vc ancl. 

CHONIN,N. Oncavage,M*rV. CHONIN, N. Chonln,N, BO/U/09. 5pp. 
07336: 295. 


8012020121 Forwards final rept on low fracture toughness in response to 
NRC 600729 ltr, 

UHRIO,R.E. Florida Power ?, Light Co. 60/11/26. Ip. 06916:001. 


— 6012020129 ”Repb on Fracture Toughness of Steam Generator 4e Reactor 
Coolant Pump Supports. " 

a Bechtel Power Corp. (subs, of Bechtel Corp, ). 60/11/30. 2app- 

06916:001, 


6012190069 Forwards Amends 61 6 52 to Licenses DPR-31 it DPR-41, 
respectively 4; notice of Issuance 6 aval lab 1 1 i ty. 

VAROA, a.A. Operating Reactors Branch 1. 60/11/26. 3pp. 07279:076. 


—6012190073 Amends 6t 4t 52 to Licenses DPR-31 ti DPR-41, reepec tlv# ly . 
requiring safeguards contingency plan to be fully 
Implemented within 30 days of Comnission approval. 

VAROA, 8 A. Operating Reactors Branch 1. 60/11/29. lOpp, 

07279:079. 


—8012190079 Notice pf Issuance it availability of Amends 61 U 52 to 
Licenses DPR-31 it DPR-41, respective! y. 

VAROA, 8. A Operating Reactors Branch 1. 60/11/29. 2pp. 

07279: 069, 


8012220485 Responds to 800911 memo requesting that Ofe of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement State burial site conditions. Forward* 
results of IE survey. 

DENTON, H.R. Office of Nuclear Reactor Regulation^ Director, 
60/12/04. 2pp. 


—8012220506 Forwards tabulation 4: summary of lE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 37K of reactors surveyed w/71X 
planning or considering increasing storage capacity. 

BANOART, R.U. Effluent Treatment System* Branch. 90/11/06, 0pp. 


6012290364 Forwards evaluation of 801007 submltflon of Info re reactor 
coolant pump oil collection sys.Sys deemed acceptable. 

VAROA, 8. A. Operating Reactors Branch 1, 60/12/00, 4pp. 07345:254. 


8012230047 Notice of Comptroller General 001203 opinion disallowing 
procedural assistance in adjudicatory licensing proceedings. 
Comptroller General 001203 ltr to J Ahearne 4< Congressman M 
McCormack end, 

BOWERS, 6.8. Atomic Safety and Licensing Board Panel. 80/12/16. Ip. 
07311:846. 


8012300516 Response In opposition to Oncavage 001809 motion to permit 
intervenor 4, experts to enter site for Insp, mcaeurtng 4t 
tasting property or object* 4, for production of documents. 

Entry 1* irrelevant. Certlf Uate of Bve end, 

COLL, N. A, Florida Power 4i Light Co. COLL# N. A. Steel, Hector 4, 
Davli, 00/12/24. 17pp. 07360:343. 


6012290375 Informs that commitments to '^interim Position on Containment 
Purging it Venting Pending Resolution of Isolation Valve 
Qperab 1 1 1 ty" found acceptable 4< must remain In effect 
pending completion of long-term review, 

VARGA, 8, A, Qperatlna Reactors Branch 1, 80/12/06. Spp. 07345: 161. 


6012160145 Advises that containment purge valve torque 4< stress 
analysis has been completed by Henry Pratt Co. Mods to limit 
valve disc openings for Unit 3 campleted. Mods to Unit 4 will 
be completed during current refueling outage. 

UNRIG, R.E. Florida Power 4, Light Co, 60/12/09. Ip, 07262:066. 


6012290321 Forwards Revision 3 to QA manual. 

UHRIG, R.E. Florida Power 4< Light Co. 60/12/17. Ip, 


07346:007, 
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— 0Ol329ft326 R«vt«ion 3 to QA manua J . 

•* Florida Power t Light Co. eO/OT/^O. 


07346:008. 


— 0012000234 Respond* to hWC 800627 Itr ro violations n 
Repts SO-230/BO’'l? 90-250/00-20, extinslo 


8012240430 Forwards addl info re d istr i button sy« voltages. in response 
to MRC 800019 itr. Since safety injection signal Initiates 
automatic fast transfer from auxiliary transf armor to 
startup transformer I onl y connection via startup 

OHftiOtR.E. Florida Power & Light Co. a&/t2/l8. 27pp. 07329:105. 


fi01229065L Forwards NUBEO-0743. DE9 re steam genarator repair at 
facilities 6 updated safety evaluation 
GOLDDfrtO, 8 , C . Hearing BtancK 2. 80/12/22. Ip. 


07332; 339. 


— 8012290653 1>E9 re steam generator repair « ^ 

< Office of Nuclear Reactor Regulation. Director. NURE© 0743, 
80/12/31. 4app. 073d2;340, 


-S012290657 Updated safety evaluation supporting proposed steam 
generator repairs at facilities. tan>*r»/n 

♦ Office of Nuclear Reactor Regulation. Director. 00/12/17. 
36pp. 07333:037, 


0012300320 Application to amend Licenses DPR-31 L DPR 41 author I ring 
proposed changes to Tech Specs per TMI 

UHRIO. R.E. Florida Fower t Light Co, 80/12/23. 4pp. 07350.023. 

—8012300334 Tech Spec Pages 3 3 * 3 . 3 , □. 5 - 2 . 3. 5-4. 4. l-lr 4. 10. 6 . 3 «t 6 . 4 re 
containment Intcgr i ty. acc ident monitoring Instru/nentatlon. 
engineered safety features actuation S. s etpolnts. aui 1 1 lary 
feedwater sus 6 facility staff (lua 1 1 f ica t i ons 6 
I Florida Power L Light Co. 80/12/23- I2pp, 07350:027. 

Q. Inspection reports. JE Bulletin* 4: *2!! 

0012100023 Forwards IE Info Notice 00-38. ’'Cracking In Charging Pump 
Casing Cladding." No written response required. Drtytmynn 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. BO/lO/30. 

Ip. 03790: lOA. 

S013170432 Forwards IE Info Notice 80-39. "Cracking in Charging Pomp 
Casino Cladding." No written response required. 

a'RElUY. J.P. ^Region 2. Atlanta. Office of the Director. 80/10/31. 

Ip. 07864: 120. 

3012230063 Forwards IE Circular 80-23. "Potential Defects in Delokt 
Power 9yi Emergency Generators." No written response 

o'Relu’vij.P R.slnn 2" Atlanta. OOlc. o. the Director 80/10/31. 

IP 

S0iail073i Fnruwrd. IE Dulletln DO-21. "Valve Vote. Supplied t-l M.UoU 
Foundry Co. Inc. " Written response required. bo/ii/06 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 80/11/ 

tp. 07S2S;2tl. 

80120308*3 Fcru/ard. IB Ir.a Netlce 30-40. "B.CM.Iy Ji*’!!’"’ 

Fro.sure Attuate. Safelg Reli.f Valve Operation to Cause 

Reactor Deere.eurliatlon “ No uritteri raeponee r«4“‘'«- 

O-REILtr. J p. B.jion 2. Atlanta, D..lco o. the Director. BO/ll/07. 

Ip. 07150:117 

SOlEOBOm Forward. IE Info Notice 80-41, "Failure of Swina Check Valve 
in Decay Heat Removal Sys at Davis Beiso Unit 1. No 

5”Ea”.J*p“'"'.aier 2. Atlanta, Office of the Director. 80/11/10. 

Ip. 07102:261. 

B 0120401 B 3 Forward. IE Dolletin BO-23. •■Fallore. of Solenoid Valve. 

Mfg by Valror Engineering Corp " Requires esfciniatc of 

manpocfer associated w/currectivo actions, H 0 /li/i 4 

O'REILLY. J-P. Region 2' Atlanta, Offlca of the Director. 80/11/14. 

Ip, 

8012.140477 Forward. IE Svllolir 60-24, "Preventlah of Danaje Due to 
Watsr Leakage Inside Containment. " Written response 

required. Requests Info on mati power erpended. fin/11/21 

o'rEILLYiJ.P, Region 2, Atlanta, Office of the Director. 0O/H/21- 

Ip. 07163:339, 

8012090229 Ack receipt of 001020 ttr informing NRC of fjtep® taken to 
correct vialations noted In IE Ensp Repts 50-250/00-19 U 

MSRPHvfc'^E^^ Rejjon 2, Atlanta, Reactor Construction 6 Engineering 
Support Branch. 80/11/21- Ip. 07191:213. 


ns noted In IE In»R 

uvr . . >e. 

complla^ce'date fro^ 001015 to 001115 for revisions to fire 
UriRio!R^E**'^^Florl(!a Power h Light Co. 80/10/20. 2pp. 07181:814- 


B012090024 Forwards Info Notice 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 
O'REILLY, J. P. Region 2t Atlanta. Office of the Director, 00/1 
Ip, 07182:165. 


1/24, 


0012170512 Forwards lE Info Notice 00-29, Buppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 

O'REILUVe J, P. Region 2. Atlanta, Office of the Director. 00/11/26^. 

tp. 


8012190067 Notification of 801219 meeting w/util in Bathesda,hD to 
discuss upcoming steam generator insp rept 

ORQTENHiflS, H. Operating Reactors Branch 1. aO/l2/lZ> ZPP- 
07279: ©74, 

0012220301 Forwards steam generator insp results from current outage. 
Results show no new phenomena 4c verify general denting 
patteni'wlthin predictable limits consistent w/prevloui 
insp Requests permission to return to full power operation. 

UHr'o/S E Floridh Poy,r S. Light Cd. 80/18/lB. E(.p. 07304 : 064 . 

— B0iaza0307 In.ervlte imp in Hov 1930 D.scrib,. g*uglng o, .t.am 
oenerator hot & cold legs, measurement of visible flow 
slotsreddy current insp of small radius U-bend* 4« proven 

Power Light CO. 00/12/10. 35pp. 07304:066. 

R. Periodic operating reports 6 i;];® 

0012160466 Forwards monthly operating 07254 . 21 * 

SCKrtlDTiA. D. Florida Power 6 Light CO. BO/12/06. Ip- 07254.216. 

—8012160468 Monthly operating repts fto5?2/06 17pp 

CM1L60N. V. T. Florida Power 6 Light Co 80/12/06. I7pp 

07234: 217. 

BOl2130:J3a Forwards monthly ^"^Ip 03794:006, 

SCHMIDT, A. D. Florida Power 6 Light Co. 0O/1H/O6. P 

— BO12180265 Monthly operating 00/12/06 I 6 pp. 

CHILSONfV. T. Florida Power t Light Co. BO/iz/uo. lopp. 

03794; 007. 

s. a.po.-t*bl» occvrr.nce., LEB. 1. 

8012080469 F»ru4rd 5 LEB 80-01S/03L-0. go..,, ,2 i. 07143:847. 

5CMMI0T. A. 0. Florida Power «: Light Co. 00 / 1 1 /lz. ip. 

— S012090474 LER aO-012/03L-0: on 801013, encassivo leakage past primary 
®°JacUnrin ^-ging pump 4A caused Pump to be removed from 

SVC. Caused by loose pack ing. Packing . 07143' 240 

PACE.P.L. Florida Power 6 Light Co. 00/11/12. Ip. 07143.240. 


DOCKET 50-234 QUAD-CITIES STATION, UNIT I 
R Socorltyt medical, emorgency 4: ^ 

0012040010 Forwards interim 10CFR50 40 suspending completion dates for 
mlTote^Ion mods, effective upon 001029 cation in 

45FR71S69. Rule will be superseded by revised rule when 

ElSENHUTrb. 0, Division of Licensing. 80/11/07. 5pp. 07152:093. 

flOt2020167 Discusses planned mods to emergency notification *y* U 
ioSlth physics notwSrt.KRC will pay for installation of 
cXlt ja^Js to provide capability for adding one-way 
soeakers.lj/o end health physics network nianuaT 
K^JJleS? j 0. Region 3, Chicago, Office of the Direct 

2 pp 


tor. 80/1 1 /1'9. 


0012120576 Resubmits security plan revisions, in ^^P^nse to NRC 900910 
ti ill? Itrs, Plan withheld from public disclosure iref 

JSE[?ar*c™»ikh Edison c«. B 0 /. 8 / 08 . 


IP- 
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0. Ad ju{}ic«tor g correspondence 


S01217O669 Foruords Director's decision under 10CFfl2. 206 & FR notice 
denginp B01024 petition to shut doun 1 1 1 1 i esr pend Ing 
Installation oF rec^uired scram discharge vol monitoring 
equipment. 

DEMIDr<fi H. R. Off ice of Nuclear Reactor Regulatlonr Director. 

80/11/26. ip. 07269:216. 


—8012170678 Director's decision under 10CFR2. 206» deny Ing Pollution 6 
Environ Problemsilnc 801024 petition to shut down 
Fac i 1 ities< pending initallatJon oF required scram discharge 
vol monitoring equipment. 

DENTONi H. R OfFice of Nuclear Reactor Regulation! Director. 
80/11/26. 7pp. 07269.218. 


-*•8012170693 Notice of issuance of Director's decision under 10CFR2. 206i 
denglng Pollution 6 Environ Problems 801024 petition. 

CASErE. 0, Office of Nuclear Reactor Regulation! Director. 

80/11/26. 2pp. 07269:225. 


8012170410 Requests refusal of util application to transfer spent 
nuclear fuel rods from Dresden units to Quad City units for 
storage. NRC should hold public hearings, 
e Cltixens for Safe Energy. 60/12/11. 2pp. 


P. Operating license stage documents 6 correspondence 


9O1216ODS0 Ltr to operating plant licenseesrOL applicants & CP holders. 
Forwards NUREO-0737 re THI action plan requirements, Requests 
operating reactor licensee confirmation in 45 dags that 
End 1 implementation dates will be met. 

ElSEKHUTr D. 0. Division of Licensing. 80/10/31. 7pp, 


8012220358 Ltr to all CP t. OL holders for BMRs re requirement for 
Implementation of DDYN code for licensing basis calculations 
performed by OE. App 1 icab 1 e to all license applications 6 
proposed amendsi Inc lud ing core reloads. 

EI8ENHUT, D. 0. Division of Licensing, 80/11/04. 4pp. 


60120B0089 Forwards Amends 50! 59 it 54 to Licenses DPR-19. DPn-29 6 
DPR-30/ respec tivelgf safety evaluation 6 notice of Issuance 
6 availability. 

IPPOLITO.T. A. Operating Reactors Branch 2. 80/11/12. 2pp. 

07180:392. 


— BD180B0099 Amends SO. 59 54 to Licenses DPR-19! DPR-29 6 DPR-30i 

res pec ti velyj estab 1 ish ing mac average planar linear heat 
generation rate limits for std 0X8 fuel types for exposure 
valves, 

IPPDUITO! T. A. Operating Reactors Dranch 2. 60/11/12. 23pp. 

07180:354. 


—8012080102 Safety evaluation supporting Amends 50# 59 6 54 to Licenses 
0PR“19# DPR-29 6 DPR-30 respectively. 

* Office of Nuclear Reactor Regulation! Director. 80/11/12, 4pp. 
07181:016, 


— 8012080106 Notice of issuance U availability of Amends 90! 59 6 54 to 
Licenses DPn-19, nPR-29 fc DPR-30# respectively. 
iPPOLITOi T. A. Operating Reactors Dranch 2, 80/11/12. 2pp. 

07181:020. 


8012220963 Ltr to all power reactor licensees forwarding NUnEO-0619# 
■'DWR Feedwater Notzle 4. Control Rod Drive Return Line 
Noixle Cracking,*' Confirmation that implementation dates 
will be met must be sent within 45 days. U/o end. 

EISENHUT# D. O. Oivtslon of Licensing. 00/11/13. Ip. 


8012180620 Forwards Amends 33# 91 & 45 to Licenses DPn-2#0PR-19 6 
OPR-29# respec tlvoly. Amends 60 6; 55 to Licenses DPR-29 6 
DPR-30i respec tlvely 6 Amends 90 55 to Licenses DPR-39 6 

DPR-4Bi respec tively. Safeguards contingency plans acceptable. 
CRUTCHFIELD# D. Operating Reactors Dranch 5. 80/11/17. 5pp. 


— 8012180640 Amends 60 tn 55 to Licenses DPR-29 8( OPR->30» respectively# 
requiring implementation of safeguards contingency plan, 

IPPOLITOi T. A, Operating Reactors Dranch 2. 00/11/17, 4pp, 

07271: 339. 


— 8012180671 Notice of issuance of Amends 32# 51 & 45 to Licenses DPR-2# 
DPfi“t9 6 0PR-29i respec tive ly# Amends 60 55 to Licenses 

DPR-29 & DPR-GOr respect ive ly 4: Amends 50 U 55 to Licenses 
DPR-39 ti DPR-40# respec tively re safeguards contingency plan, 
CRUTCHFIELD, D. Operating Reactors Branch 5. 80/11/17. 2pp. 


6012010343 Advises of util review 6 plans re Cycle 6 reload core. 
Reload does not involve unroviewed safety quest ions. Summary 
of major parameters for reload 6 CE 801111 ltr re gadolinla 
rods specs encl, 

UANSCEKr R. F. Commonwealth Edison Co. 80/ i 1/25. 7pp. 07098:035. 


6012020301 Forwards tabulation of planned environ qua 1 i f i ca t i on testing 
programs. in response to NRC 801001 ltr. 

ADEU. J. 5, Commonwealth Edison Co. 60/11/26. 4pp. 


0012160479 Forwards listing of changes, tests L experiments completed 
during Nov i960. Summary of safety evaluation encl. 

ALIVIANKI8#N. Commonuea 1 th Ed i son Co. 80/12/01. 4pp. 07263:110. 


8012190697 Forwards request for addl info re B00B23 rept entitled# 
"Evaluation of 18 Inch Containment Isolation Valves for 
Dresden 2636 Quad Cities 162." 

LAINASi 0. C. Assistant Director for Safety Assessment. 80/12/02. 
3pp. 07273: 290. 


0012220465 Responds to 600911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revlsod Agreement State burial site contf it i ons. Forwards 
results cf IE survey. 

DENIONiH. R, Office of Nuclear Reactor Regulation# Director, 
80/12/04. 2pp. 


— 8012220506 Forwards tabulation 1. summary of LE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 377. of reactors surveyed u/7i’,< 
planning or considering increasing storage capacity. 

BAN0AnT#R, L. Effluent Treatment Systems Branch. 80/11/06, Bpp. 


8012300766 Forwards Amend 61 to License DPR-29# safety evaluation It 
notice of issuance & aval lab i 1 i ty . 

IPPOLITO. T- A. Operating Reactors Branch 2. 60/12/05. 2pp. 

07300,001, 


— 0012300790 Amend 61 to License DPR-29. revi sing min critical power ratio 
safety limit to apply to new fuel types 4 making minor 
editorial change. 

IPPOLITO# T. A. Operating Reactors Branch 2. 80/12/05. 51pp. 

07308:001. 


— 8013300793 Safety evaluation supporting Amend 61 to License DPR-29. 
e Office of Nuclear Reactor Regulation# Director, 00/12/05, Bpp. 


— 8012300795 Notice of Issuance availability of Amend 61 to License 
DPR-29. 

IPPOLITO. T. A. Operating Reactors Dranch 2. 80/12/05. 2pp. 


8012120301 Forwards Tech Specs Page 3 2/4. 2-19# Inadvertently omitted 
from util 800918 ltr to NRG. 

JAN£CCK#R.F. Commonwealth Edison Co. 80/13/10. 2pp, 07236:249. 


—0012120341 Proposed Tech Specs. Page 3, 2/4, 2-15# incorporating TMI 
Lessons Learned Requirements. 

« Commonwealth Edison Co. 80/12/10. Ip. 07236:290. 


8012160136 Responds to NRC 800924 requast re mods for provision of 
redundant Class IE protection at Interface of Nortclats IE 
power supply 4 reactor protection sys. Instal lat Ian scheduled 
for refueling outages occurring after June 19BI. 

JANeCEK#R,F. Commonwealth Edison Cg, 00/12/11. 2pp. 07262:244. 


8012170468 Forwards response to NRC 801031 ltr requesting confirmation 
that Implementation dates indicated in NURE(«''0737 will be 
met. Ability to meet required dates for major mods is 
contingent upon hardware availability U delivery. 

ABEL# J. 6. Co.m>tionwaal th Edison Co. 80/12/15. 37pp. 


0012240150 Forwards confirmation that Implementation dates per 
NUftEO-0737 will bo met 4 justification for exceptions. 
Oeneral ly# dates aro contingsnt upon hardware availability S< 
del tvery, Comments on safety requirements In Tech Specs. 

ABEL# J. 8. Commonwealth Edison Co. 80/ 12/ 15. 37pp. 


Q. Inspection reports# IE Bulletins 6 correspondence 


0012090039 Ack receipt of 800509 ltr Informing NRC of steps taken to 
correct violations noted in Waste Packaging Insp Rept 
15000039/79-OBE. 

DAV18#A.B. Regions, Chicago# Office of the Director. 80/10/03. 
Ip. 07198:060. 


—8012090045 Responds to NRC 80D421 ltr re violations noted in Waste 
Packaging Insp Rept 15000039/79-088. Disputes NRC findings. 

All applicable requirements met. 

PEOPLES. D.L. Commonwealth Edison Co, 80/05/09. 2pp. 07196:061. 
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a0S217OSlO F<}T‘Ufard^ IE Info Notice GO-37. "Containment Cooler Leakf U 
Reactor Cavity Flooding at Indian Point Unit 2,"* No written 
response required- 

KEPPLERiJ. Q- Rogion 3i Chicaflo* Office of tNe Director, 80/1072.4, 

ip. 

80121001 Forward* IE Inep Rapt* 30-254/80-22 & S0-2&5/a0-24 on 
000901-1017 U notice of violation. 

HEIBKKAMj R, F. Region 3i CMcagor Reactor Qperatlon-i Nuclear Gopport 
Branch, 00/11/06. 2pp. 03791:271. 


G0I2090044 Notification of 801209 meeting lu/utll in Pethe«da,HD to 
diicues acceptance criteria u*ed for evaluation of piping 
eye under review for IE Bullatiri 79-14, 

UONOf H. J. Office of Infipec.tion ti Cnf orcementi Office of the 
Director. 80/12/09. 2pp. 07198:078. 


Q012230065 Reeponds to IE Bulletin B0-21< "Valve Votes GuppUed by 
Malcolm Foundrv Co. Inc. No valve part* east by Kalcolm 
Foundry planned for use or in use at facilities. 

RAUSCNrT. J, Commonwealth Edison Co. BO/12/05. 2pp. 


— 0012100133 Notice of violation from Insp on a0O90t-lOl7. 

a Region 3. Chicagoi Office of the Director, 80/10/31. Ip. 
03791:273. 


— 8OV210O157 IE Insp Repti 50-234/80-22 4^ 30-265/80-24 on 800901-1017. 
Noncopip I lance noted : charg ing water isolation valves not 
closed as raqu ired. Fuel assembly removed w/aourca range 
monitor indicating lass than 3 counts per second. 

CHRlfiSflTlMOS, M. I DUPONT. 8. 0. . SPESSARDr R. L. Region 3i Chicago. 
Office of the Director. aO/iO/31. llpp. 03791:274. 


8012190210 Forwards third bimonthly status rapt on IE Dullatin 79-010 
re environ qualification of Class IE equipment. 

HAYES. D. W. Region 3. Chicago. Reactor Construction t Engineering 
Support Branch, 80/12/09. 2pp. 07202:109. 


R. Periodic operating reports 8i related corrtspondenct 


8012170446 Forwards monthly operating repts for Nov 1900. 

KALIVIANAV.IS. M, Commonwealth Edison Co. 80/12/01. Ip. 07269:047. 


8012020099 Act receipt of 801103.0509 U 0318 Itrs informing NRC of 
step* taken to correct violations noted in Waste Packaging 
Insp Rept 13000039/79-08E. 

DAVIS. A. a. Region 3. Chicago. Fuel Facility 6. Materials Safety 
Branch, 80/11/14. Ip. 07147:268. 


—8012170449 Monthly operating repts for Nov 1980. 

TUBa8«R.C. Commonwealth Edison Co. BO/12/01, 25pp- 07260:048. 

G. Reportable occurrences. LERs t related correspondence 


—0012020110 Responds to mC 800222 I tr re violations noted tn Waste 
Packaging Imp Rept 1 5000039/79-OaE. Correc t i ve actions: 
shipping cast* In us« U all cask* leaving station labeled 
“Radloacttve LSA *' 

ABEL. J. 0. Co/nmonwea I th Edison Co. DO/H/03. 2pp. 07147:269. 


0012020743 Forward* three Parformanco Appraisal Branch insp repts <« 
mgt avaluatlon tree w/user guide so that facility can 
compare program to program already reviewed it make 
appropriate ad justmsnts. U/o encl. 

KEPPLER.J. 0. Region 3i Chicago. Office of the Director. CD/ll/lB. 
4pp. 


8012040667 Forward* IE Bulletin 80-24. "Prevention of Damage Ooe to 
Mater Leakage Inside Containment. " No written response 

KEPPLEft.J. 0. Region 3. Chicago. Office of the Director. 80/11/21, 
8pp. 


8012010374 Forwards LER 0O-O20/O3L-O. 

KAtlVIANAttia. N. Commonwealth Edison Co. 00/11/18. Ip. 


07091: 286. 


--8012010382 LER 80-028/03L-0: on 801023. dies* I generator cooling water 
pump motor 1/2 found two-thirds submerged in water. Caused 
by inadequate vault sump pump sys. Vault drained 6 cooling 
water pump motor replaced. 

M ANNUM. D. Commonwealth Edison Co. 80/11/18. 2pp. 07091:287. 


DOCKET 50-255 PALISADES NUCLEAR PLANT 

r. Security, matficali emergency 4e fire protection plans 

8012110303 Notifies of interim rule suspending completion dates for 
fire protection mod* previously approved by NRC. FR notice 

EISENHUT. D. 0. Division of Licensing. 00/10/31. 5pp. 07224:118. 


8012000007 Forwards IE Info Notice B0-42i "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 
KEPPLERiU. 0, Region 3. Chicaga. 

3PP 


Office of the Director. 00/11/24. 


8012120415 Ack receipt of 001106 Itr informing NRC of steps taken to 
correct violations noted tn IE Insp Repts 50-254/B0-I9 << 

HEISHMANi R. F. Region 3- Chlcagoi Reactor Operations Nuclear Support 
Branch. 80/11/24. Ip. 07236:017. 


8012020155 Discusses planned mods to emergency notification sys 
health physic* network, NRC will pay for installation of 
output jacks to provide capability for adding one-way 
speakers. W/o encl health physics network manual. 

KEPPLER.^f. 0, Region 3. Chicago, 

3pp. 07148:200. 


Office of the Director. 80/11/19. 


8012150058 Forwards Revision 3 to security p Ian. Revision withhold 
HQFFMAN.D. P. Consumers Pouar Co. 00/12/10. Ip. 07239:354. 


— B012120425 Responds to NRC 801015 Itr re violations noted in IE Insp 
Repts SO-254/00-19 & 50-265/80-21. Corroc tive ac tions : reac tor 
core isolation cooling controller returned to normal 
□pa^-atlng conf Igurat ion it investigation conducted. 

ABEL* O’, a. Commonwealth Edison Co. 00/11/06. 2pp. 07236. OIG. 


G012170409 Forward* monthly status rept of evaluation* performed in 
response to IE BwUetin 79-14, ''8oitnle Analysis for 
--Built Gafety-Related Piping Sys," No sy* Identified 
stress esceedlng 1/2 mafel ultimate stra** at ODE loading*. 
■.CEKiR-F, Commonwea I fch Ed I ion Cp. GO/U/24. I4pp. 07187:001, 


0223 Forward* new »ecorlty badge number* fc clearance levels for 
on 3 personnel. Changes should be entered on Sept 19B0 

Pt!c«!j.*0* Region 3. Chicago. Office of the Director. 80/ 1 1/25. 


2100661 Act receipt of B00919 response to NRC 000818 Itr requesting 

ddl Info re IE Bulletin 79-14 evaluations, Dresden U Quad 

Itics response* to Item* 1 3 unaccep tab I e, » Inc e 

equested info ua* not Included, , on/.wojL 

EPPLER.J.O, Region 3. Chicago. Office of the Director, 80/11/26. 

pp. 


12170552 Forward* IE Info Notice 00-29. Supp 1 I, *'Brokon Studs on 
■rry Turbine Steam Inle t Flange. " No written response 

EPPLERiO. 0. Region 3. Chicago, Office of the Director, 00/11/26, 
pp. 


O. Adjudicatory correspondence 


801229D333 Response to NRC 801107 request* for admissions Admit* that 
two manual containment isolation valves Containment Bldg 
Penetration 4a were found locked open on 79091 1 . Certi ficate 

BIELAWSKI, A, P. Consumer* Power Co. 00/12/01. 0pp> 07343; lOS. 


8O1222027B Informs that V Stello » Jorgenson will be available for 
deposition on date* suggested in 801112 notice. JO Keppler 
win not to made available absent showing of exceptional 
circumstances, , 

BURNS. 8, 0, Rulemaking St Enforcement Division. 

07306:220. 


00/ 1 a/02. Ip. 


0012220307 Provides status of prehearing matters per 800229 order. 
•Bupplemantal responses to CPC second round of 
interrogaterles filed o-n 0O1 107 . CPC representatives will be 
deposed in -Jan 1981, .. . 

BURNS. 8- 0* Rulemaking Enforcement Division, 

07306; 230. 


80/12/02. 2pp, 


112290226 Confirms 801211 conversation re CPC ‘*®P®** 
personnel. B Jorgensen deposition will take place on 
J-D Kappler on SI0114 it V Stello on 810115. in Covert.Ml, 

Olen Ellyn. It i Bethesda. MD. respectively. u-k 

DURN0.8. 0. Rulemaking 4o Enforcement Division, 80/12/19. PP- 




12290106 Cornets deposition date contained in 

-lEBERMANiJ- Rulemaking it Enforcement Division. 80/12/22, 2pp, 
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8018290S22 Notice of appearance in proceed ing. Certi ficafci of Svc end. 
MOUNTiR.E. Rolewaking 4: Enforcement Diviaion. B0/l^/2Z. 2pp. 
07338: 174 


B012290214 Response to util third round of interrogator ies. Inc ludes 
Info re items of noncompliance uhere noncomp ly ing condition 
continued for more than 1 day tt whether Imposition of civil 
penalty uas proposed. Car tlf Icate of Svc encl. 

MQUNTi R. E. Rulemaking Sc Enforcement Division. 80/12/23- t36pp. 
07344: 260. 


P. Operating license stage documents 6 correspondence 


8012020783 Forwards seismic qualifications of auxiliary feedwater sys 
In operating PI^Rs U describes program NRG is undertaking 
to revioirf capability of operating PNRs to remove decay 
heat following earthquake. 

EISENHUT, D. 0. Division of Licensing. 80/10/21. 4pp. 


aOi2l&OOSO Ltr to operating plant licenseesrOL applicants CP holders. 
Forwards NUREO-0737 re TKI action plan requirements. Requests 
operating reactor licensee confirmation in 49 days that 
End 1 implementation dates will be met, 

EISENHUTf D. O. Division of Licensing. 80/10/31. 7pp. 


8012040128 Forwards Get 1960 revision to SEP review of safe shutdown 
sys for facility V NRG positions re review. Eva luation will 
ba basic Input to integrated safety assessment for unit. 
CRUTCHFIELD# D. Operating Reactors Branch 9. 80/11/09. lQ4pp. 

07198:320. 


8012110414 Confirms 601117-19 meeting at site to observe site specific 
features of facility re SEP structural# elec trical 4( topical 
reviews. Gpen items ti request for addl info encl. 

CRUrcHFlELOf D. Gperating Reactors Branch 9. 00/11/10. i3pp. 

07224: 179. 


8012080/48 Forwards NRG evaluations of SEP Topics 11 1-t, VI-7. A. 3, 
VI-7. Bi VI-7. F# Vl“10. A. VI I~l. A i: Vn-2. Assessmants compare 
facility w/criteria used for new GLs. 

CRUTCHFIELD# 0. Operating Reactors Branch 9, BO/ll/12. 114pp, 

07188:288. 


0012220563 Ltr to all power reactor licensees forwarding NURE0-0619r 
"BUR Feedwater Nozxle 4; Control Rod Drive Return Line 
Noixle Cracking.” Confirmation that Implementation dates 
will be met must be sent within 45 days.U/o end. 

EIBEl^HUT# D. 0. Division of Licensing. 80/11/13. Ip. 


8012120417 Forwards evaluation of SEP Topic Vl-7, C. 1# ” Independence of 
Redundant Gnsite Power Sources.” Requests that NRC be 
infurmed within 30 days of receipt of ltr If as-bollt 
facility differs from licensing basis assumed in assessment. 
CRUTCHFIELD. D. Operating Reactors Branch 9, 80/11/18, IBpp. 

07227:274. 


6012020106 Confirms 801124 meeting in UacksontHI to discuss regional 
evaluation of regulatory performance at facilities. 

KEPPLER.J. 0. Region 3# Chicago, Office of the Director. 80/11/19. 
tp. 07148:399, 


8012110410 Forwards safety evaluation re extreme meteorological 
conditions 4i severe weather phenomena in facility site area. 

Also forwards TX Tech Univ rept on wind & tornado 
loadings, ll/o TX Tech rept. 

CRUTCHFIELD# D. Systematic Evaluation Program Branch. 80/11/21. 
7pp. 07229:297. 


8012010136 Forwards proposed Tech Spec changes in response to NRC 
790606 request re undervoltage protection raqutrement*. 

Changes do not constitute unraviewed safety question. 

HOFFKAN, D. P. Consumers Power Co. 00/11/24. Ip. 07097:320. 


— 8012010160 Proposed Tech Spec changes in response to NRC 790606 raquast 
re undarvoltage protection requirements. Changes consist of 
limiting conditions for operation li setting limits for 
preferred relays. 

DEWITT.R.B. Consumers Power Co. 80/11/24. 4pp. 07097:321. 


8012010286 Forwards request for Tech Spec changes re containment spray 
initiation time. 

HOFFMAMtD.P. Consumers Power Co. SO/lI/24. Ip. 07097:300. 


—8012010267 Application for Tech Spec changes to License DPR-20 re 
containment spray initiation time. 

DEWITT#R.B. Consumers Power Co. 80/11/24. 3pp- 07097:301. 


8012020479 Discusses NRC 801024 orders for mod of environ qualification 
of Safety-related electrical equipment. Adv 1 ses that mod for 
facilities Is governed by SEP Topic III-12. All safety- 
related electrical equipment shall be qualified by 020630. 

VINCENl.R, A Consumers Power Co. 80/11/26. 2pp. 07141:299. 


8012030702 Forwards description of proposed mads to auxiliary feedwater 
sys f* implementation schedule. Hods will reduce potential for 
water hammer during auxiliary feedwater operation & assure 
sufficient flow to steam generators. 

HOFFHAN.D.P, Consumers Power Co. 80/12/01. 9pp. 07149:226. 


0012080394 Forwards proposed changes to Tech Specs. Section 6,0 for 
admlnlstratl ye control s. Changes reflect or gani zatlonal 
changes# clarl fy existing requirements St brings Tech Specs 
into closer agreement w/those of other nuclear plants. 

HOFFMAN. D.P, Consumers Power Co. 80/12/03. 2pp. 07109:234. 


—6012080397 Proposed changes to Tech Specs. Section 6. 0 for 
administrative controls. 

4 Consumers Power Co. 80/12/03. I3pp. 07109:236. 


0012090460 Forwards application to amend Tech Specs, revls Ing limiting 
conditions for operation & setting limits for undervoltage 
protection relays. 

HOFFMANrD. P. Consumers Power Co. 80/12/03. Ip. 07109:270. 


—8012080464 Application to amend Tech Specs . Bectlons 3.16,3.17.4. 1.2 & 
4. 7. 1. b. revls ing limiting conditions for operation U setting 
limits for undervoltage relays. 

e Consumers Power Co. 80/12/03, 3pp- 07189:271. 


8012080929 Forwards "Containment Bldg Tendon End Anchorage Concrete 
Surveillance#'' list of plants w/slmilar conf Iguratl ont# 1 tst 
of rotating equipment fy. 17 oversize drawings per 80-1117-19 
site meetings. Drawings on aperture cards in PDR. 

KUEtilN. J. L. Consumers Power Co. 80/12/04. 2pp, 06986:003. 


— 0012000529 "Containment Bldg: Tendon End Anchorage Concrete 
Surveillance. " 

MlNKQRSKl.H. 0. I PVSHECK. B. N. Bechtel Associates Professional Corp. 
73/09/30. I9app. 06506:003. 


8012220405 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
w/revlsed Agreement State burial site cond l tlons. Forwards 
results of IE survey. 

DENTON#H, R, Office of Nuclear Reactor Regulation# Director. 
80/12/04. 2pp. 


—8012220506 Forwards tabulation S; summary of IE survey on low level 
waste at 91 reactors. Low level waste storage faclUttes 
have been expanded at 377. of reactors surveyed u/717. 
planning or considering increasing storage capacity. 

OAKOARTiR.L, Effluent Treatment Bystems flranch. 00/11/06. 0pp. 


B012240496 Forwards comments on util concerns expressed in 801020 ltr. 
Revision 2 of lost of offsite power - survey status rept 
adequately addresses comments raised for facility. 

CRUTCKFIELOi D. Operating Reactors Branch 5. 60/12/04. 4pp. 

07324: 106, 


8012170493 Forwards complete list of rotating equipment in plant spent 
fuel pool area to replace previous submittal. 

KOEMlNiJ. L, Consumers Power Co. 80/12/09. 3pp. 07269, 343. 


0012240409 Notification of 001210 meeting w/BEP owners group in 
BethesdaiMD for discussions on SEP program, schedule for 
license topic completion assignment of lead topics to 
plants. 

RU86ELI-# W, T, Systematic Evaluation Program Branch. 80/12/16, 2pp, 


8012230205 Forwards request to change facility Tech Specs# in direct 
response to NRC 800702 ltr requesting submission of lleenie 
amend application to incorporate specs addressing actions 
taken In response to items from TMI-2 lessons learned. 

HOFFMAN. D.P. Consumers Power Co, 00/12/tB. 2pp. 07317:039. 


— 0019230209 Request for Tech Spec change in direct response to NRC 
800702 ltr requesting submission of license amend 
application to incorporate specs addressing actions taken in 
response to Category A items from TMI-2 lassoni learnarf, 
DEUiTT#R. B. Consumers Power Co. 80/12/16. 8pp. 07317:041. 


8012300499 Forwards response to NUflEO-0737, "Clarification of TMI 
Action Plan Requirements. " 

HOFFMAN.D.P. Consumers Power Co. 80/12/19. 300pp. 07354:071, 
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Q Inipection r«pcrts. Bulletins corr e spon^ er>c« 


ft. Periodic operating reports related correspondence 


0012170527 Forwards l£ Info Notice 
Reactor Cavitu^ Flooding at Indian 
response required 

KEPPLER-J. 0. Region 3* CfiicagOi 
Ip. 07260:124, 


a0-37i ’‘Containment Cooler Leals t* 
Point Unit 2.*’ Wo written 

Office of the Director. BO/lO/24. 


0012160425 Forwards monthly operating rept for Nov 

- _ — r-n «n/»3yoa. Id. Or< 




— 0012160426 Monthly operating rept for 

BODTKE. P. J. Consumers Power Co, 00/12/08. 4pp. 


07234: 141. 


a0l231C426 Forwards IE Imp 
none Di?p nance noted. 
HElSHMAth R. F. Region 3. 
Branch. 00/11/04. 2pp. 


Rept 50'-255/a0''VB on 800901-1003, No 

Chicago* Reactor Operations Nuclear Support 
07370: 200. 


— Q012310433 IE Insp Rept 50-255/60-10 on &Q090 1-1003. No noncomp I iance 
noted, haior areas ins pected : opera tiona I saf e ty. tna int* 

*urveinance< facility change-s h procedures, 

JQRGENSQM, B. L. . HELLER, J, K. . PESCHEL, J. M. Region 3, Chicago* 
Office of the Director. 80/10/31. ^PP 07370:202. 


8011250069 Responds to IE Qulletin 79-16, ’‘Audibility Problem 
Encountered on Evacuation of Personnel from High Noise 
Areas.” Syrvey/test will 6« conducted upon c omp I e t i oti of 

reoairs to evacuation alarts sys. 

FROST, S.R. Consumers Power Co. 00/11/07. Ip. 07060:289. 


g(H202D743 Forwards three Performance Appraisal Branch insp repts t« 
(ngt evaluation tree w/user guide so that facility can 
compare program to program already reviewed &; make 

appropriate adjustments U/a end. nn/iiyso 

KEPPLER, J. 0. Region 3, Chicago. Office of the Director. 00/11/16 

4pp, 


8012040674 Forwards IE Bulletin 00-24, "Prevention of Damage Due to 
Water Leakage iJisldo Containment. " No written response 

KEFPLCR? J. G. Region 3, Chicagor Office of the Director. 80/11/21. 
2pp, 07169:079. 


8012090044 Forwards Info Notice 00-42, "Effect of Radiation on 

Hydraulic Snubber Fluid » No written response 05/11724 
KEPPLER/J 0. Region 3. Chicago# Ofrice of the Director. 00/11/24. 
2pp, 07102: 193 


6012190262 Forwards new security badge numbers L clearance levels for 
Region 3 personnel. Changes should be entered on Sept 1900 

KEPPLErIj- 0. Region 3# Chicago, Office of the Director. 00/11/25. 
6pp. 07282; 130. 


0012170961 Forwards IE Info Notice 00-29. Supp I 1# "Brolen Studs on 
Tarry Turbine Steam Inlet Flange." No written response 

KEPPlER#J.O. Region 3» Chicago, Office of the Director. 60/11/26. 
2pp. 07264:137. 


8012310302 Responds to IE Bulletin 80-23 re failure of solenoid valves 
n»fg by Valcor Engineering Corp.No Valcor solenoid valves in 
use or storage at site, ^at 

HOFFMANj D. P. Consumers Power Co. 80/11/26. Ip. 07369:281. 


0012220701 Responds to IE Bulletin 79-OtE re environ qualification of 
Class IE electrical equ Ipment. Wtl I enrolled in SEP. 

Electrical equiptnent qualification submittals sent to NRC on 

HOFFMAN, D P. Cansumeri Power Co. B0/I2/'01. Ip. 07293:125. 


0012220276 Informs that V StelU & B -Jorgenson will be available for 
deposition on dates suggested in 001112 notice. JO Kepfler 
will not be made available absent showing of eiceptlonal 
circumstances- « 

BURNS. S.O. Rulemaking L Enforcement Division. ip. 

07306: 220. 


12220207 Provides status of prehearing matters per 000229 order, 
ipplf.nental responses to CPC second round of 
terrogatories filed on 801107. CPC representatives will 6o 
posed in Jan 1901. « 

HWS.S. 0. Rulemaking i Enf ore ement Division. 00/12/02. Zpp. 
□06 : 230. 


2290226 Confirms 801311 conversation re CPC deposition of NRC 
>eraonnel.D Jorgensen deposition will tala place on 010113, 

JO Kappler on 810114 & V Stallo on eiOUS# In Covert, Ml, 

Olen Ellyn, IL 6 Bethesda, HD# respectively. 

DURNS.8.G. Rulemaking L Enforcement Division. 00/12/19. 2pp. 
07345:041, 


JQ12290243 Responds to NRC 001125 request for info re inservice insp 
program for prestressed concrete contalnmant struc fcures. Inf o 
discusses containment tendon surveillance program, 

FROST, S.R. Consumers Power Co. 00/12/23. 2pp. 07345:143. 


S. Reportable occurrences, LERs & related ^ 


3012020580 Forwards corrected App C, n090 Ooen, ” 

Effects as Results of Hypothetical Accident W/CV-3030 Open, 
to 809920 LER 80-021, Revision I. Corrected Apps fe «< h a»so 


end. 

HOFFKANrD. P. Consumers Power Co. 


80/11/24. 


17pp. 07141:276. 


8012010334 Forwards LER 00-043/011-0. 

HOFF KAN# D. P. Consumers Power Co. BO/lt/25. 


ip. 07091:290. 


—6012010392 LER 0O-O43/O1T-O: on 601106 , measured 

containment psnetration 14 exceeded Tech Spec limit. Cause 
under evaluation. Chec k valve & butterfly valve seat 

r'^CortSmers Power Co. 00/11/23. Ip- 07091:299. 


B012300406 Forwards LER 0O-O44/O3L-O. 

FROST. S. R. Consumers Power Co. 80/12/23. 


Ip. 07359:357. 


—8012300410 LER aO-044/03L-0: on 601 12 S. c lojor. ho#4 

h,,# 0 , l.tdoioo hoot ..chonj.r found corrod.d. O.uitd 

bu oonboct lu/borotod water leakinj from flenje duo to 
inproder of I'”"- 


DOCKET 30-259 BROWNS FERRV NUCLEAR POWER 1 ON^^UNI I 
F. Security, medical, emergency 6 fire 


0012040007 Notification of 001202 mt. ting 

dltcuio flro replication toete for fir. >■'*_ 07167:! 

CLARK. R.J. Operating Reactors Branch 2 60/11/19. Zpp. 0716V.. 

B012090835 Notification of 0OU21 meeting w/utll in Bethtsda.MD to 
discuss util position on central emergency response ctr b 
plans for emergency mgt. 

8TAMLE, C. Licensing Branch 2 00/11/19. App. 07173,331. 

8012090i>09 Advises that util has instituted interim procedures to 
handle conversion of release rates to emergency 
classl fications for State of AL, as discussed in 601027 
meet! no w/NRC A util 001105 Itr to State of AL. 

Hli.LB,L.M, Tonnosseo Valley Authority, 00/12/03, Ip. 07200:34' 

B01230064B Requests comments by 010115 re plans to Install prompt 
notification sys within S-mlle emergency planning rone. Util 
assessments on fission product releases are consistent u/ 

MiLLsfL.M. Tennessee Valley Authority. 60/12/24. 2pp. 07308: 0< 

P. Operating license stage documents 6 correspondence 


8012160050 Ltr to operating plant llcenseesiOL applicants it CP holders. 
Forwards NUREC-0737 re TMI action plan requirements. Roques ti 
operating reactor licensee confirmation in 45 days that 
End I implementation dates will be net, 

EISENHUT, D. 0. Division of Licensing. 80/10/31. 7pp. 


9013520350 Ltr to all CP & OL holders for BWRs re requirement for 
implementation of ODYN code for licensing basis calculations 
performed by CE. Applicable to all license applications k 
proposed amends, inc lud ing core reloads. 








8012520563 Ltr to all power reactor licensees forwarding NURE0-0619» 
"Bi^R Feedwater Noiile Control Rod Drive Return Line 
Noizle Cracking." Confirmation that implementation dates 
will be mat must be sent within 45 days. W/o encl. 

EISERHDTf D. 0. Division of Licensing, 00/11/13, Ip. 


8011250423 Forwards partial response to NRC 800700 request for info re 
contalnioent purging ?« venting lys.Addl info to complete 
response will bo submitted by 010401. Drawings available in 
Central FI les# aperture cards in PDR. 

tilLLS#!-. M. Tennessee Valley Authority, 00/11/19. 21pp. 07065:332. 



DOCKETED ITEMS 


B5 


0012090231 Foruardi propo^ad cttanga to util i*opt TVA-TRTS-l rt QA 
program as r«^ in App Di Section 0.4 of PSAR. 

HlLtS»L.M. Tennesie* Valley Authority. 00/12/01. 2pp. 07201:101. 


G012160633 Forwards NRC rcvleu of fish Impingement data collected at 
facility from a»pt 1976 - Aug 1979# in response to util 
request to terminate study as required ty ETS, Request should 
be granted. 

QALLARDi R. L. Environmental Engineering Branch. 80/12/02. 33pp. 

07261: 256. 


0O1223OS1O Foruards Amends 63# 59 it 33 to Licenses DPR ''33# DPR ''OR (t 
DPR-68' respee tively# safety evaluation it notice of issuance 
6 availabl lity. 

IPPDLirOi T. A. Operating Reactors Branch 2. 00/12/02. 2pp. 

07316; 247. 


—8012230515 Amends 63# 59 t< 35 to Licenses DPR-33# DPR''52 St DPR~68# 
respectively ■ Chang ing Tech Specs to resolve auxiliary 
electrical tyi ambiguities in Section 3,9. 

IPPOLITO# T, A, Operating Reactors Branch 1. 00/12/02. ilpp. 

07316:249. 


— 0012230519 Safety evaluation supporting Amends 63# 59 & 35 to Licenses 
DPR-33< 0PR-S2 t# DPR-60, res p ec t i ve 1 y. 

* Office of Nuclear Reactor Regulation# Director. 00/12/02. 5pp. 
07316: 283. 


''-6012230523 Notice of Issuance St availability of Amends 63i 59 ti 35 to 
Licenses DPR^33# OPR-52 it DPR-68# respectively. 

IPPOLITO# T. A. Operating Reactors Branch 1. 00/12/02. 2pp. 

07316; 200. 


8012190627 Fortkfards list of applications for Tech Spec changesi fees 
paid# fees due basis for each fee determination. Requests 
rimission of fees due. 

01008# R.N. License Fee Kanagement Branch. 00/18/03. 2pp. 

07273: 293. 


0012090344 Responds to NRC 800924 request for info re reactor 
protection sys power suppt ies. Comml ts to install Class IE 
syi it provides schedule for completion of mods bi for 
submission of design info & proposed Tech Specs. 

MILLS* L.M. Tennessee Valley Authority. 00/12/04. 2pp. 07199:349. 


8018220485 Responds to 600911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revlsed Agreement State burial site cond 1 tions. Forwards 
rasults of IE survey. 

DENT0N#H. R. Office of Nuclear Reactor Regulation# Director, 
aO/12/04. 2pp. 


— 8012220506 Forwards tabulation summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 375< of reactors surveyed w/7lK 
planning or considering increasing storage capacity, 

BANOART#R.L. Effluent Treatment Systems Branch. 00/11/06. 8pp. 


8012300713 Forwards Amends 64 it 60 to Licenses DPR-QS DPR-52# 
respectively# safety evaluation it notice of issuance it 
availability. 

IPPOLITO# T, A. Operating Reactors Branch 2. 0O/i2/iO. 2pp, 

07360; 009. 


— 6012300716 Amends 64 it 60 to Licenses DPR-33 It DPR-'32i retpec tively* 
allowing facility operation u/standby coolant supply 
capability inoperable for period not to exceed 10 days. 

IPPOLITO, T. A. Operating Reactors Branch 2. BO/12/10, 16pp. 

07360:011. 


— 6012300721 8aftty evaluation supporting Amends 64 |< 60 to Licenses 
DPR-33 Ic DPR-52# respectively. 

a Office of Nuclear Reactor Regulation# Director. 80/18/10. 3pp. 
07360; 029. 


— 8012300724 Notice of Issuance it availability of Amends 64 60 to 

Licenses DPR-33 4t DPR-52# retpec t ive ly. 

IPPOLITO# T. A. Operating Reactors Branch 8. 00/12/10. 2pp. 

07360: 032, 


0012230257 Forwards brief summary of planned mods to BUR scram sys# in 
response to NRG SOiOOl Itr. Addl info regarding 
implementation schedule will be provided by 810801, 

MILL8#L.M. Tennessee Valley Authority. 80/18/15, 3pp. 07314:018. 


8012840265 Responds to 801203 Itr re final fee determination for 
facility Tech Spec changes. Fee determination for Changes T8 
iS3# T8 143 l( T6 148 not contested. Disagreements 
w/de termination for T8 145 fc T8 151 diseuiied In eric I . 

MILLS# L.M. Tennessee Valley Authority, 80/18/17. app. 07324:337. 


8012300209 Advises that in Jan 1981 i#tll oil 11 provide addl Info re 
reactor bldg crane to assist NRC review of generic subj of 
moving heavy loads near fuel. Pending resolut ion# con tinued 
caution will be exercised. 

MILLS# L.M. Tennessee Valley Authority, 00/12/22, Ip. 07349:335. 


8012290237 Forwards response to c lar 1 f icatlon items in NRC 601031 Itr 
re post-THl requirements. Enc t contains list of ECC8 outages 
for past 5 yrs 8; training program requirements for shift 
technical advisors. 

MILLS# L. II Tennessee Valley Authority. 80/12/23. lOOpp. 

07338:327. 


8012300?96 Requests extension of concurrent cycle start date from 
000101 to 80070i. 

MIlL 8#L.H. Tennessee Valley Authority. 00/12/24. 2pp. 07308:001, 


Q. Inspection reports# IE Bulletins & correspondence 


0012150201 Foruards IE Info Notice 00-37# "Containment Cooler Leafcs It 
Roactor Cavity Flooding At Indian Point Unit 2." No written 
response required. 

O^REILLV# J, P. Region 2. Atlanta# Office of the Director. 80/10/24. 
Ip. 07240:279. 


0012170004 Forwards IE Info Notice 0O'*39f "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. *' No specific action 
or response required. 

O^REILLY# J, P, Region 2, Atlanta# Office of the Director. 00/10/31. 
Ip. 07264: 132. 


8012230030 Forwards IE Circular 00-23# "Potential Defects in Deloit 
Power Sys Emergency Oenerators. " No written response 
required. 

0 'BElLUVi J. P. Region 2, Atlanta# Office of the Director, 00/10/31. 
tp. 07311:214, 


0012110066 Requests assessment it corrective actions talten re control 
room ceiling constructed w/apparently flammable tiles within 
20 days. 

TEOESCO#R.L Assistant Director for Licensing. 00/11/04. 3pp. 
07223: 139. 


8012110007 Forwards IE Bulletin 00-21# "Valve Yokes Supplied bg Malcolm 
Foundry Co# Inc. " Kritten response required. 

O'REILLY# J.P. Region 2# Atlanta# Office of the Director. 00/11/06. 
Ip. 07225:180. 


8012180220 Forwards IE Imp Repts 50-239/B0-38# 50-260/80-32 k 
30-296/80-32 on 001014-15. No noncomp 1 tance noted. 

MURPHY. C.E. Region 2# Atlanta# Reactor Construction 6 Engineering 
Support Branch. 80/11/06, 2pp. 03792:019, 


—8012100223 IE Insp Repts 50-259/00-36# 50-260/00-32 k 60-896/80-32 on 
801014-15, No noncompliance noted, Hejor areas inspected: 
settling of structural backfill under RHR sve water tunnels, 
LENAHAN# J. J, Region 2> Atlanta# Office of the Director. 

COLON# T. E, Region 3# Atlanta# Reactor Construction 6 Engineering 
Support Branch. 80/11/05. 3pp. 03792:021. 


6012030837 Forwards IE Info Notice 00-40# "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depretsur iiat ion " No written response required. 

O'REILLY# J. P, Region 2# Atlanta# Office of the Director. 80/11/07. 
ip. 07150:065. 


8012100055 Forwards IE Insp Repts 50-259/60-37# 50-260/80-31# 
50-296/80-31 it 50-327/00-40 on 001006-07. No noncompliance 
noted. 

KENNAiW. B. Region 2# Atlanta. Safeguards Branch. 00/11/07, 2pp, 
03791: 173. 


—8012100069 IE Insp Repts 50-259/80-37# 50-260/60-31 . 50-296/80-31 |< 
50-327/60-40 on 801006-07. No noncompl lance noted. Major areas 
inspected: unescorted access clearances 6 intrusion of plant 
protected area. Details withheld (ref 10CFR2.790J. 

T0BIN#U. J. Region 2, Atlanta, Office of the Director. HCOUIRE# D. 
Region 2. Atlanta# Safeguards Branch. 00/11/06. Ip. 03791:175, 


8012080276 Forwards IE Info Notice 80-41 i "Failure of Suing Check Valve 
in Decay Heat Removal Sys at Davis fietse Unit 1. " No 
response required. 

O'REILLY# J. P. Region 2# Atlanta# Office of the Director, BO/ll/iO. 
ip, 07182:285. 


8012080773 Forwards monthly status rept for Nov 1980 re work performed 
per IF Bulletin 79-14# "Seismic Analysis for As-Bulit 
Safety-Related Piping Sys." Drawing conf igura tion# pipe 
support k floor 4: wall penetration inspt included. 

MILLS# L. M. Tennessee Valley Authority. 80/11/10. 29pp. 07186:006. 
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80l2f5fl0t-13 ForuariJ* !E 80-23. “Falluro* of SolanoiJ 

Mfg bv VaUoT Engine»rin!g Corp. " Raqulre^ aitinato of 
nianpci‘j>r associated u/correct ive- actions. 

□ '’RCICUV. J. P. Region 2- Atlanta. Office of the Director, 
ip. 07159: 0^^6. 


Valves 

00/11/14. 


—9012190493 Rasponds to NRG 600915 Ur r* violations noted in IE Imp 
Repts 50-259/60-26.50-360/80-21 t 50-296/80-22. Disputes 
finding of noncompUance. «^,rto/na 3on 

MILLS. C.M. Tennessee Vallag Authority. 80/09/04. app- 
07207:041. 


S012020339 Aek receipt of 901105 Itr Informing MRC df steps taken to 
correct violations noted In IE Insp Repts 50-259/60-341 
50-260/90-27 h 30-296/90-28. 

LEHlSrR-G. Region 2. Atlanta# Reactor Operations Hwciear support 
Branch. 90/11/20, Ip 07143:126. 


--0012020345 Responds to RRC 801009 Itr re violations noted in IE Insp 
Repts 50-259/80-34.50-260/80-27 6 50-296/80-20. Correct Ive 
ac t i dm: admi nl str At I ve instructions modified to ensure fire 
fejatch assigned to vital area Issued! le^ card for access. 

MILLS. L. ti- Tennessee Vatl«9 Authorttij 60/11/05. 2pp. 

07143: 127. 


— 8012020349 Foruards IE Insp Repts 50-259/90-34.50-260/90-37 t« 
50-296/80-26 on ROOflOl-Sl I notices of violation U 

UEWISiR.C. Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch. 80/10/09. 2pp. 07143:129. 


--9012190499 Forwards lE Insp Repts 50-259/80-20# 50-260/80 21 

50-296/00-22 oh 900601-30 U. notice of violation. auflooTt 

teHlLB.e. R.slon a, Atum., R«ctor Dp.r.ti^n# NucU.r Support 


— 8012190S04 Notice of vt 
« Region 2. Atlanta# 
07297:046. 


olatlon from insp on 000601-30. 
Office of the Director, 80/03/15. 


ip- 


—8012190512 le Imp Repts 30-259/80-20# 50-260/80-21 & 50-296/80 22 o" 

900601-30. Noncomp 1 ianco noted: fal lure to test Contr 


2 pressure sensor after malnt ft before 4^,^ 

SIfLLIVAM. R. F. . CHASE. V. H, Region 2. 

072B7: 047. 


tt": "■ “ S.pi-in'i:' AVl.ni.: R..cttr Op.r.U.A# 

Nuclear Support Branch. 00/00/15. 6pp. 


Periodic operating reports L* related correspondence 


-80L2020354 Notice of violation from insp on 800S0t-3l. 

* Region 2. Atlanta# Office of the Director. 90/10/07. 
07143: V31. 


Ip- 


-8012020356 Mutlce of deviation from insp on 600901-31. 

* Region 2# Atlanta. Office of the Director. BO/10/07. ip. 

07143: 132. 

-9012020364 IE Insp Repts 50-259/60-34.50-260/00-27 L 50-296/00-20 on 
BOOaOl-3t . Noncompl lane e noted: no fire watch in cahlc 
Spreading room w/inoperable carbon diocid# sgs 6 failure to 
fflonltar scram discharge header level 

SULLIVAN. R. F. . CHASE# J. H. Region 2. Atlanta# Office of the 
Director. DANCE#H.C. Region 2# Atlanta. Reactor Operations 
Ifitclear Support Branch. 80/10/07. 9pp. 07143:133. 


B012160317 Forwards monthly operating repts 

ABERCROMBIE. H Tennessee Valley Authority. 80/12/10. ip- 
07252: 269. 

— S012160321 Monthly operating repts for N®);; J’^O 07232:270. 

THOfi# T. Tennessee Valley Authority 00/12/01. 33pp. 

S. Reportable occurrences# LERs 6 related correspondence 

8012090410 RQ 50-259/8005: on 001123 reservoir exceeded 

max allowable temp. Caused by influence of colder . 

upstream. Load on Unit 3 reduced in four stagoi to shutdown 8( 

valley Authority. 80/12/03. 2pp. 07107:001. 


6012050067 Forwards IE Bulletin 80-24. ’'Prevention of Danage Due to 
Water Leakage Inside Conta inment. No written response 

i^REItLY# J. P. Region 2. Atlanta. Office o# the Director. 80/11/21. 
Ip. 07173:225. 


0012000004 Forwards IE Info 
Htjdragllc Snubber Fluid. " 
Q'RElLUy. J.P- Region 2# 
ip. 07162: 137, 


Notice 00-42# "Effect of Radiation on 
No written response r«<iulred. 

Atlanta# Office of the Director. BO/1 i/24, 


0012100497 Forwards LERs identified as missing In 801104 memo. Enc I 

LEH‘BfR!’”*'Rislon 2- Atl.nt., RMctor Op.f.tl.n. NucK.r Support 
Branch. 80/12/03. Ip. 07210:090. 


—6012100501 UER 00-009 has been cancelled. 

a Duke Power Co. 80/12/03. Ip. 07218:099. 


-8012100506 LER 80-067 has been cancelled. 


S012170359 Forwards IE Info Notice 80-29. Suppl !• '’Broken Studs on 
Terry Turbine Steam Inlet Flange. " Mo written response 

Q^RElLLYi J. P. Region 2. Atlanta. Office of the Director. BO/ll/26. 
ip, 07269:022. 

8012220595 Forwards respensa to tE Bui let in 80-06. "Engineered Safety 
Features (ESF) Reset Controls." Results of supplemental 
drawing review, devices to be tested ^Lnoo. 

MILLS.UhM. Tennessee Valley Authority. 00/12/03. 6pp. 07299.2 

8012310111 Responds to IE BulUtin 80-21. "Valve Yokes Supplied by 
KalCOl" Foundry Co. Inc. " No valve parks cast by foundry 

UlLLB^L. Tennessee Valley Authority. 80/12/05. Ip, 07370:019. 

8012190466 Acl receipt of 801113 Itr 

correct violation noted in IE Insp Repts 30-259/00 20. 

50-260/80-21 4 50-296/80-22. Confirms telcon that malnt on 

valve win be completed before entering operable mode 

LEWIS. R.C. Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 00/12/10. 1p. 07297:036. 

— B012190472 Responds to NRC 001027 Itr re violations noted in IE Insp 
Repts 50-259/00-28.50-260/80-21 U 50-296/B0-22. Correct ive 
actions: testing of subj pressure switch accomplished as 
soon as 30X automatic bypass interlock cleared 
MILLSiL.M- Tennessee Valley Authority. 00/11/13. 3pp, 

07207: 037. 

—8012190401 Aci receipt of 000904 Ur informing 

correct violation noted in IE Insp Repts 50-259/80-20# 

50-26a/B0-*21 L 50-296/80-22 More info requested on subj 

O^REILLYi J. P- Region 2# Atlanta. Office o# the Director. 

80/10/27- ip. 07287:040. 


-9012100510 LER 80-062 has been cancelled. 

a Duke Power Co. 80/12/03. Ip. 07210. 101. 


—0012100513 LER 00-051 has been cancelled, 
a Carolina Power 6 Light Co. 60/12/03. 

0012120466 Forwards LER SO-OB3/03L-0, 
GREENrH.J. Tennessee Valley Authority. 


ip. 07218:102. 


00/12/03. Ip. 07236:022. 


— e0l2l?0477 LER 80-Oa3/03L-0: on a0ll07iNPCr steam line space hiiih tewp 
switch Tfi-73-2E found to trip at 235 F. erceeding 
Caused by Fenwal Model 17023-6 temp switch drift. Switch 

e Tennessee Valley Authority, 00/12/03. 2pp. 07236:023. 


0012120502 Forwards LER B0-0B5/O1T-0. 
GREEN. H,J. Tennessee Valley Authority. 


00/12/05. Ip. 07236:040. 


—8012120506 LER 80-005/01 T-0: on 801 123# river temp lowered causing 
differential temp of less than S F.Causcd by heavy rainfall. 
Unit 3 load reduced t. river flow increase re<iuaated. 

# Tennessee Valley Authority, 80/12/05. ip. 07236:041. 


0012120510 Forwards LER G0-094/03L-O. 
GREEN. H.J. Tennessee Valley Authority, 


00/12/09. Ip. 07237:046, 


-801212D514 LER e0-084/O3L-0; on BOt 1 12. al ternato feeder breaker 1930 
failed to close. Caused by lack 0# contact between fuse clip 
U breaker fuse Sc dirty auxiliary contacts. Fuse clip adjusted 
U contacts cleaned. 

» Tennessee Valley Authority. 00/12/09. 2pp. 07237:047. 


8012300577 Forwards updated LER 0O-O6S/O3L“t. 

onirPN. H. J. Tennessee Valley Authority. 80/12/23. 
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— B012300S8a Updat«<J LER SO-O^yS/OSL-l : on aOO0SO»wincf dlrtction Indication 
at elevation G87 mean sea level uas lost & 7~dav limiting 
condition of operation entered. Caused by noisy 
potentiometer. Instrument replaced. 

a Tennessee Valley Authority. 80/12/23. 2pp. 07362:313. 


6012300634 Forwards LER eo-076/03L-l. 

OREENrH.O. Tennessee Valley Authority 60/12/33. Ip. 07399:088. 


— 6012300643 LER aO-076/03L-l : on 801007# dur Ing normal operation# air 
differential temp recorders TDR-90^103 Si TDR'-90^104/ channel 
A elevation 620 to 737 tlSL S* channel B elevation 620 to 887 
hSL fai led. Caused by component failure In digital voltmeter. 

« Tennessee Valley Authority. 80/12/23. 2pp. 07399:089. 


9012300428 Forwards LER 80-086 /OaL-O. 

OREEMrH. J. Tennessee Valley Authority. 80/12/24. Ip. 07349:391. 


8012300432 LER 80-086/03L-0: on 801 129i dur ing scram time testing# control 
rods were moved in conformance u/SI 4. 3 B. 1. a. Over travel 
alarm received when control rod 14-11 was fully withdrawn# 
indicating rod uncoup 1 ed. Cause unknown. Instructions revised. 

* Tennessee Valley Authority. 80/12/24. Spp. 07349:392. 


8012300615 Forwards LER 80-074 /03L- I . 

OR£EN#H.J. Tennessee Val ley Authority. 80/12/24. Ip. 07397:326. 


— 0012300629 LER 80“074/03L-l : on 600924# during normal operation# seismic 
monitor SMAS found Inoperabl e. Caused by failure of printed 
wiring board 100939. Ass emh ly repaired# functional ly tested 
Si returned to svc. 

a Tennessee Valley Authority. 80/12/24. 2pp. 07346:188, 


V. Operator Examinations 


8012290237 Forwards response to clarification items in NRC 801031 Itr 
re post-TttI requirements. £nc I contains list of ECCS outages 
for past 9 yri l< training program requirements for shift 
technical advisors. 

MILL8#L. K. Tennessee Valley Authority. 80/12/23. iOOpp. 
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F. Security# medical# emergency & fire protection plans 


8012040009 Notification of 801202 meeting w/util in DethetdaiMO to 
discuss fire replication tests for fire protection sys. 

CLARK. R.V. Operating Reactors Branch 2. 80/11/19. 2pp. 07169:290. 


8012060839 Notification of 801121 meeting u/util in BethesdaiMD to 
discuss util position on central emergency response ctr (t 
plans for emergency mgt. 

STAHLE, c. Licensing Branch 2, 80/11/19. 6pp. 07179:331. 


6012090209 Advises that util has instituted interim procedures to 
handle conversion of release rates to emergency 
class if ications for State of ALi as discussed in 801027 
meeting w/NRC util 601103 Ur to State of AL. 

MILLS# L.M, Tennessee Valley Authority, 80/12/03. Ip. 07200:344. 


8012300648 Requests comments by 810115 re plans to install prompt 
notification sgs within 9-mile emergency planning tone. Util 
aiiessments on fission product releases are consistent w/ 
info presented at NRC 601118 meeting. 

MILLS# L.H. Tennessee Valley Authority. 80/12/24. 2pp. 07308:001. 


P. Operating license stage documents & correspondence 


8012160050 Utr to operating plant licensees# OL applicants it CP holders. 
Forwards NUREO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dates will be met. 

ElBENHUT# D. 0. Division of Licensing. 80/10/31. 7pp. 


8012220398 Ltr to all CP it OL holders for BWRs re requirement for 
Implementation of ODYN code for licensing basis calculations 
performed by OE. App 1 icab I e to all license applications it 
proposed amends# inc lud ing core reloads. 

EISENHUT# D. 0. Division of Licensing. 80/11/04. 4pp. 


0012080290 Forwards Amend 58 to License DPR-92i safety evaluation it 
notice of issuance 8: ava i lab i 1 ity. 

iPPOLlTOi T. A, Operating Reactors Branch 2. eO/lt/12, 2pp. 

06986:003. 


— 80120B0295 Amend 56 to License DPR-52# chang Ing Tech Specs to permit 
operation in Cycle 4. 

IPPOLITO. T, A. Operating Reactors Branch 2, 80/11/12. 34pp, 

06966: 003. 


— 8012080301 Safety evaluation supporting Amend 50 to License DPR-52. 
* Office of Nuclear Reactor Regulation# Director. 80/11/12. 
lipp. 06586:003. 


— 8012080306 Notice of issuance ^ availability of Amend 58 to License 
DPR-32. 

IPPOLITO) T. A. Operating Reactors Branch 2. 80/1 L/lS. 2pp. 

065B6: 003. 


60122P0563 Ltr to all power reactor licensees forwarding NUREO-0619# 
‘'6WR Feedwater Nozzle K Control Rod Drive Return Line 
Noxtle Cracking.*’ Confirmation that implementation dates 
will be met must be sent within 49 days. If /o end. 

EISENHUT# D. 0, Division of Licensing. 80/11/13. ip. 


6011290423 Forwards partial response to NRC 800708 request for info re 
containment purging t# venting sys. Adtfl info to complete 
response wilt be submitted by 810401. Drawl ngs available In 
Central Files# aperture cards in PDR. 

MtLt8#L.M. Tennessee Valley Authority. 80/11/19. 21pp. 07069:332. 


3012090231 Forwards proposed change to util rept TVA— TR7S-1 re QA 
program as ref in App D# Section D. 4 of F8AR. 

MIU8#L.H. Tennessee Valley Authority. 80/l2/0t. 2pp. 07201:191. 


8012160633 Forwards NRC review of fish impingement data collected at 
facility from Sept 1976 - Aug 1979# in response to util 
request to terminate study as required by ETS. Request should 
be granted. 

BALLARD# R.L. Environmental Engineering Branch. 80/12/02. 33pp. 

07261 : 256. 


8012230510 Forwards Amends 63.59 ts 35 to Licenses DPR-33i DPR-92 6 
QPR-60# respec tive ly# safety evaluation & notice of issuance 
availability. 

IPPOLITO# T, A Operating Reactors Branch 2. 80/12/02. 2pp. 

07316:247, 


—8012230515 Amends 63,59 it 35 to Licenses DPR-33. OPR-52 k DPR-6Q# 
respectively# Chang ing Tech Specs to resolve auxiliary 
electrical sys ambiguities in Section 3.9. 

IPPOLITO. T. A. Operating Reactors Branch 1. 00/12/02. ilpp. 

07316:249. 


—0012230519 Safety evaluation supporting Amends 63» 9? 6 35 to Litenset 
DPR-33. DPR-92 it DPR-6S, respectively . 

* Office of Nuclear Reactor Regulation# Director, 60/12/02. 5pp. 
07316: 203 


—8012230923 Notice of issuance availability of Amends 63# 99 Is 39 to 
Licenses DPR~33i DPR-52 1# DPR-68# respec 1 1 veiy . 

IPPOLITO# T. A. Operating Reactors Branch 1. 80/12/02. 2pp. 

07316:288. 


8012190627 Forwards list of applications for Tech Spec changes# fees 
pald.fees due & basis for each fee determi nation. Requests 
remission of fees due. 

OIOOS. R.M. License Fee Management Branch. 00/12/03. 2pp. 
07273:293, 


8012090344 Responds to NRC 000924 request for info re reactor 
protection sys power supp 1 ies. Coinmits to install Class IE 
sys it provides schedule for completion of mods it for 
submission of design info ^ proposed Tech Specs. 

MILLS# t.M. Tennessee Valley Authority. 80/12/04. 2pp. 07199:349. 


8012220465 Responds to 800911 memo requesting that Dfc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
w/revlsed Agreement State burial site condl tions. Forwards 
results of IE survey. 

DENTOMi H. R. Office of Nuclear Reactor Regulation# Director. 
00/12/04, 2pp. 


— 8012220506 Forwards tabulation it summary of IE survey on low level 
waste at 91 reactors. Lnw level waste storage facilities 
have been expanded at 37*A of reactors surveyed u/7t^ 
planning or considering increasing storage capacity. 

BANOARIrR. L. Effluent Treatment Systems Branch. 80/11/06. Bpp. 


8012300713 Forwards Amends 64 t 60 to Licenses DPR-33 it DPR-52i 
respect ively# safety evaluation L notice of issuance & 
aval lab i t ity. 

IPPOLITO# T. A. Operating Reactors Branch 2. 80/12/10, 2pp. 

07360; 009. 
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-B0123DQ7I6 A*.rdi 6 A e. &0 to Ulc.llt.. DPB-33 I. DPR-SS, r.>».ctlv.lt|, 
nUooilni) facility apapatlon u/ttanSU coolant tiapplv 
capahilltg inoperable for period not 

IPP01,lT0i T. A aporifclng Reactare Oranch 2, BO/ia/tO. lApp. 

073*0: 011- 

0012300721 Bafetg evaluation -supporting Anende 64 8 < 6 D ko Ulcen*ea 

DPft“33 t I>PR"52« respecUvelij , 

■* Offl-te of Nwclear Jleactor Regulatlocii DItbcIov. D 0 /L 2 / 1 O. 3pp- 
07360: 02?, 

B012300724 Notice of is-suance tt avatlabllltg of Amende 64 t 60 to 

Licenses DPR-OS *>£ DPR-52i reipec fclve ig . 

tPPOLlTQiT. A Operating Reactors Branch 2. BO/ia/10. 2pp- 

07360; 032. 

G012230757 Forward* brief icrmnarg of planned mods to BWH scram *y»fln 
response to ^JRC 001001 Itr.Addl info *;®S«rdlng 

Inplomentation schedule 11 be proviso*! Son 07314- OlQ 

MILI.9. L. IV Tennessee Valley Authority- a0/l2/'l5- 3pp, 07314. oia, 

8012240769 Responds to 601203 I tr re final fee dotarminatlnn for 
facility Tech Spec changes. Fee deterff»ination for Changes T 8 
IS3, T 8 143 TB 146 not contested. Disagreements 

u/d. term! nation for T& 145 L p ' J ^ 07324-337 

HILLS^L.M. Tennessee Vaileg Authority, 00/12/17. QvP- 07324.337. 

eoia300297 Advise* that In Jan t?01 util ^ 

reactor bldg crane to assist NRC review of 
moving heavy loads near fuel . Pending roiolutlonr continued 

90 /l 2 «a. Ip. 0 W 4 »: 33 S. 

B0122?0?07 Forward* response to clarification ^ 0010-31 Itr 

JfJest^rtl requireme^s.Encl contain, list of ?CC 8 outage. 
foT^past 5 yrs t: training program r etiu Irement* »or shift 

VpIUn AuthorltM 00 / 12 / 33 , JOOpp. 

07330; 327. 

8012300276 Re{;oestSi estension of concurrent cycle start date from 

V.U., Apuprit,. 80/12/24. 2pp. 07306:001. 

Q Inspection report i, IE 

ip 

801217000A Por.,Pr4. IE lAfo NcUc. 80-39. 

Vjlvej HfJ bv V*lcoT Enjinp.rtnp Ooi-p. Mo tppel/ic ocHon 

2. Atlanta. Offic. of th. Dir.otor. 80/10/31. 

Ip. 

8012330030 Forwaria IE Circular 00-23. "Pot.nUal B.fact. in Dalolt 
p”;? an E^ol.ncv Oanaratar.. ■■ N. uirlttor. r..puna. 

S-BEIttvij-P. n.ploo 2 , APIanla, Offic. of tha Blroctor. 80/10/31, 

Ip 

BOiailOOit R.aua.ta a,....«.nt & corr.ctiy. ‘ 1“'’? , f'i'" 

raco coIUaJ con.truct..! w/appar.otli) flaoimabl. ttla* uithlR 

TEOfBColn.L AaaMtant Oiractor for Llcpnalo*. 80/11/04. apR. 

8012110807 ForuarPt IB Oollatin 80-21. Yokaa SoppllaJ bb Male 

SJjrlr^f pa. O.r.etur, 80/11/06. 
IP. 

1012180320 Forwards IE Imp Repts ^ 

r" n:?j: 2 tiu^ ^ Engineering 
Support Branch. 00/11/06. 2pp. 03772:019. 

— S0121B-0223 IE Insp Repti 50 - 2 S 9 /aO~ 3 S« 50-260/80--32 fc 90 296/00 32 

Engineering 

Support Branch. 80/11/03. 3pp. 03792:021. 


6012030837 Foruard* IE Info Netice aO“40f ‘■Encessivf Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Deprassurl i^ticn.;* Mo written response req,uirBd. 

O'REIU.Y. Jh P. Region 2a Atlantai Office of the Director, 
ip. 


00/ li/07- 


QOi2lB0095 Fnrtuards IE Insp Repts 5 {j- 2 S 9 / 90 “ 37 i 90-260/00-31 1 
90-296/00-31 t; 50-327/60-40 on 601006-07. No noncompliance 

KEMNAaU. B. Region 2a Atlantac Safeguard* Branch. 80/11/07. 
03791:173, 


2 pp. 


—0012100069 IE Insp Kept* 50-259/00-37. 30-260/00-31 r 30-296/00-31 6 
50-327/60-40 on 001006-07. No noncomp 1 lance noted. Major 
inspected : unescorted access clearances 6 intrusion of pia 
protected, area. Details withheld <ref 10CFR2. 790). MroiflRE. 0. 

TaBIfi.D. J; Region 2a Atlanta* Office of the Director. tjSa|. 87 - 3 . 
Region 2a Atlanfrai Safeguards Branch, 00/11/06. Ip. 037 

601200-0276 Foruiards 3E Info Notice 80-4la "Failure of Swing Check Val 
in Decay Heat Removal Sy s at Davis Basse Unit 1. No 

”S‘.jT‘”tsiun 2. AUAAf. Offl« uf U. Diraatur. aO/lt/lO- 
ip. 07182:285. 

80120807/3 Forwards monthly status rept for Nov 1900 re wort performed 
per IF Bulletin 79-14. '^Seismic Analysis for As-Built 
Safety-Related Piping Sys.” Drawing conf iguretlona p Ipt 
lupport & floor 6 wall penetration insps included. rt- 7 tBa 006. 

ilLLS.L.M. Tennessee Valley Authority. 80/11/10. 29pp. 07183. ouw- 

B012040143 Forwards IE Bulletin 0O-23a "Failures of Solenoid Valves 
Kfg by Valcor Engineering Corp. " Reouirei estimate of 

manpower associated w/corrective action*. noyil/L4. 

S'REILLY* J. P. Region 2f Atlanta, Office of th. Director. 80/11/L4. 

Ip, 07150:066. 

8012020339 Act r.c.ipt of BOUOS Ur 

correct violations noted In IF Insp Repts SO 299/80 34 

= R.ACtor Of.r.Mbn. Nuc..,r. SURRort 

Branch. 00/11/20. Ip. 07143:126. 

-8012020343 5»;|SlS4 ‘ 

watch assigned to vital area Issued key f *®'^!**' 

Sills, L.M- Tennessee Val lay Authority. 00/11/05. 2pp. 

07143: 127. 

— 8012020349 Forwards IE Insp ^ 

50 - 296 / 80-20 on B00801-31 «< notice* of violation U 

8..I.n 2. Ob.r.tion. Mucl.ar SuRRcrt 

Branch. 80/10/09, 2pp. 07143:129. 

07143: 131. 

07143: 132. 

-8012020364 ,E In.R RjRt. "" 

^HLfSAl/oT ‘‘cHASrJ°u''”R'9ii’''2' AtlSnt., Offlct of th. 

Ip. 07173:225. 

^ . 1 ^ 1 -*., w«nrp 00-42, ''Effect of Radiation on 

flni ^n80{>D4 Forw-^rd^ IE Info No vice plf h«; 

90/11/24. 

Ip. 07162:157, 

- J *fT T„x« Wnfclce 00 - 29 , auppl ii "BroVon Studs nn 
S'SeI”?;J.P. 2 - O"*'* 80/11/24. 


IP. 


Ip 
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9012180089 Ack receipt of 801110 Itr informing NRC of stops token to 
correct violetloni noted in IE Insp Rept 90-260/80-28. 

C. E. Region 2f Atlanta* Reactor Construction 6 Engineering 
Support Branch. GO/11/20. ip. 03791:176. 


— BO1210OO97 Responds to MRC 601017 Itr re violations noted in IE Imp 
Rept 50-260/60'‘26. Correct ive ac t ions : pr el ioiinary & final 
liquid penetrant examinations performed. 

MlLLSiL. M. Tennessee Valley Authority. 80/11/10. 3pp. 

03791: 177. 


—8012180099 Forwards IE Insp Rept 50-260/00-28 on 800916-22 tc notice of 
Violation. 

KURPKYrC.E. Region 2> Atlanta* Reactor Construction & Engineering 
Support Branch. 80/10/17, 2pp. 03791; 100. 


—8012100109 Notice of violation from Insp on 800916-22. 

* Region 2* Atlanta* Office of the Director. 80/10/14. Ip. 
03791: 182. 


—8012180112 IE Insp Rept 50-260/80-20 on 800916-22. Noncomp 1 lance noted: 
inadec^uate liquid penetrant e xatni nation. 

OIRARDiE. H. Region 2* Atlanta. Office of the Director. HERDT. A. R, 
Region 2 j Atlanta* Reactor Construction ^ Engineering Support 
Branch. 80/10/14. 6pp. 03791:103. 


0012820599 Forwards response to IE Bulletin 80-06* ^'Engineered Safety 
Features (ESF) Reset Controls. ” Results of supplemental 
drawing review* devices to be tested tc testing schedule end. 

MILLS* L.M. Tennessee ValUg Authority. 80/12/03. 6pp. 07299:226. 


9012310111 Responds to IE Bulletin 00-21. "Valve Yokes Supplied by 
Malcolm Foundry Co. inc. " No valve parts cast by foundry 
used at facilities. 

MILIS.L. M, Tennessee Valley Authority. 00/12/05. Ip. 07370:019. 


0012190466 Ack receipt of 801113 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-259/B0-2ar 
50-260/80-21 ii 50-296/80-22. Confirms telcon that malnt on 
valve wilt be completed before entering operable mods. 

LEkJIS.R.C. Region 2* Atlanta* Reactor aperations Nuclear Support 
Branch. 80/12/10. Ip. 07207:036. 


■8012190472 Responds to NRC 001027 Itr re violations noted in IE Insp 
Repts 50-259/00-20,90-860/80-21 6 50-296/80-22, Corrective 
ae tions: testing of subi pressure switch accomplished as 
toon as 307. automatic bypass Interlock cleared. 

MILLS* L.M. Tennessee Valley Authority. 60/11/13. 3pp. 

07207: 037. 


—8012190481 Ack receipt of 000904 Itr Informing NRC of steps taken to 
.correct violation noted In IE Insp Repts 50-299/80-20* 

50-260/80-21 V 50-296/80-22. More info requested on subj 
pressure switch. 

a 'REILLY* J. P. Region 2* Atlanta* Office of the Director. 

00/10/27. Ip. 07207:040. 


— 8012190492 Responds to NRC 800819 Itr re violations noted in lE Insp 
Repts 50-259/80-28*50-260/80-21 fc 50-296/80-22, Disputes 
finding of noncompliance. 

MILLS, L.M. Tennessee Valley Authority. 80/09/04, 3pp. 

07287: 041. 


—8012190499 Forwards IE Insp Repts 50-259/80-20*50-260/00-21 U 
90-296/80-22 on 800601-30 notice of violation. 

LEUI8, R.C. Region 2* Atlanta, Reactor Qperotions Nuclear Support 
Branch. 0O/O8/i5. 2pp. 07287:044. 


—8012190504 Notice of violation from insp on 000601-30, 

# Region 2, Atlanta* Office of the Director. 80/08/19. Ip. 
07287: 046. 


—8012190512 IE Insp Repts 50-259/80-28*50-260/80-21 4* 50-296/80-22 on 
800601-30. Nohcomp 1 iance noted : fa 1 lure to test Control Valve 
2 pressure sensor after traint fk before returning to svc. 

SULLIVAN, R. F. * CHA8E, J. N. Region 2, Atlanta, Office of the 
Director. DANCE* H. C, Region 2* Atlanta, Reactor Operations 
Nuclear Support Branch. 00/08/15. 6pp. 07207:047, 


R. Periodic operating reports 6 related correspondence 


8012160317 Forwards monthly operating repts for Nov 1980. 
ABERCROMBIE* M, Tennessee Vallau Authority, 60/12/10. Ip. 
07252: 269. 


— 0012160321 Monthly operating repts for Nov 1900. 

TH0M,T. Tennessee Valley Authority. 00/12/01. 33pp. 07252:270. 


S. Reportable occurrences. LERs L related correspondence 


8012030599 RO 50-260/80-47: on 801 107* chlorine residual reached 0.49 
mg/1 exceeding max allowable of 0. OS mg/1. Caused by failure 
of main condenser cooling water pumps to provide adequate 
d i lution. Ch lor ination stopped. Procedures revised. 

MILLS* L. M. Tennessee Valley Authority. 00/11/26. 4pp. 07151:165. 


ao 12020416 Forwards LER ao-048/03L-0. 

OREEHi H. J. Tennessee Valley Authority. 80/11/20. tp. 07148:300. 


— 80120^*0421 LER 8O-O40/O3L-O: on 80103 1 , dryue 1 1 pressure transmitter 
2-PT-64-67 found not qualified for radiation environ 
following LOCA. Caused by transmitter GEMAC model 556 not 
qualified to meet environ cond 1 1 ions. Transmi tier replaced. 

» Tennessee Valley Authority. 80/11/28. 2pp. 07148:301. 


8012100523 Forwards LER aO-049/03L-0. 

OREENi H. J. Tennessee Valley Authority. 80/12/03. Ip. 07210:119. 


—8012100534 LER aO-049/03L-0: on 801104* while In cold shutdown* total 
leakage found to erceed allowable rate. Caused by 
deterioration of valve seats. Valves repaired 4; tested, 
e Tennessee Valley Authority. 00/12/03. 4pp. 07218:120. 


9012170558 Forwards LER a0-092/03L-0. 

OREEILH. J. Tennessee Valley Authority. 00/12/12. Ip, 07264:134. 


— 8012170595 LER e0-052/03L-0: on 801 11 5* scram discharge vol tank 3-gallon 
level alarm switch 2-L8-85-4SF found stuck 1* inoperable. 

Caused by stuck Robert Shaw Model 8L-305-E1-X switch float. 

Switch backflushed. 

* Tennessee Valley Authority. 00/12/12. 3pp. 07264:135. 


8012170642 Forwards LER aO-050/03L-0. 

OREEN.H.J. Tennessee Valley Authority. 00/12/12. Ip, 07264:332. 


—8012170647 LER 80-050/03L-0; on 001 1 (9* interned iate range monitors D* D 
H did not respond during initial startup* creating less than 
allowable number of operable instrument channels in trip sys 
B, Caused by open time wire RO 114 a/u cab les. Cab lei repaired 
« Tennessee Valley Authority. BO/12/12. 2pp. 07264:333. 


8012220455 Forwards LER 80-051 /03L-0. 

GREEN* H.J. Tennessee Valley Authority, 00/12/12, Ip, 07308:336. 


—8012220460 LER 00-051 /03L-0; on 001121* reac tor water level switch 
2-LI8-3-50C switch 4 found inoperable at proper setpoint. 
Caused by dirty switch contac ts. Contac ts cleaned 6 checked 
at proper setpoint. 

» Tennessee Valley Authority, 80/12/12, 2pp, 07308:337. 


6012300514 Forwards LER G0-054/03U-0. 

OREEN,H. J. Tennessee Valley Authority, 80/12/23. Ip. 07360:340. 


— 8012300520 LER 80-054/03L-0.‘ on 801004i ref uel interlocks switch 2 jammed 
in overtravel pos 1 tlon* render ing switch Inoperable 6 
allowing movement toward core in startup mode. Caused by 
switch operating arm rotating 180 degrees, 
e Tennessee Valley Authority. 00/12/22, 2pp. 07360:341. 


V, Operator Examinations 


8012290237 Forwards response to clarification item* in NRC 801031 Itr 
re post-TMl requirements. Enc I contain* list of ECCS outages 
for past 5 yrs Sc training program requirements for shift 
technical advisors. 

MILLS* L.M, Tennessee Valley Authority. 80/12/23. lODpp. 


DOCKET 50-261 H. D. ROBINSON PLANT* U.'ilT 2 


r. Security, medical* emergency 4c fire protection plans 


8012080750 Informs of interim lOCFRSO, 48 suspending completion dates 
for previously approved fire protection mod*. Revised 
10GFR50. 40 will contain schedules for completion of all 
protection mods, 

£I6ENHUr* D. 0, Division of Licensing. 80/11/17. 5pp. 07196:161. 


6012000835 Notification of 801121 meeting u/utll In Dethosda, MD to 
discuss util position on central emergency response ctr U 
plans for emergency mgt. 

STAHLE.C. Licensing Branch 2, 80/11/19. 6pp. 07175:331. 
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aoiaofoia? F<.r-.rd> final r.pt. '■’■'"•‘j**’”;,® 

Inst. Evaluation indicatfls protlanv ^ 

is raceived r* 4 uUs aniLy i«d. ut 1 1 uil i forward p Un 

S(LE"ll‘'"c-oH"a P...r » i-ight CO. B0/t2/05- tp. 072^6. .Bl. 

P. Oporatin, J Iceose stage 

0012020753 Forward* itUmt q,ua J i f Icat ion* of auiUiar-j feedwater si^* 
in operating PWRs ^ describe* program KRC i* undertatlng 
to rVJia^ capabilit, of operating PI^S* to remove decay 


heat following earthquate. 

EISEUHLITp D. 0 Division of Llecnsing. 


aD7lO/2l. 4pp. 


g0l2ibOO5O Ltr to operating p Unt 1 1 e ensees, OL ^ 

Foruiards ML«REG’0737 re TMl action plan 

operating reactor licensee confirmation In 4S doqt that 
End 1 inpUmentfttion dates uill be 

ElSENHyTf D. G. Division of Licensing. B0/iO73l^ 7pp, 

GD122a05fr3 Ltr to all power reactor licensees forwarding NURE0-0A19. 
"BUR Feedwater Noiile % Control Rod Drive Return l-ina 
NoiiU Cracking." Confirmation that itnplenenta 1 1 on dates 
^Inl moU b. ,.bt -ithio 45 -‘bi.-w. 

ElSEiWiiT* D. 0. Division of Licensing. 80/11/13. p. 

8Q12C20643 Forwards BWR owners group design t 
scram discharge sys. Criteria viewed as 

^*<^ul^e.■sBnt of providing assurance of reliable t* sofa 

BO/H/24. 4pp. 07148:013. 


e^,uir 

operation of sgs. . ! 

WATERSbD. B. Carolina Power <= Light Co, 


S0iai70i9+ Hobifl.t tbbt util 791107 r«pon.. r. 

injectlan during sur vel 1 lane e testing resolves item for 

Operating Reactors Branch 2. 


f ac i I i tg . 

VAROAi S, A. 


80/11/26. 2pp. 07269; 207. 


07151 : 280. 


8012030679 Forwards proposed change to Tech 

spent fuel pool for Increased spent fuel storage ^ »P;"* 
full storage expansion r ep t. des cr ib i ng mods 6 supporting 
safety an^ Ig ses. C lass 4 amend fee end. _ 

UTLEYiE. E. Carolina Power 6 Light Co. 00/12/01. 2pp. 

— SOl2030eSl Proposed Tech Specs 5.4 for spent fuel 

i Yanlee Atomic Electric Co. 00/12/01. 2pp. 07191.282. 

--B01203068+ "H0 Robinson Unit 2 Spent Fuel Storage Eipanslon Rept, « 
supporting proposed Tech Specs change*. rt.* 4 Ki oaa 

. V.bl.. AtoJc El. Ctrl. CO BO/12/01 iSpp. 07151:284. 

6012050275 Appl ication for amend of Lic.n.e DPR-23. cbanaiup Tech Specs 
3.16 6 4.17 re dedicated shutdown sys. „ nmvi 

UTLEYaE. E. Carolina Power U Light Co, 00/12/02. 2pp. 0 

--8012050278 Proposed changes to Tech Specs 3. 16 & 4. 17 re dedicated 
:'’1l;oUnrP=u.r l. Ll,hb cc, 80/12/02. 6pp. 07171:205. 

3912060479 Rs^u.its ..vision to Tseb Sp.es r.fl.ctinj *" 

additions to- plant as result of hiRC required fire protection 
sys mods. Pr oposed revisions encl. fi'7i'Oa-345 

UTLEV. E. E Carolina Power & Light Co. 80/12/03. 2pp- 

— 8012080462 Proposed revisions to Tech Specs reflecting '^*^'3** ** 
additions to plant as result of NRC required fire protection 

a'^'carJllna Power L Light Co. 80/12/03. I3pp. 07194:347. 

8012090405 Application to amend License DPR-23 Requests Tech Spec 
change ra operability r squlr events for heal tracing 

UTLEY. E.E. Carolina Fewer 6 Light Co. BD/12/03. 2pp. 07207. 133. 


8012220405 Responds to 000911 memo requesting ^ Nuclear 

Reactor Regulation inform ^^oiHArdS 

lii/revised Agreement State burial site condition . 

DENTON^a R. **^OfMce'^of KucUar Reactor Regulation! Director. 

80/12/04. 2pp. 

—0012220506 Forwards tabulation summary of IE JJJ 

uaste at 51 reactors. Low level waste storage 
have been e»panded at 37X of reactors 

planning or considering increasing storage «*P?“''Sb/l 1/06. app. 
BANGARtTr.L. Effluent Treatment Systems Branch. 0 O/ii^u 

801216-0464 Advises of delay In completion 

qualification of installed safety valve P« * f ‘ ^ 

sys. Planned environ qualification nou scheduled for 

completion In third ao/l2/10 2pp. 07263:131. 

UTLEYr E. E. Carolina Power b Light Co. ao/iii/iu. hj* 

0012190402 Foruards Amend 53 to License DPR“23< safety evaluation 

notice of issuance Sc availability bo/iq/IO 2pp. 07206:214. 

VARGA. S. A. Operating Reactors Branch I- 00/12/10. PP 

-8012190408 Amend 53 to License ^ 

generator water level reactor trip point from 54 to 14A 
of narrow range instrument scale, om/iayto 4oD 

VAHGA.S. A. Operating Reactors Branch 1. 80/12/10- PP- 

07286:216 

— 0013190411 Safety evaluation supporting Amend 53 to ^2pp. 

1 Office of Nuclear Reactor Regulation, Director. 80/12/10- .^pp. 

07286:221. 

—8012190412 Notice of issuance L availability of Amend 53 to 

viMA?ST'’'S?.r.Mns Branch 1 . 80/12/tO. 2pp. 

072B6: 223. 

B012230472 Forwards co<n.ml fcments for completion of 

St- r j::b*jrVoJ?S/^?-‘B;?;"“o7304: 

! ^ 


test rept which provides supporting Info 
l/TLEY.E E. Carolina Power 6 Light Co. 


response*. 
80/12/24t 26pp. 


0. Inspacbion r.poi-tp. IE 

8013090201 Faruara, IE In.p Rapt. 50-325/80-39.50-324/80-36 fc 
30-2A1/Q0“27 on 000904. No noncompliance noted. 

Region 2. Atlanta. Fuel Facility I. Materials Safety 
Branch. 00/10/21. Spp- 07202:264. 

-8012099210 IE tnap Rapt 50-325/80-39.50-324/00-36 6 50-261/80-27 on 
900904. Mo noticoihpllanca noteii. Kajor area. ‘"’J*'*' ' , 

cireum.tanca. .urroondlnj arroneou. l() racordad per.onnal 

KRAyIjT; OIBSON.A F. R.jlon 2, Atlanta, Offl.a of tha DiraetdT. 
BO/10/21. 5pp. 07202:266. 

8012090222 Forward. IE In.p R.pt 50-261/80-25 on 800922-26. No 

UEHlarB.*C*"'R.j°on''2. Atlanta. Reactor Operation. Nucl.ar Support 
Branch. 00/10/21. 3pp. 07202:290. 

-80I207022B IE Insp Rept 50-261/00-25 on 000922-26. No noncompliance 
noted. Major areas inspected : correc t ive action on previous 
deviation*/QA program annual review 6 personnel 

BEl1sLE^Q^A°" R6gipn^2. Atlanta. Office of the Director. 

UPRIGHTdC^M. Region 2. Atlanta. Reactor Operations Nuclear Gupport 


— 8012090409 Pr-oposed revision to 
requ i re.mants for heat tracing 
e Carolina Power L Light Co- 


Tech Spec Pago 3.3-4 re operability 
channels. 

SO/12/03, Ip. 07207:135. 


001210-0450 Forwards revised Page li co 
Tech Specs subralfeted as license amen 
effluent on BOltlO, 

UTLEY, E-E. Carolina Power 6 Light C 


rrecting error on proposed 
d for radiological 

o, 00/12/03 2pp. 07219:030. 


OI2IO0495 Irforjns NRC that uti 
re gyal if Icat i on of safety-r« 
response to NftC 801024 orders 
UTLEY, E.E Carolina Power tf 


1 will attempt to meet 020630 deadline 
lated electrical equ 1 ptnent, in 

Light Co. 80/12/04. 2pp. 07216:309. 


8012150190 Forwards IE Info Notice 80''37i 
Reactor Cavity Flooding At Indian Point 
response required. 

O'RE ILLY, J. P. Region 2» Atlantai Offlc 
ip. 07240:207. 


"Containment Cooler Leaks fc 
Unit 2. " No written 

e of the Director. 00/10/24. 


a012ie00P7 Forwards IE Info Notice 00-30. "Crack 
Casing Cladding." No written response required 
O'REILLY, J. P. Region 2, Atlanta. Office of th 
ip. 03790: 104. 


Ing in Charg 
e Director. 


Ing Pump 

00/10/30. 



DOCKETED ITEMS 


61 


30121.70785 Forwards IE Info Notice a0-39» “Half unc tion of Solenoid 
VaIvos Mfg bt; Valcor Engineering Corp. " No written response 
required. 

0 'REILLY, J, P. Region 2, Atlanta, Office of the Director. 80/10/31. 
Ip. 07264: 122. 


3012230015 Forwards IE Circular 80-23, "Potential Defects in DeUlt 
Power Sgs Emergency Generators.*’ No written response 
required. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/10/31. 
ip. 07311:244, 


8012110767 Forwards IE aulUtin 80-21, "Valve Yokes Supplied by Kalcolm 
Foundry Co, Jnc. " Written response required. 

Q 'RElLt V, J. P. Region 2, Atlanta, Office of the Director. 60/11/06. 
ip. 07225:191: 


0012030887 Forwards IE Info Notice 80-40, "Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depresiur i latiori ” No written response required. 

O'RElLLYr J. P. Region 2, Atlanta, Office of the Director. 80/U/07. 
ip. 07150:147. 


901S090316 Forwards IE Info Notice 80-41, "Failure of Swing Check 
Valve in Decay Heat Removal Sys at Davis Qesse Unit 1. " No 
response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 80/11/10. 
Ip. 07182:294. 


0012180032 Forwards IE Insp Rept 50-261/80-29 on 801014-17. No 
noncompliance noted. 

LEM18, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 80/11/10. 2pp. 03791:167. 


—0012100039 IE Insp Rept 50-261/80-29 on 001014-17. No noncompUance 
noted. Major areas inspected: IE bulletins I,- reactor 
operations. 

HARDIN, A. K. Region 2, Atlanta, Office of the Director. 

KELLOGG, P.J, Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 00/11/10. 4pp. 03791:169. 


8012040137 Forwards IE Bulletin 00-23. "Failures of Solenoid V^alves 
Hfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated u/correctlve actions. 

□ 'REILLY, J. P. Region 2. Atlanta, Office of the Director. 80/11/14. 
Ip. 07158:071. 


3012040468 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Uater Leakage Inside Containment." Nrltten response 
required. Requei ts info on manpower expended. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/21. 
Ip. 07163:354. 


8012150029 Ack receipt of 801030 Itr responding to IE Bulletin 79-OtBr 
Suppl 2, "Environ Oual 1 f icat ion of Clast IE Equlpmant. " 

MURPHY, C.E. Region 2, Atlanta. Reactor Construction & Engineering 
Support Branch. 00/11/21. Ip, 07240:351, 


8012310239 Forwards IE Insp Rept 50-261/00-32 on 001020-24. No 
nonconp 1 lance noted. 

LENIS'R.G. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 00/11/21. 2pp. 07370:045. 


— B01231024Z IE Insp Rept 50-261/00-32 on 801020-24. No noncompUance 
noted. Major areas Inspec ted : restart, cr i t leal 1 ty Sc zero-power 
physics Wsts, 

BURNETT, P.T. Region 2, Atlanta, Office of tha Director. 

OUICK, D. R. Region 2, Atlanta, Reactor Gperations Nuclear Support 
Branch. 80/11/21. 6pp. 07370:047. 


0012050621 Forwards IE Info Notice 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 80/11/24. 
Ip. 07174:111. 


8012110127 Ack receipt of 801119 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-261/80-26. 

MURPHY, C.E. Region 2, Atlanta. Reactor Construction 6 Engineering 
Support Branch, 80/11/25. Ip. 07223:329. 


— 00121 10133 Responds to NRC 801027 Itr re violations noted in IE Insp 
Rept 50-261/80-26. Correct! ve ac tions: permits describing 
locations were posted S' personnel required to review const 
procedures. 

STARKEY, R.O. Carolina Power «; Light Co, 80/11/19. 5pp. 

07223: 330. 


—8012110137 Forwards IE Insp Rept 50-261/80-26 on 800929-1002 notice 
of violation. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction Engineering 
Support Branch. 80/10/27 2pp, 07223:335. 


— 8012110141 Notice of violation from insp on 800929-1002. 

« Region 2, Atlanta, Office of the Director. 90/10/24. 2pp 
07223: 337. 


--80121 10144 IE Insp Rept 50-261/00-26 on G0092?- 1002. No ncomp 1 1 ance 
noted: inadequate storage of fire protection equipment 6 
components & failure to follow fire prevention welding 
procedures. 

MILLER, U.H Region 2, Atlanta, Office of the Director, 

CQNLON, T. E. Region 2, Atlanta. Reactor Construction it Engineering 
Support Branch. 80/10/24, 7pp. 07223:339. 


B012170496 Forwards IE Info Notice 80-29, Suppl 1. "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. BO/11/26. 
Ip. 07268:078. 


8012180165 Ack receipt of 001112 Itr Inforning NRC of steps taken to 
correct %'lolatlons noted in IE Insp Rept 50-261/80-24 
MURPHY, C.E. Region 2> Atlanta, Reactor Construction & Engineering 
Support Branch. 80/11/26. Ip, 03791:333. 


— 8017180163 Responds to NRC 601016 Itr re violations noted in IE Insp 
Rept 50-261/80-24. Corrfic tive ac tions: addendum to procedure 
issued to provide criteria for dimensional tolerances re 
pipe U support clearances 

STARKEY, R. B. Carolina Power V Light Co. 80/11/12. 2pp. 

03791 ; 3.34, 


—8012180185 Forwards IE Insp Rept 50-261/80-24 on 600908-11 1, notice of 
violation. 

MURPHY, C.E. Region 2, Atlanta, Office of the Director. 80/10/16. 
2pp. 03791:336 


— 801218018? Notice of violation from insp on 800900-11. 

» Region 2, Atlanta, Office of the Director. 00/10/10. Ip. 
03791:330. 


—0012180194 IE Insp Rept 30-261/80-24 on 800908-1 1. Moncomp I lance noted: 
procedure for pipe stress review analysis had no ref of 
acceptance criteria on dimensional tolerances for safety- 
related supports. 

MODENOS, L Region 2. Atlanta, Office of the Director. HERDT, A. R. 
Region 2r Atlanta, Reactor Construction 6 Engineering Support 
Branch. 80/10/10. 4pp. 03791:359. 


8012050338 Confirms commitments re steam generator insp program. Ob jec ti 
to proposal that operation should not be resumed until eddy 
current examinations have been found acceptable by NRC. 

UTLEY, E.E, Carolina Power 6 Light Co. 80/12/02. 3pp. 07175:060. 


0012160242 Forwards IE Insp Rept 50-261/00-34 on 001027-30. No 
none amp 1 iance noted. 

KENNAiN.B. Region 2, Atlanta. Safeguards Branch. 80/12/03. Ip. 
07252: 236. 


—8012160256 IE Insp Rept 50-261/00-34 on B01027-30. No noncompl lance 
noted. Major areas inspec ted : seeur i ty organization & 
protected it vital area barr i ers. Detai i s withheld (ref 
10CFR2. 790). 

HONELL, J. C., MCGUIRE. OR Region 2, Atlanta. Office of the 
Director. 80/12/02. Ip. 07252:237. 


8012310194 Submits supplemental response to IE Bulletin 80-10, "Haint 
of Adequate Min Flow Thru Centrltugal Charging Pumps 
Following Secondary Side High Energy Line Rupture. " Required 
testing will be completed by 801219. 

FURR, 8. U. Carolina Power 6 Light Co. 80/12/04. 2pp. 07369:170. 


6012310396 Responds tg IE Bulletin 80-21, "Valve Yokes Supplied by 
Malcolm Foundry Co, Inc. '* No active safety-related valves at 
facility ha/e yokes infg by Malcalm Foundry Co. Inc, 

FURRiB. J, Carolina Power Jk Light Co. 00/12/09. Ip. 07369:223. 


8012310404 Responds tq lE Bulletin 00-23# "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp." No solenoid valves or valve 
parts mfg by Valcor Engineering Corp are in use at facility. 

FURR.D, J. Carolina Power Light Co. 00/12/00 Ip, 07369:224. 


R. Periodic operating reports 6 related correspondence 


0012160434 Forwards monthly operating rept for Nov 1900. 

BTARKEV, R, D. Carolina Power Ic Light Co, 80/12/09, !p, 07254:168. 


— 8012160438 Monthly operating rept for Nov 1980. 

WATFORD, M.L. Carolina Power Ligh t Co. 00/12/01, 3pp. 
07254: 169. 
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S. R.porUhU occurr*«c«. LERs 4 r.lstel corr..p. M.nc . 


ting license stage documents 


RqP 

3012050432 Foriuard^ revised 21^' ^ bo/ 12/02 

STARKE^aP.B. Carolina Ptnjer i Li^ht Co. BO/12 


Vp. 07173:302. 


-ailt20.0«9 Revised LER BO-Oad/OlT- i. on aOlOH, containment per sonn.l 
airlocli^ opened s Imu 1 tanaous Iq on tuJO occ ai ion* . Caused oij 
«nevln5 Interloci, from svc for maint. Vendor Inspected 

alrloc!<* t Tfrtor.sTieTid ed . Ca 00/12/02 2pp 

STAHKEYpR .'D CaroUr.a Power i Light Co. 00/12/0 ^ PP 

07173: 303. 


30120^0457 Forwards LER 60-027/01 T-O. 

STARKEY. R. D Carolina Power i Light Co 


00/12/05, Ip- 07203:057. 


Bnionga*iA2 LER 60 - 027 / 01 T-O: on 801122 . reactor protection relft^i RT-9 in 
protection tra.n A fai 1 ed. Caused ^ 

relaij coil resulting in continuous reactor trip signal. Relay 

s'rAiK^v'n 0 Cereline f>o...r t Light Co. 80/12/05. app- 
07203: 050, 


90/12/11- IP- 07240.123 


0012150222 Forwards LER 00-028/017-0. 

STARKEY. R.B Carolina Pawer Z Light <-o. 

Steel studs to replace . ^J*®L*'''aO/l 2 /l 1 3 pp. 

STARKEY. R.B. Carolina Power Z Light Co. ao/i2/ii. PP 

07240: 129. 


00/12/24. Ip. 07359:394. 


6012300411 Forwards LER SO-029/01 T-0^ 

STARKEY. R.Q. Carolina Power *■ Llgn. ca 

— aoiasoodis LEH ao-oaf/oit-or on eoiaia. U.t caUuJ.tee to he between B 
is ?flpn developed in RHR pomp suction 

fiHa-750, Caused t\t normal 00/12/24 2PP- 

STARKEYiR Q. Carolina Power t Light Co. 00/12/ PP 

07359:355. 


DOCKET 50-2^3 HONTICBLLO NUCLEAR GENERATING PLANT 

r'serj;7ti7'i^.idicIireJiergency_^ 

B0ll0=00i3 Discusses planned mods to e.nergentj "”‘*'‘“*1"'' *" 

:“t5:^ '.ij:ru";jr:i.‘rap:iiii?rf;rad;!‘;' ni-:;,;' 
JI^^LeliraS.’^Regl^n'x'cMclr./SnU: TXH dT^Lc SD/ll/Kf. 

Ip. 07149:343. 

8012120437 Forwards MRC comments on emergency P*.^ suhnitted by aOOB2l 
U Mdl inf^; 4 commitments reguired 

Onsite emsrgsocy preparedness "* 

revised to address comments per ,, , ,,, , 7 .-., 

IPPOLITO/T. A Operating Rieactors Branch 2. SO/1 P 

07227; 257. 

0012010351 Acl reciept of NFC BOlll-J Ur 

:;''ei;30l ll:"eT'l'o:u‘;ott""'d!oU;!cM .m.rg.n.y response 
«i?ER.L‘o' ‘'laui:iirn''lutL®Poie? Co. 80/11/25. Ip. 07098:043. 

3012080353 Relsases public version 

from Areas Kear Fonticello Nuclear Generating PI anV 


fro-n Areas Hear Kon 

FElTON. J-li. Division of Rules and Records, 
06596: 003- 


bo/ 12/01. Ip 


to "Evacuation Time 


-8012000360 Forwards public version. Revision 1 to ^ 

Estimate fru-s Areas Near llentic.llo Nuclaar Oenerating 


Plant. 
MAYER. L O, 


Northern States Power Co. 00/08/25. 


06506: 003. 


-aoi2e8Mb4 Bavissun t to "Evacuation Time Estimates from Areas Near 

Hunticello Nuclear Generating oasaa OOT 

.* Northern States Power Co. 80/03/31. lOpp. 06596. 00m. 

0, Adjudicatory correspondence 

8012290.129 Regue.ts preparation of appropriate «■ required 

findings re AELAB 001124 rtemorandu.^ & order converting 

° 0 fUce“i}'tre'"B«cutiv, Legal Director, 80/12/02. 2pp. 

07308:001. 


p. Opera 

ii5;;Bo-o”7r7"rr?Xi'i:uei‘;tar»iuur.^^ 

operating reactor licensee confirmation in 45 dag 
Enel 1 inplejnentation dates will be ^, 3 . y-p. 

EISEIIHUT. 0. 0. Division of Licensing. 80/10/31. PP 

8012220358 Ltr to .11 CP b OL holders f®' 

‘:jj:r5ii"SE":p^?i^a5re%:°:ii n ippu»t..n. ^ 
iiii?ij;'T,n!''%wUurof“u,;:in 2 ^ ao/n/od. 4... 

8012220553 Ltr to ell power reactor licensees 0bl9i 

"Bwa Feedwater No.cle b Control Bod Drive 
Neitke Cracking *' Confirmation that implementation 

met must be sent within « ,p. 

EISEIWTpO.O. Division of Licensing. 90/11/13. 9 

0012220485 Responds to 800911 memo to’^oSJlg"* 

Reactor Regulation Inform U'ense.s of need to comply 
w/revlsed Agreement State burial site conditions, rorwares 

'%mn%f Nuclear Reactor R.gulatiun. Director. 

00/12/04. 2pp 



L. Effluent Treatment Systems Branch. 80/11/06. app 

®'’i^^^?cr.rJ^RUar;!JSJr!:;nr™5utn°s “■ 

Categorg A Tech Spec changes. ^ 07314:069. 

* Northern States Power Co. 0 O/l 2 /ia. p 

8012230235 Forwards 2/12^* ^ 07314:072. 

MAVERpL.O. Northern States Power Co. ao/iw/ia. ip. 

^ , I <ren«e DPR-22 authoriiing changes 

baid2>io2S7 Ado 1 i ca t i on for amend of License 

\::oJ !:h;^?Sv:i^tnrt;uisi?j;iJx r«;ur?ure?';e?L 

position indication. oo/i2/12 3 dp. 07314:073. 

MAYEHfL. 0. Northern States Power Co, 80/12/12., JPP- 

-0013230299 Revised Tech Specs for Till Lessons Learned Category A re 

t-tr'u-^'tiijpnfdSuSrnsjuJjrraSjpn;;^^ 

a Northern States Power Co. BO/hi/itt. ivp|/ 



« KoTthern States Power Co. 00/12/22. ip. 

6012300599 Forwards req.oest to amend License DPR-22 h supporting 
Jl"S“°Nortb.rn state, PP..r CP 00/12/22. Ip. 07346:195. 

-~p^:^ar{iJ»n":t::;:n-:trup;t:^ 

Ms.‘^r^^,rr^?u:rF::::r2d^^'^S/?2/22. .p. 07340 : i,. 

-8012300611 Prppossd rsvision t» Tseb 8p.c Pa,. 189E,««t.ndin4 tabl. of 
m.i av.rag. planar I In.ar h.at-g.neratlon rat. limits for 
one fuel type to cover exposures during Cgcle ^ 
r%oU»..rr6t.t.s Ppivsr C. 80/12/22. 4pp. 07346:197. 

-8012300613 Add,nda 1 to NEDO-24050. "LOCA Analysis Rspt for MontlclU 

ro;::rrn:c‘lJ?c'’t‘r‘NEDQ-24050 ADD 1. BO/lO/31. 4pp. 

07346:199. 

Q. Inspection reports, IE Bulletins J:^CDrr6spondence 

8012170644 Forwards IE Info Notice 80-37. ^Containment Cooler Leaks & 
Roactar Cavi tg Flooding at Indian Point Unit 3. No written 

KEPPLEfif/o^^^^ReffUn 3, Chicago, Office of the Director. 00/10/24. 

Ip, 07264: 192. 

9012020767 Forwards IE Insp Rept 50-263/90-10 on 000902-30. No 

HEIsSaH.*"” "Rollon 3. Chicago, Rs.ct.r Op. ration. Nucl.ar Support 
aranef*. 80/ 10/30. 2pp. 07143:284. 
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— B012020793 IE Insp Rept 50-263/90- 1 B on 800902-30. No tioncomp I iance 
noted. Major areas f nspec bod : root ine operat Ions* logs 6 
records/ bu 1 letins* c ircularsi LERsi housekeep J ng 4; radiation 
protection. 

aROl.'.Mi C. H. . MADIBON. A L. / LITTLE, W S Region 3, Chicago, Office of 
the Director, BO/10/29, 5pp. 07145:286 


8012040633 Forwards IE Bulletin 00-24, "Prevention of Damage Due to 
Water Leakage Inside Containment." No written response 
required. 

KEPPLER, JO. Region 3, Chicago, Office of the Director. 00/11/21. 

2pp. 07165:330. 

8012080070 Forwards IE Info Notice 00-42. "Effect of Radiation on 
Hgdraulic Snubber Fluid " No written response required. 

KEPPLERjJ. 0 Region 3. Chicago. Office of the Director. BO/li/24. 

2pp. 07102:223. 


B012180010 Responds to IE Bulletin 80-23 re Valcor solenoid valves In 
safety-related functions. No valves used, 

OILRERTS, D, E Northern States Power Co. 00/11/25. Ip. 03791:165. 


8012190270 Forwards new security badge numbers i clearance levels for 
Region 3 p ers onne 1 . Ch ang es should be entered on Sept 1990 
access lists. 

KEPPLERiJ. 0. Region 3, Chicago, Office of the Director, BO/ll/23, 
6pp. 07206:020. 


0012170531 Forwards IE Info Notice 00-29. 8upp I I, "Droken Btuds on 
Terry Turbina Steam Inlet Flange. " No written response 
required. 

KEPPLERrJ. 0. Region 3. Chicago, Office of the Director. 00/11/26. 
2pp. 07260; 132. 


@012220102 Responds to Item I of IE Bulletin 00-21, "Valve Yokes 
Supplied by Malcolm Foundry Co. Inc." No active valves are 
used at facility. 

OILBERTS, D. E. Northern States Power Co. 00/12/05. Ip. 07303:242, 


0012190310 Forwards third bimonthly status rept on IE Bulletin 79-OlD 
re environ quai 1 f i cat ion of Class IE equipment. 

HAYES, D. N, Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch. 80/12/09. 2pp. 


R. Periodic operating reports ^ related correspondence 


0012150049 Forwards monthly operating rept for Nov 1900. 

MAYER, L.O. Northern States Power Co. 80/12/11. Ip. 07237:246. 


—8012150051 Monthly operating rept for Nov 1900. 

KYRABQ.A.L. Northern States Power Co, 00/12/11, 4pp. 07237:247. 


3. Reportable occurrences, LERs related correspondence 


8012020476 Supple 901112 Itr re failure of recirculation pump discharge 
bypass valve motor. Event not repar tab le. Motor failure could 
not have resulted in reduced UPCl flow. 

SHAMLArW.A. Northern States Power Co. 00/11/24. Ip. 07143:337. 


DOCKET 80-26S QUAD-CITIEa STATION, UNIT 2 


F. Security* medical, emergency & fire protection plans 


0012040010 Forwards interim IOCFR50. 4B suspending completion dates for 
fire protection mods, ef foe tive upon 001029 publication in 
45FR7 1569, Rule will be superseded by revised rule when 
effective. 

eiSENHUT, D, 0. Division of Licensing, 00/11/07. 5pp. 07152:003. 


0012020167 Discusses planned mods to emergency notification sys Cc 
health physics network. NRG will pay for installation of 
output jacks to provide capability for adding one-way 
speakers. N/o enc 1 health physics network manual. 

KEPPLERrJ.O. Region 3, Chicago, Office of the Director. 00/11/19. 

2pp. 


8012120576 Resubmits security plan revisions, in response to NRC @00910 
& 1119 Itrs. Plan withheld from public disclosure (ref 
10CFR2.790>. W/o end. 

ABEL, J. 8 Commonwealth Edison Co, 00/12/00. Ip. 


G. Adjudicatory correspondence 


0012170669 Forwards Director's decision under I0CFR2, 206 t FH notice 
denying 801024 petition to shot down fac i I i t i e s. pend 1 ng 
installation cf required scram discharge vo 1 monitoring 
equip, nent. 

DENTQrj, H. R. Office of Nuclear Reactor Regulation, Director, 
00/11/26, Ip 

— 0012170670 Director's decision under 1DCFR2. 206, deny ing Pollution 6 
Environ Problems. Inc 801024 petition to shut down 
fac 1 1 i tl es, pend ing installation cf required scram discharge 
vol monitoring equipment. 

DEHTON,H.R. Office of Nuclear Reactoi Regulation. Director. 
00/11/26. 7pp 


— 8012170693 Notice of issuance of Director's decision under 1CCFR2. 206, 
denying Pollution fy. Environ Problems B01024 petition 
CASE. E. 6. Office of Nuclear Re- 3 ctor Regulation, Director. 
aO/ll/26 2pp, 


8012170410 Requests refusal of util application to transfer spent 
nuclear fuel rods from Dresden units to Quad City units for 
storage, NRC should hold public hearings 
a Cltixens for Safe Energy. 80/12/11. 2pp. 


H. Oenaral correspondence 


6012290396 Requests that cracked core spray injection piping be 
packaged h. sent to EG<(0 Idaho, Inc. 

KEPPLER, J. 0, Region 3, Chicago, Office of the Director. BO/12/05. 
2pp. 07345:350. 


P. Operating license stage documents ( correspondence 


0012160050 Ltr to operating plant llcensees.OL applicants U CP holders 
Forwards NUREO-0737 re TMI action pian requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dates will bo met. 

EISENHUT, D. G. Di vis ion of Llcens Ing. 80/10/31, 7pp. 


80122P0358 Ltr to all CP «< OL holders for BWRi re requirement for 
Implementation of ODVN code for licensing basis ca 1 culati ons 
parformad by OE. App I i cab t e to all license applications & 
proposed amends, Inc lud Ing core reloads. 

EISENHUT, D.O. Division of Liconslrg. BO/1 1/04. 4pp, 


8012010433 Forwards evaluation of NEDO-24259, "Generic Info for 
Barrier Fuel Demonstration Bundle Licensing," including addl 
info transmitted in 600911 ltr. Rept serves as acceptable 
ref providing generic description of program. 

TEOESCQtR.L. Assistant Director for Licensing. 00/11/12. 2pp. 
07090: 236. 


—0012010409 Topical rept evaluation of NEDD-24259, "Generic Info for 
Barrier Fuel Demonstration Bundle Licensing." Rept 
acceptab le. 

•H Core Performance Branch 80/10/31. 6pp. 07090:230 


0012000099 Forwards Amends 50,59 & 54 to Licenses DPn-l9, DPR-89 6 
0PR-30« raspectively, safety evaluation & notice of issuance 
U aval lab 1 1 i ty. 

IPPOLITO, T. A. Operating Reactors Branch 2. 00/11/12. 2pp- 

07100:382. 


—0012000095 Amends 50,59 << 54 to Licenses DPR-19, DPR-29 Sc DPR-SO. 
respective! y, estab 1 ishing max average planar linear heat 
generation rate limits for std 05(0 fuel types for exposure 
valves. 

IPPQLITQ, T. A. Operating Reactors Branch 2. 80/11/12. S3pp. 

07180:354. 


— 0012000102 Safety evaluation supporting Amends 50,59 h 54 to Licenses 
DPR-19, DPR-29 t: DPR-30 respectively. 

* Office of Nuclear Reactor Regulation. Director, 80/11/12. 4pp, 
07101:016- 


— 0O12OBO1O6 Notice of Issuance ^ availability of Amende 50,59 & 54 to 
Licenses DPR-19, DPR-29 DPR-ao, respec tl vely . 

IPPOLITO, T, A. Operating Reactors Branch 2. 80/11/12. 2pp. 

07101:020. 


0D1222O56G Ltr to all power reactor licensees forwarding NURG0-O6J9r 
*'BWR Feedwater Noixle t: Control Rod Drive Return Line 
Notzle Cracking." Confirmation that implementation dates 
will be met must be sent within 45 days. N/o end, 

EISENHUT, D. 0. Division of Licensing. BO/ll/13. Ip. 
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80iaiB0620 Forwards Am-mds 33- &l ftr 4& %o Llcansti DF«“3. DPR~19 ft: 
DPft^aSi r * s [>pc t iv»ly, AfliendiS -60 & 5& to Licenses DPR-29 h 
DPff-30* respectively ftt Amends 53 35 to Licervses DPR-39 ft. 

DPR-48< T B spec t i ve I y. Fej uar ds contingency plans acceptable. 

CRUTCHFlELDi D. Operating Reactors Branc^ 5. 00/11/17. 9pp. 


“-80121BOMO Amends 60 ftt SB to Licenses DPR-S9 k DPR-'aC. resp ec fc Ively* 
reiquirlng 1 Aip terri'^ntat i on o^ safeguards contingency plan. 

IPPOLITO* T. A. Operating Reactors Branch 2. 00/11/17. 'Ipp, 

07371:335. 


— BD13190671 Notice of Issuance of Amends 33,51 * 45 to Licenses DPR-2* 
DPft“l9 ii i3PR“25. respec t ively, Amends 60 it 55 to Licenses 
DPR-39 ft: DPR~30, respec t i ve ly U Amends 38 & 55 to Licenses 
OPR-O*? ftc PPR-4Gi respec t Lve iy re safeguards contingency plan. 
ORUTGHF'IELD, D. Operating Reactors Branch 5. 80/11/17. 2pp. 


8013020301 Poruards tabulation of planned en«/iron qua t i ficatian testing 
programsi in response to HRC 601001 1 tr. 

ADELi J. 8. Cormonuealth Edison Co. 60/11/26. 4pp. 


6012160479 Foruards listing of changes, t«s ts ftt eipariments completed 
during Nov 1960. Summary of safety evaluation end. 

ALIV1ANKI8.N Commonuea 1th Edison Co. 60/12/01. 4pp. 07263:110. 


B012190657 Forwards request for addi info re G00622 rept entitled, 
"Evaluation of 10 Inch Containment Isolation Valves for 
Oresden 2 fti 3 ft: Quad Cities 1 ftc 3 " 

LAINAS.O. C. Assistant Oirector for Safety Assessment. 80/12/02. 
3pp. 


8012520485 Responds to BQ0911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/r«vlsed Agree.ment State burial site c and 1 ti ons. Foruards 
results c# IE survey. 

DENTONiR R. Office of Nuclear Reactor Regulation, Director. 
50/12/04. 2pp. 


--8012220506 Forwards tabulation 4: sum.-iary of IE survey on low level 
e'aste at 51 reactors. Lou level waste storage facilities 
have been expanded at 37!<. cf reactors surveyed tii/71% 
planning or considering increasing storage capacity. 

BAHOARTj R. L. Effluent Treatment Systems Branch. 60/11/06. Bpp. 


G012120301 Forwards Tech Specs Page 3 2/4. 2-**l 5, inadvertently omitted 
from util 800915 Itr to NRG. 

JANEC£K,R, F. Comn^onwea I th Ed H on Co . 00/12/10. 2pp. 


'8012130341 Proposed Tech Specs, Page 3. 2/4. 2-15 j 1 ncorporat i ng THI 
Lessons Learned Requ ir eoients. 

« Gotnmonuiealth Edlsc-n Co. 00/12/10. Ip. 


8012160136 Responds to HRC 800924 request re mods for provision of 
redundant Class IE protection at Interface of Nonclass lE 
power supply ft; reactor protection sy s. Ins tal la 1 1 on scheduled 
for refueling outages occurring after June 1901. 

JANECEK, R.F. CoffliJio nwea 1 th Edison Co, 80/12/11. 2pp. 


B012170488 Forwards response to NRC 801031 Itr requesting confirmation 
that imp lementat i on dates indicated In HURE<J''0737 will be 
met.AlilUtv to meet required dates for major mods Is 
contingent upon hardware availability! ft< delivery. 

ABELi J. 6. Commonwealth Edison Co. 80/12/15. 37pp. 


0012240150 Forwards confirmation that Itnplcnvntation dates per 
NUREQ 0737 will be met ^ justification for exceptions. 
Oenerall y, dates are contingent upon hardware availability 6 
de 1 Lvery. Co.nments on safety r equirenents in Tech Specs. 

ABEi I J. S Commonwealth Edison Co. 00/12/15. 37pp* 


Q, Inspection reports, IE Bulletins ft< correspondence 


8012170510 Forwards IE Info Notice 80-37, "Containment Cooler Leaks U. 
Reactor -Cavity Flooding at Indian Point Lnit 2." No written 
respoi'se required. 

KEPPLERi J. O, Region 3* Chicago, Office of the Director. 50/10/24. 
ip. 

6012180151 Forwards IE Insp Repts 50-254/80-22 it 50-265/60-24 on 
000901-1017 %■. notice of vlalatlors. 

HEtSHNANi R. F. Region 3. Chicago# Reactor Operations Nuclear Support 
Branch. 00/11/06- 2pp. 03791:271. 


■0012180153 Notice of violation from imp on 800901-1017. 

* Region 3, Chicago^ Office of the Director. 60/10/31. tp. 
03791:273. 


—8012160157 IE Insp Repts 50-294/80-33 ft: 50-365/80-24 on 800901-1017. 
Nonconp I lane e noted: charg ing water isolation valves not 
closed as re quired. Fuel assembly removed w/sooreo range 
monitor indicating less than 3 counts per second, 

CHRI8SOTI«03,N. , DUPONT, 8. 0. , 3PESBARD, R. L. Region 3# Chicago# 
Office of the Director. 80/10/31. llpp. 03791:274. 

B012020/43 Forwards three Performance Appraisal Branch insp rept* 6 
mgt evaluation tree ui/user guide so that facility can 
compare program to program already reviewed ftc make 
appropriate ad justments. tf/o encl. 

KEPPLER.J.O. Region 3. Chicago, Office of the Director. 50/11/10. 
4pp. 

8012040667 Forwards IE Bulletin 80-34, '^Prevention of Damage Due to 
Water Leakage Inside Containment. No written response 
required. 

KEPPLER, J,0. Region 3. Chicago, Office of the Director. 80/11/21' 
3pp. 


8012080087 Forwards IE Info Notice 80-42# "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

KEPPLERiJ. O. Region 3, Chicago# Office of the Director, 80/11/24. 

2pp. 


8012120415 Ack receipt o-f 801106 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-254/00-19 6 
90-265/80-31. . 

HEISWflAN, R, F. Region 3, Chicago. Reactor Operations Nuclear Support 
Branch. 80/11/24. Ip. 07236:017. 


—8012120425 Responds to NRC 801019 Itr re violations noted in IE Insp 
Repts 50-254/80-19 6 50-265/80-21. Correc tlve actions: reac tor 
core isolation cooling controller returned to normal 
operating conf igvra t i on & investigation conducted. 

ABEL, J. 8 Commonuea I t(i Edison Co. 0O/U/O6. 3pp. 07236:018, 


8012170408 Forwards monthly status rept of evaluations performed In 
response to IE Bulletin 79-14, "Seisnic Analysis for 
As-Built Safety-Related Piping 8ys. " No sys identified 
w/stress exceeding 1/2 matl ultimate stress at O0E loadings. 
dANECEK,R.F. Commonwealth Edison Co. 80/11/24. 14pp. 


8012230323 Forwards now security badge numbers it clearance levels for 
Region 3 personnel. Changes should be entered on Bept 1980. 
access lists. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 80/11/25. 

6pp. 

0012100661 Ack receipt of 800919 response to NRC 800018 Itr requesting 
addl info re IE Bulletin 79-14 evaluations. Dresden tn Quad 
Cities responses to Items i Jk 3 unacceptab le, since 
requested Info was not included. 

KEPPLER, J.O, Region 3, Chicago, Office of the Director. 80/11/26. 
3pp. 

8012170552 Forwards IE Info Notice 80-39, Suppl i# "Broken Studs on 
Terry Turbine Steam Inlet Flange. " No written response 
requ Ired. 

KEPPLERi J. G. Region 3, Chicago, Office of the Director. 50/11/26. 

2pp. 


6012090044 Notification of 801209 meeting w/utll in DBthesda,MD to 
discuss acceptance criteria used for evaluation of piping 
sys under review for IE Bulletin 79-14. 

UDNOtK. J. Office of Inspection ft: Enforcement# Office of th« 
Director. BO/12/04. 2pp. 


G01223006S Responds to IE Bulletin 80-21< "VaWe Vokes Supplied by 
Malcolm. Foundry Co, Irtc. " No valve parts cast by Malcolm 
Foundry planned for use or In use at facilities. 

RAUSCH, T. J. Commonwealth Edison Co. 80/12/05. 2pp. 


6012190210 Forwards third bimonthly status rept on IE Bulletin 79-OlD 
re environ qual if icat Ion of Class IE equipment. 

HAYES. D.H, Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch. 80/12/09. Spp. 07283:108. 


R. Periodic operating reports ftc related correspondence 


B0I317O446 Forwards monthly operating repts for Nov 1980. 

KALIVIANAKIS, M, Commonwealth Edison Co. BO/12/01. Ip, 07260:047. 


— 8012170449 Monthly operating repts for Nov 1900, 

TUBBS, R.C. Commonwealth Edison Co. 80/12/01. 25pp. 07260:048. 
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S, R«poi'tabI« occiirr«nces< LERs 4c raUted correipondenct 


8012090407 Forward* LER SO-OSO/OaL-O. 

KALlVlANAKlg, N. Coin(nonwea 1 feh Ediian Co. 00/11/20. Ip. 07203:028. 


-**8012090416 LER 00’*030/03L**0: on 801031 r priirari^ containnant valvv 
AQ-2-1601-63 ratiulred 30-s to c1o*b. Caused by atalfunctlan of 
pilot lolenotd &Q-2-1601-71. 8ol enoid replaced & tested. 

MURRAY* R. Commonwealth Edison Co. 00/11/20. 2pp. 07203:029. 


8012090446 Forward* LER QO-031/01T-0. 

KALWIANAKI8.N. Commonwealth Edison Co. 60/11/24. Ip. 07203:047. 


— 80120904S2 LER 80-031/0IT-0: on 801 1 16* reactor core isolation cooling 
discharge isolation valve M0'2**I30t-49 would not open from 
control room. Gausod by faulty torque swi tch. Torque it limit 
switches cleaned* chccJted 8i exercised. 

MENDENHALL* E. E. Commonweal th Edison Co. 80/11/24. Spp. 

07203: 048. 


6012090451 Forward* LER 60-032/0 1 T-0. 

KALIVIANAKIS, N. Commonwealth Edison Co, 80/11/24. Ip. 07203:052. 


—8012090459 LER 00-032/01 T-0: on 0Olil6*HFCl sys declared Inoperable. 
Caused by oil leak on HPCI stop valve cover. Cover replaced it 
tested. 

TU&a6*R.G. Commonwealth Edison Co. 80/11/24. 2pp. 07203:053. 


80121 S02S0 Forwards updated LER 80-026/03L-1. 

KALIVIANAHlSi N, Commonwealth Edison Co. 80/11/25. Ip. 07240:117. 


— S012150254 Updated LER 60-026/03L’*i : on BOlOl/rUhilt performing manual 
operation of relief va Ives* r e I ief valve 2-203-30 failed to 
open Caused fay excessive steam leak past retainer plus 
threads info vol below main disc. Valve replaced u/sparc. 

HUNOFRLICKr J. R. Commonwealth Edison Co. 90/11/25. 2pp. 

07240:116. 


0012300414 Forwards LER 60-034/01T-0. 

KALIVIANAKIS* N. Commonwealth Edison Co. 80/12/15. Ip. 07359:359. 


■8012300420 LER 80-034/OLT-0: on 801203* HPCI injection MO-2-2301-8 found 
inoperab le. Caused by shorted motor on valve operator. Motor 
replaced. 

TUSB8*R. C. Commonwealth Edison Co. 00/12/19. 2pp. 07359:360. 


DOCKEl 00-266 POINT BEACH NUCLEAR PUANr# UNIT I 
F. Security* medical* emergency fire protection plan* 


8012090916 Forwards Interim 10CFR50. 48* suspending completion date for 
previously approved effective fire protection mods* effective 
801029. Rule will be superseded by pending revision. 

ElSENHUTi D. 0, Division of Licensing. 8O/U/i0. 5pp. 07207:011. 


0012020122 Discusses planned mods to emergency notification syt 4c 
health physic# network. NRC will pay for installation of 
output jacks to provide capability for adding one‘*way 
speakers to sys. W/o end health physics network manual, 

KEPPLERrU. 0. Region 3* Chicago, Office of the Director. 0O/tl/19. 
2pp, 07149:003. 


8012090633 Forwards public version of draft revision of emergency plan. 
FELTON, J. h. Division of Rules and Records, 80/12/01. Ip. 

07172' 029. 


—6012050642 Forwards public version of draft revision of emergency plan. 
FAY,C.W. Wisconsin Electric Power Co. 80/05/07, Ip, 07172:030. 


— 8012050651 Public version of draft revision of emergency plan, 
e Wisconsin Electric Power Co. 80/05/31. 300pp. 07172:032. 


6012090378 Informs that revision of 800729 draft emergency plan per NRC 
800929 comments will be delayed until 001231. Objects to NRC 
direction to begin implementing partially approved plan. 

Schedules implementation for 810401 per NRC 801113 Itr. 

FAYiC.W. Wliconsin Electric Power Co. 80/12/01. Ip. 07201:173. 


0. Adjudicatory correspondence 


6012310065 Forwards corrected Page 19. 6, 10-'2 to Tech Spec changes 
transmitted w/801024 order for mod of license re environ 
qualification of safety-related electrical equipment. 

CLARK, 1^. A. Operating Reactors Branch 3. 00/12/04. app, 07371:140. 


— 6012310071 Corrected Tech Spec Page 15. 6. 10-2, add ing footnote 
Indicating that starred items re records will be 
permanently retained. 

* Operating Reactor* Branch 3. 00/12/04. 2pp. 07371:150. 


0012110399 Requests, on behalf of ut i 1, eitens ion until 810108 for 
hearing on 801118 order for mod of license to allow more 
reasoned determination. 

SILPEROrJ.E. Shaw. Pittman, Potts 4: Trowbridge. 00/12/05. 2pp. 
07223; 005. 


6012290306 Notifies that Lakeshore Cltliens for Safe Energy Is being 
disbanded per 781208 agreement. 

8A6T*8. A. Lakeshore Citizens for Safe Energy. 80/12/09. Ip. 
07308; 001. 


P. Operating license stage documents U correspondence 


8012020753 Forwards seismic qual 1 f ications of auxiliary feedwater sys 
in operating PHRs It describes program NRC is undertaking 
to review capability of operating PURs to remove decay 
heat following earthquake. 

E18ENHUT* D.G. Division of Licensing. 80/10/21. 4pp. 


6012160050 Ltr to operating plant licensees, DU applicants & CP holders. 
Forwards NUR60~0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
End 1 Implementation dates will be net. 

EI8ENHUT* D. 0. Division of Licensing. 80/10/31. 7pp. 


8012010140 Trip rept of B01027-23 site visit to Introduce plant mgt 
personnel to project manager. 

COLBURN, T.O. Operating Reactors Branch 3. BO/tl/13. 4pp. 

07092; 120. 


0OI22PO963 Ltr to all power reactor licensees forwarding NUAE0-06i9t 
''8WR Feedwater Noiile 4; Control Rod Drive Return Line 
Noxxle Cracking." Confirmation that implementation dates 
u/ill be met must be sent within 45 days. W/o end. 

EI8ENKUT. D.O. Division of Licensing. 00/11/13. Ip. 


0012220469 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement State burial site cond i tions. Forwards 
results of IE survey. 

DENIQNiH. R. Office of Nuclear Reactor Regulation* Director. 
60/12/04. 2pp. 


— 8012220906 Forward* tabulation summary of IE survey on low level 
waste at 51 reactors. Low level 'uaste storage fadlitic* 
have been expanded at 37X of reactors surveyed w/717» 
planning or considering increasing storage capacity. 

BANOARTrft. L. Effluent Treatment Systems Branch. 80/11/06. 6pp. 


8012310011 Forwards request for addl Info for Tech Spec change request 
re removal of rod bow penalty at faci 1 i ty. Utl 1 must describe 
margins used to offset reduction in DNDR due to fuel rod 
bowing. 

CLARK. R. A, Operating Reactors Branch 3. BO/12/04. 3pp. 07371:091. 


8012310069 Forwards corrected Page 19.6.10-2 to Tech 8pec changes 
transmitted w/e01024 order for mod of license re environ 
qual 1 f Icat ion of safety-related electrical equipment. 

CLARK, R. A, Operating Reactors Branch 3. 80/12/04. 2pp. 07371:148. 


— 8012310071 Corrected Tech Spec Page 19, 6. 10-2, add Ing footnote 
indicating that starred items re records will be 
permanently retained. 

4 Operating Reactors Branch 3, 80/12/04, 2pp. 07371:190. 


8012190077 Discusses lack of NRC action re comments submitted in S00604 
ltr concerning cons o 1 idation of reporting requirements. 

G lar if icatlon 4c consolidation of all licensee reporting 
requirements urged. 

FAYiC.W. Wisconsin Electric Power Co. 80/12/08. Ip. 07239:358. 


0012290131 Bubmlts info re hydrostatic testing 4c insp of steam 
generator tubes* per 000805 4c 22 ltr*. Review 4< concurrence 
requested by 601231. 

0UR8TE1N*8. Wisconsin Electric Power Co. 60/12/16. Spp, 
07342:344. 


6012300993 Advises of 001207-12 rtinsp of low pressure turbine rotor 
disc* for Indications of koyway 4c bore cracks. Indications 
noted on two LP-1 rotor discs, as found In Nov 1977 imp. 

Rept will be forwarded when received from Nestinghouse. 

FAY,C.W. Wisconsin Electric Power Co. 80/12/22. 3pp, 07346:209. 
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S012300+04 Forviard^ rasper.® tc NUH£C^0737. »Cla f 1 f ication of TKl 
Action PUn Raquir®m*jrts- " Imp 1 err.antatiion of desired mods 
tuill cause unavoidable mafcl 1 personnel shor tages. wh Ich jnay 

3,pp. 0733.:2a7. 


8012300534 Sub»ll» into re poituleted uncontroUed boron dilution «t 

-;tnr-rd‘;:nut7or^::ifu^e?^r?2,ir.r.?uJr 
Sb!r;:"*sa*o:irn‘Euri‘:; -n::r'?r 


Q. InspecUon reports. IE 


B012170&24 Forwards IE Irvfo Notice BO-S?. 
Reactor Cavity Flooding at Indian Point 


Re 

response required. 
KEPPLERtJ. G, Region 
Ip. 072b4: 173 


3, ChicajOd Cffice 


‘XontatnfJient Cooler Leaks 8 t 
Unit 2. " No written 

of the Director. 60/10/24. 


B012240-173 Responds to IE Bulletin 80-21* 
Kalcole) Foundry Co* Inc. " Manufacturers 
verification phase of investigation. 
FAYrC.W. Wisconsin Electric Power Co. 


"Valve Yokes Supplied by 
contacted for 

80/12/04. 2pp, 07323^055. 


8012240409 Affirms util 001030 response 
Qualification of Class IE Equlpm**nt. " 
FAY. C M. Wisconsin Electric Power Co. 


to IE Bulletin 79 -OlD, "Environ 
BO/ 12/03. Ip- 07324:309. 


0012190210 Forwards third bimonthly status rept on IE Bulletin 79 
re environ qualification of Class IE . Engineering 

HAYfcS. D. W, Region 3* Chicago, Reactor Construction £ g 


0012290^131 Submits info re hydrostatic testing Is Insp 

generator tubes, per 800303 U 22 Itrs- Review U concurrence 

BURSTEIW? s'* Mlsconstn Electric Power Co, 80/12/18. SpP- 
073^2.344. 


8012220042 Forwards l£ Health Physics 

SO- 301 /flO-lA' notice of violation U significant 


SO-301 
find ings. 

KEPFLER.J. 0. Region 3, 
3pp. 07307:001 


Chicago. Office of the 


Repts 5O-2t&/B0-li. *c 
appra ital 

Director. B0/ll/t4. 


R. Periodic operating reports & related 


8012160427 Forwards monthly operating 
FAY, C, W Wisconsin Electric Power i 


rapts for Nov 1980. 
;o. 80/12/11. ip. 


072S4: 143. 


— B0U220O43 Notice of violation from health physics appraisal on 

e^^R^gUn'a, Chicago. Office of the Director. 80/11/10. Ip. 
07307:004. 


—8012220036 IE Health Physics Appraisal Repts 50-266/80-16 6 
50 - 301 / 00 - 16 . None omp nance noted: two persons 
excessive whole body radiation doses U raduaste shipped 

Maj;lR"'E:. QESTMANM.M J . CIUBPHV. D. U. "»Si«n 3. Chltdg- 0,,U. 
Of tlie Director. 80/11/10. a4pp. 07307:005. 


8012020743 Forwards three Performance 

mot evaluation tree w/user guide so that ^ ^ V 

compare program to program already reviewed 6 make 
appropriate ad fustments. W/o end. rur.-^toT' 

HEPPLER«J.O. Region 3* Chicago. Office of the Dlreeto . 

4pp. 


repts 6 

00/1 1 /IB. 


80I23l0«e For»ards IE ln,B R.pbs 50 -Z 6 i/ 60 -l<? 1 . 50-301/00-19 on 
801103-04 No none ompl iancB noted. 

HEISHMAN, R. F. Region 3, Chicago. Reactor Operations Nuclear Suppo 
Branch. 80/11/20. 2p P 07365:229. 


—8012310500 IE Insp Repts 50-266/80-19 U /a 0 -l 9 on 801 103-04. No 

noncompliance noted. Major areas inspected : Implementat ion of 
TMI task action plan Category A requirements, rhirjb/in. nfflce 

OtJLDtKOND.W.O. , HAGUE. R.L., WARMICK. R. F. Region 3 f Chicago, Office 
of the Director. 80/ll/lB 6pp. 07365:231. 


8012040SS9 Forwards IE Bulletin 80- 
Uater Leakage Inside Containment, 
required. 

k^EPPLER, U. 6. Region 3, Chicago, 
3pp. 07166:339. 


34# "Prcveftbion of Damage Due to 
" Mo written response 

Office of the Director. BO/II/21. 


—0012160428 Monthly operating rept for Nov 
FAYiC.W, Wisconsin Electric Power Co. 
07254: J46. 


1980. 

80/ 12/08. 


10pp. 


s. Reportable occurrences. UERs 6 


8012010364 Forwards LER B0-0t3/OlT-0. 
FAViC.W. Wisconsin Electric Power Co. 


ao/n/21. 


Ip. 07091:874. 


-8018010372 LEB BO-Oia/OlT-0: on 801113- .uctlon ‘’’J? ?“rjj 
transfer pump isolated, render Ing pump Inoperab la. Probab ly 
caused by^parsonnel error in returning valve lineup to 

normal followlngrecirculationjk sampling^ 


DOCHEI 50-267 FORT ST, VRAIN NUCLEAR '^ENERATINO^BTATION 
F. Security, medical, emergency 6 ^ 


012080677 Confirms 801107 teUon re QA 
proocams Util will rewrite Chapter 14 of amended security 
JuS to provide for QA audit of security program every 12 

SEY^RITiK.V. Region 4. Dallas. Office of the Director. 80/11/13. 


a0l2tt0l22 Notification of 801210 meeting w/util in Dethesda,MD to 
discuss status of emergency response plan 6 ecemptions to 

!;55«V?i?a“Tt«,ar,l.b.l.n «. Sp.d*! Pr.J.ct. Dr.nbh. BO/U/28. 
3pp. 07223: 106. 


0. Adjudicatory correspondence 


0012080030 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid.” No written response required. 

WEPPLERbJ.O. Region 3. Chicago. Office of the Director. 8D/H/24. 
2pp. 07182:243. 


8012170522 Forwards IE Info Notice 
Terry Turbine Bteam Inlet Flange- 
r equired- 

KEFPLER.J. G. Region 3, Ch icago, 
2pp. 0726B.116. 


B0-29,Soppl 1, "Drolen Studs on 
" Mo written response 

Office of the Director. 80/11/26. 


8012830089 Rsbl-cdb to lE Sull.tlr. 80-23. “Fallur, o, 8ol,nold W#lve. 
rt,fl ifu ValcoT Eng.nvsr.ng Corp, “ No VaUor ooUnofd volve* 
w/Parts V70900-21-1 or V70900-2l~3 installed in 
safety-related applications. nToi i - 

FAYiC.W Mlsconaln Electric Power Co. 80/12/02. Ip. 07311.083. 


8012150378 Forwards IE Insp Repts 50-266/80-19 6 50-301/90-19 on 
801027-31. No rvoncompl lance noted. a/iy*?j/na 

HEPPLERrJ. 0. Region 3. Chicago, Office of the Director. 90/12/04. 
3pp. 07237:324. 


—8012150201 IE Insp Repts S0-266/80-1B t 50-301/00-IB on 801027-31, No 
tioncompl lance noted- Major areas lnspected:security plan, 
access control h physical barr i ers. De tails withheld Cref 
lOCFRa, 790). . ... 

rappn..jji., KNICELEY, J. R. Region 3, Chicago, Office of the 
HIND, s/. A, Region 3, Chicago. Safeguards Branch. 

2pp. 07337:326. 


8012040102 Ack receipt of 801020 Itr withdrawing previous request for 
hearing re NftC 800829 order. There are no pending requests 
for hearings re 800919 revised order. Dnyiiyic 3 nn 

TEOE&COrR.L. Assistant Director far Licensing. BO/ll/18. 2pp. 

07138; 009. 


P. Operating license stage documents 6 correspondence 


8012160050 Ltr to operating plant licensees, OL applicants 6 CP holders. 
Forwards NUREO-0737 re Tfil action plan requirements. Reques ts 
operating reactor licensee confirmation in 45 days that 
Enel 1 inplementation dates will be met 
EISEliHUT, D. 0. Division of Licensing. ° 


80/10/31. 7pp. 


H3120I52 Updates util 800731 Itr re proposed Instrument bus mods. 
Under voltage alarm to 120 VAC Nonlnterruptib 1 e Bus 3 will be 
installed as soon as plant conditions allow. 

SMART, F. E, Public Service Co. of Colorado. 00/11/04. 2pp. 


8012220563 Ltr to all power reactor licensees forwarding NUREO-O6i9, 
"DWR Feedwater Nojzte tt Control Rod Drive Return Line 
NoeeU Cracking," Confirmation that imp I ementatlon dates 
will be met must be sent within 45 days.W/o end. 

EI6ENHUT, D. 0, Division of Licensing. 80/11/13. Ip. 
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d012030B2£ Foruards Per f ormanco Appraisal Branch repfcs It evaluation 

tree & user's guide. Info provided to ensure that licensees 
have opportunity to revieu strengths ueaknessea for 
program app 1 icab i 1 i ty . W/o encls. 

SEYFRiTiK. V. Region 4. Dallas, Office of the Director. 80/11/14. 
ip. 07149:262. 


8012290267 Discusses fees due per provisions cf 10CFR170. List of 
applications end. 

UAREM90UR0, D. Public Service Co. of Colorado. 80/11/31. app. 
07342:323. 


—0012290272 Requests processing ft distribution of util B01121 Itr 
DlOOSiR. License Fee Management Branch. 80/12/24. Ip. 
07342:328. 


0012040404 Forwards OA-C15767, “ Invest igat ions of Fort 8t Vraln Cycle 2 
Reactor Fluctuations Through 791026. “ 

SIJARTj P. E. Public Service Co. of Colorado. 80/12/02. 2pp. 

07132: 080. 


—0012040407 "Investigations of Fort Bt Vrain Cycle 2 Reactor 
Fluctuations Through 791026. " 

HACKNGYiR. I 8 A EGER, J. General Atomic Co. (subs, of Gulf Oil Co,). 

OA-C 13767. 00/03/31. 400pp. 07132:090. 


0012100444 Forwards "Fort St Vrain Initial Approach to Power Tests 
(B'>Sflriet>i " Interim Rept 17 for 800823-1122. 

UAREMSQUROi D. Public Service Co. of Colorado. 00/12/04. Ip. 
07220: 136. 


— 8012100443 "Fort St Vrain Initial Approach to Power Tests (D-Series )j " 
Interim Rept 17 for 800823-1122. 

# Public Service Co. of Colorado. 00/12/04, 2pp. 07220:137. 


0012220483 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/revlscd Agreement State burial site cond i t ions. Forwards 
results of IE survey. 

DENTONjH.R. Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp. 


— 8012220506 Forwards tabulation V summary of IE survey on low level 
waste at 31 reactors. Low level waste storage facilities 
have been expanded at 37K or reactors surveyed fa/7VA 
planning or considering increasing storage capacity. 

BANOARTrR. L, Effluent Treatment Systems Branch. 80/11/06. Bpp. 


8012190419 Advises that 801112 request for exemption from performance 
of surveillance test for steam pipe rupture Is Class til 
amend fee. Table 3,4-2 of SR 5.4.1 end, 

WAREMBOUROr D. Public Service Co. of Colorado. 80/12/03. Ip. 
07273:270. 


— B01219042? Tech Spec Table 3.4-2, "Min Frequencies for Checks, CaUbr U 
Testing of Loop Shutdown Sys. " 

» Florida Power Light Co. 74/03/17. 2pp. 07273:279. 


8012230466 Requests addl extension until 010301 to submit application 
to change Tech Specs re electrical power tys. 

MAREMDOUROj D. Public Service Co. of Colorado. 00/12/03. 2pp. 
07313:221. 


8012160146 Advises that contents U requirements of NUREO-0619 are not 
applicable to facility. 

BWART.F. E. Public Service Co. of Colorado. 00/12/10, Ip. 

07233; 023. 


8012240237 Submits revised installation schedule for primary coolant 
auxiliary sys loop split mod. Plant shutdown required for 
installation of loop split mod tt licensee planning delay in 
completion of installation to coincide u/r«fuellng shutdown. 

SWART, F.E. Public Service Co. of Colorado. 80/12/17. Ip. 
07323:208. 


8012300391 Informs of revised implementation dates for post-accident 
sampling capacity it onsite technical support ctr. Changes 
necessary due to delays In matl shipments from vendors. 

Lab ^ technical support ctr will be ready by 010301. 

8WART. F. E. Public Service Co. of Colorado. 00/12/19. 2pp. 

07346; 208. 


0012290231 Forwards response to applicable requirements of NUBEG-0737 
re TKI action plan Progress of response impeded due to Lack 
of guidance re applicability of requirements to gas cooled 
reactor, 

MAREKOOURO, D. W. Public Service Go. of Colorado. 00/12/20. 69pp. 

07338; 238. 


Q. inspection reports, IE Bulletins L correspondence 


8012170312 Forwards 8uppl 3 to IE Sulletlti 79-OlB, "Environ 
dual if Icat ion of Class IE Equipment. " No written response 
r equ Ired. 

8EVFRIT.K.V. Region 4, Dallas, Office of the Director, BO/lO/24 
Ip. 07268:333. 


8012160038 Forwards IE Info Notice 80-37, "Containment Cooler Leaks 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
response required. 

SEVFRIT,K. V. Region 4, Dallas, Office of the Director. BD/10/27. 
Ip. 07262; 159. 


6012170417 Submits supplemental response to IE Bulletin 79-l4i "Seismic 
Analysis for As-Duilt Saf ety-R« lated Piping Sys." Audit 
phase of seismic review program for Class I piping L pipe 
supports is complete. 

SUART,F.E. Public Service Co. of Colorado. BO/10/28. 3pp. 

07270: 190. 


8012170606 Forwards IE Info Notice 80-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. " No written response 
is required. 

BEVFRITfK. V. Region 4, Dallas, Office of the Director. 80/10/31. 
Ip. 07266: 103. 


9012230025 Forwards IE Circular 80-23, "Potential Defects in Beloit 
Po«uer Sys Emergency Generators." No written response 
required, 

BEYFRITtK. V, Region 4, Dallas, Office of the Director. 00/10/31, 
Ip. 07311:208. 


6012100623 Forwards IE Bulletin 80-21. "Valve Vokas Oupplled by 
Malcolm Foundry Co, Inc. " Uritten response required. 

9EYFfllT»K. V, Region 4, Dallas, Office of the Director. 80/U/06. 
Ip, 07220:083. 


6012010417 Ack receipt of 000901 Itr dtd in error, informing NRC 
of steps taken to correct violation noted in IC Insp Rept 
30-267/00-18. 

MADSEN, O, L. Region 4, Dallas, Reactor Operations Nuclear Support 
Branch. 00/11/07. Ip. 07090:067. 


—6012010436 Responds to NRC 000909 Itr re violation noted in IE Insp 
Rept 30-267/00-18. Correc 1 1 ve actions: trouble rept written 
bo have defective recorder repaired. 

LEE.O.R. Public Service Co of Colorado. 80/09/01. Ip. 

07098: 060. 


8012170602 Forwards lE Info Notice 00-40, "Excessive Nitrogen Suppli/ 
Pressure Actuates Safety-Relief Valve Operation to Cause 
Reactor Deprassuri lat ion. No written response required, 

SEVFRIliK. V. Region 4, Dallas, Office of the Director. 0O/U/O7. 
Ip. 07266: 101. 


8012000611 Forwards IE Info Notice 00-41, "Failure of Swing Check Valve 
in Decay Heat Removal 8ys at Davis Besse Unit 1. " No 
response required. 

SEVFRITrK. V, Region 4, Dallas. Office of the Director. 80/ti/lO. 
ip, 07183:020. 

6012040027 Forwards IE Bulletin BO-23, "Failures of Solenoid Valves 
Mfg by Vaicor Engineering Corp. " Requires estimate of 
manpower associated w/correctlve actions. 

SEYFRlTfK. V. Region 4, Dallas, Office of the Director. 6D/U/14. 

Ip. 07169:306. 


8012110780 Forwards IG Insp Rept SO-267/80-22 on 001020-24. No 
none omp 1 iance noted. 

KELLY, J. A. K. Region 4, Dallas, Office of the Director. 80/11/26, 
2pp. 07225: 098. 


—0012110704 IE Insp Rept 30-267/00-22 on 801020-22. No noncompliance 
noted. Major areas inspected : sacur i ty program U or gani i ation, 
protected area physical barriers tc access contra 1 . Data f Is 
uiithhBld (ref 10CFR2. 790). 

CALDWELL, R. A. , KELLY, J.A.F. Region 4, Dallas. Office of the 
Director. 80/11/23. Ip. 07223:100. 


8012120130 Submits leo-day response to Item 26 of IE Bulletin 80-1 li 
"Maio.iry Wall Design." Sixteen walls found In nued of 
rein fore Ing, Comp letlon Is scheduled for 610201. 

SHART.F.e, Public Service Co. of Colorado. 00/10/28. 3pp, 

07240: 003, 
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R, P*ria4l.c oparating reports t 


related correspo-ndence 


30ilS509Ql Forwards monthly operating 
WAREMQOURO. 0. PutUc Service Co. <>f 
070^<»: 27a. 


rapt for Oct l‘?00. 
Colorado. 60/11/20. 


Ip- 


—8012100521 LER a0-0fe6/03L-O: on eleven Jo’ 

oDerated w/prlmary coolant otidants greater 
aJi^lgrcore aotut temp greater than 1,200 F. Caused by 
residual moisture U leakage past Kv^-21352. 

OAHM. J. W. Pobli 
07216: 116 


Service Co. of Colorado. 80/12/05. Ip. 


8012100332 Forwards man 
W AREMaOURO. D, Public 

07217: a-lS. 


thlq operating 
Service Co. of 


rept for Kov 1960. 
Colorado. QO/12/0-5, 


2pp. 


--8012100337 Honthly operating rept for 
OASH^iJ. U. Public Service Co. of Co 
07217: 347- 


Nov 19BO. 

lorado. 80/12/01. 


5pp, 


S. Reportable occurrences. LERs 4: 


8012100524 Forwards LER B0-065/03L'0. 

WAREHBOUROrD, Public Service Co. of Colorado. 
07218: 124- 


80/ 12/OS. 


4pp. 


—8012100537 LER e0-D65/03L-0: on 801105, five ^ entibheri 

removed from svc when reactor was not ' 

Caused by requirement to verify bleed rate jero. 

OAHIW. w/*Pub He* Service Co, of Colorado. 80/12/05. Ip. 

072 IB: 126. 


9011250495 Forwards LER 80-067/01 T~0. 

WAREKSOUROi 0. Public Service Co. of Colorado. 
07068: 276. 


BO/ 11/20. fipp- 


8012290435 Forwards LER 80-072/03L-0. 

WAREHBOURO, D. Public Service Co. of Colorado. 
07336: 272. 


00/12/17, 


5pp. 


-BOlia-'OSOl LER eO-Oi7/OIT-0:«n 801 107. tritium cone .ntrmtion oicd.d 
limit .p.cidi.d in LCa4.B.24.B.2(.l C»u..d 
deviation 80-445 to furvetUance procedure GR 5. 6. 2bc M. 

Procedure t design changes under 

OAHrt.J.W Public Service Co. of Colorado. BO/ll/20. Ip, 

0706B: 294. 


—8013290442 LER 0O-O72/O3L-O: on B01117, three helium circulator *#■! 
“«W^”?lofp«s.u;. difl.r.nti.l 

to have trip point outside Tech Spec I imlti. Caused by dirt 

accumulation in ^ J^''®%0/?2/l7* ^'ip 

OAHMiJ.lf. Public Service Co. of Colorado. 80/12/17. ip- 

07336:277. 


6012020554 Forwards LER 60-069/03L-0 

MAREH'aOUROr 0. Public Service Co. of Colorado. 
07130:315. 


80/11/25. 4pp. 


8012300562 Forwards LER 
HAREM30DR0. 8. Public 
07362: 295. 


80-073/03L-0. 

Service Co. of Colorado. 


80/12/19. 


4pp. 


-8013029543 LER BO-OiB/OSL-O on BOMOS. durinj normal oROTOt Ion. 4B0 volt 
.ultchgooT room mot. d.toctor. ui.r. t«t*n »“{ •« Jr-IBO 

approvod mod to locai ol»rm pon.J Cousod by dKdtUnp of 480 
volt .mot. d.t.clor..Emoko “.r. r.torn.d to tve. 

OAHJli J. U Public Service Co. of Colorado. 80/11/25. Ip. 

07130:319. 


-B013300547 LER aO-073/03L-0: 801121 .. „lo.nt dl.ch4rp. »ntifo.m 

concentration eiceeded Tech Spec limit for 3~b period. LaueaQ 
by high blowdown flow rate. Procedure will be Implemented to 

OAriM^J.^W^'^Publlc Service Co. of Colorado. 80/12/19. Ip. 




8012020566 Forwards LER eO-070/03L-0. 

HAREhaOURO, D. Public Service Co. of Colorado, 
07148: 230. 


80/11/25. 3pp. 


DOCKET 50-269 OCONEE NUCLEAR STATION, 
0. Adjudicatory correspondence 


--8012020575 LER 0O-O7O/O3L-O: on 801 1 10» d uring 
fire water pump rernoved from »vc to repact 
gland. Rump repacked L returned to svC. 
OAHliiU.H. Public Service Co. of Colorado, 
07148: 233. 


normal operation, emergency 
leaking pump 

80/11/25. ip. 


8011200241 Suggests obtaining 
brief of initial decision re 


B Spitalny assistance in preparing appeel 
McOulre/Oconee spent fuel 


CHsIfsTENBURY, £. Hearings Division. BO/Il/lB, Ip. 


6012050408 Forwards LER 80-064/03U-0. 

WAREHBOURG, 0. Public Service Co. of Colorado. 
07173.280. 


80/11/26. 5pp, 


8012050419 LER eO-064/03L-0; on 801 103, d 1 e se 1 engine IB on diesel 

generator lA found to have inoperable eihaust temp trip 
c iTcult. Caused by faulty eshausfc temp thermcouple. 

Thermocouple replaced. . ^ in 

OAHfi, J. W. Public Service Co. of Colorado. 80/11/26, ip- 
07173: 285. 


8012105485 Forwards LER 90-069/03L-0. 

WAREKBOURO, 0. Public Service Co. of Colorado, 
07218; 092- 


80/12/05. 


5pp, 


—8012100491 LER BO-069/03L-0: on 801107, two circulator ID high speed trip 
channels, one for steam turbine & one for water turbine, found 
to have trip points higher than mas al lowable, Caused by 
bistable Instrument dr i ft. S is tables adjusted. 

OAHMi^, iJ. public Service Co, of Colorado. 80/12/05. ip- 
07210:097, 


512100503 Forwards LER S0-071/03L-0. 

VAREMBOURO, D. PubJ tc Service Co. of Coloraffo. 
J7218: 103 


80/12/05. 9pp. 


8012090367 Requests hearing per 10CFR50 on Issue of whether all 
safety-related electrical equipment should be 
qualified by 920630 per NUREC-0500. In interim. util will 
attempt to resolve concerns w/NRC, 

PORTER, H.L. Duko Power Co. 80/12/03, Ip. 07201:172. 


H, Antitrust correspondence 


8012300013 Com.rents on & request for approval of end settlement 
CHANAI*lA!F”D.*I^*HQobDON. A Antitrust Division. 80/12/03. 65pp. 


—8012300030 Order granting 
util.DQJ L NRC. 

TUBRIDY, J. F. , KALL.O. R , 
Licensing Board Panel. 


attached licensee commitments, agreed to by 

FARMAKIDEB, J. D. Atomic Safety and 
74/05/24. 21pp. 07352:015. 


-8012300040 Request for order directing licenses be amended per 
attached cond 1 1 ions. DDJ util join In motion. Order would 
terminate NRC prosecutorial role, but NRC would remain as 

party. Certificate of Svc and. n a i cutM mm 

Va<Ji.FR,D. H. Atomic Energy Commission. LECKIE, D. A. i LEVIN, M. M. 
Justice, Dept, of, 74/05/13. 9pp. 07392:034. 


P, Operating Ucenso stage documents & correspondence 


3012100509 LER 80-071/031-0: on 801 106, malfunction of helium circulator 
IB speed modifier caused loss of plant protective sys 
function of high speed trips to one of three channels. Caos ed 
by resistance change in speed element cable assembly. 

OAHM, J. If, Public Service Co. of Colorado. 80/12/05. Ip, 

0721H: 100 


8012020793 Forwards seismic qualifications of auxiliary feedwater sys 
in operating PWRs S; describes program NRC is undertaking 
to review capability of operating PWRi to remove decay 
heat following earthquake 

EI 8 EIIHJT/ D. C. Division of Licensing. 80/10/21, 4pp. 


'wards LER 0O-O66/O3L-O. 

Public Service Co. of Colorado. 


80/12/09. 7pp, 


BOI2030847 Requests fee, par lOCFRl/O, for application for Tech Spec 
changes re term “operable'' for facilities. , 

(HILLER, H,0. License Fee Management Branch. 80/10/29. ip. 
07149:079. 
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9012100311 Forward* nanprppristari^ t propriatArg response* to 
llcin^lnp Questions 1-S re fuel rack Si proposed spent fuel 
rerack In response to NSC 801024 request. App 1 Icoti on St 
affidavit for withholding end. 

PARKER, H.O. Duke Power Co. 00/10/31. aSpp. 07220:001. 


9012160050 Ltr to operating plant llcenseeiiOL applicants & CP holders. 
Forwards NUREO-OyD? re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
End 1 implementation dates ullt be net. 

EIBENHUT, D. 0. Division of Licensing, BO/lO/31. 7pp. 


8Q12020036 Forwards Amends 88i 88 t. 85 to Licenses DPR^-SS# DPR->47 ti 
OPR-SSi respectively r safety evaluation notice of issuance ti 
aval lab i 1 ity . 

REtD<n. If Operating Reactors Branch 4. 80/11/07. 3pp. 07148:311. 


—8012030042 Amends 88,88 ^ 05 to Licenses DPR“3B, DPR-47 fe DPR-55, 
respectively, revising Tech Specs re inservice insp program. 
REIOi R. Vf. Operating Reactors Branch 4. 80/11/07. 7pp. 

07140:317. 


— 8012020051 Safety evaluation supporting Amends 88,08 L 85 to Licenses 
DPft-3B, DPR-47 b DPR-5S, respec tlvely. 

* Operating Reactors Branch 4, 0O/U/O7. 9pp. 07148:330. 


—8012020057 Notice of Issuance ii availability of Amends 08,88 it 85 to 
Licenses DPR-30, DPR-47 ii DPR-55, respect! vely. 

FElDfR.W. Operating Reactors Branch 4. BO/ll/07. 2pp. 

07140: 339. 


8012020807 Act receipt of 000818 ltr re safety-grade upgrade of 
existing control grade anticipatory reactor tr Ip i. Forwards 
request for addl info to complete environ review of 
switches. 

REID, R.W. Operating Reactors Branch 4. 00/11/12. 5pp. 07145:319. 


8012220563 Ltr to all power reactor licensees forwarding NUREO-0619, 
"BWR Feedwater Notxle it Control Rod Drive Return Line 
Notxle Cracking.^' Confirmation that implementation dates 
will hi met must be sent within 45 days. IVo end. 

EIEENHUTi D. 0. Division of Licensing. 00/11/13. ip. 


9012030845 Informs of review of emergency feedwater sys against 
NUnE0''O66O criteria. Forwards request for addl info necessary 
to complete review. Requests response within 60 days. 

REID,R.U. Operating Reactors Branch 4. 80/11/14. 16pp. 07150:009. 


9012020592 Forwards addl info re seismic analysis of spent fuel racks 
proposed for use in spent fuel pool shared by units. Info 
provides simplified calculation of sliding of Westinghouse 
free-itand Ing racks. 

PARKER, H.O. Duke Power Co. 80/11/25. 4pp. 07148:041. 


9012240137 Ack receipt of 001020 application proposing Tech 9pec 
6. 6, 2, 1. a (9>. Glass III fee required for one unit, Class I 
fee for other two units. 

MILLER, if. O. License Fee Henagement Branch. 80/11/26. Ip. 
07324: 103. 


9012050440 Requests extension until 810115 to respond to NRC 001027 ltr 
re standby shutdown facility. Time needed to gather input it 
assemble Info into presentable form. 

PARKERtW.O. Duke Power Co. 80/12/01. Ip. 07171:347. 


8012100374 Application to amend Licenses DPR-3Q, DPR-47 6 DPR-55, 
deleting Tech 0pec 4. 20, as requirements are contained in 
inservice insp program submitted 790515. Info re reactor 
vessel internals vent valve end. 

PARKER, U.D, Duke Power Co. 80/12/04. 5pp. 07219:052. 


9012220485 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
u/revlsed Agreement State burial site cond i tions, Forwards 
results of IE survey. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp. 


— B012220S06 Forwards tabulation it summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 37K of reactors surveyed w/71X 
planning or considering increasing storage capacity. 

BANOARTiR.L. Effluent Treatment Systems Branch. BO/tl/06. Bpp. 


8012290480 Informs that safety-grade design of anticipatory reactor 
trip lys is acceptable. Environ qualification review of 
applicable components incomp lete. Safety evaluation providing 
basis for Installation & operation of sys end. 

RGIO, R.W. Operating Reactors Branch 4, 00/12/04. 2pp. 07335:129. 


— 8012290404 Safety evaluation re final design i, implementation of safety 
grade anticipatory reactor trip on turbine trip or loss of 
main feedwater. Proposed mods satisfactory. 

e Operating Reactors Branch 4. 80/12/04. 3pp. 07335: 131. 


B012270230 Notification of 801216 meeting w/B6l4 owners group in 
Bethesda,MD re resolution programs L schedules of TMI-2 
task action plan items. 

THROM, E. D. Reactor Systems Branch. 80/12/09. 2pp. 07307:158, 


B012240474 Notification of 801216 meeting w/B4:W owners group for small 
break LQCAs in Bethesda.MD for presentation of programs & 
schedules for resolutions of Tf1i-2 task action plan items. 

THR0M,E.D. Reactor Systems Branch. 80/12/09. 2pp. 07324:175. 


6012160325 Responds to NRC 801126 request for license fees as suppl to 
util 801020 ltr re addl reporting requirement. Ine lusion of 
requirement was administrative action S: does not warrant fee 
imp osit ion. 

PARKER, N.Q. Duke Power Co. 60/12/10. Ip. 07262:006. 


9012190482 Tech Specs correcting administrative errors for 3. 5. 2-iA2, 
3. 5, 2-2A2, 3 5. 2-3A2 3, 5. 2-4A2. For/ral proposed Tech Specs 

to be submitted by separate correspondence. 

PARKER, N.a, Duke Power Co. 00/12/12. 2pp. 07282:151. 


8012230489 Forwards addl info re seismic analysis of spent fuel racks 
proposed for use in spent fuel pool at facilities. 

PARKER, N.O. Duke Power Co. 00/12/12. 5pp. 07313:216. 


6012230450 Forwards status of implementation cf NURE9-0737 Items in 
response to NRC 001031 ltr. 

PARKER, N.G. Duke Power Go. 80/12/15. Bpp. 07314: 123. 


9012230435 Forwards addl fee for 800S19 application for amend to 
licenses re disposal of contaminated oil by burning. 

PARKER, W.O. Duke Power Co 80/12/17. Ip. 07312:863. 


Q. Inspection reports, IE Bulletins 4c correspondence 


9012160042 Forwards IE Info Notice 60-37, "Containment Cooler Leaks it 
Reactor Cavity Flooding At Indian Point Unit 2. " No written 
response required. 

O'RBILIY, J. P. Region 2, Atlanta, Office of the Director, 90/10/24. 
Ip. 07262:176. 


8012170281 Forwards Suppl 3 to IE Bulletin 79 -OIBj "Environ 
Qualification of Class IE Equipment." No written response 
required. 

□ "REILLY, J.P. Region 2, Atlanta, Office of the Director. 90/10/24, 
Ip. 07269:265. 


8012170813 Forwards IE Info Notice 80-38, "Cracking in Charging Pump 
Casing Cladding." No written response required. 

Q'REIULYi J. P. Region 2, Atlanta, Office of the Director. 60/10/30. 
Ip. 07266:271. 


8011210440 Forwards 60H01 Revision 5 to util 90-day response to IE 
Bulletin 79-OlBi rep lac Ing Revision 4 In entirety. 

THIES.A. C. Duke Power Co. 00/10/31. 2pp. 07029:168. 


— 8012120610 Revision 5 dtd BOIIOI to util 90-day response to IE Bulletin 
79-OlBr "Environ QaulifUatlon of Class IE Electrical 
Equipment. " 

# Duke Power Co. BO/ll/01. 450pp. 07229:001. 


8012170571 Forwards IE Info Notice 80-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. " No written response 
required. 

□ "REILLY, J.P. Region 2, Atlanta, Office of the Director. 80/10/31. 
ip. 07264:124. 


8012230050 Forwards IE Circular 90-23. "Potential Defects In Beloit 
Power Sys Emergency Oenarators. " No written response 
required. 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director. 00/10/31. 
Ip. 07311:240. 


8012110749 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. ” Written response required, 

O'REILLY, J. P, Region 2, Atlanta, Office of the Director. BO/H/06. 
Ip. 07224:199. 


8012030873 Forwards IE Info Notice 00-40, “Excessive Nitrogen Supply 
Pressure Actuates Safety Relief VelVe Operation to Cause 
Reactor Depressurliatlon. " No written response required. 

O'REILLY, 3. P. Region 2- Atlanta, Office of the Director. 80/11/07. 
Ip. 07150:121. 
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B012OBO&O3 Forwards IE In#o Uotic» 80-41. ‘'Failura qS SuJ>ing Checit VaWe 
in Dec-ay Meat Removal Sy « at Davis Dasse Unit 1. ” No 
r««po-n9a required, 

O'REILLV. J. P. Region 2. Atlanta. Office of the Director, BO/ll/lO. 
Ip, 07103:017, 


0012080^'?^ Forwards supplemental response to IE Hullctin 80-03. Loss 
of Charcoal fro.n Std Tqpe 1 1 * Tiiio- 1 ntht Tratj Adsorber Cells." 

Trays used at facility are not susceptible to degradation 
<nachani sn. 

PARl^ER. II, a. Dule Pouer Co, 4pp, 07183:204, 


docket 50-270 DCCNEE KUCLEAR STATION. 
O. Adiudlcatory correspondence 


8012090367 Requests hearing J“%nvirSn 

safety-related electrical equipment should be 
qualified by S20630 per NURliG-0588. In Interim, util will 


qualified by 
attempt to resolve concerns 
PORTER. W,L, Duke Power Co 


ui/NRC, 
B0ft2/03. 


tp. 07201:172. 


M, Antitrust correspondence 


80120*10172 Forwards IE Bulletin 80-33, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp, " Requires estimate of 
manpo«jer associated ufcorr ec t i ve actions. 

0'RElULV*J,P Region 2. Atlanta. Office of the Director. 

Ip, 07159:004. 


00/11/14. 


0012300030 Order granting 
util. DOJ U l«C. 

TilBRIDY. J. F. . HALL.O.fi 
Board Panel. 74/05/24, 


attached licensee c omm I tments. *8^*®** 

PAmiA',<IDE3.J.B. At.«l. S.f.tg and Lit.n.ln, 
31 pp, 07352:015. 


8012040402 Forwards IE Qullatin 00-24. ‘‘Prevention of Damage Due to 
Hater Leakage Inside Centa inmen t. " Ifritken response 
required. Requests info on manpawer eipended. 

□ 'REILLY, J. P, Region 2. Atlanta. Office of the Director. BO/11/21. 
Ip, 07163:349. 


—8012300040 Request for Qr.'e- .< i re. ♦, in} licenses *JI*yJ*5 
attached cond Ifclons, DC L .v-iJ join 

terminate WRC prosecutor ta i i ole, but NRC would remain 

party. Certificate of Sve encl, , Ff ute, D A . LEVIN. M. tt- 

VDGLER.B, H. Atomic Energy Commission- LECKlEr o. a- j 


0012160591 Forwards responses to action Items I t 2 of IE Bulletli^ 
80-23, "Faulure of Solenoid Valves Hfg by Valcor Engineering 
Corp. " Facility has had three failures of Valcor solenoids. 

PARKERiW. O Duke Power Co. SO/ll/24. 8pp. 07271:351. 

80121705D9 Forwards IE Info Notice 90-29. Suppl 1. "Brolen Studs o-n 
Terrij Turbine Steam Inlet Flange. “ No written response 

OTEILLY^. J. P Region 2. Atlanta. Office of the Director. 00/11/26- 
tp. 07260:096. 

0012310167 Responds to IE Bulletin 80-21* "Valve Voles Supplied by 
Malcolm Foundry Co. Inc." No described Anchor Darling valves 
In usa at faci 1 1 ti es. Har.ufac turers being contacted re 

PAHK-ER^if Q. Duke Power Co. 00/12/05. Ip. 07370:023. 

801216043S Forwards addl info re insp of fuel assembly holddown springs 
at facility t safety evaluation of operation w/hroken 

FARKER^^U. Q Power Co BO/12/09. 6p P 07263:049. 

0012310085 Forwards safety evaluation re util actions taken in response 
to NRC 790S25 Itr re cracking in feedwater sys piping at 

REID.R U, Operating Reactors Branch 4. 80/12/09. 2pp. 07371.160. 

— 0012310091 Safety evaluation re util actiens taken in response to NRC 
790525 Itp on cracking in feedwater * Ji 

fad I Ittes Augmented insps per IE Bulletin 79 13 may be 

I'^^Dperatlnl Reactors Branch 4. 00/12/09. app. 07371:162. 

R. Periodic operating reports r e lat ed^c orrespondenc e 


P. Operating license stage documents 6 

8012020753 Forwards seismic qua I i f icatlons of auxiliary feedwater sy 
in operating PWRs 4^ describes program NRC is 
to rSviau capability of operating PURs to remove decay 


heat following earthquake. 

EISENHUTr D. 0. Division of Licensing 


BO/ 10/21. 4pp. 


0012030347 R,qv-..t. f«.p.r lOCFH 170, for .pp 1 ic. t Ion for T.ch Sp.. 

cAonj.. ro torn "operobl." for no/io/29 IP- 

MILIER.M. O. License Fee Management Branch. BO/lQ/ii'f- *9 

07149:075. 

0012100311 Forwards nonproprietary fc uol** 

icensing Questions t-5 re fuel rack t proposed spent fuel 
reraJk in response to NRC 801024 request. Appl Icat ion 6 
affidavit for withholding encl. /N.*onn.nni 

PARKER. W. 0- Duke Power Co, 80/10/31. 25pp. 07220.001. 

0012160050 Ltr to operating plant licenseesiOL holders. 

Forwards NVREO-0737 re TMl action plan 

ajeratlig reactor licensee confirmation in 45 dbys that 
Encl 1 implementation dates will be ^ 

eiSEflHJT. D. 0, Division of Licensing. 00/10/31, 7pp. 

0012020036 Forwards Amends 90,80 7/ 05 to Licenses DPR-39r DPR-47 U 
^%PB-S 5 , respectively, safety evaluation t. notice of issuance 5i 

REID?R^lV* ^Operating Reactors Branch 4, 80/11/07. 3pp. 07140:311. 

—0012020042 Amends 89.80 85 to Licenses 

respectively.revislng Tech Specs ^7cl 

REID. n.N. Operating Reactors Branch 4, 00/11/07. 7pp. 

07140:317. 


80121 90615 Forwards monthly ' 10^*^^7288^243 

PARKER. N.O. Duke Power Co, aO/12/lS. Ip. •07288.2 , 

— 8012190619 Monthly operating 07200-246 

REAVIS. J, A Duke Power Co. 00/12/15. I6pp. O7Z00. 

S. Reportable occurrences. _LERs_6^related jQrresponder.ee 

0012230479 RO correcting B01209 rapt of broken holddown springs. Five 

1 D 30 Identified having broken spring, All other info in 

00120? ltr ii valid. 10/15 200 07310.320. 

PARKER. If. 0. Buko Power Co. 00/12/15 2PP 

0012300499 Forwards LER ®D-034/03L-0. 073 57 • 349 

PARKER* a 0, Duke Power Co. 60/12/23- 3pp. 07357.349. 

1012300478 Le« B0-034/03..-O: ot, 801124, lev.l lndUation ».« lost to 
JQlieStJ. L. Duke Power Co. 00/12/23, !p. Q/J5/. 


8012020051 Safety evaluation supporting Amends 89.00 6 05 to LlctntlS 

npn-,'aa. npn'-47 tt DPR-SS. r espec tl vely . 

• Operating Reactors Branch 4. 00/11/07. 9pp. 07140:330. 

—0012020057 Notice of issuance tt availability of Amends 88*80 & 05 to 
Licenses DP R-3a. DPR-47 t« DPR-5S, respect Ivjy. 

REID, R.N. Operating Reactors Branch 4. 00/11/07, 2pp. 

07140:339. 

8012020907 Act receipt of 000019 ltr re safety-grade upgrade of 
ecisting control grade anticipatory reactor tr Ips. Forwards 
request for addl Info to complete environ review of 

REIDrR. N. Operating Reactors Branch 4. 00/11/12, 5pp. 07145:319, 

8012220563 LtP to all power reactor licensees forwarding NUBEO-0619, 
"BNR Feedwater Noiile Control Rod Drive Return Line 
Notile Cracking." Confirmation that Implementation datas 
will be met must be sent within 45 days.W/o encl. 

EISENHUT* D. 0. Division of Licensing. 00/11/13. ip. 

8012030845 Informs of review of emergency feedwater lys against 
NUREO-0660 cr I ter ta, Forwards request for addl info necessary 
to complete review. Requests response within 60 days. 


RP-tn. R w 




H/q. Abo 
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8012020592 Forward? addl info re sei?rnic analysis of spent fuel racks 
proposed for use in spent fuel pool shared by units. Info 
provides simplified calculation of sliding of Westlnghouse 
fp«#”stand ing racks. 

PARKEfl.W. Q. Duke Power Co. 00/11/25 dpp. 07149- 041, 


801S240137 Ack receipt af 001020 application proposing Tech Spec 
6 2. 1. a(9} . Class III fee required for one unitiClasfl I 
fee for other two units. 

HlLLERiW. 0' License Fee Management Branch. BO/11/26. Ip. 
07324: 183. 


S0120S044Q Requests ettenaion until B10115 to respond to NRC 801027 Itr 
re standby shutdown fac i 1 i ty. Time needed to gather Input 
assemble info into presentable form. 

PARKER; W.O. Duke Power Co. 00/12/01. Ip. 07171:347. 


8012100374 Application to amend Licenses DPR-38. DPR“47 & DPR-55, 
deleting Tech Spec 4. 20i as requirements are contained in 
inservlce insp program submitted 790S15. Info re reactor 
vessel internals vent valve end. 

PARKEfl;W.O. Duke Power Co. BO/12/04. 5pp. 07219:052. 


8012220495 Responds to 600911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement State burial site cond i tions. Forwards 
results of IE survey. 

DENTONiH. R. Office of Nuclear Reactor Regulation; Director. 
80/12/04. 2pp. 


— 8012220506 Forwards tabulation le summary of IE survey on low level 
waste at 51 reactors. Lnw level waste storage facilities 
have been expanded at 377, of reactors surveyed w/71X 
planning or considering increasing storage capacity. 

BANOART;R.L. Effluent Treatment Systems Qranch. 00/11/06. 8pp. 


8012290480 Informs that saf ety*-grade design of anticipatory reactor 
trip lys is accep tab 1 e. Environ qua I i f icat ion review of 
applicable components incomp 1 ete. Safety evaluation providing 
basis for installation 4- operation of sys end. 

REIDjR.W. Operating Reactors Dranch 4. 80/12/04. 2pp. 07335:129. 


— 8012290484 Safety evaluation re final design 1; implementation of safety 
grade anticipatory reactor trip on turbine trip or loss of 
main feedwater. Proposed mods satisfac tory. 

a Operating Reactors Branch 4. 80/12/04. 3pp. 07335:131. 


6012820^30 Notification of Q01216 meeting u/DtU owners group In 
Bathasda^MD re resolution programs t schedules of Tril-2 
task action plan items. 

THRQM/E. D. Reactor Systems Branch. 00/12/09. 2pp. 07307:150, 


0O1224O47’4 Notification of 601216 meeting w/D^.W owners group for small 
break LOCAs in Dethesda/hD for presentation of programs 6 
schedules for resolutions of TMl-2 task action plan Items. 

THRQH^E. D. Reactor Systems Qranch. 60/12/09. 2pp. 07324:175. 


8012160325 Responds to NRC 601126 request for license fees as suppl to 
util 801020 itr re addl reporting requirement, Inclusion of 
requirement was admlnls trati ve action 6 does not warrant fee 
imposition. 

PARKER; W.O. Duke Power Cq. GO/12/lO. Ip. 07262:008. 


QD1223046Q Forwards addl info re seismic analysis of spent fuel racks 
proposed for use in spent fuel pool at facilities. 

PARKER, W.0. Duke Power Co, 80/12/12. 5pp, 07313:216. 


8012170013 Forwards IE Info Notice 00-38, "Cracking in Charging Pump 
Casing Cladding." No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Dfficeof the Director, 80/10/30. 
tp 07266:271. 


6011210440 Forwards 601101 Revision 5 to util 90-day response to IE 
Dulletin 79-018, rep lac ing Revision 4 in entirety. 

THIES,A. C. D-Jke Power Co, 80/10/31 2pp. 07029:166. 


8012170571 Forwards IE Info Notice 80-39. "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. " No written response 
required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 00/10/31. 
Ip. 07264; 124. 


9012230050 Forwards IE Circular 80-23. "Potential Defects in Beloit 
Power Sys Emergency Generators." No written response 
required. 

□ 'RE ILL Y, J. P. Region 2, Atlanta, Office of the Director. 80/10/31. 

IP 


6012110749 Forwards IE Bulletin 80-21. "Valve Yokes Supplied by Malcolm 
Foundry Co. Inc. " Written response required. 

O'REILLY. J. P. Region 2, Atlanta. Office of the Director. 00/11/06. 
Ip, 


8012030673 Forwards IE Info Notice BO-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Dapressur i lation " No written response required. 

O'REILLY. J. P. Region 2< Atlanta, Office of the Director. 80/11/07. 
Ip. 07150:121. 


0O12OBO6O3 Forwards IE Info Notice 60-41, "Failure of Swing Cheek Valve 
in Decay Heat Removal Sys at Davis Desse Unit 1.** No 
response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 00/11/10. 
Ip. 07183:017. 


8012040172 Forwards IE Dulletin 00-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/corrective actions. 

O'REfU. Y. J. P. Region 2. Atlanta. Office of the Director. 80/11/14, 
Ip, 


0012040402 Forwards IE Quilotin 00-24, "Prevention of Damage Due to 
Water Leakage Inside Containment." Written response 
requ tred. Roques ts info on manpower expended. 

O'REILl Y. J, p. Region 2. Atlanta. Office of t6 e Director, 00/11/21. 
Ip. 07163:349. 


0012180591 Forwards responses to action Items 1 6 2 of IE Dulletin 
80-23, "Faulure of Solenoid Valves Mfg by Valcor Engineering 
Corp." Facility has had three failures of Valcor solenoids. 
PARKER, W.O. Duke Power Co. 80/11/24. Spp. 07271:351. 


9012170509 Forwards IE Info Notice 80-29, 8up pi 1. "Droken Studs oh 
Terry Turbine Steam Inlet Flange." No written response 
requ irod, 

O'REILLY. J.P Region 2. Atlanta, Office of the Director. 80/11/26. 

Ip 


0012310167 Responds to IE Bulletin 80-21. "Valve Yokes Supplied by 
Malcolm Foundry Co, Inc. " No described Anchor Darling valves 
in use at fac 1 1 ities. Manufac tur ers being contacted re 
valve parts. 

PARKER, IJ.O. Duke Power Co. 80/12/05. ip. 07370:023. 


8012230450 Forwards status of implementation of NUREO-0737 items in 
response to NRC 801031 Itr. 

PARKER, U.O. Duke Power Co. 80/12/15. 8pp. 07314:123. 


8012230435 Forwards addl fee far 600519 application for amend to 
licenses re disposal of contaminated oil by burning. 

PARKER, W.O. Duke Power Ca. 80/12/17. Ip. 07312:265. 


Q. Inspection reports, lE Bulletins & correspondence 


8012160042 Forwards IE Info Notice 90-37, "Containment Cooler Leaks 8« 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
response required. 

□ 'REILLY, J. P. Region 2, Atlanta. Office of the Director. 80/10/24. 

Ip. 


8012170261 Forwards Suppl 3 to IE Bulletin 79-018, "Environ 
Dual if icatlon of Class IE Equipment." No written response 
required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 80/10/24, 
ip. 07260:265, 


8012160435 Forwards addl info re insp of fuel assembly holddown springs 
at facility P. safety evaluation of operation w/brokan 
springs in core. 

PARKER, N.O. Duke Power Co. 80/12/09. 6pp. 07263:049. 


6012310085 Forwards safety evaluation re util actions taken in response 
to MRC 790525 Itr re cracking in feedwater sys piping at 
fac i I i ties. 

REID.R,U. Operating Reactors Dranch 4. 00/12/09. app. 07371:160. 


— 8012310071 Safety evaluation ro util actions taken In response to NRC 
790325 Itr on cracking in feedwater sys piping at 
facil itios. Augmented insps per lE Dulletin 79-13 may be 
d Iscontlnued. 

* Operating Reactors Branch 4, 00/12/09. 2pp. 07371:162. 


R. Periodic operating reports i; related correspondence 


0012190615 Forwards monthly operating repts for Nov *1900, 
PARKER, M,0. Duke Power Co. 60/12/15. Ip. 07260:245. 
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—8012190619- Monthly op^ratifi^i repts for Nav 19S0. 
REAVIB*J. A Ouko Pouer Co, QO/ia/ig-. I 6 pp. 


07288:246. 


8 . Rttportihlo qccurrofic fri* LER« ?* T*ldte«I correspondence 


8012310263 Protost^ planned 810101 facility rei tart. Rs<iu«stf 
invrest 1 on re cracked p i p Inj} i corrosion of steam crossover 
1 ines ■ def ec tive ttirblnes & operation u/o water discharge 
perml t. 

MAPLES. A. APflUatloJi Unknown, 80/12/21. Ip. 07300:001- 


8012020902 Forwards LER 80-01 V/OOL-'O. 

PARliERiR □, Ouke Pouor Co. 60/11/36. Spp- 


07143: aS7. 


—8013020543 LEH 60-011 /03L-0: on 600726. HP 1 pWfup 
due to high upper bearing te<np on notop, caos 
axial pump 1 i f fc. Probab ly ca-jsad by upward pr 
against upper guide bear ing . Pomp reboilt- 
JONEQ. J, L. I)ute Power Co- 80/11/26. Ip- 


2 B declared inoperable 
Ing United 
assure of motor 

07143:262. 


B012100497 Forwards LERs identified as misalng 601404 memo. Enel 

LEWIS^R^C^^^Rtgion 2. Atlanta. Reactor Operations Nuclear Support 
Dranch. 80/13/03. Ip 07210 098. 


8012310260 Protests reopening of fac 11 Ity, Cites deficiencies in spe-nt 
fuel storage pool, piping support sys.reactor water cleanup 
pipe ualdfi 6 dryitrall torus. 

LEVtM, P. Affiliation Unknown 80/13/23. Ip. 07370:006. 


8012310266 Expresses concern re planned facility restart in view of 
reactor water cleanup pipe cracking 6 spent fuel storage 
pool overcrowd ing. P lent should remain closed until safety of 
storage facilities is assured. 

C0UNEL1_Y, E. B, Affiliation Unknown. 80/12/23. Ip. 07308:001. 


8012310^72 Requests that NflO consider investigation of facility safety 
^ mgt due to technical difficulties occurring at facility. 

NODAfL. Affiliation Untnown. 80/12/23. Ip. 07309:001. 


--3012100501 LER 00-009 has been 
a Duke Power Co. 80/12/03 


canca I led. 

Ip. 07210:099. 


P. Operating license stage docutnents 6 correspondence 


0012100466 Forwards LER 80-024/03L-0, 
PARKERiU-0. Power Co. 60/12/05. 


3pp. 


07210: 039, 


—8012100469 LER B0-024/03L~0: flo 0OIIO5.HPI pump SB declared inoperable 
due to high upper beai'lng teinp, Caused by isolation of normal 
cooling water supply to Unit 2 HPI pumps, p er sonnr I error, 
equipment malfunction 6 design 

JONE 81 J U. Dvke Pouer Co. 00/12/05. ip- 0721B. 042, 


8018830^79 BQ correcting 001809 reft o9 

lerlogt brole.not ♦our ai ■’''IglnaUij rePJT JoJ- 

1030 identified as having broken spring. All other info in 


1030 i dent if 
001209 Ltr is valid 
PARKER. N O. Buke Power Co. 


00/12/13, 2pp. 07310:320. 


6012160050 Ltr to operating plant llcenseesrOL applicants fc CP holders. 
Forwards NUREC-0737 re Till action plan requlreftienti. Request* 
operating reactor licensee confirmation in 45 days that 
End t implementation dates will be met. 

EISENHUTi D. O. Division of Licensing. 80/10/31. 7pp. 


B012220358 Ltr to all CP 4: OL holders for BWRs re requirement for 
implementation of ODVN code for licensing basis calculation# 
performed by QE. App 1 1 cab 1 o to all license applications L 
proposed anendSf Inc luding core reloads. 

EISENNUT« D- O. D-ivisian of Licensing. 80/11/04. 4pp. 


3012080313 Forwards Amend 59 to License DPR-20* safety evaluation 8 < 
notice of Issuance aval lab 1 1 i ty. a 

IPPDLlTOr T. A. Operating Reactors Branch 2. 00/11/10. app. 


DOCKEl 50-371 VERHDNT YAliKEE NUCLEAR POWER 
F, Security, medicab emergency 6 fire 


6018040079 Int.rlm '•8 '"’g!"'’ ‘r?, '•;? i”" 

}lr. proCtklofi «>adi..H>.eUv. upon 001089 putllcatlon In 
45FR7I569. Rule will be superseded by revised rule when 

EiaaiHUrJo. 8 DlvUlon or LU.n.lm BO/ll/07. 6(.p. 07l70iai,3. 


—6012060322 Amend 
range monitor 
entire core Is 
IPPOLITO. T. A. 
07186: 255, 


39 to License DPR-2a. chang ing count rate 
to drop below three counts per second when 
removed or replaced. 

Operating Reactors Branch 2. 80/11/10. 


iM pourct 


lapp. 


— 6012060326 Safety evaluation su 
e Office of Nuclear Reactor 
07166:265. 


pportlng Amend 59 to License DPR-2B, 
Regulation! Director. 80/11/10. 2pp, 


80l20305i>6 Informs of #*l»ting emergency review <c 

resulting mods to emergency notification ey* t* health 
physic* network. NRC will have lamp* Initaljetf on emergency 
telephones in all control rooms L technical 

ORlER.a.H. Region h Phi lad elph iai Office of the Director. 
aO/lt/14. 2pp. 07174:266. 


K, General correspondence 


a0lSI«0461 R.dut.*. inv.tUjafcUn «, 

Involv.i in r.itart o» liclUM Utr to Stot. of VT public 

HICHARDBDN^c'^f CAtLAN.V, Virmont V«i!9t Doeonnl.oloninj AJllnnco 
00/11/27. 3pp 0'71Q7:001. 


8018150198 Urjsi that fncUitg he clolH until “ 

conduetod into .nl.tu I Alt of '« ! U t(i. Invf. tl ja t Ion 
findings are published I adequate features are taken to 

LAMONT^L^'J^SeTMOLdI^D d OREENlMLDrR. Af f i I latlon l/r»lcnoun. 60/11/30. 

4pp. 07241:136. 


6012060331 Notice of issuance & availability of Amend 59 to License 

tqpjp^ggj 

IPPOLITOd T. A. Operating Reactors Branch 2. BO/ll/lO. 2pp. 
07166:267. 


8012220963 Lbr to all power reactor Ht’^sees NUREO-O6l9d 

‘■BWR Feedwater Noiile Control Rod Drly 
Nazsle Cracking,*' Confirmation that imp 1 omenta t Ion dates 
will be met must be sent within 45 

eUSENKIITi D. 0. Division of Licensing. 00/11/13, Ip. 


8012300704 Forwards Amend 60 to License DPR-2B 6 notice of issuance li 

IPP0LI10,‘t.'a: aperntln, Rnnctnr. Sr.nth 2. aO/tl/21. App. 

07360: 001 . 


6012300707 Amend 60 to License DPR- 2 ad requiring safeguard, cantingtney 
plan to be implemented within 30 days of Commission 

IPPGL^Toi T. A, Operating Reactors Branch 2. 90/11/21, 2pp, 


accident history 


1012130153 Urge# full t public investigation of 

Jk failure to meet safety stds. Roque* ts closure until safety 
guaranteed. Concerni include water cleanup sys 6 reactor 
discharge 4 * turb Ine generator decay- aih.,,.- ra/i»/03 

DO:!?L!N/r.L, J, Vermont Yankee Decomnlisloning Alliance. BO/lZ/03. 

Ip. 07237:222, 


8012150157 Requests NRC have all completed sys 
!r^dependent^cmpefcenl technicians prior to 

LEVEKOOOOi W. Vermont Yankee Decommissioning AUiartce. BO/IK/o^j. 


LEVEKODOOi 
Ip. 07167:001. 


—6012300710 Notice of issuance & availability of Amend 60 to License 

I PPG LI TO f T. A. Operating Reactors Branch 2. 00/11/21. 2pp. 

07360; 007. 


12010009 Responds to 800924 ltr requesting that 
installing Class IE protection at interface of 
protection sys U reactor ® 

Sets. Response will be sybrnltted t>V 010123. 
SNiTHfR. L. Vermont Yankee Nuclear Power Corp. 


util commit to 
reactor 
enerator 

80/11/24, Ip. 


JOl 2290249 Informs 
KAY. J:A. Yankee 


o-f relocetlcn of engineering oH 
Atomic Electric Co, 00/12/10- 


effective 001222. 
Ip. 07342:330. 


>90190 Application for Proposed Change 93 to License DPR-28, 
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— 8012090195 ProposBd Changa 93 to App A Tech Sp«c** Bacfeion* l.i.2. 1.3. 1 
4c 3.2 ra raactor veaiel water level setpoint scale values. 

* Vermont Yankee Nuclear Power Corp. 80/12/01. 12pp. 07200:194. 


6012090112 Forwards response to 600907 4: 801031 Itrs requiring alt 
licensees to submit rept detailing outage dates h lengths of 
outages for all ECC8. No neu changes proposed. 

SMITHiR. L. Vermont Yankee Nuclear Power Corp. 80/12/02. 7pp, 
07174: 014, 


6012220465 Responds to 600911 memo r«q.uesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement State burial site condi tlons. Forwards 
reiolts of IE survey. 

OENION.H, R. Office of Nuclear Reactor Regulation. Director. 
80/12/04. 2pp, 


— 601222050^ Forwards tabulation 4: summary of IE survey on low level 
waste at 91 reactors. Low level waste storage facilities 
have been expandedat 37K of reactors surveyed w/71X 
planning or considering Increasing storage capacity, 

BANOARTjR.L, Effluent Treatment Systems Branch. B0/11/0&. 8pp. 


6012310004 Forwards proposed wording for Tech Specs re sys integrity & 
iodine monitoring per TMl-2 Lessons Learned Category A 
redvirements. 

tPPOLITO. T. A. Operating Reactors Branch 2. 80/12/10. 4pp. 

07371: 0A5. 


0OI2S3O219 Forwards itemized tabulation of requirements specified in 
NRC B01031 Itr re TMI-related items approved for 
imp lamentation. Ut i I has committed to meet implementation 
ichedule. 

HEIDER.L. H. Vermont Yankee Nuclear Power Corp. 80/12/15. lApp. 
07317:063. 


8012230192 Responds to alleged potential problems re fire barrier 
penetration seals installed by Chemtrol Corp. Investigation 
underway to assess seal acceptability. 

CONWAY. W, F, Vermont Yankee Nuclear Power Corp. 00/12/19. 3pp. 
07317:024. 


0. Inspection reports. IE Bulletins it correspondence 


7909070693 Responds to IE Bulletin 79-03 re welding defects. No further 
action required since seam weld Intp requirement Is A8NE 
111. Only plants fabricated under these rules art affected. 

HQODYiD. E. Vermont Yankee Nuclear Power Corp. 79/03/30, Ip. 


8012120149 Forwards IE Bulletin 80-21. ''Valve Yokes Supplied by Halcolm 
Foundry Co. Inc. " Written response required. 

ORIERrB.H. Region it Ph i ladelph ia. Office of the Director. 
eO/U/06. Ip. 07226:392, 


B0I21903B4 Informs utU of Issuance of new iJRC personnel identification 
hadgesi effect ive after 801 130. Examp le end. 

MARTIN. W.J. Region 1. Philadelphia. Safeguards Branch. 60/11/06. 

2pp. 07286:149. 


B012030/59 Forwards IE Info Notice 80-40. ’'Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurization. " No written response required. 

ORlERcB.H. Region 1. Philadelphia. Office of the Director. 
ao/ll/07. ip. 07190:268. 


6012060419 Forwards IE Info Notice 80-41. '’Failure of Suing Check Valve 
In Decay Heat Removal Sgs at Davis Basse Unit i. " No 
response required. 

ORIERrB.H. Region 1, Philadelphia. Office of the Director. 

00/11/10. Ip. 07182:306. 


6012090999 Forwards response to IE Bulletin 60-11. "Masonry Wall 
Design." including as-butlt info criteria to be used for 
final evaluation 4. juitif icatlon for criteria used. 

HEIDERrL. H. Vermont Yankee Nuclear Power Corp. 00/11/10. 58pp. 

07167:001. 


8012040078 Forwards IE Bulletin 60-23. "Failures of Solenoid Valves 
Mff by Vaicor Engineering Corp." Requires estimate of 
manpower associated w/correctlve actions. 

ORIERiB.H. Region i. Philadel ph la. Office of the Director. 
60/11/14. ip. 07197:303. 


8012220689 Advises that written response is required to IE Bulletin 
60-23. "Failures of Solenoid Valves Hfg by Vaicor 
Engineering Corp. " First paragraph erroneously stated no 
written response required. 

ORIER.B.H, Region 1. Phi ladelph la. Office of the Director. 
80/11/19. ip. 07293:121. 


6012040454 Forwards IE Bulletin 0O*'24. "Prevention of Damage Due to 
Water Leakage Inside Containment." Written response 
required. Requests Info on manpower expended. 

ORIER.B. H. Region i. Philadelphia! Office of the Director. 
80/11/21. 2pp. 07163:307. 


6012050608 Forwards Info Notice B0-42i "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 
DRIER. 0,14. Region 1. Philadelphia. Office of the Director. 
80/11/24. Ip, 07174:101, 


6012100909 Submits results of core spray sparger insp performed per 
IE Bulletin 80-13. Single indication was observed on end cap. 

One oversize drawing withheld (ref 10CFR2. 7901. 

CONWAY, W.F, Vermont Yankee Nuclear Power Corp. 80/12/01, 7pp. 
07220: 119. 


R. Periodic operating reports 4 related correspondence 


6012160430 Forwards monthly operating rept for Nov 198C. 

CONWAYrW. F. Vermont Yankee Nuclear Power Corp. 80/12/09. tp. 
07294: 196. 


— 6012160432 Monthly operating rept for Nov 1980. 

DUROER.F. J. . BERNARD, D. Vermont Yankee Nuclear Power Corp. 
60/12/09. Bpp, 07294:197. 


6. Reportable occurrences' LERs 4. related correspondence 


6012290943 Part 21 rept re failure of fire penetration seals to pass 
fire test. Cause undetermined. Tested matl will be analyzed. 

SHUFE, 8. Chemtrol Corp, 60/11/03. 14pp. 07306:001. 


8012020420 Responds to NRC 801030 requests for addl Info re leaker fuel 
bundles Identified in 1970 b 1979, 6 wear observed on water 
rod lower end p lugs. Analysis of Item 490.1 found failures in 
Reload 3 were result of anomalous metallurgical condition. 

SMITH. R.L. Vermont Yankee Nuclear Power Corp. 80/11/21. 2pp. 
07141:249. 


6012010379 Forwards LER 0O~O39/O3L-O. 

MURPHY. H.P. Vermont Yankee Nuclear Power Corp. 0O/U/24. ip. 
07091:299, 


— 6012010403 LER 0O-O39/O3L-O: on 001029, valves V16-20-20 b LfiW-03 found 
to have seat leakage in excess of Tech Specs, Cause not 
stated. Valves repaired. 

MURPHY, W.P, Vermont Yankee Nuclear Power Corp. 80/11/24, 2pp, 
07091:296, 


6012020439 Forwards LER 80-03B/03U“0. 

MURPHY. W.P. Vermont Yankee Nuclear Power Corp, 60/ 11/26, Ip. 
07148:265, 


— 0012020439 LER B0-038/03L-0: on 801027, during refueling operations LI8- 
2-3-72A Isolated from sve during Insta 1 lation of analog trip 
sys. Cause not stated. New analog instrument installed. 

MURPHY.N.P. Vermont Yankee Nuclear Power Corp. BO/11/26. Ip. 
07146:266. 


DOCKET 90-272 SALEM NUCLEAR GENERATINO STATION, UNIT 1 


F. Security, medical, emergency it fire protection plans 


6012080734 Informs that mods will be made to eniergency notification 
sys & health physics network equipment. NRC will have lamps 
Installed on emergency telephones in all control rooms, 
technical support ctrs it emergency operations facilities, 

GRIER, D.H. Region 1, Phi ladalphia. Office of the Director. 
00/11/14. 2pp. 07176:197. 


G. Adjudicatory correspondence 


8012300358 Request for extension to 610131 to file brief In support of 
exceptions to A8LB 601027 Initial decision re spent fuel 
pool proceeding. Certlf Ication of Sve end. 

COLEMAN. A. C. . COLEMAN. E G. Affiliation Unknown. 80/ 11/30. 4pp. 
07337: 170, 


8012290397 Appeal from A8LS Initial decision granting util right to 
increase spent fuel pool storage capaci ty. NEPA requires 
detailed analysis of safety k health problems posed by 
rerac k Ing. Certlf icate of Sve end. 

VALORE. C. J, Lower Alloways Creek. NJ. 00/12/04. 9pp. 07336:229. 
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0012300071 flespori'se fco Irktarvflrors EG fit A Coleman motion for 
until 910131 to file brie# in support of e xc eptlons. Oppose 
motion but would not o&ject to 2 uik ex tans i Ofi. Cert If Icate 

WErrERHAlirl. M. J. Public Service Electric ft; Gas Co. qf New 
l^ETlEflWAHfJi-K- J. Conner. Moore ftr Corner. GG/12/09. 7pp. 


extension 

t 

of 

Jersey . 
073S6: 194^. 


B0iaSP03l0 
brief in 
decision 
enc 1 . 
IIQORE. J. 


Response to Coleman 801130 motion for 7”U»l eitenston 
support of twelve exceptions to ASLB BGlOl 1 initial 
. Thrce-wk extension acc eptab le. Ger ti# 1 cate of Svc 

E, Hearing Branch 2. 80/12/09. 5pp. 07307:310. 


to file 


B01223026B Motion granting in part Co Leman s 
extension to file brief. Brief must be fil 
for filing licensees & KRC response* shal 
Colemans^ filing. 

BISKQPpC.J. Administrative Sranch. SO/1 


' motion for 5i-day 
• d by BlDl t3. Times 
1 run from date of 

2/l<l. 2pp. 07317: 


330, 


B0l2'Z903Sl Response in support of license 
extension to file consolidated reply to 
exceptions provided NRC also be permitt 
consolidated reply withiin 40 days.Certi 
MOORE* J.E Hearing Branch 2. 60/12/11 


e Q0120B rii(uest for 
all parties' 
ed to file 
ficate of Svc end. 
4pp. 07331:315. 


30- day 


J. Insurance fic Indemnity information 


B01201036G Forwards Endorsement 41 to AMI Policy MF-230. 

CORREAJI. A. Marsh U McLennan. I nc * « ft: M Nuclear Consul tantsi I nc. 
OlV. aO/n/24, 2pp. 0709B:04fr. 


P. Operating license stage document* ic correspondence 


8012170239 Notificat 
discus* licensee p 
selsmically underd 
ROSS, ti, J. Operatl 


ion of 001205 meeting w/utll in Dethe* 
roposal to perform low power te*t* wh i 
esigned walls are being upgraded, 
ng Reactors Branch 1. 80/12/05. 2pp. 


d 

1 


a»MD to 

e 

07268: 209. 


B012290363 Requests log 
re design ft operation 
facility, 

VARGA, S. A. Operating 


ic diagrams ft electrical schematic drawings 
of auxiliary feedwater sys at 

Reactors Branch 1. 80/12/08. 4pp. 07337:078. 


190216 Forwards application for amend of License ® 

ch Spec re mod to limits on surveilUnce flow ’’J, 

diurn hydroxide from containment spray additive tant.Liass 


8012190216 
Tech 

sodium hydr 
III fee end. 

UDERITZ. R. A. Public Service Electric ft 0a» Co. 
B0/12/U. Ip. 07285.293. 


of New Jersey. 


— 8012190225 Application for amend of License DPR*-70r changing P 

4 6 2. 2. d. , modifying limit on surveillance flow test of 
sodium hydroxide from containment spray 

SCHNEIDER. F. W. Pacific Gas ft Electric Co. 90/12/12, 2pp. 


— 8012190230 Proposed change to Tech 
eurve i llance flow test of sodium 
spray additive tank, 
a Public Service Electric ft Gas 
Zpp. 07205:298. 


Spec 4 . 6. 2 . 2 . d, modifying limit on 
hydroxide from containment 

Co, of New Jersey, B0/t2/12. 


8012170413 Responds to NRC B01031 request for co 
implementation dates in KUREG-0737 can be met. 
schedule for post-TKl requirements encl- 
KITILiR.L. Public Service Electric ft Gas Co. 
80/12/15. 10pp. 07269:131. 


nfirmatlon that 
Implementation 

of New Jersey. 


8012020753 Forwards seismic qua 1 i f ications of auxiliary feedwater sy* 
in operating PWRs ft describe* program NRC is undertaking 
to review capability of operating Pl.*il* to remove decay 
heat following earthquake, 

E ISENHUTj D. 0, Division of Licensing. eO/H>/.2l. 4pp, 


3012310784 Informs of submission of proposed TMI 
revisions by 01OU6. per telcon request. 
HITTLrR.L. Public Service Electric ft Gas Co. 
80/12/19. 2pp, 07361:308 


-related Tech Spec 
of New Jersey. 


8012160050 Ltr to operating plant llcens<e*,OL applicants ft CP holders. 
Forwards NJREO-0737 re TMI action plan requirements. Requests 
operating reactor licensee c anf irmation tn 45 day* that 
Enel 1 InpUmentation date* will be met. 

EISEMHJT, 0. 0. Division of Licensing. 00/10/31. 7pp. 


80122^30563 Ltr to all power reactor licensees forwarding NUREO-0619, 
"BWa Feedwater Noxzle ft Control Rod Drive Return Line 
Noixle Cracking." Coaf irmat ion that imp lementallon date* 
will be met must be sent within 45 day*. H/o end, 
eiSENHUr, D. 0. Division of Licensing. 60/11/13. Ip- 


eoi2i00?50 Notification of 801120 meeting w/otil in Hancock'* Bridge, NJ 
to discuss NRC criteria for reinforcement of masonry ualls. 

KERRIGAN, J. Licensing Branch 3. 80/11/18, 3pp. 07217:325. 


8012240182 Forwards Amend 27 to License 
notice of issuance ft ava i labl 1 i ty. 
VAROAiS. A, Oparating Reactars Branch 


DPR-70, safety 
1. 60/ II /SB. 


evaluation ft 
3pp. 071B3:001. 


0. Inspection reports, IE Bulletins ft correspondence 

9012090540 Forwards IE Enforcement Meeting Rept 50-272/B0-l2nJ Ucusslnj 
adoption ft implementation of mods to physical security 
program re order modifying license. 

GRIER, Q.H. Region I, Philadelphia, Office of the Director. 

80/ 10/09, 2pp. 07207:003. 

— 8012090845 1£ Enforcement Meeting Rept 30-272/00-12. Noncomp 1 iance 
noted : procedure adopted ft implemented failed to meet 
reqoiremont of order. .... . - 

DEVLIN. J.W.i MARTIN, U.O, Region 1, Philadelphia, Safeguard* 

Branch. ORUNNER/E.J. Region 1, Philadelphia, Reactor Operations 
Nuclear Support Branch. 80/05/23. 5pp. 07207:005. 


0012090116 AeV receipt of B00707 ft 1007 Itrs informing NRC of steps 
taken to correct violations noted in IE Health Physics 
Appraisal Rept 30-272/80-03 

CRIER. B.H. Region 1, Ph i ladelph ia, Office of the Director, 
80/10/28 ip. 07101:026, 


--0012240194 Amend 27 to License DPR-70, revis iog Tech Specs re use of 
term operability. 

VARGArSA. Operating Reactors Branch 1. BO/li/28. 22pp. 

07183:001. 


— 9012240187 Safety evaluation supporting Amend 27 to License DPR-70. 
s Office of Nuclear Reactor Regulation, Director. 80/11/20, 7pp< 
07183:001. 

— 8012240191 Notice of issuance ft availability of Amend 27 to License 
DPR-70. 

VAROArS.A. Operating Reactors Branch 4, 80/11/29. 2pp. 

07183:001. 


—8012030122 Responds to NRC 800613 ltr re violations noted in IE Health 
Physics Appraisal Rept 50-272/80-03. Proposes expanded 
personnel training program ft complete reorganl latlon of 
performance dept. 

SCHNEIDER, F. W. Public Service Electric ft Gas Co. of New Jersey. 
80/07/07. llpp. 07101:027. 


—0012080131 Provides addl info to 000707 Hr re violation* noted in IE 
Insp Rept 50-272/90-03, Discusses commitment to replace 
contractor personnel, status of radiation protection group 
reorganl lation ft contractor personnel training. 

SCHNEIDER, F. W. Public Service Electric ft Gas Co, of New Jersey. 
80/10/07. 4pp. 07181:030. 


6012220485 Responds to BOO?!! memo requesting that Ofc of Nuclear 
Reactoi' Regulation inform licensees of need to comply 
u/revised Agreement State burial site cond i tlons. Forwards 
results cf IE survey. 

DENlONtH.R. Office of Nuclear Reactor Regulation, Director. 
eO/lZ/04. 2pp, 


—8012220506 Forward# tabulation ft lunirnary of IE survey on low level 
waste at 5! reactors. Low level waste storage facilities 
hava been expanded at 37JC of reactors surveyed -w/71t( 
planning or considering increasing storage capacity. 

BANGART,R.L. Effluent Treatment Systems Branch, BO/ll/06. Spp. 


— 0012080186 Forwards IE Health Physics Appraisal Rept 50-272/80-03 ft 
notice of violation ft significant appraisal findings. 

GRlERiB.H, Region 1* Phi lade Iphia, Office of the Director. 
80/06/13. 6pp. 07181:075, 


— 8012000189 Notice of violation from health physics appraisal on 
800120-0208. 

a Region I, Philadelphia, Office of the Director. 80/05/16, Spp. 
07101:001. 


— 6012080195 IE Health Physics Appraisal Rept 50-272/80-03. NoncompI lane* 
noted: inordinate reliance on contracted personnel, lack of 
technical proficiency among staff ft weaknesses in emergency 
plan procedures. ^ ....... 

NrtlTE.J. R-* OONALDSONi D. E. , HOSEy,C,M. Region t, Ph 1 ladelphiai 
Office of the Director. 00/03/16. llpp. 07191:003. 
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8012170397 Foruiardi IE Info Notic# a0“38i “Cracking in Charging Pump 
Caving Gladding." No larittan rciponva rvi^uirad. 

ORIER18.H. Region Ir Ph 1 ladelphlar Office of the Director. 

80/ 10/30. tp. 07249:090. 


8012190703 Forward* lE In«p Rapt* 50“272/a0’^2! & 50-31 l/BO-17 on 
0OO9Ol'-lOt 1 . No noncomp 1 lance noted. 

BRUNNER I E. J. Region Ir Phi lade Iph lai Reactor Oparatlon* Nuclear 
Support Branch. 00/10/30. 2pp. 07287:359- 


— 8012190707 le ln*p Repts SO'’272/0O-2I & 50-31 1/80-17 on 800901-101 1. No 
noncomp 1 lance noted. Major area* invpicted: log* & record** 
licentee evin.tti operat lonal «afetg verification (i IE 
tul letin* . 

NORRHQLHj L. J. , HILLiW. N. Region li Philadelphia* Office of the 
Director. KEIMIOi R. R. Region 1, Philadelphia. Reactor Operation* 
Nuclear Support Branch. 80/10/28. 17pp. 07288:001. 


B012040621 Forward* proprletarg 4 nonproprietary versions of environ 
qtualif Ication review rept* far IE Bulletin 79-018. Rept* 
lupertede previous info lubmitted on 000307. 21 . 0414 4( 0404. 
Proprietary version withheld <ref 10CFR2. 790>. W/o end. 
aCHNEIDERt F. M. Public Service Electric & Oas Co. of New Jerseu. 
80/10/31. 13pp. 04915:001. 


G012010304 Forwards to NJ Dept of Public Advocate “Sartipie Piping Stress 
Analysis Calculation* ir. Pipe Bupport Re-Eva luatl on. “ In 
reipcnse to 790B27 Ur. 

CODEY. L. R, Public Service Electric 4 Oa* Co. of New Uirveu 
80/11/25, Ip. 07091:304. 


-8012010303 “Batnple Piping Stress Analyil* Calculation* & Pipe Support 
Re-Evaluation, " 

♦ Public Service Electric 4 Oa* Co, of New Jer*ei|. 79/08/17 
4tpp. 07091:305. 


—8012010313 Responds to IE Bulletin 79-07. "Seismic Stress Analytl* of 
Sarety-Retated Piping. " Bulletin concerns are not applicable 
to loop 4 Clat* 1 piping analysis of plant in vendor scope 
of supply. 

e Nestlnghouse Electric Corp. 79/04/23. Ip. 07092.013. 


8012020137 Forwards proprietary 4 nonpropr ietary versions of 
Revision l.Voli I 4 2. “Environ Qual 1 f ication Review Rept. “ 
Applications 4 affidavit for withholding info Iref 
I0CFR2. 770 ». 

KITTL.R.U Public Service Electric 4 Oat Co. of New Jersey. 
80/tl/24. 12pp, 07321:330. ^ 


8012300173 Forward* IE Intp Rept* 50-272/00-27 4 50-311/00-20 on 
901014-17 4 notice of violation. 

CARLSON.ft. T. Raglan 1. Ph I lade Iph la. Reactor Construction 4 
Englnioplng Support Branch. 80/11/05. 2pp. 07354:273. 


8012300177 Notice of violation from Imp on 001014-17. 

a Region 1. Phi ladelphla. Office of the Director. 80/11/04. le. 


■8012300185 IE Insp Repts 50-272/80-27 4 50-311/80-20 on 801014-17. 
Noncomp 1 lance noted: 1/2 of fire brigade member* not trained 
in fir* fighting 4 use of emergency breathing equipment 4 
no contlnuou* fire watch posted on fire doors. 

KOLTAY, P.8. Region 1. Ph i ladelphla. Office of the Director. 
EBNETER. 8. D. Region 1. Phi ladelphla. Reactor Construction 4 
Engineering Bupport Branch. 00/11/04. 4pp. 07354:274, 


-8012020140 Nonproprletary version, Revl* Ion l.Vol It “Environ 
Owallficatlon Review Rept.*' 

# Public Service Electric 4 Oas Co, of New Jerseu. 00/12/01 
260pp. 03754:105. ^ 


■8012020150 Nonproprietary version, Revls Ion l.Vol 2. "Environ 
Qual If Ication Review Rept. “ 

a Public Service Electric 4 Oas Co. of New Jersey, 80/12/01. 
420pp. 03755:094. 


8012020570 Forwards info re Westinghouse ultrasonic test turbine disc 
imp of facility. Info include* sumirar 1 lation of utU 
analysis of discs found to hays developed cracit* In teyway 
areas 4 critical crack sUes from disc Info sheets. 

BCHNEIOER.F, M, Public Service Electric 4 Oas Co, of New Jerseu 
80/12/01. 5pp, 07140:044. 


8012120040 Forward* IE Bulletin 80-21, “Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. “ Written response required. 

DRIER, B.N. Region 1. Phi ladelphia. Office of the Director. 

80/11/04. ip. 07230:279. 


6012190355 Inform* util of Issuance of new NRC personnel identification 
badges, effective after 801 130, Exampl e end. 

MARTIN. H.J, Region 1. Ph 1 ladelphla. Bafeguards Branch. 80/11/04. 

2pp. 07284: 125. 


Periodic operating reports 4 related correspondence 


8012140445 Forwards monthly operating rept for Nov 1980. 

KiDUftA.H. J. Public Service Electric 4 Oas Co. of New Jerseu 
60/12/11. Ip. 07234.174. 


— 8012140450 Monthly operating rept for Nov 1900, 

MILLER.U. K Public Service Electric 4 Oas Co. of New Jerseu. 
80/12/11, 23pp. 07204:177. 


6OI2030794 Forwards IE Info Notice 00-40. “Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Oepresiuriiation, '* No written response required. 

DRIER, B.H. Region I, Philadelphia. Office of the Director. 
80/11/07. Ip. 07150:224. 


3012000424 Forwards IE Info Notice 80-41. "Failure of Swing Check Valve 
in Decay Heat Removal 8ys at Davis Basse Unit 1. “ No 
response required. 

ORlER.a.H. Region 1. Ph 1 ladelph ia, Office of the Director. 

80/11/10. Ip. 07182'a09. 


0012040047 Forward* lE Bulletin 00-23, “Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp." Requires estimate of 
manpower associated w/eorrectlye actions. 

DRIER, B.H. Region 1. Ph i ladelphla. Office of the Director. 
BO/U/14, ip. 07149:357. 


0012220479 Advises that written response is required to IE Bulletin 
80-23, “Failures of Solenoid Valve* Mfg by Valcor 
Engineering Corp." First paragraph arroneously stated no 
written response required. 

ORIER.B.H. Region 1. Phi ladelph la. Office of the Director. 
80/11/19. Ip, 07293:114. 


8012040497 Forward* IE Bulletin 00-24. "Prevention of Damage Due to 
Water Leakage Inside Containment. " Written response 
required. Requests info on manpower expended, 

ORIER.B.H. Region I, Philadelphia. Office of the Director. 
00/11/21, 2pp. 07149:172. 


8012050595 Forwards Info Notice 00-42. “Effect of Radiation on 
Hydraulic Snubber Fluid, “ No written response required, 
ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
60/11/24. Ip, 07174: 004. 


8, Reportable occurrences, LEfts 4 related correspondence 


8012010398 RO 80-55/01P: on 801029 during radiographic testing of steam 
generator 11.12.13, 4 14 feedwater notile to pipe welds, 

Indications found in weld areas of steam generator 13. 

Cause unknown. Welds are undergoing exem 

M1DURA,H.J, Public Service Electric 4 Oas Co. of New Jerseu. 
00/10/29. Ip. 07090:064. ^ 


0012040447 RO 00-54/OlP: on 801107, util discovered that three masonry 
walls not erected per design, Analys 1 s In progres* 4 detailed 
rept will be submitted. 

MIDURA. H. J. Public Service Electric 4 Oa* Co. of New Jerseu. 
80/11/10, 2pp, 07150:204. 


8012010401 RO 80-41/0iP.on 80li23.Flr» Pump 2 failed to start on 
receipt of automatic Initiation signal 4 was ln«perable per 
Tech Specs. Operator was assigned to standby unit 4 etert 
pump, if necessary. Detailed rept will be provided. 

MIDURA, H.J. Public Service Electric 4 Oas Co. of New Jerseu 
80/11/24. Ip. 07098:065. 


0012020445 Forwards LER 60-054/011-0. 

I-IBR1ZZI,F, P. Public Service Electric 4 Oas Co. of New Jerseu 
80/11/24. app. 07130:320. 


—8012020452 LER 80-054/01 T-0; on 801107. during investigation of masonry 
waltsrper IE Bulletin 80-1 1, d iscrepancy found between const 
spec 4 design drawing for auxiliary wall at 122-ft elevation 
4 deficiency in corridor wall at 100-ft elevation. 

QSUCH, J. C. Public Service Electric 4 Oa* Co. of New Jerseu. 
80/11/24. ip. 07130:331, 


8012020485 Forward* LER 0O-O59/O3L-O. 

LIBRIZZI, F, P, Public Bervlce Electric 4 Oas Co, of New Jersey. 
80/ 11/26. 2pp. 07130:231. 
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— a0i2030-lBB LER SO-&59/03L-0: on 801058. ac 
ctiterad du* to Us* of audio count rat 
card holder in count rate drauer due t 
of circuit board, Card holder replaced 
OSL^CH. J.C. Public Service Electric h 
S0/11/2A. Ip. 07130:283. 


fclon ftatemenfc 3. 9. 2 was 
e. Cauied by broken 
o cables catching edge- 
It warning lisued. 

Oas Co. of Kew Jerseg. 


B01S030&55 Forwards LER 30''057/'03L-t>. 

UIBRIZZ I . F. P. Public Service Electric t Oas 
80/11/26. 2|»p, 07130:332 


of New Jersey. 


— aoiaosobis lea 80-057/03L-0: on 801028. while valve 
were disassembled for ma int. c ontainment tntegri 
to Qiinding out of weld at steam generator 13 # 
noil le. Caused by personnel error. 

CStKH. J. C- Public Service ElBCtrlc Oas Co. o 
00/11/26. Ip. 07130-334. 


s t3H3169 U 13M8171 
ty lost doe 
eedbiater 

f Ntu Jersey. 


8012020540 Forwards LER 79-056/01 X-2. 

LIBR I Z-ZI. F. P Public Service Electric 6 Oas Co. 
80/11/28- 4pp. 07130:300. 


of New Jersey. 


—8012020550 LER 79-056/017-2:00 790031, tests perforwed on facility 
indicated that RHR pur^p flow would e*c»ad design runout 
flaw. Caused by sys resistance being lower than desired. Flow 
instruments recaUbr to meat functional re^ivlrements- 
RANODLPK. J. M. Public Service Electric U Oas Co. af New Jersey. 
80/11/28. Ip. 07130:312. 


8012050332 Forwards LER 80-060/03L-0. 

LIBRIZ2 I.F F. P. Public Service Electric it Oas 
eo/ll/aa. 2pp. O7l73:240- 


of Ntu Jersey. 


3012050385 LER 0O-O6O/O3L-O; on 801003, nuclear HOR IlSW taken out of 

SVC. All diesel generators found overheating 6 declared 
inoperable. Caused by valve positioner & indicators 
Incoirectly aligned w/valv«. Pos i tinner realigned. 

□SUCH, J. C. Public Service Electric i Gas Co. of Neu Jersey. 
80/11/28. Ip. 07173:242. 


0012110403 Forwards LER 80-061 /01T~0. 

LIBRIZZI.F.P Public Service Electric 4* Gas 
00/12/05. 3pp. 07225:149. 


of New Jersey. 


— 8012110409 LEfi BO-061/01T-0: on 801 J23, w/f ire pump 1 out of svcflr# 
purtp 2 failed to run over 90-s. Caused by failed alternator. 
Alternator replaced. ^ 

OaUCH, J. C. Public Service Electric 4, Gas Co. of New Jersey. 
BO/12/05. Ip. G7225: 152. 


801215-0121 Forwards updated LER B0-009/03X-1 . 

LIBR IZZli F. P. Public Service Electric 4-. Gas Co. of New Jersey. 
80/12/09. 2pp. G7240:ll4. 

—8012150124 Updated LER e0-009/03X-i : on BOOl I7i during Imp of spent fuel 
pit, small leak discovered at tell tale drain. Cauae-tf by 
leaking welded seams. Ka If-round channels welded over leaking 

'**»^^*- - .... 

0SUiH»J C. Public Service Electric Jk Oas Co. of New Jersey. 

80/12/09 Ip. 07240: 116 


0012190634 Forwards LER 80-007 /03X-1 . 

UD€RITZ»R A. Public Service Electric Gas Co. of Neu Jersey. 
80/12/11. 3pp. 07267:281. 


— 8012190640 LER 80-007/03X-1; on 800128, des i gn deficiency found In 
deminaraliied water supply check valve to auxiliary 
feedwater storage tank 10R7. Caused by failure to include 
valve In piping spec break. Valve seismically qualified, 

OSUCHrJ. C. Public Service Electric Gas Co. of New Jersey. 
80/12/ It. Ip. 07287:284. 


8013230379 Forwards LER 00-063 /OlT-0. 

UDFRITZiR.A Public Service Electric 6 Gas Co. of New Jersey. 
00/12/10 Ip. 07310:234. 


DOCKET 30-275 DIABLO CANYON NUCuEAR POWER PLANT, UNIT^I 
A. Application/construction stage documents 


6009150060 Submits interim criteria for shift staffing to all QL l< CP 
licensees & app 1 1 cants, per NRC 000507 I tr. Discusses 
adnlnls tra t ive provisions for ernorgency 4* overtime 
Development 4t implementation to be reviewed days. 

^ A I j aA/A^/T^ 1 fih l> . 


8012160050 Ltr to operating plant licensees, DL appl 
Forwards NUREG-0737 re Trtl action plan renulremen 
operating reactor licensee confirmation in 43 day 
Enel 1 implementation dates will be met. 

EISEUHJT, D. G. Division of Licensing. 80/10/31, 


icants & CP holders, 
ts. Requests 
s that 

7pp. 


8011260125 Forwards info re evaluation 
far safety-related alocfcrlcal St Class 
response to 791102 Itrs, 

CRANE, P. A. Pacific Oaa 4> Electric Co 


of environ qua! i f ication progna 
IE equipment, in 

80/11/13. 45ppp. 01741:019. 


8012110933 Forward 
interactions of 
result of earthq 
KIRAGLIA, F. J. L 


S ACRS 801112 ltr re review of util study re 
failure of nonsafety sys on plant safety as 

Uenslr.g Branch 3. 0O/U/17. 3pp. 07227:214. 


8012050430 Forward 
boundary fractur 
toughness accept 
plant site. 

CRANE, P. A. Paci 


s response to NRC 800927 ltr re containment pressure 
e toughness. Info certifying that fracture 
ancD stds have been met is available at 

fic Oas 4 Electric Co. 90/11/21- 41pp. 07171:272. 


€012060335 Forward 
overpressure tra 
long-term sys to 
CRANE, P. A. Pad 


s response to NRC 700125 ltr re long-term 
nsiont protection, Includes description of 
be employed at facilities, 
fic Oas 4 Electric Co. 80/11/21. lOpp. 


07190:885. 


6012040520 Forward 
recommendations 
Emergency Diesel 
CRANE, P. A. Pact 


t responses to NRC 80010B ltr 
of NUREG-0660, "Enhancement a 
Generator Reliability.*' 
fic Gas 4t Electric Co. 60/11 


re implementation of 
f Onsite 

/25. 5pp. • 07137:271. 


6012090329 Informs of planned temporary shutdown of basic selemic 
instrumentation sys at fac i I Ity. Shutdown required, to enable 
licensee to Install panels for post-accident monitoring 
sys in control room. 

CRANE, P. A. Pacific Gas 4 Electric Co. BO/lt/25. Ip. 07201:161. 


6012120308 “Concentration t Speeiafclon of Copper In Waters Collected 
Near San Onofre 4 Diablo Canyo® Nuclear Power Stations." 

HARRISON, F. L. Lawrence Livermore Laboratory. FINA-0119. 
NUREO/CR-0750. 90/11/30. 66pp. Available at NTIS. 


6012090360 Provides info on environ qualification of saf ety-r elated 
equipment per 901001 request. Description of valve flow 
monltoi- sys 4i power supply cable presented in detail. 

CRAN£,P.A. Pacific Oas 4 Electric Co. 80/12/01. 2pp. 07201:119. 


6012050293 Responds to requirements specified In Buppl 10 to NOREO- 
0673.Kods addres sed: procedure for dissemination of operating 
esp eriencB, vendor review of low power program, agreements to 
pool resources w/utils 4 inadequate core cooling. 

CRANE, P.A. Pacific Oas 4 Electric Co, 90/12/02. 60pp. 0717l!aM. 


6012090235 Responds to NRC 900827 Ur re Review Question 5, Response 
provides commitments 4 completion schedule for upgraded 
meteorological program 4 la organiied to address four 
essential elements in WUREO-0654, App 2. 

CRAN£,P.A. Pacific Oas 4 Electric Co. 90/12/02. 3pp. 07201:149. 


B012110526 “Forwards procedure for dissemination of operating 
eiperienco, vendor review of low power test program 
procedures 4 low power test program safety analysis rept, 
per Supp 1 10 to NUREO— 0675, fac i 1 i ty 8ER. 

CRANE, P. A. Pacific Oas 4 Electric Co. 80/i2/02. 4pp. 07225:387, 


8012230382 LER 00-063/01 T-0: on 801208, di sc over »d auxiliary fae-dwater 
pumps 1 1 4 12 could be stopped from control consol e, upon 
receipt of low-low level s Ignal. Caused by design error. 

Design change request issued 4 implemented B01206. 
aSUCH,J.C. Public Sfrvice Electric 4 Gas Co. of New Jersey. 
00/12/18. Ip. 07316:256- 


— 0O12UO53O Nuclear Plant Administrative Procedure W-lOO, "DlsseminatlCh 
of Operating Experience," Nestinghouse review of special low 
power test procedures end. 

a Pacific Oas 4 Electric Co. 80/11/26. 7pp. 07225:331. 


— 8012110533 "Diablo Canyon I Special Low Power Tests Final Safety 
Evaluation Rep t. " 

a Pacific Gas 4 Electric Co, 80/10/31. 49pp. 07225:339. 
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8012100470 Dlscustey field audit of electrical separabionc conducted in 
reepoiite to NRC 791130 Itr. Audit demonetrated that 
electrical equipment m* have been installed in manner 
which provide* independence U separation per FSAR. 

CRANE. P, A. Pacific Oa* t* Electric Co. 80/13/04, 2pp, 07319:033. 


601230094S Advisee that util a^jree* to assume re* ji ans i b 1 1 1 ty for 
inetallation of early Ufornlng *y* required applicable 
federal regula t ion*. Commi tment uill terminate on permanent 
ceisatlon of operations at facility. 

SClIUVtER. J. O. Pacific Oa* «p. Electric Co. 60/13/34 Sap 
073d A: 368. 


6013180133 Describe* action* taken a* result of Tlit accident re safet^j 
requirement* of near-term QUs.All require-nent* must be met. 
applicant must appear before A8LD 4; record must be reyieued 
by Commiitlon before low power testing. 

hlRAOLlAiP. Licensing Branch 3. 80/12/04. 2pp. 07272:284. 


8013320483 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/rtvlsed Agreement State burial site condl tions. Forwards 
results of IE survey. 

DENTON# H.R. Office of Nuclear Reactor Regulatlonr Director. 
80/12/04. 3pp, 


— 8013220506 Forwards tabulation in summary of IE survey on low level 
waste at 31 reactors. Low level waste storage facilities 
have been expanded at 377, of reactors surveyed u/71’#t 
planning or considering increasing storage capacity. 

BANOARTiR.L. Effluent Treatment Systems Branch. 80/11/06. 8pp. 


0012390136 Responds to J Stolz 791130 Ur re field audit of electrical 
separation*. Audi t indicated equipment be sys installed per 
F8AR requirements. Audit results contained In Amend 31 to OL 
app 1 icatlon. 

CRANE# P. A. Pacific Oas Electric Co. 80/12/04. 2pp. 07344:049. 


6012170780 Forwards info re nuclear power plant* to be licensed Dec 
1980 -Dbc 1981 in response to request from Nuclear Oversight 
Corrmittee. 

hlRAOLlA»F. Licensing Branch 3. 80/13/05. 3pp. 07366:098. 


8012160138 Forward* preliminary emergency operating procedure*# 
incorporating handwritten changes made during NRC review 
in conjunction w/facllitles operations staff, 

CRANEfP.A. Pacific Oas ((Electric Co, 80/12/00, 94pp, 07254:001. 


G. Adjudicatory correspondence 


8011230100 Submits DS Flclschaker 801017 Ur to HR Denton a* comments 
on proposed rule 10CFR50. “Domestic Licensing of Production 
(« Utilization Facllitiesi Consideration of Degraded or 
Melted Core in Safety Regulations. '* 

REYNOLDS# J. Center for Law in the Public Interest. 00/10/31, lo 
07036: 157. 


8011350108 Requests# on behalf of Joint Intervinors to Diablo Canyon OL 
proceeding# that NRC prepare supplemental EIS considering 
environ consequences of Class 9 accident*. 

FLEISCMAKER# D. Fleischaker, D. S. 80/10/17. 4pp. 07036:138. 


8012020020 Ack receipt of 801017 request# on behalf of joint Intervenors 
in OL proceed ing# for NRC action to prepare supplemental EIB 
re Class 9 accidents. Request will be treated under 
10CFR2. 206, 

DENTON# H. R. Office of Nuclear Reactor Regulation# Director. 

80/11/19. Ip. 07148:307. 


—8018020023 Notice of D Fleischaker request# on behalf of joint 
intervenors# for action under tOCFRS. 206, 

DENTON# H. R Office of Nuclear Reactor Regulation# Director, 
00/11/19. 2pp. 07148:308, 


8012050453 Notifies that A6LAD has received end ACRS 001112 Itr to 
JF Ahearne re POtE studies on possible adverse interactions 
of nonsafety sys on plant safety. Requests study status it 
relevance to current issues. 

DlSHOPrC. J. Atomic Safety and Licensing Appeal Panel, 80/11/34. 
Ip. 07173:316. 


0012290086 Forwards proposed license authorizing util to load fuel# 
proceed to initial cr i tical i ty# perform startup testing 
operate at 57# rated power. List of exemption* to Tech Specs 
end. Related correspondence. 

CRANErP.A. Pacific Gas it Electric Co. 80/12/16 9pp. 07343:001. 


8012390002 Request for extension to 801315 for filing Governor EG Brown 
findings of fact (t conclusions of law re seismic 
proceedings. Granted for A8LAB on 801203 

GE0RGI0U#D. 8. , BROWN# H. H- # LANPHERrL.C, Callforniar State of. 
80/12/02. Ip. 07344: 189. 


8013390075 Unexecuted license for fuel loading U low power testing. 
Lilt of exemptions to Tech Specs for low power tc«t program 
end. 

DENTON# H, ft, Office of Nuclear Reactor Regulation# Director. 
80/18/19. Spp. 07342:349. 


8012390161 Request for l-wk extension to 801215 for filing Governor 
Drown findings of fact t; conclusion* of law. NRCrSan Luis 
Obispo Mothers for Peace it POi^E agreed to e x tans 1 on, NRC l< 

PGi-.F also granted l-uk extensions. 

GEOROIDUrD. a. , BROWN, H.H. LANPHER# C, California# State of. 
80/12/02. 4pp. 07344: 140. 


F. Security# medical# emergency It fire protection plans 


8018110386 Responds to NRC 800827 Ur re Review Question 3. Response 
provides commitments fc corresponding completion schedule 
for upgraded meteorological program. Comml tments may be 
altered upon final promulgation of draft NUREO-0654. 

CRANE#P.A, Pacific Gas ((Electric Co. 80/12/02. 3pp. 07223:096, 


9012240118 Release* public ver»lon of util emergency plan. 
FELTONi J. M. Division of Rules and Records, 80/18/12, Ip. 


--0012340129 Forwards public version of App 1 to Revision 2 of corporate 
emergency response plan, 

CRANE# P. A. Pacific Gas it Electric Co. 00/03/21. Ip. 


8012240134 Public version of App 1 to Revision 2 of corporate emergency 
response plan. 

e Pacific Gas it Electric Co. 00/03/20. 91pp. 


8012290464 Releases public version of “Evacuation Time* A«ae«*ment for 
Diablo Canyon Nuclear Power Plant#aept 1900.“ 

FELTON# J. M, Divitlon of Rule* and Records, 80/12/16. Ip. 

07338:051, 


— 8012290469 Forward* public version of “Evacuation Time* Assessment for 
Diablo Canyon Nuclear Power Plant# Dept 1980#“ in response to 
NRC 000703 request. Include* .App A re evacuation times for 
designated sub-areas. 

CRANErP.A, Pacific Gas Electric Co. 80/11/25, Ip. 07338:053. 


"-0012290473 Public version of “Evacuation Times Assessment for Diablo 
Canyon Nuclear Power PlantrSept 1900.“ 

e PRC Planning V Economics# Alan M, Voorheet ?< Associate* Dlv, 
00/09/30. 190pp. 07338:054. 


6012-080513 Submits contentions re motion for license to load fuel 1# 
conduct low power testing. Neither short nor long-term 
requirements of NUREO-0694 nor Implamantatlon measure* 
sufficient. Certi ficate of Sv< end. 

FLEiaCHAKER# 0. FUischakerr D. 8, PHILLIPS, J. R, , REYN0LD3i J. R. 
Center for Law in the Public Interest. 80/12/03, 16pp. 07183:106. 


8012290120 Request for directed certification re application of NRC 
800620 statement of policy re guidance for power reactor 
OL*. Safety issues not included In NUREG-0694 should be 
admitted as contentions. W/Certt f icate of Svc. 

REYNOLDS# J. R. I FLEISCHAKER# D. Center for Law in the Public Interest. 
FLEISCHAKER, D. Fleischaker# D, S. 80/12/03. 33pp, 07344:010, 


8012290662 Statement of subjs on which CA Governor Broun intends to 
participate per ASLB 801034 (c 1105 orders. Cone erni util 
motion for licenses for fuel loading it low power testing. 
Certificate of Svc end. 

GEQROIOU# B. 8. I DROWN, H. H. California, State of. DROWN# H. H. Hill 
Christopher (i Phillips. 80/12/03 9pp. 07333:088, 


0012090286 Forwards I Aditya B01I19 Ur to NRC# for placement in PDR 
it for svc on parties to proceeding. 

BI6H0P#C.J. Atomic Safety and Licensing Appeal Panel. 80/12/04, 
Ip. 07201:099, 


-8012090287 Opposes licensing of facilities on basis of poor seismic 
design. San Francisco Chronicle BOltlO article end. 

ADITYA. 1. Affi nation Unknown. 00/11/19. 3pp. 07201; 100. 


8012290392 Notice of corrections to Joint Intervenors' statement of 
contentions it request for directed cer tlf icat i on. Cer tlf 1 cate 
of Svc encl, 

REYNOLDS# J, R. Center for Law in the Public Interest, 80/18/08. 
Spp. 07336; 224. 
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BOlSCOOti? tt<itlon ^0 proce«din 9 on PGfcE motion ^or licensor for 

fuel loaditig t lo»tf fouoi- tostjng until NflC prfp*ro» EIS ori 
«lt*rnfltiv« W. ElA «c util sulinit* onviroh rep t. Cort 1 # Icate 

OEOROIOuI'b. S, I BROWN, H.H. California, State of. BJ10WN,H. H- Hill 
C^rl«Sop^«^ V Phillips. BO/12/'O0. “ipp. 07356; 243. 


8012110578 Bubrtlt* reiolutlon paised at * recut ive board 800922 meetingv 
Rtsolutlan urjei con-st eipendltore* be redirttteil toward 
conversion to safer, nor* socially acceptable fuel source*. 

CO?’^RAD,C. Affiliation Unknown. 80/12710. Ip, 07223:107. 


8012300-103 Motion for er tension to 910106 to file proposed brief 
t, proposed finding* of facts 6 conclusions of law in 
reopa:ied seismic proceedings. Granted for A8LAB on 801234. 
KETCHEN,e. 0. Hearing Branch 4. 80/12/24. 2pp. 07357:102. 


8012310374 Foruards tables of authorities for util responies to joint 
Intervenors statement of contention 6 renuest for directed 
cert I f lea tlon. 

CRANeiP.A. Pacific Oas & Electric Co, 80/12/26. lOpp. 07361:316. 


H. General correspondence 


8012290427 Forwards NUREO-O 66 O 1 "NRC Action Plan Developed As Result 0 # 

Tlir-'S Accident," Vols 1 6 2, K/o end, 

KETCH£N,E. G. Hearing Branch 4. 80/12/10. Ip. 07337:005. 


8012390417 Response to A8LAB 901124 request for Info re statu* of 
applicant studies on s^s interactions 4( relevance to 
seismic isiuss in proceed Ing. Ut i I sgs interaction pragram 
is acceptable. Certificate of 8vc enct. 

OLrtaTEAO, H, Hearing Branch 2. 80/12/12. 6pp. 07336:240. 


8012170+40 Forwards joint intervenors' proposed findings of fact & 
conclusions of law for reopened seisnlc cvidentlarg hearing 
before ASLAP. 

FLE 1 5CHAHER . 0. FUischaler, 0. S. 80/12/15, Ip. 07270:234. 


— 8012170442 vfolnt intervenors' proposed findings of fact U conclusions 
of Law for reopened seisnic evldentlarg hearing before 
ASLAB. Certificate of Eve end. 

FUErecHAKER, D. Flelschaier, D. 9. PHILLIPS, J. R. , REVN0LO8, J. 
Center for Law in the Public Interest. 80/12/15. ASpp. 

07270:225. 


9012290407 Proposed findings of fact 6 conduiions of law rt A8UAB 
Qutitlons 1-9 in seismic proceed Ing. OL should be denied, 
since util has not designed feciUtv to withstand mat 
vlbratorv acceleretlons . Certificate of Sve end. 

BROl4,E.O.. BROWN.HH. Callfnmiar State of. BROWN, H, «. Hill 
Christopher 6 Phillips. 90/12/15. 92pp. 07337:099. 


6012290010 Responds to 800601 Itrs to President Carter re const 
deficiencies at facilities 6 recent earthquake activity in 
area. Description of NRG rdla In plant const 6 Info re 
ability of facilities to withstand earthquake end. 

MIRAGUIA, F. J. Licensing Branch 3. 00/10/20. 9pp. 07330:252, 


B0I204O354 Responds to 001001 Itr esprassing concern* rt lack of 
evacuation plans Ic escape rcutei from South Bay area, In 
light of TMl accident 6 event of f looding. Utl 1 must complete 
TMI safety-reteted requirements prior to full power license. 
HlRAOLlAi F. J. Licensing Branch 3. 80/11/17. 3pp. 06915:001. 


8012090416 Responds to 800430 postcard to JF Ahearne re licenilng 
metters concarning fac i 1 i ties. Safety issue* re*ulting from 
THl accident will need to be resolved before licenses arc 
issued. Discusses licensing procedures. 

MIRAOL lA, F. J, Licensing Branch 3, 00/11/20. 3pp. 06596:003. 


— 9012080435 Supports NRC enthusiasm re licensing of nuclear plants & 
etpresses desire for NRC to move ahead on licensing plants 
which presently meet std*. 

VAVOHNiC. Affiliation Unknown. 00/04/30. ip. 06586:003, 


8012090005 Responds to 79040? postcard to J Kindrie rt concerns about 
facility 4t nuclear power In general. NRC required to prepare 
detailed statement on listed environ issues. Hear Ings 
held as part of licensing process. Forwards FES. W/o end. 

M1RA0LIA,F. U. Licensing Branch 3. 00/11/20. 9pp. 07187:001, 


8012300029 Forwards CongtrolLer General 601203 aplnlon disalleuing 
procedural assistance in adjudicatoTy llcanslng procaadlng*. 
BOWERa,E.S Atonic Safely and Licensing Board Panel, 00/12/16. Ip. 
07356: 104 


—8012090011 Requests support for legislation to prevent const of nuclear 
power plants. Supports alternative energy development. 

WOOLMAN,J. Affil latlon Unknown. 79/04/09. tp. 07167:001,* 


8012290387 Forwards Coamliiion 601117 rolemaklng declslnm "Authority 
for Access to op Control Over SNH iPfl 50-7)," H/o encl. 

8WARTZ*L L. Antitrust Division. 80/12/17, Ip. 07332:174. 


8012300364 Joint Intervenors' response in support of CA Governor Brown 
motion to stay proceeding pending conpllance u/KEPA EI8 
r equir aments. IIEP A requires £18 re application to operate it 
less than full power. Cer tifica te of Sve end. 

REYNOLDB.J, R , FLEISCHAKER. 0. Center for Law In the Public Intereit. 
FLE15CKAKER, D. Flelschaier, D, 8. 80/12/10. 9pp. 07399:330. 


9012290975 Response to intervenors' contentions re fuel loading low 
power testing. Content ion* \ t 2 act ep tab U, AH others 
unacceptable due to lack of specificity it subj matter beyond 
scope of proceed ing. Certi ficate of Sve enc), 

JflNS8,B.W. Hearing Branch 2. 00/12/23. I7pp. 07332:251. 


601230C007 Notice of appearance in pr-oceeding. Cert i ficate of 8vc ancl. 
JOKES, B.W, Hearing Branch 2. 00/12/23 3pp. 07356:090, 


6012300065 Respons* In opposition to CA Governor Brown 801206 motion to 
itay proceeding. Nation falls to address legal requirement* 6 
prior court 6 Commission precedents directly contrary to 
Intarvenor poii tlon.N/Certif icete of Sve. 

OLhSTEAD. N, J. Hearing Branch 4. 00/12/23. Ilpp. 07396:173. 


90L2300193 Response to 801203 itatement of sub j| on which CA Oavernor 
Brown Intands to parti c tpate. Only Subjs 3-9 6 12-19 
«ppi.«pr late. Certificate of Sve encl. 

JONP&iB.N. Hearing Branch 2. 80/12/23 t2pp. 07396:290. 


12300352 RespaniC to CA Governor Broun BO12G0 motion to require 
preparation of £15. Opposes motion or grounds of untimelinets 
L noncompliance u/procedural r equlre ments. Certlf I cate of Bve 
encl. 

FORBUSH.IIH. > NORTON, B. Pacific Oas 6 Electric Co. NORTON, B. Bruce 
Morton. SO/12/23. 12pp. 07359:071, 


)0123i0283 Errata to joint intervenors' proposed fimHngs of fact t, 
conclusions of law. Cer ti ficate of 8vc encl. 

FLEISCHAKER, D. Fleischa ktr, D. S. 80/12/23, 7pp. 07370:098. 


6012120203 Responds to 800315 Itr opposing operation^ of fae ility due to 
lack of proper emergency preparedneis h evacuation* p lens. NRG 
has reacted positively to improve safety of nuclear plants 
following TMI accident. 

MIRAOLIA. F. J. Licensing Branch 3. 00/11/20. 4pp. 07187:001. 


— 6012120212 Forwards map indicating weather geography downwind free 
fac i llty. Etpresses concern re improper evacuation routes in 
case of me 1 tdown. Fac i U ty should be converted to gas 
operation. W/o map. 

ANSDN, W. B. Affiliation Unknown. 00/03/31, 4pp. 


0012190300 Responds to 790329 request to reopen licensing hearings for 
facilities. Safety evaluation of plant compliance 
w/NUREO-0694 criteria performed. A6LB decision on Class 9 
accidents will be made after submittal of supplemental 8ER. 

MIRAOLIA, F. Licensing Branch 3. 00/12/04. 2pp. 07103:001, 


— 6012190316 Requests addl investigation it hearing for licensing 
faclHtles following TMI-2 arc ident. Expresses concern re 
possibility of similar accident at facility. 

CLUCAa,J. Sierra Club. 79/03/29. Ip. 07103:001. 


6012310588 FOIA request for all documents re potential environ Impacts 
associated w/fuel loedlng It/or low power testing of 
fee t ti ties. 

BROWN.H.H. Hill Christopher L Phillip*. 0O/t2/Oe. 2pp. 07370:014. 


8012310178 Responds to 790402 Itr expressing concern re safe operation 
of facillty.NRC requires all applicants to modify design 6 
operation of facilties to conform to TMI-related 
requirements. 

NlRAOLlAiF. Licensing Branch 3. 00/12/11. 2pp. 07371:194. 


0012310584 Responds to FOIA request for all documents re potential 
environ Inpacts associated w/fuel loading L/or low power 
testing of fac il Itl es. EI8 prepared in relation to request 1* 
available In FOR. 

FELTON, J.M. Division of Rules and Records. 80/12/22. Ip. 
07370: 013. 
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Q. tnipftction raporti# IE Bullttins carrffspondvncv 


S, R«poitAbla occurrsncefr LERs & r«lat»i{ corresp ond«nc« 


9012170719 Forw4rd« IE Info Notic* 0O“37j ''CantAlnoianl; Coaler Looks It 
Roickor Cavity Flaadlng at Indian Point Unit 2.** No Ifritteti 
raiponsa T«<iuir»(f. 

ENOELKENi R. K, Rogian San FranciscDi Offlco of the Diroctor. 

80/ 10/24. Ip. 07266:085. 


8012160382 Final deficiency report re cracks In Pullman field uieldti 
originally reported 790903. Cause attributed to Improper 
control of ueldlng parameters. Unacceptable uelds repaired or 
entire joint modified. Improved uelding procedurti now used. 

CRANE, P. A. Pacific Oas L Electric Co. 80/12/09. 3pp. 07187:001, 


0018170416 Forwards IE Info Notice S0‘-38, '^Cracking In Charging Pump 
Casing Cladding. " No written response required. 

ENOELKENr R. H, Region 5, San Francisco, Office of the Director. 
80/10/30. Ip. 07264:053. 


8012170857 Forwards lE Info Notice 00-39, **1101 function of Solenoid 
Valves Kfg by Val,cor Engineering Corp. ” No written response 
li required, 

ENOELHEN, R. H Region 5, Gan Francisco, Office of the Director. 
80/10/31. Ip. 07266:047. 


8012130236 Forwards IE Bulletin 80-21, “Valve Yokes Supplied by Malcoloi 
Foundry Co, Inc. ** Uritten response required. 

ENOELKEN, R. H. Region 5, Gan Francisco, Office of the Director. 
00/11/06. tp. 07227:334. 


8012030934 Forwards IE Info Notice 30-40, “Escesslve Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurization." No written response required. 

ENOELKEN, R. H. Region 9, San Francisco, Office of the Director. 
BO/1 1/07, Ip. 07150:183. 


80120B0632 Forwards IE Info Notice 80-41, “Failure of Suing Check Valve 
in Decay Heat Removal 8y$ at Davis Besse Unit 1. " No 
response required. 

EMOELKFN, R.H Region 5, Gan Francisco, Office of the Director. 

80/11 /lO. Ip. 07103:032. 


0018090034 Forwards IE Insp Rept 50-275/80-20 on 801001-31, No 
noncompliance noted. 

GREiiSiJ, L. Region 5, San Francisco, Reactor Operations Nuclear 
Support Branch. 80/11/13. 2pp. 07197:312. 


—8012090036 IE Insp Rept 50-279/00-20 on 001001-31. No noncomp 1 ianc# 
noted. Ha jor areas Inspected: preopcrational testing, operator 
training, fire protection/prevent ion & fuel loading. 

YOUNOrT. , BAOAOLZO, ti. Region 5, 8an Francisco, Office of the 
Director. STERNBERG, D. H. Region 5, San Francisco, Reactor 
Operations Nuclear Support Branch. 00/11/12, Spp. 07197:314. 


0012040230 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Hfg by Valcor Engineering Corp. " Requires estimate of 
manpouer associated u/corrective ections. 

ENGEL KGN, R. H. Region 9, San Francisco, Office of the Director. 
00/11/14, Ip, 07158:191. 


0012040687 Forwards IE Bulletin 00-24, "Prevention of Damage Due to 
Hater Leakage Inside Containment," No written responte 
required. 

ENGELKFN, R, H. Region 5, Gen Francisco, Office of the Director. 
aO/U/21. Ip, 07169: 123. 


8012160097 Forwards IE Info Notice 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid, " No response required. 

EMOELKFN, R. H. Region 5, San Francisco, Office of the Director. 
00/11/24. Ip. 07263:100. 


801229000B Responds to IE Bulletin 00-19, "Fosslb le ' Lots of Emergency 
Notification 8ys H/Loss of Offsite Power." Administrative 
Procedure NPAP C-11 will be revised to Incorporate Item 5. 

Related corr eepondence. 

CRANE, P. A. Pacific Oas i Electric Co. 00/11/29. 2pp. 07344:201. 


0012160124 Forwards 8uppl 1 to IE Info Notice 80-29, "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written responte 
required. 

ENOELKEN, R. H, Region 5, San Francisco, Office of the Director. 
80/11/26. Ip. 07862:076. 


0012290542 Completes response to IE Bulletin 79-02 re concrete 
expansion anchor bolte used in pipe support base plate 
design. Rept on insp, tests, analysis & rework of seismic 
Category 1 pipe supports enc I. Related correspondence. 

CRANE, P. A. Pacific Oas Cc Electric Co. 80/12/03. 479pp. 07333:144. 


8018300466 Requests relief from lOCFRSO. 99a(g ) <4 1 i by specifying that 
ASHE holler 4; pressure vessel code, Section Xt, 1977 edition 
w /addenda through Summer 1970, ef f ec tiVe BOitoV, be applicable 
code for first 10-yr inservlce Insp interval, 

CRANE, P, A. Pacific Oas i. Electric Go. 00/12/23, 2pp. 07347:066, 


DOCKET 90-277 PEACH BOTTOM ATOMIC POl/ER STATION, UNIT 2 


F, Security, medical, emergency 6 fire protection plans 


8012050489 Informs that mods will be made to emergency notification sys 
6 health physics network equipment. NRC will have lamps 
Installed an emergency telephones in all control rooms, 
technical support ctrs 4 emergency operations facilities. 

GRIER, B.H. Region i, Philadelphia, Office of the Director. 
aO/lt/14. 2pp. 07174:255. 


8012170679 Forwards Guppl 4 to safety evaluetion of facility fire 
protection program. 

REID, R. N. Operating R« actors Branch 4. 00/11/24. 2pp. 07269:202. 


—8012170607 Suppl 4 to safety evaluation of fire protection program for 
f aci 1 ity , List of open items end. 

■a Operating Reactors Branch 4. 80/11/24, Spp, 07269:204. 


0012010249 Forwards revised cover, title page 6 pages to May 1970 
physical security p Ian. Revis ions withheld (ref iOCFRa. 7901. 
Affidavit end. 

BRADLEY, E. s>. Philadelphia Electric Co. 00/11/29. 4pp. 95097:125. 


0012240450 Informs of no objections to recording eonversatlons on 
dedicated phone line connecting facility to N8C operations 
ctr in Bethesda, Dttal led description of task to be 
accomplished required. 

STELLQi V. Office of Inspection 6 Enforcement, Office of the 
Director, 00/12/02. Ip. 07324:174. 


0012290408 Ack receipt of 601006 Itr trantmi tt 1 ng changes in facility 
security plan. Changes are consistent w/iDCFR90. 54<p I 6 do 
not decrease plan safeguard effectiveness. 

RETD, R. VI, Operating Reactors Branch 4. 80/12/09. 2pp. 07339:140. 


0. Adjudicatory correspondence 


8012460144 Forwards SEC Form tO-0, Quarter ly Financial Rept b supporting 
mgt comments, in response to NRC 790921,1109 800811 

requests for Info re significant financial developments 
affecting utils In restart proceeding. 

CONOQN,V.H. General Public Utilities. 00/11/26. 3pp. 


—6012160194 Quarterly Financial Rept Sept 1980 tc supporting mgt 
comments. 

a General Public Utilities. 00/11/14. 44pp. 


8012190400 Notice Of reconstitution of ABLAB. T8 Hoort appointed 
chairman b UK Buck It NR Johnson, meipbtrs. 

BISHOP, C.J. Atomic Safety and Licensing Appeal Panel. 00/12/09. 
ip. 07287:096. 


P. Operating license stage documents & corrtsponefanc » 


8012160090 Ltr to operating plant llcenseesrOL applicants t( CP holders. 
Forwards NUREO-0737 re TMI action plan requlr eminti. Requeeti 
operating reactor Uctnsee confirmation in 45 days that 
Enel 1 implementation dates will be net. 

EI8ENHUT,D. 0. Division of Licensing. 00/10/31. 7pp. 


80122^0398 Ltr to all CP QL holders for BNRs re requirement for 
implementation of ODVN code for licensing basis calculations 
performed by GE. App I icab le to all license applications It 
proposed amendsi inc tud ing core reloads. 

EI8ENKUT, D, 0. Division of Licensing. 00/11/04, 4pp. 


8012220963 Utr to all power reactor licensees forwarding NURED-0619, 
"BWR Feedwater Nozzle It Control Rod Drive Return Line 
Nozzle Crecking. " Confirmetlon that implementation dates 
will be met must be sent within 45 days.U/o end. 

EIGEfiHUT, D. G. Division of Licensing. 00/11/13. ip. 


0012010074 Forwards Amends 75 Ic 74 to Licenses DPR-44 6 DPfl-S6, 
respect Ively, safety evaluation L notice of issuance tc 
availability. 

REIDfR. W, Operating Reactors Branch 4. 80/J1/19. 2pp. 06916:001. 
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— 8012010078 Amend'! 75 & 74 to Uicentes DPR-44 ^ 0?R-56« respective 1 1|» 
adding operabiliti| & surveillance requi reorients- for ncu 
seismic -aionitoring instruntentation sys being Installed at 
factUty. 

REIOpR, U. Operating Reactors Oranch 4. 80711/19. 20pp. 

07>.91&;0Q1. 


— B0120100G1 Safety evaluation supporting Amends 75 8( 74 to Licenses 
DPR-44 4: DPR-Sti resp a 1 1 J ve I y , 

* Office of Nuclear Reactor Regulation. Director. BO/ll/19- 2pp. 
06916-. 001. 


— &012010Q85 Notice Of Issuance tt avaiiabllity of Amends 75 b 74 to 
Licenses DPR-44 & DPR:-S6. respec 1 1 vely. 

REID. R. It. Cperating Reactors Branch 4. 80/11/19. 2pp. 

06916:001. 


G012020356 Proposes revised schedule for upgrading acoustic sgs far 
pousr operating relief valves 4; safety valves, consistent 
u/order amending OLs DrR-44 L DPR-SS per 1£ Bulletin 79-OtB. 
DALTROFF.S, L. Philadelphia Electric Co. GO/ 1 1 /26. 2pp- 07148:303. 


G012040373 poruards "PTiirary Reactor Containment Integrated Leah Rate 
Test. " 

AUDEILlf. t1. Philadelphia Electric Co. 80/12/01. Ip. 06915:001. 


—0012040397 "Primary Reactor Containment Integrated Leak Rate Test." 
e Philadelphia Electric Co. 80/07/28. 2O0pp. 06915:001, 


0O1222O4BS Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
u/revlsed Agreenent State burial site < end it lone. Forwards 
results of IE survey. 

DENfOlf, H. R. Office of Nuclear Reactor Regulation. Olractor. 
aO/lB/04. 2pp. 


—0012230506 Forwards tabulation it surmary of IE lurvey on leu level 
waste at 51 reactors. Lou level uaste storage facilities 
have been expanded at 377. of reactors surveyed w/71^ 
planning or considering Increasing storage capacity. 

BANOARTiR. L. Effluent Treatieent Systems Branch, 30/11/06. Spp- 


3012150141 FoTuards addl amend fee for 300930 amend application, per NRC 
001103 Itr, 

DRABLErrE,0. Philadelphia Electric Co. 80/12/05. app. 07240:082, 


00122-10196 Forwards Amends 76 75 to Licenses DPR-44 U DPR-56> 

raspectivityi safety evaluation it notice of issuance tc 
ava liability. 

RElDfR. U. Operating Reactors Branch 4. 60/12/10. 3pp. 07325:039. 


—8012240202 Amends 76 6 75 to Licenses OPR-44 tt DPR-56. resp ective 1 «. 
revising Tech Specs for reactor protection sgs response time 
for both units It operating limit min critical power ratio 
for Unit 2. 

RElOiR. IV. Operating Reactors Branch 4. BO/12/10. 7pp. 

07325:041, 


— 8012240207 Safety evaluation supporting Amends 76 & 75 to Licenses 
OPR-44 4c DPR-S61 r espec 1 1 vely . 

a Office of Nuclear Reactor Regulation* Dlractor. 80/12/10. 3pp. 
07325:049. 


—8012240210 Notice of issuance 6 availability of Amends 76 6 7S ta 
t-lcenscf DPR-44 L DPR-561 respect ively. 

RElDrR, IV. Operating Reactors Branch 4. 80/12/10. 2pp, 

07325:052 


8012230493 Responds to GOiOOl Itr requesting results «f scram sys 
re-evaluation re design it performance criteria developed by 
BIVR owners group. Hods required; e x tens ion of scram discharge 
vols & provision of redundant isolation valves. 

DALTRDFF. D. 0, Philadelphia Electric Co. 80/12/16. 2pp. 07313:213. 


8012310310 Responds to NirR£C-0737f "Clar 1 f Ication af Tht Action Plan 
Requirements." Schedule of Implementation dates L proposed 
adj-ustments In NUfiEO-0737 schedule or criteria end. 
nALTROFF.S. L. Philadelphia Electric Co, 80/12/22, 12pp. 

^309:001. 


310327 Responds to NRC GOlitS Itr requesting confirmation that 
ilementation dates in KURE0'’06l9 will be met. Response will 
submitted B10122. Nods have been inplemrntcd to feedwater 
tile 6 control rod drive return line naxcle. 

,TRDFF.S.L. Philadelphia Electric Co. 80/12/24. 2pp. 07369:172. 


■Q. Inspection reports* IE Bulletins 4; correspondence 


S01216G0Q3 FQIA request for documents re oxparlmBntal use of Dou N8-1 
solvent at Dresden 1 6 Peach Bottom including disposals 6 
wastes, 

MCCULLOUGH. E. R, HeCu Hough, E. R. 80/10/31. Ip. 07261:336. 


8012300045 Ack receipt of 801014 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/80-03 Si 
50-278/80-03. 

BRUNNER* E. J. Region I* Ph i ladelph {a* Reactor Operations Nuclear 
Support Branch, 80/11/05. Ip. 07356:112. 


— 8012300051 Responds to NRC 0OO9t9 Itr re violations noted in IE Insp 
Repts 50-277/80-03 6 50-278/80-03. Correct I ve actions: 
procedural change to startup chec k 1 ist, App 9 withheld 
(ref 10CFR2. 790). 

DALTROFF, B, L. Philadelphia Electric Co, 80/10/14. 3pp. 

07356:113. 


— 8012300058 Forwards lE fnsp Repts 50-377/80-03 it 50-278/00-03 on 
B0020I-29 it notice of vlolat Ion* Apps A 6 6. App D withheld 
(ref 10CFR2. 790). 

BRUNNER, E. J. Region i* Ph i ladel ph la. Reactor Operations Nuclear 
Support Branch. 80/09/19. 3pp. 07336:116. 


—8012300063 Notice of violation from Insp on 800201-29. 

a Region 1* Phi ladelphia* Office of the Director. 80/09/16. ip. 
07356: 119. 


—6012300070 Notice of violation from insp on 800201-29. Data lls withheld 
(ref 10CFR2. 790). 

* Region 1, PhUadelphia, Office of the Director. 00/09/16. Ip. 
07336: 120. 


—8012300080 IE Insp Repts 50-277/00-03 i: 50-278/80-03 on 000201-29. 
Noncompllance noted: fai lure to use temporary monitors or 
Initiate orderly shutdown w/offgas monitoring sys out of 
SVC. Portions withheld (ref I0CFR2. 790). 

OREENMAN* £. O. . COHOILL* C. J. * BLQUOH* A. P. Region 1* Philadelphia. 
Office of the Director. GO/09/16 11pp. 07356:121. 


801212G093 Forwards IE Bulletin 80-21* "Valve Yokes Supplied by Halcoln 
Foundry Co* Inc. Written response required. 

ORIER, 6.H. Region Ir Ph 1 1 a d a 1 p h la* Office of the Director. 

00/11/06. Ip. 07230:245. 


8012190350 Informs util of Issuance of new NRC personnel identi f ication 
badges* effect! vt after GQl 130. Examp le end. 

MARTIN* N.J. Region 1* Ph 1 lade Iphla, Safeguards Branch. 60/11/06. 

2pp. 07286:110. 


8012030790 Forwards IE Info Notice 00-40* "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuriiation " No written response required. 

GRIER. 8.H. Region 1. Philadelphia* Office of the Director. 
80/11/07. Ip, 07150:211. 


0012080454 Forwards IE Info Notice 00-41* "Fallura of Gwing Check 
Valve In Decay Heat Removal Bys at Davis Basse Unit 1." No 
response required. 

GRIER, a.H. Region t* Ph 1 ladelph la* Office of the Director. 
80/11/10. Ip. 07102:327. 


aoiGOqOO-sa Forwards IE Bulletin 80-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. '* Requires estimate of 
manpou'er associated w/co-rrec tlve actions, 

DRIER* B. H. Region I* Ph i lada Iph la* Office of the Director. 
BO/ll/14. tp. 07170:006. 


0012220626 Advises that written response is required to IE Bulletin 
80-23* "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required. 

ORIERrB.H, Region 1* Philadelphia* Office of the Director. 
80/11/19, ip. 07293:134. 


80120404BB Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Hater Leakage Inside Containment." Urltten response 
required. Requests Info on manpower expended. 

ORIER. B.H, Region 1. Philadelphia* Office of the Director. 
80/11/21. 2pp. 07169:160. 


8012050580 Forwards Info Notice 80-42* "Effect of Radiation on 
Hydraulic Snubber Fluid. " No written response required. 

GRIER, B.H. Region 1* Ph 1 ladelphia* Office of the Director. 
80/11/24. Ip, 07174:077. 



DOCKETED ITEMS 


81 


501S-&20G58 Propoie* revised schedule #or upgrading acoustic s^s for 
po'j-rr operating relief valves it safety va Ivesi consistent 
u/opder amending OLs DPR-44 1 DPR-56 per IE Bulletin 79-OlIJ. 

DALTRQFFi 8. L. Philadelphia Electric Co 00/11/26. 2pp. 07148:303. 


8012160032 Responds to FGIA request for documents re experimental use 
of Dqu NS-^l solvent at Dresden 1 8t Peach Bottom Including 
disposals is tuastes.Use of Dow NS-l solvent was not 
considered exper Imenta I, Forwards documents listed in App A. 

FELTO;!. J. i1. Division of Rules and Records. 80/11/26. 2pp. 
07261:335. 


‘>*'80 12160070 Responds to 801006 request for info re decontamination 
operations of experimental Dresden test loop 4c Peach Bottom 
regenerative heat exchangers. BNL rept re chelating agent 
study end. 

SROUrilNOi R. E. Division of Haste Management. 00/10/24. 2pp. 


— 8012160093 Requests info re decontamination operations of experimental 
Dresden test loop 4c Peach Bottom regenerative heat 
f xchangers. Also requests BNL rept re chelating agent study. 

Related documentation end. 

DREY, L. A. Affiliation Unknown. 80/10/06. 9pp. 


—6012160105 Submits info in response to Tl 2515/8 re cleanup sgs 
component contamination. Lists components decontaminated by 
site personnel 4; Dow Nuclear Svct following physical removal 
from Peach Bottom reactor cleanup sys. 

HCCABEjE.C. Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. 78/05/19. 2pp. 


—8012160108 Forwards IE Insp Repts 50“277/78~06 ti 50-278/70-06 on 
780329 & 30. No noncomp 1 lance noted. 

BRUNNER, E. J. Region Ir Ph 1 ladol ph la, Reactor Operations Nuclear 
Support Branch. 78/05/03. 2pp. 


—8019160113 IE Insp Repts 50-277/70-06 4< 50-278/78-06 on 780329 4c 30. No 
noncomp 1 lance noted. Major areas inspee ted; chemlca 1 
decontamination of reactor water cleanup sys regenerative 
heat exchangers 4i plant operations. 

OREENMAN, E. 0. Region 1, Ph i lade Iph ia. Office of the Director. 
MCCABE, E.C. Region 1, Ph i ladelph la. Reactor Operations Nuclear 
Support Branch. 78/05/02. 6pp. 


—8012160119 Discusses 780519 request for determination of acceptability 
re lack of info on decontamination solutions used at Peach 
So ttom. Licensee lack of info on N8-1 solution concentration 
4t composition is unacceptable. 

WDODRUFFi R. W. Office of Inspection 6 Enforcement, Office of the 
Director. 78/07/25. 2pp. 


R. Periodic operating reports 4; related correspondence 


8012300270 Forwards final post-operational Repts 13 4( 14 re Conowingo 
Pond ecology for Jul-Dec 1979 in v'an-Apr 1960, respectively. 
NILLSEY.N. 0, Philadelphia Electric Co. 80/11/28. Ip. 07353:058. 


—8012300275 "Post-Operational Rept 13 on Ecology of Conowingo Pond, 
Uu 1-Dec 1979." 

4 Muddy Run Ecological Laboratoryi RMC Ecological Dlv. 80/02/29. 
209pp. 07353:059. 


— 8012300282 "Post-Operational Rept 14 on Ecology of Conowingo Pond, 
Oan-Apr 1900. " 

^ Muddy Run Ecological Laboratory, RMC Ecological Dlv. 00/08/31. 
166pp. 07353:267. 


8012160267 Forwards "Thermal Mapping Rept 80-12 for 801107" St "Thermal 
Mapping Rept 80-13 for 801113." 

WILLBEY.W.B- Philadelphia Electric Co. 80/12/03. Ip, 07261:338. 


—8012160272 "Thermal Mapping Rept 80-12 for 001107." 

* Philadelphia Electric Co. 00-12. 80/12/03. 4pp. 07261:339, 


—8012160276 "Thermal Mapping Rept 80-13 for 801113. " 

a Philadelphia Electric Co. 80-13. B0/12/0S. 4pp. 07261:343, 


8012160472 Forwards monthly operating repts for Nov 1900. 

COONEY, M.J, Philadelphia Electric Co. 80/12/10. Ip. 07253:320. 


— 6012160473 Monthly operating repts for Nov 1980. 

ALDCNrN. K. Philadelphia Electric Co. 00/12/10. 9pp. 07235:321. 


8012300618 Forwards "Thermal Mapping Rept 80-14 for 001121 for Thermal 
Monitoring Requirements," 

NILLBEYfN, B, Philadelphia Electric Co. 80/12/19. Ip. 07346:187. 


— 0012300624 "Thermal Mapping Rept 80-14 for 601121 for Thermal 
haniftoring Requirements " 

e Philadelphia Electric Co. 80/12/19. 4pp. 07346:168. 


S, Reportable occurrences, LERs i related correspondence 


a0t2i040439 RO 2-ao-29/lP; on 801113, while operating at full power 
reactor core isolation cooling sys declared inoperable due 
to inability to trip turb ine. Caused by misad justment of 
valve limit switch. 8wi tch readjusted 4, turbine tested. 
ilLLRICH,U. T. Philadelphia Electric Co. 80/11/14. 3pp. 06915:001. 


8012010440 Forwards LER 90-027/011-0, 

COONEY, M.J. Philadelphia Electric Co. 80/11/20. 3pp. 06915:001. 


—0012010455 LER 80-027/017-0: on BOl 106. main steam, bypass valve 3 
exhibited erratic operation. Caused by broken lug connector 
in wiring from bypass valve linear variable differential 
transformer to valve control circuitry. 

COONEY, M.J. Philadelphia Electric Co. 8D/U/20. Ip. 06915:001. 


8012010472 LER 80-025/03L-0: on 80U03, setpoints on DPIS 2-13-83 {< DPI8 
2-13-04 (redundant reactor core Isolation cooling turbine 
steam line high flow DPIS instrumentation) exceeded Tech 
Specs. Caused by setpoint dr i ft. instruments recaltbr. 

COONEY, M.J, Philadelphia Electric Co. 80/11/20. Ip. 06915:001. 


6012010289 RO 3-00-27/lP; on B0U24 while operating at 99X power during 
HPCt sorvell lance, steam to turbine valve continued driving 
in close direction causing fuses to blow, Caused by torque 
switch fai lure. Closing switch readjusted 

ULLRICH, N.T. Philadelphia Electric Co. 80/11/24. 2pp. 06915:001. 


8012040429 RO 2-80-31 /IP: on 801122. minor pressure variations In offgas 
processing fk sampling sys resulted in gradual flooding of 
sai,nple piping leading to offgas radiation moni tors. Caused by 
power reduc t ion. Of f gas radiation monitoring sys installed. 

ULLRICH, 1LT. Philadelphia Electric Co. 80/11/26. 3pp. 06915:001. 


8012090464 Forwards LER flO-029/01T-0. 

COONEY, M.J. Philadelphia Electric Co. 80/11/26. 2pp. 07206:221. 


--0O12O7O47O LER 80-029/01 T-0: on 801 1 13, reactor core Isolation cooling 
sgs declared Inoperab la. Caused by turbine trip valve switch 
being out of adjustment. Switch readjusted 1: tested. 

COONEY, M.J. Philadelphia Electric Co. 60/11/26. Ip. 07206:223. 


8012090455 LER 80-028 /03L-0: on 801 121, setpoint of main steam low 
pressure switch PS 2-2-1G4B dropped below Tech Spec 
requi rements. Caused by drift of Barksdale model D2T-A1288. 
Instrument recalibr tested. 

COONEYrM.J. Philadelphia Electric Co. 80/12/03. Ip. 07202:355. 


8012040419 RO 80-030/81P: on 801 124, annunc iator, *'Tariis k'ent Ualves 
Open, " alarmed. Caused by closed needle valve in supply to 
boat seal. Needle valve was inadvertently brushed against St 
c 1 Died . Needle valve reopened. 

ULLRICH, U.T. PhlladslpMa Electric Co. 80/12/04. 2pp. 06913:001. 


8012180247 Forwards LER BO-OaO/OlT-Q. 

COONEY, M.J. Philadelphia Electric Co. 00/12/0?. 3pp. 03794:001. 


—8012180250 LER 80-030/017-0; -an 801 124. needle valve in air supply to 
boot seal of Inboard isolation valve 60-2511 found closed. 

Caused by damage during const work. Valve reopened 4c full 
boot seal pressure restored. 

COONEY, M.J, Philadelphia Electric Co BO/12/09. Ip. 03794:004. 


0012230352 Forwards LER B0-031/01T-0. 

COONEY, M.J. Philadelphia Electric Co. 00/12/12. 3pp. 07318:247. 


—0012230358 LER B0-031/0i T-0; on 801 126/ water collected in offgas rad 
monitor sampling sys, reducing flow. Caused by recent drain 
mod combined w/pressure variations due to load change. Water 
purged ^ full sample flow re-established. 

COONEY, M. J. Philadelphia Electric Co. 80/12/12. Ip. 07310:230. 


8012230339 LER 00-01 5/03X-1 : on 800904, during surveillance testing at 
full power, reactor core isolation cooling outboard steam 
supply Isolation valve MO-2-13-16 failed to close. Caused by 
improperly functioning switch on Linitorque operator. 

CaONEYiM.J. Philadelphia Electric Co. 80/12/17. Ip. 07183:001. 
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DOCK El 50-270 PEACH SOTrOll ATOMIC POUER STATIOMi UNIT 3 


F. Securitiji me-dicali etnery^nc^j i fire protection plans 


G 0 ia 0504 B? Informs that tro^s uill be ?rade to S'nergifncij notification sya 
fj health phi^sics netuiork tq.utpiTient. h'RC will have tamps 
installed on emergency telephones in all control roams* 
technical s«^>part ctr* fn. emergenty operations facilities. 

CRIER, B.h. Region 1, Philadelphia, Office of the Director, 

00/1 t/i*;. Bpp. 07174:355. 

6012170679 Forwards Suppl 4 to safety evaluation of facility fire 
protection program. 

REIDiR. H. Operatin-g Reactors Branch 4, BO/tl/24. 2pp. 07269:202, 

— 0012170697 Suppl 4 to safety evaluation of fire protection program for 
fac i I ity . Li st of open items end. 

* Operating Reactors Branch 4, 80/11/24. 3pp- 07269:204. 

0012010247 Forwards revised caver, title page 4: pages to Hay 1979 
physical security p ian, RevLs ions withheld (ref 1-0CFR2. 790). 

Affidavit end. 

DRADLEv.E. J. Philadelphia Electric Co. B07I1/25. 4pp. 95097: 125. 


9012240450 Informs of no objections to recording conversations on 
dedicated phone line connecting facility to NRC operations 
ctr in Bethesda. Detal I ed description of task to be 
accomplished rei^ulred. 

STELLOiV. Office of Inspection Jk. Enforcementt Office of the 
Director. BO/ 12/02. Ip. 07324. 174. 


QO1229O49'0 Ack receipt of 001006 itr transmitting changes in facility 
security plan. Changes are consistent w/ lOliFRSO, 54( pi tt do 
not decrease plan safeguard effectiveness. 

RElD,R.ir Operating Reactors Branch 4. Ba/12/D5. 2pp. 07335:140, 


G Adjudicatory cfl-rrespondenc e 


8012160144 Forwards SEC Form tO'Qr Quarter 1 y Financial Rtpfc & supporting 
mgt corKnents, in response to USC 790921,1109 1: 000011 
rectuasts for info re significant financial deva I apments 
affecting utils In restart proceeding. 

COfluONiV. H. General Public Utilities. 00/11/26. 3pp. 


--8012160134 Quarterly Financial Rept Sept 1900 6. supporting mgfc 
comnients. 

a General Public Utilities. 80/11/14. 44pp. 


0O1219-O4a0 Notice of reconstitution af ASLAB. TS Moore appolntfd 
chairman 6 UH Buck 6 HR Johnson, members. 

BISHOP, C.J. Atomic Safety and Licensing Appeal Panel. 80/12/03. 
Ip. 07207:056, 


p. Operating license stage documents 6: correspondence 


3012160050 Ltr to operating plant 11cens««s,0U applicants 6 CP holders. 
Forwards HUfiED-0737 re T«1 action plan requirements. R«<iues ts 
operating reactor licensee confirmation In 45 days that 
Enel 1 implementation dates will be net. 

BISEriHUr, D. O. Division of Licensing. 85/10/31. 7pp, 


9012220358 Ltr to all CP t Qt holders for BlWs re requirement for 
implementation of QD/N code for licensing basis calculations 
perf ortred by 9E. App I icab U to all license applications 4; 
proposed amends, tnc I uding core reloads. 

EISEL'HUT. D. 0. Division of Licensing- 0Q/11/O4. 4pp. 


0012220363 Ltr to all power reactor licensees forwarding NURE0-0619i 
Feeduaber Noitle 6 Control Rod Drive Return Line 
NotiU Cracking. •' Conf irmat 1 on that implementation dates 
will be net must be sent within 45 days. If/o end. 

ElSEfiHUT, D. 0. Division of Licensing. eft/ll/13. Ip. 


0012010074 Forwards Amends 75 li 74 to Licenses DPR-44 ^c 008-561 
respective I y. safety evaluation L notice of issuance tc 
availability. 

lEIDiR.W. Operating Reactors Branch 4. 00/11/19. 2pp. 06916:001. 


J012010078 Amands 75 6 74 to Licansas DPft-44 4: DPR-56, respec tlvelyi 
adding operability L surveillance requirements for new 
seismic monitoring instrumentation syi being Installed at 
facility. 

REIDiR U, Operating Reactors Branch 4, 00/11/19, 20pp. 

06916:001. 


— 0012010001 Safety evaluation supporting Amends 75 Sc 74 to Licenses 
DPR-44 U DPft“56i respect ivdy. 

e Office of Nuclear Reactor Regulationi Director. 80/11/19. 2pp, 
06916: 001. 


— Q0120100B3 Notice of issuance & availability of Amends 75 U 74 to 
Licenses DRR-44 DPft-96, respect Ively. 

REIOiR. U. Operating Reactors Branch 4. 00/11/19, 2pp. 

06916:001. 


0012020336 Proposes revised schedule for upgrading acoustic sys for 
pouer operating relief valves safety valves, cons Istent 
w/order amending QLs DPR-44 8< DPR-36 per IE Bulletin 79-0111. 

DALTROFF, 3. L. Phi lade 1 ph ia El ectr ic Co. 80/11/26. 2pp. 07140:303. 


BO122ZO405 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
w/revlsed Agreement State burial site cond 1 tlons. Forwards 
results of IF survey, 

DENlONiH, R, Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp. 


— 8012220306 Forwards tabulation 6 suff.'aary of IE survey on low level 
waste at SI reactors.Low level waste storage facilities 
have been expanded at 37X of reactors surveyed W/71V, 
planning or considering increasing storage capacity, 

BAN<JART,R. L. Effluent Treatment Systems Branch. 80/11/06. app. 


8012150141 Forwards addl amend fee for 000930 amend app 1 Ication, per KRC 
001103 ltr. 

BRADLEV, E. J, Philadelphia Electric Co. 80/12/05, 2pp. 07240; 062, 


0012240196 Forwards Amends 76 & 75 to Licenses DPR-44 tt DPR-S6j 
respectively, safety evaluation &: notice of issuance 6 
aval labi 1 ity , 

REID, R.W. Operating Reactors Branch 4. 80/12/10. 3pp. 07325:037. 


—8012240202 Amend s 76 4* 73 to Licenses DPR-44 Si DPn-56, respect tvely* 
revising Tech Specs for reactor protection sys response bine 
for both units L operating limit nin critical power ratio 
for Unit 2. 

REIOiR, H. Oporating Reactors Branch 4. 80/12/iO. 7ppj 

07323:041. 


—8012240207 Safety evaluation supporting Amends 76 tf 75 to Licenses 
DPR-44 L DPR-56r respectively. 

* Office of Nuclear Reactor Regulation, Director. 00/12/10. 3pp. 
07323; 049. 


“8012240210 Notice of Issuance availability of Amends 76 U 75 to 
Licenses DPR-44 & DPR-36, respect! vely, 

REI0,R. H, Operating Reactors Branch 4. 00/12/10, 2pp. 

07325:052 


0012230493 Responds to 801001 ltr requesting results of scram sys 
re-evaluation re design 4: performance criteria developed by 
BUR owners group. Hods requlr ed ; extens ion of scram discharge 
vol* & provision of redundant isolation valves. 

DALTROFF, 0. 0. Ph I lad e Iph ia Elec tr Ic Co 00/12/16. 2pp. 07313:213. 


8012310310 Responds to NUREO-0737, "Clar I f icatlon of TMI Action Plan 
Requirements." Schedule o-f implementation dates tt proposed 
adiustments in NUflE0~O737 schedule or criteria end. 

DALTROFF, 8. L Philadelphia Electric Co. 00/12/22. 12pp. 

07309:001, 


0012310327 Responds to NRC 001113 ltr requesting confirmation that 
Implementation dates In NURE<J-0619 ulll be met. Response will 
be submitted 010122. Hods have been implemented to foedwater 
nossle tt control rod drive return line noxxle. 

DALTROFF, 8. L . Philadelphia Electric Co. 80/12/24. 2pp. 07369:172. 


0. Inspection reports, IE Bulletins correspondence 


0012160083 FOtA request for documents re experimental use of Dow NB-t 
solvent at Dresden 1 Peach Bottom including disposals 4( 

wastes. 

MCCULLOUGH, E. R. McCul loughi E, R. 80/10/31. tp. 


0012300045 Ack receipt of 801014 ltr informing NRC of steps talten to 
correct violations noted in IE Insp Repts 50-277/80-03 tt 
30-278/00-03. 

BRUNNER, E. J. Region 1* Philadelphia. Reactor Operations Nuclear 
Support Branch. 60/11/05. Ip. 07356:112. 
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— 8013300051 to NRG 800919 Itr re violations noted In IE Intp 

Repts 50-277/80-03 ^ 90-278^80'*03. Correc tive actions: 
procsdurai change to startup chec Sc 1 i it. App D uithheld 
<ref 10CFR2. 790). 

DALTROFFi a. L. Philadelphia Electric Co. 00/10/14. 3pp. 

073S6: 1 13. 


—8019300050 Forwards IE Insp Repts 50-277/80-03 30“27B/eO-03 on 

600201-29 tf. notice of violation^ Apps A & B, App B uithheld 
(ref 10CFR9.790), 

BRUNNERiE.J. Region I« Ph i ladelph iar Reactor Operations Nuclear 
Support Branch. SO/09/19. 3pp. 07396; HA. 


— 0012300063 Notice of violation fron insp on 800201-29. 

* Region l« Ph i ladelph iai Office of the Director. 60/09/16. Ip. 
07396: 119. 


—8012300070 Notice of violation froin Insp on 800201-29. Oetal Is uithheld 
<r»f 10CFn2. 790). 

a Region !■ Ph i lade Iph iai Office of the Director. 00/09/16, Ip. 
07396: 120. 


— 8012300030 IE Insp Repts 30-277/80-03 ^ 50-278/80-03 on 800201-29, 
Noncoflip liance noted : fa 1 lure to use temporary monitors or 
initiate orderly shutdown u/offgas monitoring sys out of 
SVC. Portions withheld (ref 10CFR2. 790). 

ORECNllANfE 0. I COHOILL. C. J. , DLOUOHrA, P. Region 1. Philadelphia, 
Office of the Director. 80/09/16 Hpp. 07396; 121. 


8012120093 Forwards IE Bulletin 0O-2t, 'Valve Votes Supplied by Malcolm 
Foundry Co, Inc. " Written response required, 

ORlERiB.H. Region !■ Philadelphia, Cffice of the Director. 

80/11/06. Ip. 07230:245. 


6012190390 Informs util of issuance of new NRC personnel tdenttf Ication 
badges, iff ec tlve after 601130. Examp Is end. 

MARTIN, W.J, Region 1, Ph 1 ladel ph la, Safeguards Branch. 80/11/06. 
Spp. 07206:110. 


8012030790 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depr essur i tation. " No written response required. 

ORlERj B. H. Region 1, Phi ladel ph ia, Office of the Director. 
aO/11/07. ip. 07150:211. 


8012000454 Forwards IE Info Notice 80-41, "Failure of 8ulng Chect 
Valve in Decay Heal Removal Sys at Davis Qesse Unit I," No 
response required. 

DRIER, O.H. Region 1, Ph i lade Iph ia, Office of the Director. 
80/11/10. Ip, 07102:327. 


8012040093 Forwards IE BuiUtin 80-23. "Failures of Solenoid Valves 
Mfg ty Valcor Engineering Corp. " Requires estimate of 
mianpDuer associated w/corrective actions. 

ORlERrB.H. Region 1, Ph 1 ladelph ia. Office of the Director. 
60/11/14. ip. 07170:006. 


0012220626 Advises that written response is required to IE Bulletin 
80-23, "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp. " First paragraph erroneously stated no 
written response required. 

OftIER,a.H. Region I, Ph i lade Iphia, Office of the Director, 
00/11/19, Ip, 07293:134. 


G01204046B Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Uater Leakage Inside Containment." Written response 
required. Requests info on manpower expended. 

OniER,B.H. Region 1, Ph i lade Iph ia# Office of the Director, 
80/11/21. 2pp, 07169:160. 


0012030999 Forwards Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid. " No written response required. 
ORIERiD.H. Region I, Ph i ladelph ia, Office of the Director. 
80/11/24. Ip. 07174:077, 


6012020350 Proposes revised schedule for upgrading acoustic tys for 
power operating relief valves safety valves, cons Istent 
u/order amending OLs DPR-44 it DPK-S6 per IE BwHatln 79-OlB. 
DALTROFF, 9, L. Philadelphia Electric Co, 80/11/26. 2pp. 


8012160082 Responds to FOIA request for documents re experimental use 
of Dow NS-l solvent at Dresden I i: Peach Bottom including 
disposals 1; wastes. Use of Dow N8-1 solvent was not 
considered exper Imenta 1. Forwards documents listed in App A, 

FELTON, J. II. Division of Rules and Records. 80/11/26. 2pp. 


‘8012160090 Responds to 001006 request for info re decontamination 
aperatloni of experimental Dresden test loop & Peach Bottom 
regenerative heat exchangers. BNL rapt re chelating agent 
study end. 

BRQWNINO, R, E. Division of Waste Management. 00/10/24. 2pp. 


— 0012160093 Requests info re decontantinat ion operations of experimental 
Dresden test loop t< Peach Bottom regenerative heat 
exchangers. A1 so requests BNL rept re chelating agent study. 

Related documentation end. 

DREY^L. A Affiliation Unknown 00/10/06. 9pp, 


— 0012160103 Submits info in response to Tl 2515/0 re cleanup sys 
coiTtponeiit contamination. Lists components decontaminated by 
site personnel it Dew Nuclear Sves following physical removal 
from Peach Bottom reactor cleanup sys. 

MCCAOEiE. C. Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. 78/03/19. 2pp. 


—0012160109 Forwards IE insp Repts 50-277/79-06 L 50-279/70-06 on 
780329 t 30 No noncompliance noted. 

BRU.iNERp E J. Region I, Philadelphia! Reactor Operations Nuclear 
Support Branch. 78/03/03. 2pp, 


— S0l2t60n3 IE Insp Repts 50-277/70-06 t 50-270/70-06 on 7G0329 6 30. No 
noncompl lance noted. Major areas inspec ted : cheinlcal 
decontamination of reactor water cleanup sys regenerative 
heat exchangers li plant operations. 

OREENMAN, E. G. Region I, Ph i 1 ad e I ph ia, Office of the Director. 
MCCABE, E.C. Region t, Ph i tede I p h ia, Reactor Operations Nuclear 
Support Branch. 78/05/02. 6pp. 


— 6012160119 Discusses 700519 request for determination of accep tab! 1 ity 
re lack of info on decontami nation solutions used at Peach 
Bottom. Li censee lack of info on NS-l solution concentration 
& composition is unacesptab le. 

WODDNUrF, R. W. Office of Inspection fc Enforcement! Office of the 
Director. 78/07/29. 2pp. 


R, Periodic operating reports related correspondence 


8012300270 Forwards final post-operational Repts 13 & 14 re Conowlngo 
Pond ecology for Vul-Dec 1979 It Jan-Apr 1980, respec 1 1 vely. 
WiLLSEYrW.B. Philadelphia Electric Co.- 80/11/28. Ip. 07353:059. 


—0012300275 "Pos t-Qperat Iona I Rept 13 on Ecology of Conowingo Pond, 
Jul-Dec 1979. " 

* Muddy Run Ecological Laboratory, RMC Ecological Div. 80/02/29. 
209pp. 07353:099. 


■80'12300282 "Post-Operational Rept 14 on Ecology of Conouingo Pond, 
Jan-Apr 1930. " 

« Muddy Run Ecological Laboratory, RMC Ecological Div, 60/00/31. 
166pp. 07353:267. 


0O12t6O5‘67 Forwards "Thermal Mapping Rept 00-12 for 801107" t: "Thermal 
Mapping Rept 80-13 for 001113," 

WIHSEY.W.D. Philadelphia Electric Co. 80/12/05. Ip. 07261:338. 


—0012160272 "Thermal Happing Rept 00-12 for 80lt07. " 

a Philadelphia Electric Co. ao-i8, 00/12/03. 4pp. 07261:339. 


— 0012160276 "Thermal Mapping Rept 00-13 for 601113." 

* Philadelphia Electric Co. 00-13. 00/12/05, 4pp. 07261:343. 


8012160472 Forwards monthly operating repts for Nov 1980. 

COONEY, M.J. Philadelphia Electric Co. 80/12/10. Ip. 07235:320. 


--0O12I6O47S Monthly operating repts for Nov 1980. 

ALDEIliW.M. Philadelphia Electric Co. 80/12/10. 9pp. 07295:321. 


8012300618 Forwards "Thermal Mapping Rept 80-14 for 901121 for Thermal 
Monitoring Requirements. 

WILL8£Y,W.B. Philadelphia Electric Co. 80/12/19. Ip. 07346:187. 


—8012300624 "Thermal Mapping Rept 80-14 for 901121 for Thermal 
Monitoring Requirements." 

^ Philadelphia Electric Co. 00/12/19, 4pp. 07346:189. 


S. Reportable occurrences, LERs it related correspondence 


601204041 1 RQ 3-80-26/lP: on 801 1 14, operating at full power HPCl flow 
controller revealed downscale output tr declared inoperable. 

Caused by unidentified electronic failure in controller. 

Controller replaced U tested satisfactorily, 

ULLRICH, H.T, Philadelphia Electric Co. 80/11/14. app, 06715:001. 


0012100490 Forwards LER 80-026/011-0. 

COONEY, M. J, Philadelphia Electric Co. 00/11/26, 2pp, 07107:001. 
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— 8012100499 LER 00'-026/0l T-0: o»> HOlll-l^HPCl flou: controller showed 
dounicelfi ootpui'.HCPl docldied inoperab 1 c . Caused by failed 
lOTier diode t< resistor resulting In output drift. Parts 
rep I acod. 

CODKEV'. II. J- Ph i ladol pb la Electric Co. 00/J1/2&. Ip, 07107:001, 


0012090141 LER GO-0 1 0/O3X-1 ; on 0OOQO2. roae tor irater cleanup s<js return 
Isolation valve MO-3-l2-<59 failed to close control 
fi W i t c h . Caus ed by v'alvo pressure seal leak in motor of 
Lij^iltorque operator sritr-O-lO. Hotor replaced & seal repaired. 

Cat^KEVi K. J, Philadelphia Electric Co. 00/12/01. Ip. 07303: 070, 


8013170633 Forwards LER 00-027/011-0. 

COONEViM. J. Philadelphia Electric Co. SO/ 12/09. 


3pp. 07261:035. 


— <3012170611 LER 00-027/011-0 an 001124»hPCI valve MG-3'*23-l4 kept 
driving in closed direction causing valve fuses to. blow. 

Probably caused by improper ad/ustmont of valve closing 
torque swi tch. Valve d isass amb 1 rd* Inspec tud t fceited, 

CDQnev,h, J. Pb 1 ladelphia Electric Co. BO/ 1 2/09. Ip. 07264:337. 


8012310320 Forwards UEft 00-028/011-0 

COONEYi It J. Philadelphia Electric Co. QO/12/17, 2pp. 


07369; 040, 


“-3012310323 LEfl 00-028/01 T-0: on 301203* HPC I 
fl0-3-23-l1< fa 1 lod to fully close. Caused 
tnoperabla for valve insp. Valve reasseffib 
COO KEY* 11. V PhlUdelphla Electric Co. 


stea*Ti supply valvep 
by ifPCI sys being 
led hi tested. 

00/12/17. Ip, 07369; 030. 


DOCKET 80-280 SUnRV POWER STATIOM. UlUT I 

F. Qecurityi nedicali cnaTjency U fire protection plans 


3012030012 Requests addl info t cormilments re emergency plan submitted 
800630 to complnts onsite emergency program. 

VAROAf 0. A. Operating Reactors Orarch 1. 80/11/13. 19pp. 

07119: 143, 


0. Adjudicatory correspondence 


0012170819 Requests, on behalf of, uti 1 * e » tens Ion until 81010B for 
hearing on 001200 order for mod of licenses re environ 
qual 1 f 1 ca 1 1 on of safety-related electrical equipment to Tech 
Specs of facilities. 

CHRlSTilAN. J. N. Hunton ^ Mil Hams. 80/12/00, 2pp. 07269:327. 


8012170919 RequastSiOn behalf of uti l» a « tens ion until 010108 for 
hearing on 801208 order for mod of licenses re environ 
qua 1 1 1 icat ion of safety-related electrical equipment to Tech 
Specs of facilities. 

CHRISTMAN. J. N, Af ft 1 1 a t ion Unknown. 80/12/08. 2pp. 


P. Operating- license stage documents 6 correspondence 


B012QZ07S3 Forwards seismic qualifications of auilliary feedwater syt 
In operating PWRs describes program NRC is undertaking 
to revieui capability of operating PNRs to remove decay 
heat following earthquake. 

EISENHUTj D. C. Division of Licensing. 80/10/21. 4pp, 


0012160030 Ltr to operating plant licensees. OL applicants & CP holders. 
Forwards NUReQ-0737 re T«I action p Ian . requirements. Requests 
operating reactor licensee confirmation In 45 days that 
Enel I Imp I emontation. dates will ba (net. 

EISENHUT. D. O, Division of Licensing. 00/10/31. 7pp. 


8011200397 Notification of 801203 meeting w/util in Bethasda. MD to 
discuss util plans In area of core reload licensing in 

BEROOnai. J. S, StandariJ 1 latlon V Special Projects Branch, 00/11/06. 

2pp, 07020: 066. 


G012220363 Utr to all power reactor licensees forwarding NURE0-D6l9i 
^^BWR Feeduater Not tie St Control Rod Drive Return Line 
NoiiU Cracking." Confirmation that Implementation dates 
will be mat must be sent within 45 days.U/o end. 

ElSENHUTi D. G. Division of Licensing. 80/11/13. Ip. 


0012030180 Informs of Interim lOCFfiSO. 48 sospeniHng completioTi dates 
for previously approved fire profcettion mods. Revised 
10CFR5O. 13 wll I contain, schedules for completion of all fire 
protection mods . 

EIBEtWUT. D. 0. Division of ticenslnj, R0/il/l7. 5pp 07175.020. 


0012U06SZ Bummai y of G0il07 meeting u/ufcll in Dathesda.MD re emergency 
NEIGHDORG. J. D. Operating Reactors Branch 1. flO/ll/19. 2pp. 


00120202/6 Informs that omeryoncy response oierclio will be performed 
ot (facility on 901202 Gceoarto of eserclse ancl.Fun scale 
joint ojierclie uj/8tat» Qfc of Energy 6 Emergency Qves will 
be perfornod in Fall I9ai. 

SYLVIA. B.R Virginia Electric ^ Pouer Co, BO/ll/21. 3pP- 
07131: 211. 


801.8050328 Forwards amended pages to- approved security plan. End 

withheld Iref 10CFR2.790J. 

SYLVIA. B.R. Virginia Electric 6; Power Co. 00/12/02. tp- 
07173: 033. 


3012230396 Forwards draft NUflEQ-0696. " Imp 1 ementa tl on Plan" for 
establishment of emergency response f aci 1 i fc les. Data 1 U on 
emsrgoncy operations facility ei tab I Ishnmen t, not included in 
pUn.beini flnallied will be submlttod at later data. 

SYLVIA. B.R. Virginia Electric Power Co, Q0/l2/tB, Ip. 
07311:270. 


—0012230293 Draft NUREO-0676. "Implementation Plan 
emergency response facilities. 

« Virginia Electric I Power Co. NUReO-0696. 
07311:271, 


" for establishment 
80/12/18, 47pp. 


of 


G012220363 Qubmlts proposed schedule for emergency pr eparedness 
e K ere Ises . Propo s ed schedule meets i»URE(J-0654 requirements 
per tOCFRSQ t lOCFfl70 outline. 

BAUM. E. A, Virginia Eloctric 6 Power Co. 00/12/19. 2pp. 07304.101, 


8012010291 Forwards "Surry Unit 
THOMAS. N M, Virginia Electric 
07097: 240. 


l^Cycle S Core Performance Rept, *' 
& Power Co. 80/H/19. Ip. 


— 0012010295 "Burry Unit li-Cycle S Core Performance R®P^- 

LECERSTEIN. J. H, . ROSS, T. K. Virginia Electric 6 Power Co. 

VfeP-FRD-ae. 00/11/30. 49pp, 07097:241. 

9012170493 Advises that util 791018 response re inadvertent safety 
Injection during surveillance tasting is acceptable. 

VARDA, 8, A, Operating Reactors Branch 1. 80/11/26 2pp. 07270,332. 

9012080413 Forwards general evaluation of 

fuel burnups possible w/higher enrichment fuel. par 000923 

OVLVIA.B. R. Virginia Electric 6 Power Co, 00/12/04. llpp. 

07196: 178. 


0012090179 Responds to 801204 request for info 
analysis of potential flooding of safety-related 
from non-Category 1 sources. Emerg ancy sve 
eliminates Intake structure as target for 

SYLVIA. 8. R. Virginia Electric 6 Power Co. 00/12/04. Ip. 
07200: 145. 


30 l 22 P 0 ia 5 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of c 

S/Jev?sed Agreement State burial site cond i tions. Forward s 

DENliSrHrR. ^^Offflco'^of Nuclear Reactor Regulation. Director- 
80/12/04. 2pp. 

-0012220506 Forwards tabulation summary of IE 

waste at 5t reac tor s . Low level waste storage faciU tle* 
have teen eepanded at 37'/ of reactors surveyed u/71^ 
pTanning or considering increasing storage 

DAMDART, R. L, Effluent Treatment Systems Branch. 90/1 L/06. Bpp. 


12220373 Requests to be ercludad from submitting State NC 

smergancy plan as part of Surry omoTgency p I an, Fac 1 1 Ity 50- 

slle amergericy planning lano intrudes only four miles into 

1C It incident would not affect NC food chain or public. 

lAVrtiS. A. Virginia Electric 6 PowBr Co. a-O/lE/19. 2pp, 07304,103. 


.012290374 Forwardt alternate shutdown syi design description re 
fire protection, per HRC 801124 Itr.Vtil review of App R to 
IOCFR50 concludes that plants are in compUance w/excep tian 
of 8-h amargency lights in egress routes, 

8YLVIA.«.f, Virginia Electric 6 Pouer Co. 80/12/23- 3pp. 
0731S: 133, 


9012160142 Forwards suppl 

initiation for facility, per 

SVCVIA. B. R. Virginia Electric Power Co. 

07255:024, 


feeduater «y» automatic 
8P/12/12. 7pp. 


13170454 Resubmits program for inservice insp l< testing of pumps 1< 

07269:269- 
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B012190354 Forwards rospor^sa to NUREG‘0737 post-TMI rsquiromonts. 
SYLVIAf £. R. Virginia Electric ^ Pouar Co. BO/lS/15. 430pp, 

07202; 262. 


00122‘^01&4 Application to amend Licenses DPR-32 t DPR-OTi r evis Ing 
Tech Spec 6.6. l<App C to reflect ret(ui r ement to document 
dll chaUenges to RCS power operated relief or safety 
valves monthli/. Proposed change suppls GOllH request. 

FEROUSORi J. H. Virginia Electric U Power Co. 80/12/23. 3pp. 
07345; 183. 


— 8012290157 Proposed Tech Spec 6.6. liApp C re testing frequency of RCS 
power-operated relief valves. 

a Virginia Electric it Power Co. 60/12/23. Ip. 07343:186. 


6012290268 Forwards addl info re aui illary feedwater sysi per NRC 801117 
request. 

S/LVIA, B. R. Virginia Electric f,. Power Co. 80/12/23. 3pp. 

07345; 138. 


8012300583 Forwards response to NRC 790925 request for Info re 9urrg 
auKillary feedwater sys design basil info ^ pump flow 
verification Documents North Anna I pump test verification 
of 340 gpn delivered to steam generator, 

SYLVIA. B.R. Virginia Electric Power Co, 60/12/26. 15pp. 

07346: 134. 


8012310286 Forwards response to 790925 request for Info re auxiliary 
feoduater sys design basis It pump flow verification, 

Siicrapancy discovered during North Anna review addressed 
in LER 0O-O61/OIT-O prior to 801006 response. 

SYLVIA, B. ft. Virginia Electric R; Power Co. 60/12/26. 15pp. 

07361 : 293. 


O Impaction reports. IE Qulletins & corrtspondence 


0012160036 Forwards !E Info Notice 00-37. "Containment Cooler Leaks tt 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
response required. 

□ 'RE ILLY. J, P. Region 2. Atlanta. Office of the Director. BO/10/24. 
Ip. 07268:160. 


6012170021 Forwards IE Info Notice 80-38. "Cracking in Charging Pump 
Casing Cladding. " No written response required. 

□ 'REILLY. J. P, Region 2. Atlanta. Office of the Director. 80/10/30. 
Ip. 07266:266 


8012180020 Forwards IE Info Notice 80-39. "Malfunction of Solenoid 
Valves Nfg by Valcor Engineering Corp. " No written response 
is required. 

□ ■■REIU Y. J. P. Region 2. Atlanta. Office of the Director. 80/10/31. 
Ip. 03790: 120. 


8012230070 Forwards IE Circular 80-23. "Potential Defects in Beloit 
Power &ys Emergency Generators. " No written response 
requ Ired. 

tl'REll.l.Y, J. P. Region 2. Atlanta. Office of the Director. 80/10/31. 
tp. 07313:236. 


8012110794 Forwards IE Bulletin 00-21. "Valve Yokes Supplied by Malcolm 
Foundry Co. Inc, " Written response required. 

O'REILLYr J. P. Region 2. Atlanta. Office of the Director. 80/11/06. 
Ip. 07225:167. 


B012030B49 Forwards IE Info Notice 80-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Causa 
Reactor Dcpressur i lation. " No written response required. 

O'REILI Y. *1. P. Region 2- Atlanta. Office of tha Director. 80/11/07, 
ip. 07150: 105. 


8012080259 Forwards IE Info Notice 80-41. "Failure of Suing Check Valve 
in Decay Meat Removal Sys at Davis Basse Unit i. " No 
response required-. 

O'REIUY. J.P. Region 2. Atlanta. Office of the Director. 80/11/10. 
Lp. 07182:262. 


8012040135 Forwards IE Bulletin 80-23, ‘’Failures of Solenoid Valves 
Mfg by Valcor Engineering Carp." Requires estimate of 
manpojar associated u/corrective actions. 

O'REILLY, J.P. Region 2* Atlanta, Office of the Director, 80/11/14, 
lp. 07158:061. 


8012050070 Forwards IE Bulletin 80-24. "Prevention of Damage Due to 
Water Leakage Inside Containment. " No written response 
required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 80/11/21, 
lp. 07173:230. 


6012060016 Forwards IE Info Notice 60-42. "Effects of Radiation on 
Hydraulic Snubber Fluid." No written response required, 

O'REILLY. J. P. Reg ten 2, Atlanta. Office of the Director. 80/11/24. 
lp. 07102: 161. 


8012170939 Forwards original 601101 1 tr, apparently last in mall sys. 
responding to IF Bulletin 79-OlD re environ qualifications 
of Class IE equipment. 

KVNTER.R.H. Virginia Electric tt Power Co. 80/11/24. Ip. 
07266:027. 


9012170387 Forwards IE Info Notice 80-29«8uppl 1. "Broken Btuds on 
Terry Turbine Steam Inlet Flange." No written response 
required, 

O'REILLY. J.P. Region 2, Atlanta. Office of the Director. 80/11/86. 
tp. 07269:080. 


0012110543 Forwards response to lE Bulletin 60-23. "Failures of 
Solenoid Valves Mfg by Valcor Engineering Corp. " Two Valcor 
valves exist for each North Anna unit Zn Surry does not have 
solenoid valves described in bulletlng. 

SYLVIA. B.R. Virginia Electric L Power Co. 80/12/04. 3pp. 
07225: 245. 


8012230081 Forwards response to lE Bulletin BO-23. "Failures of 
Solenoid Valves Kfg by Valcor Engineering Corp." Specified 
valves are not in use at facilities. 

SYLVIA. B.R, Virginia Electric & Power Co, 60/12/04. 3pp. 
07311:004. 


8012240503 Forwards response to 1£ Bulletin 80-23. "Failures of 
Solenoid Valves Kfg by Valcor Engineering Corp. " Two Valcor 
valves In use do not have cited part number. 

8YLVIA.S.R, Virginia Electric (c Power Co. 90/12/04. 3pp. 
07324:320. 


0012120467 Forwards response to IE Bulletin BO-21. "Valve Yokes 
Supplied by Malcolm Foundry Co. Inc. " No subj valve used or 
planned for use In saf aty-'related sys at facilities. 

SYLVIA. B.R, Virginia Electric fc Power Co. 60/12/05. 3pp. 
07230: 325. 


6012170013 Ack' receipt of 901117 Itr informing NRC of stept taken to 
correct violations noted In IE Insp Repts 50-200/90-35 Ic 
50-261/00-38. 

HURPHY. C.E. Region 2. Atlanta, Reactor Construction & Engineering 
Support Branch. 80/12/05, lp. 07260:150. 


—8012170021 Responds to NRC 801017 Itr re Violations noted in IE Insp 
Repts 50-280/80-35 U 50-881 /aO-30. Correc 1 1 ve actlonsi 
approved welding procedure reviewed to be used in future It 
weld Insp will be conducted by new procedure. 

8YLVIA.B.R. Virginia Electric Power Co. 80/11/17. 3pp. 

07260: ISl. 


—9012170029 Forwards IE Insp Repts 50-280/00-35 it SO-2B1/60-3B on 
800909-10 4. notice of violation, 

MURPHY, C.E. Region 2. Atlanta. Reactor Construction k Engineering 
Support Branch, BO/10/17. 2pp. 07268:154. 


— 9012170034 Notice of violation from Insp on 800909-10. 

a- Region 2. Atlanta. Office of the Director. 80/10/15. Ip. 
07260: 156 


—0012170039 IE Insp Repts 50-280/00-35 k 50-201/80-30 on 000909-10. 
None omp I lance noted: fai lure to document OA surveillance 
activities 4c to have documented weld Insp procedure. 

ECONOMOSrN. Region 2. Atlanta, Office of the Director. HERDTiA. R. 

Region 2. Atlanta. Reactor Construction Engineering Support 
Branch. 90/10/15. 4pp, 07260:157. 


80121704S4 Resubmits program for iniervlce insp & testing of pumps tc 
valves for last 40 month period of first 10 yr interval. End 
program details request far relief from ASHE Inservlet Insp 
requirements for Class 1.2 k 3 components. 

8YLV1A.B.R. Virginia Electric Power Co. 60/1S/15. 74pp. 

07269: 269. 


R. Periodic operating reports it related correspondence 


B012040306 Forwards "Radiological Progress Rept 1 for Fdrlod 000914- 
1031." Rept describes occupatlonol exposure expended! dose 
reduction techniques employid tt if f ictivenssi (< radioactive 
effluents L solid waste generated. 

BYLVIA. B.R. Virginia Electric k Pouir Co. 00/12/01. Lp. 

07170: 175, 


—8012040300 "Radiological Progress Rept 1 for Period B00914-1031 . " 
e Virginia Electric k Power Co. 80/12/01. 31pp. 07170: 176. 
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aOtSi^OS3S raru6ril« «pntMv oparstin^ raptt for Nov 1900, 
SYLVIA. B.fl. Virfinia Eiactric & Poutr Co. 00/13/15. Ip. 
07289: 059. 


— 801219QS3S Kanthlv oparatinp rapti for Nov 1980. 

DWK. 8. D. Virginia Etvctric L Power Co. 80/12/04. D3pp. 
07288:0^0. 


8. Rtportalilt occurrtnca^* LERs 4; related corraipondtnca 


8012040669 Part; 21 rrpt rc SliN noblficafrioa thab out-of-pfiaii 
niljlib occur uhen tmacganctf bu«»s ar* tranifarrcd fron 
offiib* power lourca to enargancg djestl ganaratora aftar 
raaching rated <pr»d & vo I tag*. QrlgiTial tg reportad 801114. 
SYLVIA. B.R. Virginia Electric %t Poutr Co. 80/11/19. 4pp, 
07169; 070. 


0012030709 For ward 9 LE8 00-070/01 T-O. 

NlLSOri. J. L. Virginia Electric Ir Pqu*p Co. 60/11/26. Ip. 
07150:300. 


•0012030717 LCR BO-0 70/01 T-0: on e0lll4.6tW infartnad util that out of 
phaia Iranifar night occur uhtn rnarganey buirc tranafarrad 
dram offiita lourca, Cau»*if bg undat«TMlnab 1« datilgn arror. 

Tin* dalag circuit in«tallad. 

WILSON. J.L. Virginia Electric U Pouar Co, 80/11/2*. 3pp. 
07150:301. 


8012050364 Forward* LER* 00-063/0 lT-0 6 B0-O39/03L-0, 

HILSOIf, J. L. Virginia EJaetrlc Ic Power Co. 00/12/02. Ip. 
07173:235, 


--8012050370 LEfi 80-0*3/017-0: on 801 1 19< dur ing d I $ac«a(nb Ig of steam 
ganirator A leveling pad-s. Vafconac cap fcrau uas broian. 

Caui* unknown, Vaiconaji matl used in tttam generator supports 
will be replaced during repair project. 

WILeONrJ.L. Virginia Electric <i Power Co. 00/12/02, 2pp, 
07173: 236. 


8012050378 LER aO-039/03L-0: on 601 102. latl sfactorg control room 
pressure envelope test eauU not be as tabi lihed. Caused by 
slippage of clamp balding operating arm of damper preventing 
full closure. Arm adjusted. 

WILSON. V. L. Virginia Electric & Power Co, 60/12/02. 2pp. 
07173; 238. 


8012230395 Forwards LERs 80-043/03L-0 U 80-07i /03L-0, 

VILSON^sI. L. Virginia Electric L Pover Co. 80/12/10. Ip 
07310:2*1. 


—8012230499 LER 80-071 /03L-0: on 8011 19. primary grade water discharged 
while releasing contaminated drains tank. Caused by 
perfoTntng two procedures s inultaneously. Release terminated 
b water eanpled. 

WlLSONrV. L, Virginia Electric St Power Co. 00/12/18. 2pp. 

07318: 264. 


DOCKET 50-281 EURRY POWER BTATION. UNIT 2 

F. Sreurityj medical, emergency & fire protection plans 


8018030812 Requests addi info Is coesmitments re emergency plan submitted 
800630 to complete onsite emergency program. 

VAROAjS. A, Operating Reactors Branch 1 BO/lt/13. 19pp, 

07149:143- 


8012050100 Informs gf interim 10CFR50. 40 suspending completion dates 
for previously approved fire protection node. Revised 
10CFR50. 48 will contain schedules for completion of all fire 
protection mods. 

E16ENHUT# D, 0. Division of Licensing. 80/tl/l7. Spp. 07173:020. 


8012110692 CuitMiary of 001107 meeting w/util In BethesdaaiNO re emeroencu 
plans. 

NElQHBORai J. D. Operating Reactors Branch 1, 60/11/19. 2pp. 


001^20276 Informs that emergency response ererciie will he performed 
at facility on 801202. Scenar lo of exercise encl.rull scale 
joint eserclsi w/State Ofc of Energy Ic Emergency Syce will 
be performed in Fall 1981. 

SYLVIA. B.R. Vlrginl* Electric fc Peuer Co, 00/11/24. Spp. 


0Q1MSO320 Forwerds amtnded pages to approved eecurity plan. End 
withheld (ref 10CFR2 790>, 

SYLVIA. B.R. Virginia Electric L Pocer Co, 80/12/02. Ip. 
07173; 053. _ 


8012230386 Forwards draft NUfl£0-0*96, “ Imp lementatlon Plan" for 
eetabl ith'n-snt of emergency response f ac i 1 ities, Detal 1 s on 
emergency operations facility establ ishnmanti not included In 
planrbelng finalized * will be submitted at later date. 

SYLVIA. B.R. Virginia Electric L Power Co. 80/12/18, Ip. 
07311:370. 


— 8012230293 Draft NUREO-0696. "Implementati on Plan" for establ lehment « 
emergency response facilities, 

a Virginia Electric t. Power Co. NUREO-0696. 80/12/18, 47pp. 

07311:271, 


8012220363 Submits proposed schedule for emergency preparedness 
exercises. Proposad schedule meets N'JREO-0654 requirements 
per I0CFR9O L tOCFRVO outline. 

BAUMiE.A. Virginia Electric L Power Cc 80/12/19. 2pp, 07304i lOl , 


B012220373 Requests to be excluded from submitting State of NC 
emergency plan as part of Burry emergancy p Ian. Fac i 1 Ity SO- 
mlle emergency planning zone intrudes only four miles into 
NC L Incident would not affect NC food chain or public. 

B.AVM.S. A. Virginia Electric 6 Power Co. 00/12/19. 2pp. 07304r k03. 


0012290274 Forwards alternate shutdown sys design description re 
fire protection, per NRC 801124 Itr.Util review of App R to 
10CFR90 concludes that plants are in compliance w/exceptlon 
of 9-h emergency lights in egress routes. 

SYLVIA, B.P. Virginia Electric L Power Co. 80/12/23. Spp. 
07345: 133 


P. Operating license stage documents L correspondence 


8012020793 Forwards seismic qual i f icat ions of auxiliary feedwater 
In operating PWRs . 1* describes program NRC Is undertaking 
to Tsvlew capability of operating PWRs to remove decay 
heat following earthquake. 

ElBERHUTi D. 0. Division of Licensing. 00/10/21. 4pp. 


80121*0050 Ltr to operating plant licensees, QL applicants L CP holtfert. 
Forward* NUREO- 0737 re TMl action plan requirements. Requests 
operating reactor licensee confirmation in 48 days that 
Enel 1 implementation dates will be met. 

ElfiENHVTi 0, 0, Division of Licensing. 80/10/31. 7pp. 


6012220963 Ltr to all power reactor licensees forwarding NURE0-0*t9, 
”BWR Feedwater Noitle Ik Control Rod Drive Return Line 
Nozile Cracking." Confirmation that implementation dates 
will be met must be sent within 45 days. N/o end. 

016815107,0.0. Division of Licensing. 60/11/13. Ip, 


8012170493 Advises that util 791018 response re inadvertent safety 
injection during surveillance testing is acceptable. 

VAR0A,8, A. Operating Reactors Branch t. 0O/U/26. 2pp. 07270:332. 


8012080413 Forwards general evaluation of reactor operation to extended^ 
fuel burnups possible u/higher enrichment fuel, per 000923 
1 tr, 

SYLVIA, B.R, Virginia Electric L Power Co. 80/12/04. 11pp. 

07196; 178. 


8012090179 Responds to 801204 request for Info re 741203 ltr re 
analysis of potential flooding of safety-related equipment 
from non-Category I sources. Emergency sve water tys design 
eliminates intake structure as target for flooding damage. 
BYLVIAiB.R. Virginia Electric L Power Co, 80/12/04. ip, 
07200: 149. 


B012220485 Responds to 000911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revlsed Agreement State burial site conditions. Forwards 
results of IE survey. 

DEMrOM,H. R. Office of Nuclear Reoctor Regulation, Director. 
80/12/04. 2pp. 


— 8012220506 Forward* tabulation L summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 37X of reactors surveyed \j/7VA 
planning or considering increasing storage eapecity, 

BANaART,R.L. Effluent Treatment Systems Branch. 80/11/0*. Bpp. 


00121*0142 Forwards luppl info re auxiliary feedwater sy* automatic 
Initiation for facility, per 801029 ltr. 

SVLVIA.B.R. Virginia Electric L Power Co. 80/12/12. 7pp. 


8012170699 Forwards requested relief from inservIce Insp It testing 
requirements. Program u/detailed specific relief required 
from ASlie Code requirements per inservice insp l< testing of 
pumps L valves outlined in Attachment* A, B L C. 

SYLVIA, B„R, Virginia Electric it Power Co. 80/12/18 73pp. 

07266:181. / 
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0012190354 Forward* ratponse to NUReG-0737 post-TMI rai^uir omatit*. 
8VLVIAi &, R. Virginia Elactrlc Power Co. SO/^12/19. 430pp, 

07202:2^2. 


0012290184 Appl ication to amond Licensat DPR‘'32 ts DPR-S?* r tvioing 
Tich 9p«c &.4. liApp C to rttfWct rttquiramant tn document 
all challemgr* to RC6 power operated relief or safety 
v*iv«« f\onth ly. Proposed change .soppli 601114 ret^uett. 

FEROUSOIfi J. H. Virginia Electric & Power Co. 00/12/23. 3pp. 
07349: 163. 


6012040139 Forwards IE Bulletin 80-23. “Failures of Solenoid Valves 
Mfg bii Valcor Engineering Corp. " Renulra* estlrate □# 
manpower associated w/correettve actions. 

O'REILLY* J. P. Region 2. Atlanta* Office of the Director. 00/11/14. 
Ip. 07199:061, 


6012090070 Forwards IE Bulletin 60-24. “Prevention of Damage Due to 
Mater Leakage Inside Gontaininent. Me wrltteti response 
required. 

□ 'REILLY* J. P. Region 2. Atlanta, Office of the Director. 80/11/21, 
Ip- 


— 6012290197 Proposed Tech Spec 6.6. liApp C re testing frequency of RCS 
power-operated relief valve*. 

* Virginia Electric Power Co. 60/12/23. Ip. 07349:106. 


8OI229026B Forwards addl info re auxiliary feedwater sys*per NRC 601117 
request. 

8YLVIAi8,R. Virginia Electric 4: Power Co. 80/12/23. 3pp. 

07348:130. 


0012300805 Forward* retponie to NRC 790925 request for info re Surrg 
auxiliary feedwater .sy* design basis info 4 pump flow 
verification Document* North Anna 1 pump test Ytrification 
of 340 gpm delivered to steam generator. 

SYLViAfB.R. Virginia Electric 4; Power Co. 60/12/26. 18pp, 

07346:134. 


8012310206 Forward* response to 790929 request for info re auilllary 
feedwater sys design basis 4 pvntp flow verification. 

Discrepancy discovered during North Anna revleu addressed 
In 0Q-O6L/O1T-O prior to 001006 response. 

SYLVIA* B.R. Virginia Electric 4; Power Co. 60/12/26. I9pp, 
07361:893. 


O. Inspection report** IE Qulletin* 4; corretpondence 


8012160036 Forward* IE Info Notice 00-37* "Containment Cooler Leak* k 
Reactor Cavity Flooding At Indian Point Unit 2. " No written 
reipontc required. 

O'REILLY* J, P. Region 2* Atlanta* Office of the Director, 80/10/24. 
Ip. 0726S: 180. 


6012170081 Forwerd* IE Info Notice 00-30* "Cracking in Charging Pump 
Caiing Cladding." No written responit required. 

O'REILLY* J. P. Region 2i Atlanta* Office of the Director. 80/10/30. 
Ip. 07266:266. 


8012080018 Forwards IE Info Notice 80-42, "Effects of Radiation ou 
Hydraulic Snubher Fluid.” Ne written response required. 

O'REILLY* J, P. Region 2. Atlanta, Office of the Director. 00/11/24, 
ip. 07182:161. 


8012170639 Forwards original 801101 Itr* apparently loet in malt sys, 
rasponding to IF Bulletin 79-OlB re environ qualifications 
of Class IE equipment. 

MIJNTER*R. K. Virginia Electric 6 Power Co, 80/11/24. £p. 

07266:027. 


8012170307 Forwards IE Info Notice 60-29* 6uppl 1. "Broken Studs on 
Terry Turbine Steam Inlet Flange. " ffo written reiponse 
required. 

□ 'REILLY* P, Region 2. Atlanta* Office of the Director. 80/11/26. 
Ip. 


8012110543 Forwards response to 1C Bulletin 0O‘*23> "Failures of 
Solenoid Valves Mfg by Velcor Engineering Corp, *' Two Valcor 
valves exist for each North Anna unit 4 Surry doe* not have 
solenoid valve* described in bulletlng. 

BYLVlAiB. R. Virginia Electric Ic Power Co. 00/12/04, 3pp. 
07239:245. 


8012230081 Forwards response to tE Bulletin 60-23, “Failures of 
Solenoid Valves Hfg by Valcor Eng Ineer ing Corp." Specified 
valve* are not In use at facilities. 

SYLVIA. B.R. Virginia Electric k Power Co. 00/12/04. 3pp. 
07311:084. 


8012240903 Forwards response to IE Bulletin 80-23* "Failures of 
Solenoid Valves Kfg by Valcor Engineering Corp," Two Valcor 
valves In use do not have cited part number. 

SYLVIA* B.R. Virginia Electric k Power Co. 00/12/04. 3pp. 
07324.' 320. 


6012160020 Forwards IE Info Notice 60-39* "Hal func tion of Solenoid 
Valvai Hfg by Valcor Engineering Corp." No written response 
ts required. 

F*' Region 2* Atlanta* Office of the Director, SO/IO/31. 
tp. 03790; 120. 


8012120467 Forwards response to IE Bulletin 80-21, "Valve Votes 
Supplied by Halcolm Foundry Co* Inc. No subj valve used or 
planned for use in safety-related sys at facilities, 
8YLVIA*fi.R. Virginia ElettPic t: Power Co, 80/12/09. 3pp. 
07230; 325. 


8012230070 Forward* IE Circular 00-23, “Potential Defect* in Beloit 
Power 8y* Emergency Oenerator*. No written reeponse 
required. 

□ 'REILLY* J. F. Region 2* Atlanta. Office of the Director. 80/10/31. 
tp- 


8012110794 Forwards IE Bulletin 80-21* “Valve Yokes BuppUed by Halcolm 
Foundry Co, Inc." Written reiponse required. 

Q'AEILLY* J. P. Region 2* Atlanta* Office of the Director. 80/11/06. 
ip. 07229: 187. 


8012030B49 Forward* lE Info Notice 00-40* "Exce**ive Nitrogen Supply 
Pressure Actuate* Safety Relief Valve Operation to Cau»e 
Reactor Depreeeurliation. " No written re»pon*e required. 

O'REILLY* J.P. Region 2* Atlanta* Office of the Director. 80/11/07. 
Ip. 07190:109. 


8012060297 Forward* IE Info Notice 00-41* “Failure of Swing Check Valve 
in Decay Heat Removal 8y* at Davl* D«*«t Unit 1." No 
ritpome required. 

O'REILLY* J. P. Region 2* Atlanta* DffUe of the Director. 80/11/10. 
Ip. 07182:262. 


8018190583 Forward* IE Insp Rept 50-261/00-39 on 800916-19. No 
nonconpllancs noted. 

LEWIS, ft, C. Region 2> Atlanta, Reactor Operation* Nuclear Support 
Branch. 80/11/13, 2pp. 07280:214. 


— 8012190905 IE In*p Rept 90-201/80-39 on 000916-19. No noncompl lance 
noted, Ha jur area* Inspected: *tartup te*t results Including 
integrated leak rate* local leak rate* thermal expansion 4 
load rejection testing. 

WHITENERi H. L, , QVICK* D. R, i BOTCHER* R. Region 2* Atlanta* Office of 
the Director, 00/11/12. 4pp. 07208:216. 


8012170013 Ack receipt of 001117 Ur informing NRC of *tepe taken to 
correct violations noted in IE Insp Repts 50-260/80-35 4 
50-281/80-38. 

HUftPHY. C.E. Region 2* Atlanta, Reactor Construction k Engineering 
Support Branch. 80/12/05. Ip. 07268:150. 


—8012170021 Responds to NRC 801017 Itr re violations noted In IE Imp 
Repts 90-280/80-33 4 50-281 /80-3B. Cor recti ve action*,' 
approved welding procedure reviewed to be used In future U 
weld insp will be conducted by new procedure. 

SYLVIA, B.R, Virginia Electric 4 Power Co, BO/Il/17. 3pp. 

07268: 191. 


—8012170028 Forwards IE Imp Rept* 90-280/60-39 4 50-281/80-38 on 
800909-10 4 notice of violation. 

MURPHY, C.E. Region 2, Atlanta. Reactor Construction 4 Engineering 
Support Branch. 80/10/17. 2pp- 07269:154. 


— 8012170034 Notice of violation from insp on 800909-10. 

« Aeglon 2* Atlanta* Office of the Director. 80/10/13. Ip. 
07268: 196. 


—8012170039 IE Insp Repts 90-200/00-35 L 90-201/80-38 on 800907-10. 
Noncompliance noted: fai lure to document OA surveillance 
activities 4 to have documented weld insp procedure. 

ECONOhOSrN. Region 2* Atlanta, Office of the Director. HERDT.A. R. 

Region 2, Atlanta, Reactor Construction 4 Engineering Support 
Branch. 80/10/19. 4pp. 07260:157. 


6012170659 Forwards requested relief from inservice insp 4 testing 
requirement*. Program u/de tat I ed specific relief required 
from ASME Code requirements per iniervice insp U testing of 
pumps 4 vaWas outlined in. Attachments A, B L C. 

»YlVIA,B.R. Virginia Electric fc Power Co, 60/12/19. 73pp. 

07266: 181. 
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a012a<?044B Foriiiirils LHR« BO-OS^/OaL-O it S0-O44/O3L-O, 

WILGOri, J, L. Virginia Electric t: Pouer Co. 80/12/19. Ip. 
0733^:290. 


R. Periodic operating reports i relatsd correspondence 


3012190532 Formard-s morithltj operating repts for Nov 1980. 
SYLVIA* S.R. Virginia Electric tt Pouer Co. 80/12/15- Ip. 
072S8: 059 


--3012190535 rtonthly cperatirtg rept* for Nov I960. 

DUNt/, 9 D. Virginia Electric Pcoer Co, 00/12/04. 33pp- 

07286: OiiiO. 


5. Repoi’tahie occurrences. LERs t related correspondence 


30120406A9 Part 21 rept r« Si<U notification that out-of-phafi« transfer 
might occur when emargency boies are transferred from 
o-fftite pouer source to emargenctj diesel generatort after 
reaching rated speed fjt vo Itage. Or ig i nab ly reported B01114. 

SYlVIA., B.P. Virginia Electric U Pouer Co. 60/11/19. 4pp. 

07169; 070- 


9012030/20 Forwards LER 80-036/03L-0. 

W1LS0W*J.L. Virginia Electric tt Pouer Co. 30/12/01. Ip. 
07130: 304. 


— B012030723 LER B0-036/03L-O; on 601 lOl * d Iscovered that M0V‘-FW-251B 
touhd not b-e closed from control room. Caused bg misplacement 
of Ltmltor«tue cover fc three broken control ulres-Cover t 
uires replaced. 

HlLSOUrJ.L. Virginia Electric it Power Co. 80/11/01. 2pp. 
07150: 303. 


8012050364 Forwards L£Rs 80-063/0 lT-0 6 80-039/03L-0. 

J, L- Virginia Electric L Pouer Co. 60/12/02. Ip. 
07173: 235. 


3012110378 Forwards LERs 80-037 /03L“0 i 0O-O38/O3L-O. 

WlLSO»i J. L. Virginia Electric It Poubt Co. 80/18/05. Ip. 
07223; 331. 


--8012110393 LER 80-037 /OSL-O: on B0llO5»hlg-h temp on Charge pump A 
<2-CH-P-tA) revealed lou svc water flow. Low discharge 
pressure alarm failed t-o annunc late. Caused bg clogged pump 
inlet strainar & clogged pressure switch sensing line. 

WILSOU. J.L. Virginia Electric Power Co. 00/12/05. 2pp. 
07223; 232. 


--8012110398 LER 80-039 /03L-0: on SOi 105< on-svc boric acid storage tank b 
boron Injection tank concentration found lets that It. 57.. 

Caused by improper valve lineup. Qoric acid concentration 
Increased. 

WILSOR. J, L Virginia Electric t/. Power Co. 60/12/05. 2pp. 

07223: 234. 


8012170611 Forwards LERs 80-040/03L-0* 00-041 /03L-0 6 B0-042/03L-0, 
IflLSOII* V. L. Virginia Electric t Power Co. 80/J2/I1. tp, 

07264: 177. 


--8012170627 LER 80-040/03L-0: on BOllMifourkd charging pump svc water 
pump 2-SW-PlOA developed low discharge pressure of 10 psig. 

Caused by matl entrained irt water U being deposited on pump 
Imp e 1 1 er. Pvmp disass emb ledi cleaned & returned to svc. 

WILSON* J.L. Virginia Electric Power Co. 80/18/11, 2pp. 
07264:178 


--8012170636 LER 80-04 1 /03L-0 : on 801 112. snubber 2- WFPD-HBa-I8 found to 
have bent rod-eye was declared i noperab le. Caused bg 
Improper alignment of pipe clamp to snubber. Snubber 
rep laced. 

WlL&ONiJ. L. Virginia Electric t: Rower Co. 80/12/11 2pp 
07264; IBO. 


B012170646 LER 00-042 /03L-0: on 001115* found emergency diesel generator 
3 failed to start fnar.ually from control room. Caused by vaties 
on air motor worn bei^ond acceptance limits. Vanes repaired. 

WILSi/NiJ, L. Virginia Electric It Power Co, 00/12/11, 3po. 

07264: 182. 


8012230G95 Forwards LERs B0-Q43/03L-0 4c 00-071 /03L-0. 

WIL8Df4.V.L. Virginia Electric 4< Power Co, 80/12/18, lo 
07316:261. 


-8012230403 LER 80-043/031-0: on 801 122.61-33 failed to meet reeuired 
criterion of 0.05 inches of water. Caused bg excessive 
leakage from 20 battery room door. Battery roo.n door 
repaired. 

WlLSDff, J. L. Virginia Electric L Power Co, BO/12/18. 2pp, 
07316:262. 


—8012290455 LER ao-i>34/O3L-0: on 801122, valve K0V-CW-200A failed 75K 
open. Caused by corroded torque switch stuck in open 
p«s i tion. Swi tc h replaced. 

WIL€0I4,J. L. Virginia Electric U Power Co. 80/12/19, 2pp. 

07336: 291, 


— 8012290460 LER a0-044/O3L-0; on 801124* pump 2-Sl-P-lA declared 
Inoperable due to loiu res istanc e. Caused by connection box 
grounded out by rainwater. Do* dried out* roof hatch repaired 
pump 6 motor tested. 

WILSON, J.L. Virginia Electric it Power Co. 00/12/19, 8pp. 
07336: 293 


DOCKET 50-282 PRAIRIE ISLAND NUCLEAR STATION* UNIT 1 


F. SecuTltyt medicals emergency A fire protection plans 


G'OJ2020063 Discusses planned mods to emergency notification sy* tt 
health physics network. NRC will pay f or Ins tal latlon of 
tt-utput jacks to provide capability for adding one-way 
speakers bo sys.W/o end health physics network manual. 

KEPPLCR.J. O. Region 3, Chicago, Office of the Director, 80/11/19. 
Ip. 07148:343. 


8012020332 Ack receipt of NRC 801114 Itr commenting on 800B15 upgraded 
emergency p I an. Rev i s i ons to plan will be completed by 
810201. Imp I ement ing procedures will be submitted by QiOGOl. 

MAY£R,L,0, Northern States Power Co, 00/11/26. Ip. 07142:049. 


P. Operating license stage documents 6 correspondence 


8012010593 Notification of 800521 meeting W/Util in DetheidaiHD bo 
discuss installation of four 6 forty Exxon fuel assemblies 
containing gadollnia In forthcoming reload. 

MARTIN, R.E. Operating Reactors Branch 3. 80/OS/14. 2pp. 

07095:065, 


B012020753 Forwards seismic qual if 1 cat Ions of auxiliary feeduater igs 
in operating PNRs 6 describes program NRC is undertaking 
to review capability of operating PNRs to remove decay 
heat following earthq.uake. 

EISEUHVT, 0. 0. Division of Licensing. 60/10/21. 4pp. 


8012160050 Ltr to operating plant licensees/OL applicants & CP holdiT’i. 
Forwards NURii(J-0737 re TMI action plan requirements. Reqoasts 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dates will be met. 
eiSENHUT* D. O- Division of Licensing. 00/10/31. 7pp. 


0012220563 Ltr to all power reactor licensees forwarding NUREO-0619, 
“BlfA Feedwater Naiile fr Control Rod Drive Return Line 
Noxxle Cracking.*' Confirmation that implementation dates 
will be met must be sent within 45 days.N/o end. 

ElSEk'HUT, D.O. Division of Licensing. 80/11/13. Ip. 


8012040353 Forwards Amends 43 37 to Licenses DPft“42 tt DPR-60* 

respectively, safety evaluation 4: notice of issuance & 
ava liability. 

CLARK* R. A. Operating Reactors Branch 3. 80/11/14, 3pp, 07163:233. 


—8012040398 Amends 43 1c 37 to Licenses DPR-42 U DPR-60r r espec t Ivt 1 ^ , 
revising Tech Specs to replace current inservlc* Insp Tech 
Specs u/lnservice program meeting requirements of 
10CFR50. 55. 

C4.ARK,IR, A. Operating Reactors Branch 3. 80/11/14. 5ap. 

07163:226. 


— 8012040364 Safety evaluation supporting Amends 43 37 to Llc«nt»i 

DPR-4S 1c DPR-O-O, respective ly, 

* Office of Nuclear Reactor Regulation* Diroctor. 80/11/14. 
Slpp. 07163:231. 


— 8012040369 Notice of Issuance & availability of Amends 43 1* 37 te 
Licenses DPR-42 6 DPR-60* respect Ively. 

CLARK* R. A. Operating Reactors Branch 3. 60/11/14. 2pp, 

07163:292. 


6012010070 Respends to questions raised by Chemical Engineering 1c 
Effluent Treatirent Sye Branches re facility fuel storage 
mod* in connection u/800l31 OL amend request. 

MAYER* L,D. Northern States Power Co. 80/11/21. 3pp. 07097:331. 
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80120S0319 Forwards Revision I to 000506 application for amend to 
L4e*r»*f* DPR-'ia & DPR-60. chang ing T«ch 8poc»i Sec tion 3-10 re 
lafitg injection actuation power distribution limit*. 

MAYER I L. 0. Northern States Power Co, 80/12/02. Ip. 07109:223. 


-’0012080323 Revision 1 to 000506 application for amend of Licenses 
DPR-42 & DPR-60# Chang ing Tech Specs# Section 3. iO r# safety 
injection actuation tt power d i a tr ihutl on limit*. 

MAYER# L, 0. Northern States Power Co. 00/12/02. 3pp, 07109:224. 


— BO12O0O329 Proposed changes to Tech Specs, Section 3.10 re safety 
injection actuation h power diitrihution limits, 
e Northern States Power Co. 00/12/02. 4pp. 07109:227. 


0012220485 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revlsed Agreement State burial »lte cond i tlons. Forwards 
result* of IE survey, 

DENTON# H.R. Office of Nuclear Reactor Regulation# Director. 
00/12/04. 2pp. 


—0012220506 Forwards tabulation summary of IE survey on low level 
waste at 51 reactors. Lou level waste storage facilities 
have been expanded at 37% of reactor* surveyed w/717. 
planning or considering increasing storage capacity. 

8AN0ART# R. L. Effluent Treatment System* Branch. 80/1 1/06. Bpp. 


S012300265 Responds to NRC 801024 request fop addl auxiliary feedwater 
sys Inf o. Spec If ic responses# related tables *# drawings & 
correction to util 791221 Itr encl, 

NAVERiL. 0. Northern States Power Co. 00/12/18. I3pp. 07357:243. 


8012300214 Submit* licensing fee determination for B01219 amend request 
for Licenses DPR-42 DPR-60 re TMI Lesson* Learned Category 
A Tech Spec* changes. Class III L Class I fee* end. 

♦ Northern States Power Co. 80/12/19. Ip. 07357:056. 


flOI2300302 Forward* application for amend of Licenses OPR-42 It 0PR-60 j 
changing Tech Specs re TMI Lesson* Learned Category A 
procedural b; equipment requirements. Fee end. 

MAYER# L.O. Northern States Power Co. 80/12/19. Ip. 07357:065. 


— 0012300305 Application for amend of Licenses DPR-42 It DPR-60# chang ing 
Tech Spec* re TMI Lessons Learned Category A procedural U 
equipment requirements. 

MAYER# L.O Northern States Power Co. 00/12/19. 3pp. 07357:066. 


— 8012300310 Proposed changes to Tech Specs Section* 3# 4 It 6 re TMI 
Lessons Learned Category A procedural Ic equipment 
requirements. 

•* Northern States Power Co. 80/12/19. 88pp. 07357:069. 


6012020/43 Forwards three Performance Appraisal Branch Insp repts t 
mgt evaluation tree w/user guide *o that facility can 
compare program to program already reviewed I: make 
appropriate ad justments. U/o end. 

KSPPLERtJ.O. Region 3, Chicago. Office of the Director. 

4pp. 


00 / 11 / 10 . 


6012040633 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Mater Leakage Inside Containment." No written response 

KEPPLER# J. 0. Region 3, Chicago# Office of the Director. BO/ll/21. 
2pp. 07165:330. 


0012080070 Forwards IE Info Notice BO-42. "Effect of Radiation on 
Hydraulic Snubber Fluid" No written response required, 

KEPPLERrJ. O, Regions# Chicago, Office of the Director. aO/ll/24. 
2pp. 07102:223. 


0012090006 Responds to IE Bulletin 00-83. Increased surveillance not 
warranted. Solenoid valves do not present safety or plant 
reliability concern. 


Ti DcDTct. n c 










0012190^70 Forwards new security badge number* L clearance levels for 
Region 3 personnel. Change* should be entered on Sept 1900 

KEPPLER^J. O. Region 3, Chicago# Office of the Director. 00/11/25. 
6pp. 07206:020. 

8012170531 Forwards IE Info Notice 00-29, Suppl I, "Broken Studs on 
Terry Turbine Bteam Inlet Flange." No written response 

KEPPLERid. 0, Region 3# Chicago# Office of the Director. 00/11/86, 
2pp. 07268:132. 

0012270177 Responds to IE Bulletin 80-21. "Valve Yoke* Supplied by 
Malcolni Foundry Co# Inc. " Facilities do not use specified 

QlLBERTBi 0. E. Northern States Power Co. 00/12/05. Ip. 07303:241. 


0012220734 Forwards revised data sheets in response to IE Bulletin 
79 OIB# "Environ Qualification of Class IE Equipment. " 
mYi nPRTR. D. F. Northern States Power Co 00/12/05. 7pp. 07299.261. 


0012190210 Forwards third bimonthly status ropt on IE Bulletin 79“01B 
re environ qualification of Class IE equipment. . - , 

HAYES, D.M. Region 3# Chicago# Reactor Construction L Engineering 
Support Branch. 80/12/09. 2pp. 


8012240290 Forwards Inservice insp examination summary for facility 
from 000902-1013, _ ^ 

MAYERtL.O. Northern States Power Co. BO/12/19. Ip. 07325:146, 


Q. Inspection reports# IE Bulletins 4: correspondence 


8012170644 Forward* IE Info Notice 80-37# "Containment Cooler Leaks 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
response required, 

KEPPLER#J.O. Region 3# Chicago# Office of the Director. 80/10/84. 
Ip. 07264:192. 


0012110641 Forwards IE Insp Rept 50-208/80-11 on 801008-09. No 
noncompliance noted. 

HEISHMANi R. F. Region 3# Chicago# Reactor Operations Nuclear Support 
Branch. 80/11/05. 2pp. 07226:203. 


— 0012240294 Inservice insp rept for 800902-1013# R# fue 1 ing Outage 5# Insp 
Period 2. Discusses examination of pressure retaining 
components & supports of reactor coolant I: associated sya 
classified as ASME Class 1 I Class 2 

DAHlHAN# L. D. # KRUHPOS# P, J. # ANDERSON, R. W. Northern States Power 
Co. 00/12/01. 95pp, 07325: 147. 


R, Periodic operating reports related correspondence 

0012160453 Forwards monthly operating repts for Nov 1900. 
MAYER# L.O. Northern States Power Co, 00/12/11. Ip. 


07254:204. 


'0012110645 IE Insp Rept 50-202/00-16 on 801000-09. No noncompliance 
noted. Major area* Inspec ted: cental nment integrated leak rate 
best. 

STREETER. J. F. I BOONE# J. M. Region 3# Chicago# Office of the 
Director. HEIBHMAN, R. F. Region 3, Chicago# Reactor Operation* 
Nuclear Support Branch, 00/10/30. 5pp. 07226:205. 


—0012160458 Monthly operating ropt* for Nov 1980. 

IIUNSTADi A. A. Northern States Power Co, 80/12/01. 8pp. 
07254:206. 


8. Reportable occurrences# LERs I- related correspondence 


8012010566 Forward* IE Insp Repts 50-202/80-17 50-306/80-17 on 

001020-24 It notice of violation. Notice of violation 
withheld (ref 10CFR2. 7901. 

HrND#J.A. Regions# Chicago# Safeguards Branch. 00/11/10, 2pp. 
07095:040. 


0012010586 IE Insp Repts 50-202/00-17 It 50-306/00-17 on 001020-24. 
Noncompi lance noted:acce*s available to two vital areas w/o 
controlled access points. Detal 1 * withheld (ref lOCFft2. 790). 
PIRTLErO.L., MADEDA#T.J. Region 3# Chicago. Office of the 
Director. HIND# U. A. Region 3# Chicago# Safeguard* Branch. 
0O/U/17. 2pp. 07095:050. 


0012010477 Forwards LER 80-033/03L-0. 

MAYlR. L, 0- Northern State* Power Co. BO/1 1/26, 


ip. 07095: 136. 


8012010493 LER aO-033/03L-0: on 801020, steam flow transmitter lFT-464 

observed reading low. Caused by lero adjustment shift in 
Barton Model 304 differential pressure transmi tter. Devic e 

HUNaTAD.A. A. Northern States Power Co. flO/ll/26. Ip. 07095:137. 


8012090376 Forward* LER B0-036/O3L-0 

MAYER# L.O. Northern States Power Co, 00/12/03. 


Ip, 07203:007, 


—6012090381 LER B0-036/O3L: on 80U05# bat tery charger 
provide normal output. Caused by firing card 0 not 
pulses to fire B phase BCR, Card replaced, 
HDNSTAD.A. A. Northern State* Power Co. 00/12/03. 


12 failed to 
providing 

Ip. 07203:008. 
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Q0L2t90ia3 Supp lemental LER 80-035: on a00*?i04, dur I ng mounting bolt ititpr 
tl\r«e defective Vaicomai 230 CVH bolts were dlecovered in 
stea^n generator 22 Caused- by stres-s corrosion cracking. New 
bolts were installed tensioned to 50 ft lb. 

HAVER. U.Q. Nortbern States Pouer Co. 00/ 13/03. 7pp- 07341:148. 


80tai70i40 RO 00-23. Revision 1 : on 800704. dur i ng investigations re 
Generic Technical Activity A-l3.CVrt steam generator mounting 
bolts found def ec tive. Caused by stress corrosion cracking. 

New fleaen generator mounting bolts installed tensioned, 

HAVtR»l-. O. Northern States Power Co, 80/12/03. 6 pP- 0736 £»: 377- 


8012150191 Forwards LEB 80-03 7/03L-0, 

MAYER. L.O. Northern Stakes Power Co. BO/tS/ll. 


07241: 084. 


— 8013150197 LER 80-037/03L-0: o-n 001 1 17. dur ing review for upgrading 
environ qualification of safety-related electrical 
equlpment.it was determined' that N^CO suiltchis were not 
hercne t i c A 1 1 y s ealed . Caused by Installation error. 

HUNSTAO. A. A. Nor tbern States Power Co. 80/13/11. 3PP- 
0734 1 : 089. 


B(H3S10-B36 Forwards Amend 53 to License DPR-40, safety evaluetian tc 
notice of Issuance fc availability. 

CLARK. R. A. Operating Reactors Oranch 3. 80/11/17. 2pp. 07235:101. 


— 8013110828 Amend S3 Co License DPR“40i Chang Ing Tech Specs to include 
addl flra protection requirements. 

CLARK. R. A, Qparating Reactors Branch 3 QO/ll/17. I3pp. 

07225: 103. 


— B013U0B11 Safety evaluation supporting Amend 53 to License DPR-40. 
a Office of Nuclear Reactor Regulation. Director. 80/11/17. 9pp. 
07329: 119. 


— B012110B32 Notice of Issuance L availability of Amend 52 to License 
DPR-40. 

CLARK«fl.A Operating Reactors Branch 3. 80/11/17. 2pp. 

07335M24. 


8012110429 Ack receipt of 801107 Itr re QC of emergency diesel 
generator fuel oil, Proposed program is acceptab le, Oeneri c 

issue is closed. _ _ 

CLARK.R. A. Operating Reactors Branch 3, fiO/lt/19. 2pp, 07227:137. 


DOCKET 50-285 FORT CALHOUN STATION. UNIT I 

F. Security, madicali emergency it fire protection plans 


801 209090& Forwards interim I0CFR50 48i suspend Ing completion date for 
previously approved fire protection mods. ef fee ttve 801039. 

Rule will be superseded by pending revision, 

EISNBhOT. D, 0. Division of Licensing. 00/11/18- 5pp, 07207:021. 


8013290418 Forwards revised 10CFR50. 48 ti App R to lOCFRSO r-e five 
protection features of nuclear power plants. Rules tale 
effect 810217. SuraiT ary listing of open Ite.ms re fire 
protection features of facility end. 

ElSEliHOT. D O Division of Lirarvslng. 80/11/24, 31pp. 07345:287. 


0. Advisory Committee on Reactor Safeguards reports b correspondence 


8012160519 Notifies that util 791106 Ur re multiple equipment fallurti 
4 : surveillance errors at facility provides adequate response 
to HRC concerns. 

CLARK. R, A, Operating Reactors Branch 3. 00/11/21. 2pp, 07261:105. 


0012220435 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/reviietf Agreement State burial site conditions. Forwards 
results of le swrveg. 

DENlONfH. R. Off ice of Nuclear Reactor Regulatloni Director. 
80/12/04, 2pp. 


— 8012220506 Forwards tabulation Ic summary of IE survey on low level 
•waste at 91 reactors, Low level waste storage facilities 
have been eitpanded at 377. of reactors surveyed w/7rX 
ala.nning or considering increasing storage capacity. 

8AN0ART»R. L. Effluent Treatment Systems Branch. 80/11/06. Bpp. 


8012010611 Su-Tirsary of Subcommittee on Reactor Operations 800004 meeting 
in Washington. DC re util application for power level 

e*^*ACRS - Advisory Committee ois Reactor Safeguards. 80/07/12, Bpp. 
07095: 074, 


P. Operating license stage documents fc correspondencs 


8012030753 Forwards lalsmtc qual I f icati oni of auxiliary feedwater sys 
In operating PWRs 6 describes program NflC is undertatlng 
to review capability of operating PNRs to remove decay 
heat following earthquake. 

EI9ENHUT. D. 0. Division of Llcensirg. 80/10/21. 4pp. 


8012160050 LtP to operating plant llcenseestOL applicants & CP holders. 
Forwards NUREG-0737 re THI action plan requ irements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dates will be s>et. 

ElBENHUTiD 0. Division of Licensing. 80/10'/3I. 7pp, 


80122^0563 Ltr to all power reactor licensees forwarding KURE0-06l9i 
“BWR Feedwater Moiile L Control Rod Drive Return Line 
Motile Cracking." Confirnation that Implementation (fates 
win be pet must be sent within 45 days-H/o end. 

£ I SENHU Ti D. C. Division of Licensing. 0O/it/l3. Ip. 


8012220379 Forwards detailed 5 U(Tsmary of tasks progressi proposed revised 
date, justlf ication for delay It planned cotnpensating measures 
in response t(» 801031 ltr transmitting NURE0-07p7 to all 

licansees. 

JONESiM. C. Omaha Public Power District. 80/12/12. 10pp. 

03797: 053. 


G. Inspection reports^ IE Bulletins 4: correspondence 


8012220607 Forwards response to IE Bulletin 79-03A. "Longitudinal Weld 
Defects in A9ME 8A-3l2rType 304 Stainless Steel Pipe." 

No applications of specified pipe at greater than BSX 
max allo-wable stress at facility, 

JWIEBiM, C. Omaha Public Power District. 80/08/04. 3pp. 07299:233, 


8012120910 Forwards responses to IE Bulletin 0O-15< "Poiiible Lost of 
Emergency Notification 8 ys <EN3» (rf/Loss of Offsite Power.'* 

Local telephone compani/ will not cooperate in required test 
due to momentary loss of power to entire sys. 

U0NE8rlf. C. Omaha Public Power District. 00/09/25. 3pp. 0-7236:109. 


8012020190 Forwards IE Insp Rept 50-285/00-17 on 000901-30. No 
noncompliance noted. 

MADSEN « 0. L. Region 4r Dallasi Reactor Operations Nuclear Support 
Branch, 80/10/21. 2pp. 07148:204. 


0012030044 Forwards Perforotance Appraisal Branch repts 6 mgt evaluation 
tree * user's guide. Info provided to ensure that licensees 
have opportunity to review strengths L weaknesses for 
program app I icabll i t y. N/o ends. -.. 4 ,. j, 

SEYFRITrK. V. Region 4j Dallas.- Office of the Director. 80/11/14. 
ip. 07149:257, 


— 8012020194 IE Insp Rept 50-285/80-17 on 800901-30. No none onp 1 1 ante 
noted. Major areas inspected; operatlona I safety verification 
sur/eiltancc tcstiiraint activities 6 LER L IE bulletin 
foil ow-up, 

KELLEV«D. L. 1 HUNNICUTT, 0. K. Region 4 j Dallas, Office of the 
Director. BD/tO/20. 9pp. 07140:306. 


0011180561 Forwards util application for amend of License DPR-40 L 
Certificate of Svc. 

PROSAOLE DELETE: DUPE OF 8011160435. 
LEBDEIjH. R. J. . LAMH.H R-. LEISY^A-C. LeBoeufi Lamb, Leiby L MacRae. 
BO/n/17. 2pp. 06980:301. 


8012120567 Forwards !E Insp Rept 50-285/00-18 on 800930-1003, No 
noncompliance noted. 

HIAD 6 EN. O.L, Region 4» Dallas. Reactor Operatlont Nuclear Support 
Branch. aO/tO/23, 2pp. 07337: 136. 


— 8011180569 Tech Spec 2. 1 . 1 for operable components. 

PROBABLE DELETE: DUPE OF 6011180461. 
a Dnaha Public Power District. 00/11/14. 9pp. 06988:305. 


8012010534 Ack reciept of 00102? ltr re aquatic biota impact of 
facility -eperation* in tespense to NRC 0DO939 request, info 
will facilitate review of util 790508 request to delete App 
D Tech Specs. 

NADNERrP.C, Operating Reactors Branch 3. 0O/U/I7. 2pp. 

069l6r001. 


— 0012 130570 IE Insp Rept 50-285/00-10 on 000930-1003. No noncompUahCe 
noted. Major areas Inspected; document control progratn 6 
surveillance of pipe support «< restraint syi. 

HUMNICUTT. D. M. * YANDELL, L. A, Region 4, Dallas, Office of the 
Director. BO/lO/22 4pp, 07237:138 


8013170318 Forwards Suppl 3 to IE Bulletin 79-OlB, "Environ 
Quallflcetlon of Class IE Equipment. " No written response 
required, 

SEffRITtK. V. Region 4, Dallas, Office of the Director. 80/10/24. 
ip, 07269:34+. 
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B0l2l6i>062 Forward* IE In#o Notice 80~37< "Containment Coaler Leak* St 
Reactor Caviti| Flooding At Indian Point Unit 2." No written 
reesonee required. 

BEYf ftITi K, V. Region 4# DalU*# Dfflco of the Director. 00/10/27. 
Ip. 07262: 149. 


—6012100484 tE« a0-029/03L**0: on 601106. outboard motor bearing on 
containment spray pump S1-3C motor found severely degraded 
^ motor shaft scored. Probab ly caused by lack of oil to 
bearing. Rearing replaced rotor shaft repaired. 

MUELLER. R. Omaha Public Power District. 60/11/07. 4pp. 

07210: oaa 


60I2I70365 Forwards lE Info Notice 80-38. "Cracking In Charging Pump 
Casing Cladding. » No written response required. 

8 EVFRIT.K. V. Region 4. Dallas. Office of the Director. 00/10/30. 
ip. 07269:033. 


0012020607 Forwards LER 80-02S/03L-0, 

STEVENS. 6. C. Omaha Public Power District. 00/11/25. ip 
07148:215. 


8012190024 Forwards updated response to IE flulletln 79-OlB. 
Oual if icatlon of Class IE Equipment." addressing util 
positions on radiation qual if icatl on outside containment 
main steam line break analysis. W/o end. 

JOI« 8 iW. C. Omaha Public Power District. 00/10/31- 2pp. 


"Environ 


07241:040. 


—6012080616 LER B0-029/03L-0. on B01027, dur Ing power operation while 
completing repairs on C charging pump. A charging pump 
became inoperab I e. Caused by leak in weld joining sgs to 
flushing line. Weld repaired it pump returned to svc. 

DATES. W.. MUELLER. R. Omaha Public Power District- 


no / 1 w 1 4 


8012170009 Forwards IE Info Notice 00-39. "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. " No written response 
is required. 

SEYFRIT.K. V. Region 4. Dallas. Office of the Director, 00/10/31, 
If. 07266:107. 


DOCKET 50-206 INDIAN POINT STATION. UNIT 3 
F. Security, medical, emergency It fire protection plan* 


8012230024 Forward* IE Circular 80-23. "Potential Defect* in Beloit 
Power By* Emergency Oenerators, '* No written response 
required. 

BEYFRIT.K. V. Region 4. Dallas. Office of the Director. 00/10/31. 
Ip. 07311:206. 


80120B0726 Inform* that mods will be made to emergency notification 
sys health physic* network equipment. NRC will have lamps 
installed on emergency telophenes in all control rooms, 
technical support ctrs Sc emergency operations facilities. 

DRIER. 6 . H. Region 1. PhlUdelphla. Office of the Director. 
00/11/14. 2pp. 07196:152. 


8012100620 Forwards IE Bulletin 00-21. "Valve Yokes Supplied by 
ifalcolm Foundry Co. Inc. *' Written response required. 

6 EVFRIT. R. V. Region 4. Dallas. Office of the Director. 00/11/06. 
Ip. 07220:075, 


8012030906 Forwards IE Info Notice 00-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurization." No written response required. 

SEVFRIT. K. V. Region 4. Dallas. Office of the Director. BO/ll/07. 
Ip, 07190:171. 


8012080610 Forwards IE Info Notice 00-41. "Failure of Swing Check Valve 
In Decay Heat Removal Sys at Davis Desse Unit 1. " No 
response required. 

SEYfRITfK. V, Region 4. Dallas. Office of the Director. 00/11/10. 

Ip. 07163: 023 


0012240043 Forwards IE Insp Rept 50-205/00-19 on 801021-24. No 
noncomplianc# noted, 

MADSEN. Q.L. Region 4. Dallas. Reactor Operations Nuclear Support 
Branch. 00/11/12. 2pp. 07324:234. 


— 80l2af40045 IE Insp Rept 50-205/80-19 on 801021-24. No noncompllance 
noted'. Major areas Inspected , survei 1 lance testing calibr 
control program. 

YANDELLfL. A. c HUNNICUTT. D. M. Region 4. Dalles, Office of the 
Director. 80/11/10. 6 pp, 07324:236. 


0012040014 Forwards IE Bulletin 0O-23r "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp." Requires estimate of 
manpower associated w/corrective actions. 

SEVFRIT,K. V. Region 4, Dallas, Office of the Director. 80/11/14, 
ip. 07169:291. 


R. periodic operating reports related correspondence 

8012190530 Forwards monthly operating rept for Nov 1980. 
JONES, «.C. Omaha Public Power District- 80/12/09. Ip. 


07209; 049. 


— 8012190542 Monthly operating rept for Nov 1980. 

PATTERBON, T. L. Omaha Public Power District. 80/12/09. 9pp. 
07288! 050. 


5012090P05 Informs of interim lOCFftSO. 48 suspending completion dates 
for previously approved fire protection mods. Rev I sed 
10CFR90. 48 wi 1 1 contain schedules for completion of all fire 
protection mods. 








8012040701 Forwards public version of two FEMA repts entitled 
"Assessment of Evacuation Time Around Indian Point Nuclear 

FELTOMf-J. M. Division of Rules and Records. 00/12/01. Ip- 
07155: 173. 


— 0012040704 Public version of draft final rept ‘’■Assessment of Evacuation 
Time Around Indian Point Nuclear Power Station, executive 


sumfuaryi prepared for FEMA. 

-♦ CONS AD RESEARCH CORP. * 
eO/Oe/21, 34pp. 07195:174. 


Center for Planning Research, Inc. 


-B01204-0710 Public version of final rept, "Assessment of Evacuation Time 
Arownd Indian Point Nuclear Power Station,'’ , 

FEMA. Public version of Consad Research Corp 80 0 004 Itr sncl. 

4 CONSAD RESEARCH CORK. Center for Planning Research, inc. 
80/06/23, 125pp. 07155:207. 


8012290353 Requests submittal of changes to physical security plan 
within 30 days of receipt of Itr. Enel details withheld 

OoeratlnD Reactors Branch I, 00/12/09, 2pp. 07345:360. 


0. Adjudicatory correspondence 


0011190738 Informs that 800611 response to Item E. 2 of 00021 
•confirmatory order re assessment of facility control rooms 
lacks detail* << specificity needed to conduct thorough 
review. Forwards NRC 801031 Itr to Con Ed re control room. 
VAROA 18 . A. Operating Reactor* Branch 1. BO/lO/31, 3pp. 


k 


07001: 171, 


8012110480 Escerpt from staff requirement* memo re 801114 IE briefing 
re current facility status, Qfc of General Counsel must 
revise draft order to include input from Ofc of Policy 

CHILK? 6 . j- Office of the Secretary of the Comniaston. 00/11/24. 
Ip. 07227: 135. 


B, Reportable occurrences, LERS it related correspondence 


6012020670 Forwards LER 0O-O23/O3L-O. 

STEVENS, a. C. Omaha Public Po'iier District. 80/11/19. Ip. 
07148:027. 


— 0012020679 LER 80-020 /03L-0; on 0OUO5, while diesel generator DO-t was 
started run to operating speed, buzier which tests for DO-1 
"ready-to-l oad ■' within ID seconds failed to sound within 
required time limit. Cause unknown, Diesel retested 6 started. 
MUELLER, R. O.flaha Public Power District. 00/11/12. 4pp. 

07148:028. 


0012100400 Forwards LER 80-029/P3L-0. 

STEVENS, 8 .C, Omaha Public Power District, 80/11/21. Ip. 
07218:007. 


0012290217 Urges Commission to order A9LS to hold full adjudicatory 
hearing on contention* i. heiardt posed by reactors. 

WEI 88 *E. R. Sheldon, Harmon <4 Weis*. 00/11/25. 3pp. 07345:024. 


801S300278 Staff requirements memo re Commission 001126 meeting on 
Instructions to Board o„ facility proceeding. 

CHILK, 8 . J. Office of the Secretary of the Commission. 00/12/05. 
ip. 07357:063. 


8012150282 Discusses IE insp on 000624-26 6 forwards order imposing 
civil penalty. 

STELLOi V. Office of Inspection 6 Enforcement, 0-ffite of the 
director. 00/12/08. 3pp, 07237:323. 
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--B0l2t50234 Grder imposinj civil penaltisii in anau-nt of Sll»000 
of none I ianc e not^d in IE fn^fi on G00-6'24''56. 

STEUX- V, OfficH of Inspection A: Er.forc emeriti Office of the 
Director, 90/12/08 4pp. 07237:331. 


for item 0. Advisory Committee on Re 4 ctor Gafeyuerds reports lU correspiiTidtnct 


BQ120200S6 Summery of Subcommittee on Class *7 Accidents 900702 mtatlnf 
in Iny 1 euootfi CA re possible mitigation features, 

* ACR9 - Advisory Committee on Reactor Safeguards, BO/09/17. 0pp, 
07147; 237. 


8012190139 Forwards coiTimsnts on 801124 revised draft order being 
prepared for A5LB ro future of fac I li ty. Qrd sr should esplaln 
uhy hearings are being he!d.h£RC should declare intention to 
reconsider avestlon of interim operation in June 1991. 

KQLT, J. Public Interest Research Oro-up> New Vort. 90/12/10. 5pp. 
07241: 1£>.1. 


— 8012190140 Comments on MRC BC0530 order establishing informal 
proceeding to define scope <jf A5LD adjudication re UCS 
petition S' criteria for fac i I ity. Or iter ia for decisions 
should be in terms of worst-case accident*. 

I-IOLT^ J. Public Interest Research Oroupi New Yort. 90/09/26. 9pp. 
07241 ; 166. 


H. General correspondence 


B012040371 Opposes continued operation of facility re recent findings 
of rust on inner t; outer layers of vessel resulting from 
Saline River ac c Ident . Requests name be added to mailing list 
to re;:eiye info re emergency procedures & public hearings. 

HACNULTY. J, J. Af f i 1 i a 1 1 on Un k newn. 80/10/25, Ip. 06915:001. 


8012030 703 Urge* permanent shutdown of fae il 1 1 lei. Shutdown costs should 
be assumed by utll«nbt consutners. 

3ALL.L.H. Affl 1 lation Unknown. 90/11/24. Ip. 06586:003. 


e0l2030/JO Urge* that facilities be shutdown U that -customers not pay 
for util disastrous mistakes which could pose potential 
danger to public health i safety 

WEBER. H.S, Affiliation Unknown. BO/H/24. Ip. 06586:003, 


8012030690 Eiprestes concern on nuclear energy. Con Ed te PA6NY should 
be refused permission to resume facility oparatlons until 
safetu hearings have been held. 


P. Operating license stage documents correspondence 


8012160050 Ltr to operating plant licenseesiOL applicants & CP holcftrs. 
Forwards NUREO— 0737 re TMI action plan requirements, Requests 
operating reactor licensee confirmation In 4S days that 
End 1 Implementation dates will be met. 

Erseewur, D, Q. Division of Licensing. 00/10/31. 7pp. 


QO 1 2220563 Ltr to all power reactor licensees forwarding WUREO-O619f 
"8L'R Feeduater Ifoiile % Control Rod Drive Return Line 
Nozile Cracking.'* Confirmation that implementation dates 
will be met must be »ent within 43 days. W/o end. 

EISEriHJTi D. 0. Division of Licensing. 60/11/13. Ip. 


6012030592 Responds to NRG 601009 Itr re min flow requirements of 
auKlllary feeduater sys.Util will increase preset throttled 
position of auxiliary feedwater sys flow control valves to 
deliver 400 gpr». 

PAYNE. J.P. Power Authority of the State of Mew York, 60/11/26. 
2pp. 07151:169. 


8012030707 Provides addl info in response to NRC 601106 tolcon request. 
Info in form of chart schedules for items to be Installed 
during nest scheduled autaga of sufficient duration to 
complete mod but not later than next refueling outage. 

UrUVEROIMO^O. M. Power Authority of the State of New York. 90/11/26, 
t7pp. 07149:205. 


8012090375 Informs of completion of mods in response to Item Il.K.3.9 
of TNI-^2 related requirements. Mods Inc luded; el Imlnattng 
derivative feature on pressure controller PC-445 K ti 
increasing setpoint of power operated relief valve bistable. 


G0N3TI/M.L Affiliation Unkno«»n. BO/U/25. Ip, O6S06:O&3. 


8012040375 Qpposes continued operation of facility until promised 
safety hearings re recent accidents at plants. 

KUNO.rt.J, Affi nation Unknown. 80/11/25. Ip. 07150:176. 


8012040401 Urge* imsitdiate establishment of firm natl policy to 
prohibit plant siting near densely populated areas. Protest* 
A6LAD ruling to consider plant location after const. Cites 
negative factor* re nuclear const near Lake Ml. 

DUSHEMI.J. Indiana* State of. 80/11/25. tp. 07158:101, 


801203-0294 Demands facility be shut doun L that util bear cost. 
DALL.H.L. Affi nation Unknown 00/11/26 ip. 06586:003. 


WILVERDlN0*O. M. Power Authority of the State of New York. 00/11/26, 
tp. 07207: 144. 


0018220485 Responds to 900911 memo requesting that Qfc of Nuclear 
Reactor Regulation Inform ilcenioas of need to comply 
v/revlsed Agreement State burial site condit ions. Forwards 
results of I£ survey. * 

DENlOMiH. R. Office of Nuclear Reactor Regulatloni Director. 
80/12/04. 2pp. 


— 6012220506 Forwards tabulation ^ summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facllltiet 
have been expanded at 377* of reactors surveyed u/71X 
planning or considering increasing storage capacity. 

BAKOARTiR.L. Effluent Treatment Gystem* Branch. 6D/11/06. 6pp. 


8012030715 Requests that facilities 
ANGOLOSEi 0. Affiliation Unknown. 


bo permatiantly shut down. 
60/12/01. ip. 06506; 003. 


801203-0719 Requests that facilities be permanently 
further accidents, 

DELQTTI/ll Affiliation Unknovn. 00/12/01. Ip. 


shut down to prevent 
06S96: 003. 


Q0121S0I81 Urge* revocation of util license & complete shutdown of 
facilities in light of saltwater leakage b seismic location. 
MEISS.E. Affiliation Unknown. 80/12/03. Spp. 07240:357. 


8012170352 Forwards response to NRC 801031 Itr re human factors review 
of control room. Each corrective action is addressed 6 addl 
1 terns are Inc kuded. 

BAYNE. J.P. Power Authority of the State of New York. 80/12/12. 

Bpp. 07270:170. 


0012190464 Responds to Franklin Inst concerns re environ qual i f i catl-one 
of electrical equipment contained in facility 6£P, 

ZlfLLAiS, S. Power Authority of the State of New York. 80/12/12. 

2pp. 07202: 143. 


6012290045 Forwards constituent J Oarrowi 001118 Itr re 901017 
discovery of water in reactor b i dg. Requests response. 

ENERYp D. F, House of Rep.. Armed Services. 60/12/04. Rpp. 
07308:001. 


8012300532 Advises that backup communication 1 ink. comml tted to in 
response to 000211 confirmatory order Item F, 2ihas been 
rescheduled for completion in June 1901. Backup telephone 
link will be retained For remote interrogation capability. 

BAYNE, J.P. Power Authority of the State of New York. 80/12/22. Ip. 

07357:933. 


0012150169 Submits petition to shut down reactors pending full 
investigation of safety issues. 

* Nestchester People* Action Goalitloni Inc. 80/12/12, ip. 
07240; 024. 


6012290023 Requests Commission deny utils permission to raiume 
operations pending full invest igation of safety issues to be 
adjudicated during forthcaming hearings. 

LENAHANiE., L0TDCKI*D. . OAKEfl.E.H. Af f i liatj on Unknown. 60/12/19. 
tp. 07344:216. 


8012300085 Request* that Gom.T^iss i on deny utils germissioa to resume 
operation of facilities. 

6EI0.M. I CARTER. D., PESfCOF., S. Affiliation Unknown. 80/12/23, 2pp, 
07356: J91 


0. Inspection reports* 


IE Bulletins 4: correspondence 


8012160049 Forwards IE InTo Notice 60-37* “Containment Cooler Leaks Ic 
Roector Cavity Flooding At Indian Point Unit 2.“ No written 
rasponse requirad. 

ORIER*B.H, Region 1* Philadelphia, Office of the Director. 

80/10/24. Ip. 07262: 168. 


8012170398 Forwards IE Info Notice 00-38, “Cracking in Charging Pump 
Casing Cladding." No written response required. 

GRlERiB.H. Raglan 1, Ph i ladelphia. Office of the Director. 
BO/tO/3D, Ip. 07269:103. 


8012120024 Forwards IE Bulletin 80-21, “Valve Yokes Supplied by Kalcal-A 
Foundry Co* Inc. “ Urlttsn response required. 

ORIERiB.H, Region 1, Philadelphia, Office of the Director. 

80/11/06, Ip. 07230:303. 
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801^190346 Inforflii util of iKuance of neiu NRC penonnel idvnt ificatlon 
l>adg«« 1 •f f #ct IVB after BOl 130, Example end. 

KART liJr U, J. Region I# Phi ladel ph ia- Safeguards Branch, QO/li/06. 
2pp. 07286: 108 


8012030791 Forwards IE Info Notice 80-40i “Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve dparation to Cause 
Reactor Depressurliation '* No irfpltton response requlred. 

ORlERiB.H. Region 1j Ph i ladelp h lar Office of the Director. 
80/11707. Ip. 07150:215. 


GOlSOGOa84 Responds to IE Bulletin BO-tli “Hasonry Mall Design.*' 
Requests delay in 180'dag response to bulletin to resolve 
corraients on final rept received 601103 from A/E. 

BAYNE# J. P. Power Authority of the State of New York. 80/11/07. 
app. 07196:273. 


8012080310 Forwards IE Info Notice 0O''4l< “Failure of Suing Check Valve 
In Decay Heat Removal Sgs at Davis Besse Unit 1. “ No 
response rec^uired. 

DRIER# D.H. Region 1# Ph 1 lada Iphia# Office of the Director, 

80/ U 710. Ip. 07182:291. 


8012040082 Forwards IE Bulletin 80-23# “Failures of Solenoid Valves 
hlfg by Valcor Engineering Corp, " Requires estimate of 
manpower associated w7corr»ctlve actions. 

GRIER# B.H, Region l» PhiUdelphia# Office of the Director. 
00/11714. Ip. 07157:330. 


0012270676 Advises that written response is required to IE Bulletin 
flO-23. “Failures of Solenoid Valves llfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required. 

ORIERrB.H. Region 1# Philadelphia# Office of the Director. 
eO/lt/19. ip. 07293:129. 


0012100682 Forwards safety evaluation of results of tnidcycle Insp of 
one steam generator submitted in 801031 Itr. Plant can be 
brought critical ts operate for duration of Cycle 3. 

VAROArS.A. Operating Reactors Branch 1. 00/11/20, 2pp. 07222:096. 


— 8012100684 Safety evaluation supporting midcycle insp of steam 
generator tubes. ....... 

* Office of Nuclear Reactor Regulation# Director. 80/11/20. 3pp. 
07222:098. 


— 8012220321 Monthly operating rept for Nov 1960. 

CaNNELL.C, Power Authority of the State of New Yorl. 00712/01. 
7pp. 07307:316 


8012220399 Forwards tabulation of daily record of fish collections for 
Nov 1980. Dally species code list count ?c total weight end. 
0'T00LE,J,D. Consolidated Edison Co. of New York. 80/12/15. 9pp. 
07304: 105. 


S. Reportable occurrences# LERs 1. related correspondence 


8012010410 Forwards LER 60-01 4/03L-0. 

ZUlLA. 8. 8. Power Authority of the State of New York. 00/11/24. Ip. 
07095: 090. 


— 0012010415 UER S0-0i4/O3L-0; an 801025# level transmitters LT934a Sc 
LT933a found outside procedural limit* in nonconservative 
dlrecticn. Caused by instrument dr l ft, Transmitters reset. 

(JUMBLEi F. M. Power Authority of the State of New York. 80/11/24. 
2pp. 07095:091. 


8012170361 Confirms telcon re leak identified in fan cooler unit at 
f ac 1 lity . Leak is approx t/4 pint per minute, Leak will be 
repaired prior to startup from cold shuttfoun. 

ZULLAiS, 8, Power Authority of the State of New York. 80/12/05, Ip. 
07270: 186. 


6012130109 RO:on B0ti09. while in cold shutdown# retest for engineered 
safety features sys revealed that two Westinghouse MO-6 
relays in train A failed to latch upon safety injection 
activation signal. Caused by screw out of adjustment. 

ZULLA. 8. a. Power Authority of the State of New York. 80/12/08. 
3pp. 07241:186 


0012180261 EN-aO-038A: on 001208# notices of violation L of proposed 
imposition of civil penalties in amount of 411#000 to be 
issued to licensee. Act ion based on alleged noncompl lance re 
personnel exposures, 

RlESLANDiJ. . THOMPSON. D. Office of Inspection b Enforcement# Office 
of the Director. 00/12/08. ip. 03794:024. 


8012150132 Forwards LER 90-015/03L-0. 

ZUlLA# 8. S. Power Authority of the State of New York. 00/12/11, Ip. 
07237: 293. 


0012040802 Forwards IE Bulletin 60-24# 'Prevention of Damage Due to 
Water Leakage Inside Containment. “ Written response 
required. Requests info on manpower expended. 

CRIER# B.K. Region 1# Philadelphia# Office of the Director. 
BO/U/21. 2pp. 07169:190. 


0012050393 Forwards Info Notice 80-42# “Effect of Radiation on 
Hydraulic Bnubber Fluid." No written response required. 
CRIERta.H. Region I# Ph l ladel ph la# Office of the Director. 
BO/U/24. Ip, 07174:074. 


—8012150135 LER 00-01 5/03L~0: on 8011 1 5# pressure transmitter PT-456B was 
out of spec in nonconservatlve d irectlon. Caused by 
instrument drift. Transmi ttar adjusted to uithln spec 
requirements. 

OUllDLErF. M. Power Authority of the State of New York. 80/12/11. 
ip, 07237:294. 


8012290425 Forwards LER 80-016/011-0. 

ZULLAfS. S. Power Authority of the State of New York. 80/12/17. Ip. 
07337:003. 


&0121S0282 Discusses IE insp on 000624-26 4; forwards order imposing 
civil penally. ^ 

8TELL0. V. Office of Inspection U Enforcement# Office of the 
Director. 80/12/00. 3pp. 07237:328. 


— 9019130204 Order Imposing civil penalties In amount of SilrOOO for item 
of noncomp 1 lance noted in IE insp on 000624-26. 
aTELLQ#V. Office of Inspection Enforcement. Office of the 
Director, 80/12/00. 4pp. 07237:331. 


60'12160360 Forwards demineral I le r water sys valve drawing 1* Revision 1 
to “Inservice Insp Testing Program;WBld 4: Pipe Supports 
Pumps & Valves." Revision include* commitments made during 
800401 meeting U 801002 telcon 6 resolution of open 
BAYNE. J.P. Power Authority of the State of New York. 80/12/12. 

2pp. 072S6: 146. 


— 0012160360 “Inservice Insp Testing Program:Weld Pipe Supports# Pump b 
Valves#" Revision 1. m 

SaRRENTINO# A. V. # JACOBS. K. Power Authority of the State 
York. BUKES. P.E. Westinghouse Electric Corp. 00/11/25. 120pp, 

07236:171. 


--0012290429 LER 80-016/01T-0: on 801209# leak of 0.25 pints per minute 
discovered In fan cooler unit 35#reported per IE Bulletin 
80-24. Caused by leak In tube of main cooling coll. Leaking 
tube repair edi unit tested 4 returned to svc. 

GUNBLE#F.W. Power Authority of the State of New York. 80/12/17. 
Ip, 07337:004. 


T. Hearing transcripts on non-antI trust matters 


8012190365 Transcript of 801126 public meeting in Washington# DC re 
instr'jctions to A8LB on facility proceed ing. Pp 1-39. 

* Con'mlts loner 5. BO/ll/26. 39pp. 07236:324. 


—0012120373 Forwards draft order reflecting divergent positions on 
certain question* re principal focus of adjudication. 

BICKWIT. L. Commissioners, 3ECY-A-80-179C. 80/11/26, 14pp. 

07237:003. 

0012290493 Transcript of 801215 public meeting in Washington. DC re ASLB 
ins tructions, Pp 1-54. 
a Commissioners. 00/12/15. 56pp. 


ft. Periodic operating reports related correspondence 


0012160476 Forward* data specified In Section 401 Certification for 

MONl Consolidated Edl*on Co. of New York. 00/12/10. t6pp, 

07263: 114. 


0012220316 Forwards monthly operating rept for Nov 1900. 
ZVLUArS. 8. Power Authority of the State of Ne<y York. 
07307:315. 


00 / 12 / 12 . 


Ip. 


— 8019270301 Responds to commissioner 801126 request r* assessment of 
one-hearing vs two-hearing approach Implications on safety 
issues' adjudication. 

BiCKUITiL. Office of the Oeneral Counsel. SECy-A-a0-l79E. 
00/12/12. 3pp. 


— 0012290507 Discusses 5 forwards redrafted 801126 order Ik clarifies 
commissioner resolutions. Excerp ted Ur to EL Jordan end, 
BICKW1T«L Office of the General Counsel, 5ECY-A-0O-179D. 

00/12/11. 21pp, 
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DOCKETED ITEMS 


>, Co.>g.e«5 Lcnal/E*«cijfcivif Corres.p andonce 

30ia050=aa Forward. BOiOn .l.ufio«n foll.uing dl.cov.rg of 

moior Uo» In .ocoodarg tooltr.s 

i1^dicafce incident (nay be mare serious ti»an ® 0Oj23l 

ind.j.Md.nt inguirg ''' 2 o/li %5 07173 : 324 . 

FIK/mS. - KOrPELLiQ. Nt-ui York- State o-f, 9¥ 


DOCKET 50-237 QCOKEE NUCLEAR STATIDN* UNIT 3 
C. Adjudicatory correspondence 


aoia0<f03t7 R.ou.at. ha.nnj par ‘O'''"*® *“ 

safatu-palatod alsctrltal egotpdiant ahould Oe environ 
rJdUfled Og B20630 per NUHEO-OSaB. I n Irlerln.utU wiU 

"^o5?5/03 IP. 07201:178. 


PORTER - U. L. 


II. Antitrust c srrospondence 


6012300030 Order grar\ting attached Ucensae 
utilr 
TU8RI 
2lpp. 


utilrOOJ NRC. 

TUBRIOVtJ F. Atomic Safety and Licensing 


cofr.Tii t<r>ents. agtreed to bg 

Board Panel. 74/05/2A. 


«-BOl230004l) Request To'" order directing I Icenys uould^ 

attached condl fc i ons. DD J ^ uti I 

terpirate NRC pr oieeutorlal Tolaibut NRC uowtd rejraln 
party. C»rti#lcate oT Svc end. Ooe 

VQGLFRfS. H. Atomic Energy Commission. 74/05/13- 9pp. 


p. Operating licenie stage doctipeots ^ * 


auilllarg feedwater sgs 


0012020753 Forwards seismic (qualifications of auilllarg fa 
in operating PHH* «■ describes program NRC is 
to raWew capability ot operating PIM* to remove decay 
heat follouiing oarthquaSre. 

ElSEriHUTi Dv Q. Division of Licensing 


BO/ID/21. 4pp. 


0018030947 R.gu..t9 f.9,p.r 10CFRI70. f or .pp 1 Icdt i»» for Ttch Bp.e 
Changes re term "operable*' for facilities an/in/Do ia 
ij. 0 . License Fee Management Branch. 00/10/ P- 

07149: 075. 

6012100311 Forwards nonpropr letary be .^**^®**!* 

icenslno Questions 1-5 re fuel rack i proposed spent fuel 
TeraJk il response to NRC 001024 r eques t. Appl 1 cation U 


affidavit for withholding end. 

PARKER. H.O. Duke Power Co. BO /1 0/31. 


25pp. 07220:001. 


6012160050 Lfcr to operating plant licenseesfOU J . 

Forwards NUREO-0737 re THI action plan requirements. Requests 
operating reactor licensee conf irmat iorv In 45 days that 
Enel 1 inplementation dates will be . 

ElSENHUTfD 0. Division of Licensing. 00/10/31. 7pp. 


0012020036 Forwards Amends BS«fiQ 05 to Licenses DPR-39r DPR-47 & 
DPfl- 55 f respectively, safety evaluation U notice of issuance U 

RE1d!r.U Operating Reactors Branch 4. eO/U/07. 3pp- 


07148:3114 


--0012020042 Amends 08.33 K, 85 to Licenses DPR-sa. DPR-47 fc DPR-55i 
respactivelv- revising Tech Specs 

REIDiR.U. Operating Reactors Branch 4. 90/U/07. /pf- 

07 1 40: 317. 


—8012020031 Safety evaluation supporting Aitisnds 63. 
DPR-3B.DPR-4V & DPR-35. respectively, 
e Operating Reactors Branch 4. 60/11/07. "pp. 


e & 89 to Licenses 
07148: 330. 


nni2030a4S Informs of review of emergency feedwater sys against 
NUREO-0660 cr 1 ter ia. Forward s raqoast for addl Info necessary 
1 .^ <>n.-nnipi :0 r e V 1 GW Reouests response within 60 days. 

REIB. R. W- Operating Reactors Branch 4. 00/11/14, I6pp. 07150:039, 


0012240137 Ack receipt of 001020 application 
6.6 2 . l.a(9),Class III fee required for one 
fee for other two units. 

MTLLER* W. □. License Fee Management Branch. 
07324; 183. 


proposing Tech Spec 
unlttClass 1 

80/11/26. Ip. 


E01205044B Requests ertension until 010115 to respond to NRC 001027 Ur 
ra standby shutdown fac i 1 1 by . Time needed to gather input It 

assemble Info into aresentable form. 

PARKER* H.O. Duke Power Co, 00/12/01. Ip. 07171:347. 

6012100374 Application to amend Licenses DPR-SQ. DPR-47 DPR-5Si 
deleting Tech Spec 4, 20, as requirements are contained In 
inservlce insp program submitted 790315. Info re reactor 
vessel internals vent valve end. 

PARKER, N.O. Duke Power Co. 80/12/04. 3pp. 07219:032. 


8012220485 Responds to 800911 memo requesting that Qfc of Nuclear 
Reactor Regulation inform licensees of nerd to comply 
w/JevUed Agreement State burial site cond Itions. Forwards 
results of IE survey. „ . « 

DENiaN.H.R. Office of Nuclear Reactor Regulation, 
eO/12/04, 2pp. 


Director. 


-0012220906 Forwards tabulation 1: summary of IE **J^Y*y ^ 
waste at 31 reac tors. Low level waste storage facilities 
have been expanded at 37X of reactors surveyed v/7\/. 


have eeen esp«i,w»u «v 

planning or considering increasing storage capacity 

^ ^ ^ 4- IlfSAnrh D' 






8012290400 Informs that safety-grade design of anticipatory reactor 
trip sys is ac c cptat le. Environ qualif Ication review of 
applicable components incomp l«te. Safety evaluation providing 

basis for Installation «; oporation 0733 3- 129 

RElDrR.W. Operating Reactors Branch 4, 80/12/04. 2pp. 07333,129. 


8012290494 Safety evaluation re final design It Imp lementaiilon of lafaly 

grade anticipatory reactor trip on turbine trip or loss of 
main feedwa ter. Proposed mods satisf actory . 

* Operating Reactors Branch 4. 80/12/04, 3pp. 07335:131. 


3012220230 notification of 801216 meeting w/Q^M owners grqup in 
Dethasda, KO re resolution programs it schedules of Tnl-a 

THROIdfED. Reactor Systems Branch. 80/12/09. 2pp. 07307: 13B. 


8012240474 Notification of 001216 meeting w/Dl-W owners group for smiU 
break LOCAs in Dethesda- fID for presentation of programs 84 
schedules for resolutions of TMI-2 task action pl^n 
?mOM,E D. R..ct.r a.,, tm. Branch, aO/ia/09. Spp. 07384:178. 


80181*0388 Reipond* to NBC 80118* r«HUf«t for I*'*"” '••• “ •“•'B' *• 
util 801020 Itr re addl raparting requirement. Xnc lus Ion of 
requirement was administrative action 1; does not warrant fee 


requirement 
impos 1 tion. 

PARKER, N.O. Duke Power Co. 


80/12/10. Ip. 07262:000. 


e0l2230<450 Forwards status of Implementation of NUREO-0737 items In 
response to NRC 801031 Ur, 

FARKERpU. Q. Buka Power Co. 80/12/19. Bpp. 07314:123. 


6012230435 Forwards addl 
licenses re disposal of 
PARKER, H.O. Duke Power 


fee for 600519 application for amend 
contaminated oil by burning. 

Co. 80/12/17. Ip. 07312:263. 


to 


Q Inspection reports. IE Bulletins ^ correspondence 


--80120:^0097 Notice of issuance 4 availability of Amends 
Llcensss DPR-30. DPR-47 i; DPR-59, respec t i vely . 
RElDiR.tf. Operating Reactors Branch 4, BO/1 1/07. 
07148: 339. 


68. B8 tf 05 ta 

2pp. 


H2160042 Forwards IE Info Notice 80-37, “Cuntainment Cooler Leaks k 
Reactor Cavity Flooding At Indian Point Unit 2.*’ No written 

^'REILLV”, J. P. Region 2< Atlanta, Office of the Director, 03/10/24. 




8012020807 Ack receipt of 800918 Itr re safety-grade upgrade of 
existing control grade anticipatory reactor tr ip s. Forwards 
request for addl info to complete environ review of 

REId'r.II. Operating Reactors Branch 4. BO/ll/12. 5pp. 07145:319. 


8012170281 Forwards Suppl 3 to IE Bulletin 79-OlB, "Environ 
Qualification of Class IE Equipment," No written response 

O'REILLY, 3. P. Region 8, Atlanta, Office of the Director, 00/10/84. 
ip, 07268:265. 


8012220563 Ltr to alt powar reactO'r licensees forwarding NUREO-0619, 
''8WR Feedwater Noiile 4^ Control Hod Drive Return Line 
Nobile Craciing." Confirmation that implementation dates 
will be mat must be sent within 43 days.W/p end, 

EISEJIKUTfD- 0. Division of Licensing. 30/11/13. Ip- 


G0f217CQi3 Forwards IE Info Natics 00-38, "Cracking In Charging Pump 
Casing Cladding," No written rsiponse required. 

O'REILLY, J. P. Region 8- Atlanta, Office of the Director. 00/10/30, 
ip. 07266:271. 
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80112104^0 Forwards 801101 Revision 5 to util 90-day response to IE 
Bulletin 79“01B< rop lac inj Revision 4 in entirety. 

THIES» A. C. DuVe Power Co. 80/10/31, 3pp 07029:168. 


8012170571 Forwards IE Info Notice 80-39. ‘‘Hatfunct Ion of Solenoid 
V'alves Kfg by Valcor Engineering Corp. ” No written response 

□ 'REIU-Vi J. P, Region 2. Atlanta, Office of the Director. 80/10/31, 
Ip, 07264:124. 

8012330050 Forwards IE Circular 80-23i “Potential Defects In Beloit 
Power Sys Emergency Generators. '* No written response 

O'REILLV, J, P. Region 2. Atlanta, Office of the Director. 80/10/31. 
Ip. 


5 Reportable occurrences, LERs fc related correspondence 


6012100497 Forwards LERs identified as missing In B01104 memo. End 
LERs cancelled. 

LEWIS.R.C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 80/12/03, ip, 07218 096. 


0012330479 RO correcting B0i209 rept of broken holddown springs. Five 
springs broke, not four as originally rep or ted . Ass emb 1 y 
1D30 identlfiad as having broken spring. All other info in 
001209 Itr is valid. ^ ^ 

PARKER, W.D, Duke Power Co, S0/l3/i5. 2pp. 07310:320. 


8012230514 Forwards LER 80-01 5/03L-0. 

PARKER, W. 0. Duke Power Co. 80/12/17. 2pp. 07316:293. 


B0i21 10749 Forwards IE Bulletin 80-21, 'Valve Yokes gupplled by Malcolm 
Foundry Co, tnc. " Written response roguired. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/06. 
Ip. 07224:199. 


B012030873 Forwards IE Info Notice 0O-4 Oj “Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurl latlon. “ No written response regulred. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 0O/U/O7. 
Ip 


8012080603 Forwards IE Info Notice 80-41, “Failure of Swing Check Valve 
In Decay Heat Removal Sys at Davis Besse Unit 1. “ No 
response reguired. 

O'REILLY, J. P. Region 3, Atlanta, Office of the Director. 80/11/10. 
Ip. 07183:017. 


8012040172 Forwards IE Bulletin 80-23i “Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. “ Reguires estimate of 
manpower associated w/correctlve actions. 

O'REILLY. J. P. Region 2, Atlanta. Office of the Director. 80/11/1 
Ip. 07198:084. 


8012040482 Forwards IE Bulletin 80-34, “Prevention of Damage Due to 
ifAtor Leakage Inside Containment.” Written response 
regulred. Reguesti Info on manpower expended, 

O'RElLLYi J. P. Region 2- Atlanta. Office of the Director. 80/11/21. 
Ip. 07163:349. 


—8012230320 LER 00-01 S/03L-0: on 801 1 1 7, bora ted water storage tank level 
channel B declared inoperable due to erractic indication in 
Unit 3 control room. Caused by transmitter malfunction. 

Transmitter replaced. 

JONES, J.L. Duke Power Co. BO/12/17. ip. 07316:293. 


8013300471 Forwards LER BO-016/03L-0. 

PARKER, W.O. Duke Power Co. 80/12/23, 2pp. 07349:344. 


—8013300473 LER aO-016/03L-0: on fl0tl53.flre detector string B-2 went 
into alarm condition. Investigation revealed no fire. Caused 
by dust buildup in de toctor. Detector cleaned L verified 
operable. 

JONES. J.L. Duke Power Co. 80/12/23. Ip. 07349:346. 


8012300405 Forwards LER eO-Oi9/O3L-0, 

PARKER. N.O, Duka Power Co, 80/12/36. 2pp, 07308:001. 


—8012300488 LER 0O-O19/O3L-O: on 601136: Unit 3 control rod driveline ac 
voltage power supply breaker 11 failed to trip on command. 

Caused by trip shaft bearing stic k Ing. Breaker replaced. 

JONES. J.L. Ookt Power Co. 80/12/26. Ip. 07308:001. 


DOCKEl 50-289 THREE MILE ISLAND NUCLEAR STATION. UNIT I 
F. Security, medical, emergency it fire protection plans 


8012180591 Forwards responses to action Items I 6 2 of IE Bulletin 
80-23. “Faulure of Solenoid Valves Mfg by Valcor Engineering 
Corp. " Facility has had three failures of Valcor solenoids, 
PARKER, W.O. Duke Power Co. BO/11/24. 0pp. 07271:381. 


8012170509 Forwards IE Info Notice 00-29, 8uppl 1. “Broken Studs on 
Terry Turbine Steam Inlet Flange.*' No written response 
regu Ired, 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 00/11/26. 
Ip. 


8012040100 Public version of "Independent Assessment of Evacuation 
Times for TKI Nuclear Power Plant,” Vol 10, prepared for 

COSBY.J.C.r SHEPPARD, W. V, . THOMPSON, W. E. Wilbur Sml th Asiociates. 
00/06/30. 5lpp. 07161:239. 


6012010446 Forwards comments on 790915 guard training 6 gual If Icatlon 
elan. Revisions t addl Info regulred. Reguasts response within 
30 days of receipt of Itr. End withheld <ref iOCFR2, 7901. 

REID, R.W. Operating Reactors Branch 4. aO/lt/07. 4pp. 07097:009, 


6013310167 Responds to IE Bulletin 80-21, “Valve Yokes Supplied by 
Malcolm Foundry Co. Inc. " No described Anchor Darling valves 
in use at fac 1 1 i ties. Manufacturers being contacted re 
valve parts. 

PARKER, W. 0. Duke Power Co. 00/12/09. Ip. 07370:023. 


8012160435 Forwards addl info re insp of fuel assembly holddown springs 
at facility t safety evaluation of operation w/broken 
springs in core. 

PARKER, W.O. Duke Power Co. 80/12/09. 6pp. 07263:049. 


8012310069 Forwards safety evaluation re util actions taken in response 
to NRG 790929 Itr re cracking in feedwater sys piping at 

REID^R^^wV Operating Reactors Branch 4. 80/12/09. 2pp. 07371:160. 


-8012310091 Safety evaluation re util actions taken in reeponse to NRC 
790929 Itr on cracking In feedwater sys piping at 
facll itles. Augmented insps per IE Bulletin 79-13 may b# 

d lecontinued. ^ 

a Operating Reactors Branch 4. 80/12/09. 2pp. 07371:162. 


R. Periodic operating reports 4. related correspondence 


8012190619 Forwards monthly operating repts for Nov 1900. 
PARKER, W.O, Duke Power Co. 80/12/19. Ip. 07230:245. 


6012090477 Informs that mods will be made to emergency notification sys 
health physics network egulpment. NRC will have lamps 
Installed on emergency telephones In all control roamsi 
technical support ctri 5< emergency operatloni facilities. 

DRIER, a. H, Region 1, Philadelphia, Office of the Director. 
aO/li/14. 2pp. 07174:293. 


6012170645 Notifies of interim rule suspending completion dates for 
fire protection mods previously approved by NRC, FR notice 

EISEIiHUT, D, 0. Division of Licensing. 60/11/10. 7pp. 07269:199, 


>12170499 Forwards Suppl 9 to 760919 fire protection safety 
eva luatlon, in response to licensee 780612 , 0929, 790914, 000319 
6 0530 Itrs. Suppl presents position on mods needed to 
resolve open items. 


— 0012170903 Fire protection safety es'aluation, 8upp I 9rre licensee 
780612,0929.790914.000319 L 0530 submittals on open items L 
plant mods. Firs protection program review status end. 
a operating Reactors Branch 4. 70/09/19, Spp. 07270:347. 


0012040069 Forwards public version of “Evacuation Time Aeiessment of 
Nine Nuclear Power Plants Emergency Planning Zonesr** 
executive suinmary. ^ 

FELTON, J.rt. Division of Rules and Records. 00/12/03. Ip. 


— Q012190619 Monthly operating repts for Noy 1900, 

REAVIS, J. A. Duke Power Co. 80/12/15. 16pp. 07280:246. 


— 8012040003 Public version of “Evacuation Time Assessment of Nine 
Nuclear Power Plants Emergency Planning Zones. *' executive 
summary, preparsd for F6MA, 

a Nllbur Smith 6 Associates. 80/06/30. 17pp. 
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--9012040159 Public version of progra/ri Tfpfc, "Evacuation Tim« Atsettm«nt 
a# IHna K'u^le-ar Power PU/^ts Emfrgencv Plarinlng Zones," Vol 
1, prepared for FEKA. 

C0SBi‘,J.C. Ulilbor Smith 4c Assoc iates. aO/Ofr/SO. 43pp. 


8012t^C431 Retjiueibs eitension until B01250 to provide results of vital 
area a<kalgsi« revieu' U description o# proposed changes to 
TfU security plan 

HUrtiLL.H. D. Metropolitan Edison Ca. 80/12/10. Ip. 0-7233: 102, 


aG12S90T>34i Releases public version of revised util emergency plan, 
FELTOli. J. If, Division of Rules and Records. 90/J2/I0. Ip. 

0720 1 : 037. 


--0O1219OO94 Public version of emergency p iani Revi s 1 on 2. 

^ General Public Ulllities. BO/Odt/30. 200pp. 07281; O0B. 


8012110410 Forwards General Public Utils 601301 Itr to Commissioner 
Ahearne re TKI-1 shutdown. 

BLAKE) E. L. Shatu, Pittman, Potts «c Trowbridge. BO/12/03. Sop 
07224:166. 


—3012110417 Requests mod of NRC 790702 Sc 0809 orders re TMl-l shutdown, 
Qases for making suspension orders have been satisfactorily 
resolved. 

DIECKAMPtH. General Public Utilities. 00/12/01. llpp. 

07224: 168. 


8012290014 Order directing Environ Coalition on Nuclear Power CECNPI to 
rept on or before 001215 whether or not ECNP Intends to 
appear t. prosecute remaining contentions. Eicerpts from 
001203 transcript 4« Certificate of 8vc end. 

SMITH. J.W. Atomic Safety and Licensing Doard Panel. 80/12/04. 7 b8 

07344:209. 


G012290456 Releases Itr discussing status of emergency planning. 
FElTQN, J. n. Division of Rules and Records. 0O/12/J7. Ip. 
07336:238. 


--0012290461 Public version of response to NRC BOllOS Itr re current 
status of emergency planning 1: implementation of revised 
p Ian. Revision 3 represents significant upgrade to site 
emergency preparednes s. Plan will be submitted by 310102. 

HUKILL)H, D. Metropol i tan Ed 1 son Co. 00/12/10, Ip. 07336:240. 


0012290187 Forwards Ravislon I to guard training t QWa I i f Icat ion plan. 
Plan withheld iref 10CFR2. 790). 

HUKILL. H. J>. Metropolitan Edison Co. 00/12/19. Spp. 07344:185. 


0012170610 Submits revised first page of 801201 Itr, which Incorrectly 
identified Feb i960 as anticipated date for completing 
hearings on fac 1 1 i ty. Fob 1980 was anticipated data for 
initiating hearings. 

DIECKAMP.H. General Public Lftilitiss - GPU Service Corp. 00/12/05, 
2pp. 07187:001. 


‘0012170610 Requests startup doe to hardship on s toe thol ders. 

SCHWARTZ, H. H, Aff 1 1 latlon Unknown. 00/12/14. 2pp, 07187:001. 


6012290-19B Notice of appearance in proceeding, Certificate of Bve arcl. 
ADLER, R.W, Pennsylvania, State of, 80/12/00. 2pp. 07344:103. 


0. Ad f ud i ca 1 0 ri| correspondence 


8012070660 Forwards util 801107 rapt to Securities U Exchange 
Commission for use in restart proceeding per 790721 request. 

CONDON, V.H. General Public Utilities - GPU Service Core. 60/11/17 
Jp- 07141:293. 


—8012020669 Forwards 001107 rept re THI-2 accident U aftermath. 
CONOQN. V. H General Public Utilities - GPU Service Coro 
aO/it/07. 9pp. 07141-294. 


0012020674 Pfltition to implement early determination of complaint 
against temporary rates per PA Public Util Commission B00S23 
order. 

SMITH, F,J. Metropolitan Edison Co. SO/10/27, 10pp. 07141:303. 


--0012070687 Decision denying util petition for increase in levellitd 
energy adjustment clause. 

BARBOUR, 0, H, New Jersey, State of, 00/10/02. 34pp. 07141:321, 


8012040418 Act receipt of notice of 001124 hearing re TMl-l restart. 
Discusses radiological emergency p lannlng. TMI-l restart 
poses threat to public health U property. Tlli-1 conversion to 
reduce risks. Press clippings end. 

METCALF, H.K. New Hampshire CUmshtH, 00/11/24. 14pp. 07158-133 


6012240014 Order adopting agreement reached at 001124 meeting re 
reporting on emergency planning c ontent ions. Parties will 
meet again on 801219. 

Safety and Licensing Doard Panel, 00/11/25. 2pp. 


8012160144 Forwards 3EC Form lO-Q, Ouarterl y Financial Rept 
ntgt comment*, in response to NRC 790921, 1109 8t 000311 
requests for info re significant financial developments 
affecting otils (n restart proceeding, 

CCN&ONrV. H, General Public Utilities. 60/11/26. 3pp 


supporting 


■8012160154 Quarterly Financial Rept Sept 1900 6 supporting mgt 
CdmsentB , ri- s » « >- 

a General Public Utilities. 00/11/14. 44pp. 


8012120644 Forwards IE Ir,sp Repts 50-289/80-19,50-269/80-21, 
50-320/79-10,50-289/60-23 6 50-209/80-27, Hea I th Physics 
Appraisal 50-209/80-22 to be distributed after util 
proprietary review. W/o end. 

SHANS3N, 0. T Hearing ffranch 1. 00/11/28, 2pp. 07227:302, 


8012050354 Requests mod of 790702 0009 order* re restart, as 

natl 6 regional Interests arc nrcdlcisty sacrificed by 
continued delay in developing «r implementing procedures 
for expeditious authorisation, 

- OPU s.rvie, Com. BO/ia/oi. 


0012170748 Response in support of 8C Sholly 001124 spec of emerganev 
plannlilg contention re reliance of county plans on municipal 
rasourcBs. Although further spec would be useful, content i on 
is lltigabto in present form. Certificate of Sve end. 

0RAY,J. R. Hearing Branch 1. 80/12/09. app. 07269:354. 


801S1S0172 Informs that page one of Itr from E Nelss re TKT-l restart 
hearings was Inadvertently undated. Date should be 001209'. 

EHRMANN. E. Union of Concerned Scientists. 80/12/10. Ip, 

07240:023. 


8012150175 Forwards util 801205 Itr to Commissioner Ahearne. 

DLAKE.e.L. Shaw, Pittman, Potts S( Trowbridge, 80/12/16. 2pp. 
07241:153. . 


0012150176 Forwards corrected excerpt of util 001201 Itr re antlclpatpf 
restart hearing dates. Hearings will begin Feb 1981. 

DIECKAHPf H. General Public Utilities, 80/12/05. ' 2pp. 07241:157, 


8012290029 Forwards amended Page 2 to Chairman Ahearne separate vleui- 
contained In 801205 Order CLf-00-39 re treatment of 
psychological stress issue In restart hearing. 

♦ Docketing ft: Services Branch. 00/12/10. Ip. 07344:223. 


e012290'03i Modified Pago 2 of Chairman Ahearne separate views corvtalnrf 
in B01203 memorandum ft- order re treatment of psychological 
stress Issue in TMl-l restart proceeding. 

AHEARNE, J. F. Commissioners, 80/12/10. Ip. 07344:224. 


6012290134 Requests identification of contentions mentioned In L 
Blckwlt 801114 statement re relevancy of UCB contentions. 
Requests to be informed of nature of discussions w/Ofc of 
General Counse 1. Transc r Ipt of 801114 briefing end, 

WEISS, E.R. Union of Concerned Scientists. 00/12/10. 2pp. 
073^4:044. 


8012290416 Forwards NUREO-0746, "Emergency Preparedness Evaluation for 
TMI-lr" which constitutes NRC evaluation of licensee 
emergency plan against NUREG-0654 stds. 

ORAYiJ. R. Hearing Branch I, 80/12/10. Ip. 07336:326. 


8012290421 "Emergenev Preparedness Evaluation for TMI-1, 

a Office of Inspection ft: Enforcement, Office of the Director. 
NUREO-0746. 80/12/31. 35pp, 07336:327. 


8012230300 Memorandum ft: order supplementing 001125 memorandum it order. 
Parties may servo interrogatories at 001219 meeting. Time for 
801219 meeting re further emergency planning discussions 
rescheduled. 

SMITH, J. Atomic Safety and Licensing Board Panel, 80/12/11. 4pp. 
07310: 063. 


6012290385 Forwards CT Johnson 801124 Itr to PA Emergency Mgt Agency 
requesting info re state ft: local emergency planning around 
TMf facility. 

GRAV»-J. R. Hearing Branch 1, 00/12/12. Spp, 07332:175. 
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80122302S2 Noticf of withdrawal from proceeding effective 801215. 
Certificate of 8vc end 

PA.TON 1 M.B, Hearing Branch 4. 80/12/19. 5pp, 07318;036. 

80-12290514 Reiponee in oppotition to A8LB 001125.1204 & tSll memoranda 
& arden. Intervenor* Intend to proiecute remaining emergency 
planning contentiane. Car tl f icate of Svc end. 

JOHHSRUD. J. H. Environmental Coalition on Nudear Power. 00/12/15. 
4pp. 07335: 164. 

0012300161 Reg.iieet4 to mate limited appearance statement at THt-1 
restart hearing. 

FREEOHANi P. F. Affiliation Unknown. 00/12/15. Ip. 07336:228, 


8012310403 Requests that date for submittal of testimony on training 
h testing issue be extended until 010202. NRC approval of 
niu Met Ed training %l testing procedures lacks scientific 
bests. Related correspondence. 

AAKODT. K. Affiliation Unknown. 00/12/15. 7pp. 07369:156, 


8012300264 Opposes licensee request for reconsideration of NRC 790702 & 
0609 orders re restart. Motion is untimely 6 contains no 
oeu Info. Orders suspended facility operation until bases for 
suspension were resolved. W/Cert 1# tcato of 8vc. 

CUKNINOKAM. J. Newberry Township THt Steering Committee. BHQLLYtS. C. 

Affiliation Unknown, HARTNETT, M. Three Mila Island Alert. 

00/12/18 45pp. 07358.155, 


— 8012300269 Revises 801201 request for mod of NRC 790702 0809 orders 

re Tlll-l shutdown. Pub 1 ie hearings must be Initiated by 
Fab 1980, Apeture cards only In PDR, 

DIECKAMPrH. General Public Utilities. 80/12/05. llpp. 

07398:212. 


— 0012300273 Discusses hearings on TMI"! restart. Full adjudicatory 
proceeding Is rtqulredi Including opportunity for full 
Commission review of Board decisions. No review process is 
required prior to restart. 

BICKHIT»L. Office of the Oeneral Counsel. 79/07/26. 10pp. 

07398:231. 


8012290003 Forwards PA Emergency Mgt Agency 001204 response to FEKA re 
offsite emergency planning contentions for TMI-1 restart 
hear Irg s. List of documents initially submitted to Regional 
Assistance Committee end. Related correspondence. 

ABLERiR.H. Pennsylvania, State of. 80/12/22. 6pp. 07344:190. 


8012290982 Forwards testimony on CLI~0O-8 “Rept of TMl-l Operator 
Accelerated Retraining Program Review Committee." W/o 
a ttachments. Cer t if icate of Svc end. 

SLAVIC* E.L. Shaw, Pittman, Potts & Trowbridge. 80/12/22. 0pp. 
07332; 268. 


8012310307 Notice that PA Emergency Mgt Agency map, "TMT Nudear Plant 
evacuation Plan," (May 1960) was made available at 801219 
emergency planning meeting. 

ADLER* R.N. Pennsy 1 van ia . State of. 00/12/22. 3pp. 07370:101. 


0012300449 Requests NRC response to 10 questions re need for reactor 
vessel level Instrumentation^ per Board 801217 memorandum 
& order allowing Informal discovery in restart hearing. 

BAXTER, T.A. Shaw, Pittman, Potts tc Trowbridge. 00/12/23. 9pp. 
07357: 188. 


H, General correspondence 


8012010411 Responds to 001027 postcard re nuclear power t( resulting 
radwaste, Hear ing on resumption of Unit 1 started on 001015, 
President's 791207 statement on Kemany Commission it 000212 
statement to Congress end. 

DENTON, K. R. Office of Nudear Reactor Regulation, Director. 
aO/ll/07. tOpp. 06916:001. 


8012230003 Requests restart of facility due to energy need 6 knowledge 
gained after accident. 

TUCKER, U.J. Pennsylvania Voice of Energy. 00/11/15, 2pp. 

07311: 146. 


0012110413 Supports restart of TMI-l. 

MCINTOSH, J. Affiliation Unknown. 80/11/17. 2pp, 07223:001. 


80120307/4 Responds to 801021 referral of Douglass Itr re adequacy of 
hearing room for facility restart hear Ing. Adequate space not 
available In federal bldg. Space had to be in convenient 
location In Harr liburg, PA easily accessible to public. 

DIRCKSr H. J. Office of the Executive Director for Operations. 
00/11/18, Ip. 07149:286. 


— 8012030701 Forwards M Douglass B010I9 Itr re fumes in garage being uierf 
for facility restart hearings. 

(500DLINO.B. House of Rep, 80/10/21. 2pp. 07149:289. 


8012030698 Requests support in proceeding. NRC ordered TH1**1 to 
shutdown, but allows similar plants to operate. Nuclear power 
is needed due to world instability of fossil fuel prices, 
TERRELL, O.D. Affiliation Unknown. 80/11/20. ip. 07131:217. 


8012030441 Urges swift restart of facility due to need for energy. 
JAKOBC IN, K. D. Oeneral Electric Co., Nuclear Energy Products Div. 
80/11/21. 2pp. 07149:356. 


0012830700 Urges restart of THI-'I Facility meets stds of reactors 
licensed by MRC. 

MCCARTHViL. H. Affiliation Unknown. 00/11/21. Ip. 07191:220. 


8012030704 Requests that facility be permitted to restart. Unit was not 
damaged*has operated satisfactorily 6 has no reason to 
remain shut down. To continue to import oil or pollute 
landscape w/coat is unthinkable. 

CAMPBELL, R.M, Massachusetts Voice of Energy. 80/11/29. Ip. 
07191:231. 


801204038B Urges restart of facility due to other D&M PWRs w/identlcal 
design being permitted to continue operation. 

LAIRDrS.U, Affiliation Unknown. BO/11/25. ip. 07150:179, 


0012040395 Requests immediate restart of undamaged reactor . All eges NRC 
attempt to punish General Public Utils through shutdown. 

Cites drastic greenhouse effect of fossil fuel burning. 

T8CHAECHE, A. N. Affiliation Unknown. 00/11/25, ip, 07150:180. 


8012040476 Supports facility restart. Lists reasons why facility should 
be allowed to resume operation, Inc 1 ud Ing implementation of 
safety features* economic well-being 6 assistance to national 
energy progrpn. Further delays should be eliminated. 

HUNTLEVrH.M. Affiliation Unknown. 00/11/25. Ip. 07157:263. 


0012110360 Urges that facility be returned to svc. Nation cannot afford 
to remove nuclear option from energy future, 

FLORREFCH.G, New Orleans Edison League. 8D/11/26. Ip, 07224:143. 


0012030713 Urges restart of TMI~1, In light of domestic energy supply 
s i tuat ion. 

NALLACErJ. J. Affiliation Unknown. 00/11/20. tp. 07151:232. 


QO12OSO360 Expresses disapproval of Unit 1 startup. 

E6rE8,C., HAND.A.r BONERS. J. R. Affiliation Unknown. 00/11/20. 3pp. 
06919: 001. 


8012030705 Urges restart of TMI-1. 

CONOVER. W.K. Affiliation Unknown. 00/12/01. Ip. 06586:003. 


8012100438 Requests TMl-t restart. Action will make money available for 
spsady & safe cleanup of TMI-2. 

VEKLOrZ. R. U. Affiliation Unknown, 80/12/01. Ip. 07187:001. 


a0i2U039O Requests expeditious restart of TMI-l to reduce reliance on 
foraign oil. 

FISCHER. D.L AffllUtion Unknown. 80/12/01. tp. 07223:095. 


8012090285 Urges restart of TMI to alleviate growing cost of 
• 1 sc trie Ity. 

MARCH, R.N. Affiliation Unknown. 80/12/02. 2pp. 07201:097. 


0012100492 Desires restart of TMI-1 so that util rates will be lower. 
SMITH, E.R. Affiliation Unknown. 80/12/02. Ip. 07107:001. 


8012110394 Supports restart of TMI-1. Fact sheet supporting use of- 
•nuclear power end. 

OOUlD, W, Affiliation Unknown 00/12/02. 2pp. 07223:093. 


0012110400 Urges restart of TKI-1 on behalf of Women in Energy. Delay Is 
unreasonable at time whan nation is striving for energy 
indepeodance. 

DtL8AVER,D, Wonven in Energy. 00/12/02. Ip. 07224:164. 


8012150163 Submits comments urging TMI— 1 restart. 

STROUPrB.R. Affiliation Unknown. 80/12/02. ip, 07237:225. 


0012170668 Advises that research shows that facility meets all TMI 
Lessons Learned requlropcents. 

DUBOSE. D, 8. Duke Power Co. 80/12/02. Ip. 07107:001. 
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aoi2S9i)5aO TWI-1 restart. 

MUDCE,E, Affiliation Unknown. B0/12/-03. Ijk. 07335:173. 


8012100431 RBq.oestf expedited restart of facility. 

SMITH, D.C. Affiliation Unknown. 00/12/03. Ip. 072 IB; 239. 


3012100434 Siipports NRC proceeding to aothorlte restart of TMI-L 
FORT, J. E. AffH iatlon Unknown. 80/12/03. Ip, -07219:237. 


8012110357 R>(;.ue3t9 support of unit restart prov'tded all identified 
la-fcty midt are completed. 

MCCARTER.J.T Af f i 1 iat i on Unt notun. 00/12/03. Ip. 07223:101. 


6012110405 Urges restart «P TMl-i to ease financial burden of util & 
custoriers to reduce natl dependence an foreign oil, 

BAYLOR, J. 9. Affiliation Unknown. 80/13/03. Ip. 07224:169. 


6012100496 Eipresses opinion that psychological stress issue should be 
addressed before any other issue re restart of TMI-I. 

HQ3SLEH. D. Af f 1 1 i atlon Unknouin. 00/12/04. tp. 07220:043. 


8012110402 Requests action to expedite restart as facility was not 
involved in TrtI-2 accident. 

UA^^O.O Affiliation Unknown. 80/12/04. Ip. 07223:004. 


8012150105 Questions NRC decision to keep Thl-i inoperable during nods. 
WISKUS.A.T. Affiliation Unknown. 00/12/04. Ip. 07lB7r00l. 


0O121S-O16O Re>qu«sts that Tlil~l be brought up to present stds Zt 
restarted. 

WILLIAMS. S. B. Affiliation Unknown. 60/12/04. Ip. 07187:001. 


8012170654 Requests action to return TMl-l since unit was not damaged 
during accident. 

MITCHELL, R. C. Arkansas Power & Light Co, 80/12/05. ip. 07197:001. 


6012150104 Requests restart of TKJ-l. 

aCHlTELL. 11. Affiliation Unknown, 80/12/08, Ip, 07107:001. 


6012150115 Urges NRC to support TMI-1 res tart. Inequities caused by 
leveliied rate.tjaking do not accou-nt for major accidents. 

NRC response to cleanup has been unnecessarl Ig^ unjustly 6 
iUegallg delayed. 

ANZELONE, 9. Affiliation Unknown. 90/12/03. 2pp. 07187:001. 


9012150150 Discusses penalties imposed by not restarting TMI"! . Urges 
TilI-1 restart. 

DILLON. J.J. Affiliation Unknown. 83/12/09. Ip. 07237:221, 


6012150106 Opposes TMI-1 restart. 

DQUQLAS, . M. H. Af f i 1 ia t i on Un k noun . 90/12/08 Ip. 07137:001. 


S012170643 Requests that facility be returned to svc inmediatelg in 
order that power needs in area may be served 6 confidence 
in nuclear industry eray be preserved. 

CARTWRIOHF, H. Af f 1 1 i a t i on Un k nown. 90/12/09. Ip. 07187:001. 


8012170650 Requests that unit be restarted immediately. 

BCHULZe< R. Affiliation UnIncun. 60/12/09. Ip. 07197:001. 


9012170674 Requests estansion u-ntil 901216 to respond to Met Ed Itr 
requesting that Commission reconsider 790809 order & permit 
restart. 

«EI89,E.n. Union of Coneorned 8clentists, 0D/12/O9, Ip. 
07197:001. 


9012150164 Requests that TMS— I be returned to svc. 

BRAUNi L. . RICHARDSON# 0. Long Island Committee for »/obs & Energy 
Independence. 90/12/09. Ip. 07237:226. 


9012170617 Requests startup due to hardship an stockholders, 
WALKERiF.T. Af f 1 1 1 atl on Unknown . 9-0/12/09, Ip, 07197:001 


8012170632 Advises that facility provides necessary powsr source 
should be restarted. 

TROUTMAN ( H. A. Affiliation Unlncwn, 00/12/09, ip. 07197:001. 


9012170635 Opposes ang action other than prompt decontamination te 
decommissioning of facility, 

CDRMLEYiJ. F. Affiliation Unfcnoain, 90/12/09, Ip. 07187:001. 


8Q1217065B Comments r b g MarUn Plywood Corp In Marlon* HI# on facilttir 
restart. Fac i 1 ity should be restarted due to necessity of 
nuclear power. 

ROCERa»J,0. Affiliation Unknown. BO/IE/O?. Ip. 07197:001, 


9012170664 Discusses util 001201 request that Commission reconsider k 
modify 790702 OQ09 orders ro facility restart. Util should 
not be permitted to restart facility, 

PICKERINO^K. AfflUation Unknown. 00/12/09. ip, 07107:001, 


8012110523 Informs that Liberty Bass Club is greatly concerned over TMl 
Issue Ic effects on fishing g round s . Reque s 1 1 halt to disposal 
of raduaste In Susquehanna river, 

HAILE*L. Affiliation Unknocun. 80/12/10. Ip. 07222:359, 


G0121706SD Urges s tartup. Hysteria resulting from accident was inspired 
fay media America desperately needs electrical power. 

MADEIRA, R. L. American Association of Muat Processors. 80/12/10. 

Ip. 07197:001. 


601217064B Requests help In getting NRC action for facility startup. 
Startup urgently needed to replace expensive oil fuel. 

KErtOALL. II, L. Affiliation Unknown. BO/12/tO. Ip. 07197:001. 


— 80121706^1 Requests startup o-f facility due to hardship on 
s toe kholders. 

SUFLESKI.C. Affiliation Unknown. 00/12/15. 2pp. 07187:001. 


— 8012170653 Supports nuclear power 6 urges restart. 

REED.H, n. Affiliation Unknown. 90/12/09. Ip. 07197:001. 


— B012170659 Supports facility restart. 

EESHORE.M. Affiliation Unknown. 00/10/21. Ip. 07107:001. 


— 9012170660 Expresses concerns re future of nuclear power. Unit should 
be restarted. 

KRiZANrP. Affiliation Unknown. 80/10/22. 2pp. 07107:001. 


— 8012170673 Urges that facility be restarted, 

* Affiliation Unknown. 90/10/25, Ip. 07167:001. 


--8012170691 Supports nuclear p ower. Fac 1 1 i ty should be returned to ivc. 
F6NHICK, A J. Affiliation Unknown. 80/12/03. 2pp. 07107:001. 


--8012170686 Opposes efforts by util to reopen facility. 

PRATT«D, ( ANDER90N,E. Affiliation Unknown. 80/12/09. ip. 
07197:001. 


— 8012170688 Opposes facility restart due to psychological stress -on ir»b 
residents. 

CHARLES. N.A, Affiliation Unknown. 00/12/09. ‘2pp, 07167:001, 


— 8012170691 Urges restart of plant to full operational status. 
ZAAYENOA,R. Affiliation Unknown. 80/12/15. Ip. 07187:001. 


— 8012170696 Urges restart of plant 6 nond iscr imlnatory policies that 
will insure energy future for generations to come. 

VeOA.D.H. Affiliation Unknown. 00/12/09, Ip. 07107:001. 


—9012170690 Urges restart of plant. 

NILD,A.A. Affiliation Unknown. 90/12/U. Ip. 07107:001. 


— 9012170704 Urg-os NRC to support it vote for imnediate restart of plant, 
t REDALE* tf. R. I IREDALE, A. Affiliation Unknown. 80/12/10. Ip. 
07167:001. 


—8012170709 Comments on restart of plant. NRC has obligation of returnlni 
Unit I to svc tn order to avoid setting dangerous precedent 
of keeping operable plant out of svc. 

WACKFR, H. Affiliation Unknown. 80/12/10. 2pp. 07107:001, 


■9012170714 Comments on behalf of Pioneer Nuclear* Inc on facility 
restart. NRC should place situation In realistic perspective 
allow plant to return to svc. 

STEHARTiR-B. Affiliation Unknown. 80/12/00. Ip. 07107:001. 


— 0012170717 Requests affirmative NRC decision re restart of plant. 
C0LLIH8*M.P. Iowa Electric Light U Power Co. 80/12/11, Ip. 
07197: 001. 


— 601217'0722 Comments on restart of p lant. Approval should be forthcpalni 
at aarliast passible date. 

CARL80N, M. E. Affiliation Unknown. 00/12/11. 2pp. 07107:001. 


—9012170724 Urges NRC to recofr,mend startup of plant. 

WAIffiER* D, Mlscontin# Unlv, of. Madison, 00/12/07. 2pp. 
07t87: 001. 


— B01317O726 Urges that facility be returned to power, 

TRIB9LE.M. Oiilf States Utilities Co. 00/12/U. Ip. 07187:001. 
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— 801S170730 Urg*« NRC to tako necossary action to raturn plant to 
operation. 

BAftCLAYrA.O. Af # i 1 latlon Unknown. 80/12/03. Ip. 07187:001, 


’'-8012170733 Encourages N.RC to allow unit to reopan. 

aLAlJOHEFTIi V, Affiliation Unknown. QO/12/13, Ip. 07187:001. 


— B012170736 Rctiuasts that operation of facility be returned. 

QEl^EDETTIi F. P. Affiliation Unknown. 80/12/11. Ip. 07187:001. 


-’-0012170742 Urges that facility remain closed. 

DAV18rB.8. Affiliation Unknown. 80/12/08. Ip. 07187:001. 


8012290174 Requests reopening of facility. 

aAVERSiE. 0. Affiliation Unknown. 00/12/12. Ip. 07308:001. 


— 80I2290I79 Requests facility restart. 

VIILLtAK8rJ. Affiliation Unknown. BO/12/tS. Ip. 07308:001. 


— 8012290184 Requests facility restart. 

JQHMflONiR.H. Affiliation Unknown. 80/12/09. Ip. 07308:001. 


— 8012290109 Requests facility restart. 

LAWRENCEj R. M. Affiliation Unknown 00/12/13. Ip, 07308:001. 


'--8012290191 Requests facility restart. 

HENOOELEft, J. T. Affiliation Unknown. 00/12/13. Ip. 07308:001. 


— 8012290193 Requests facility restart. 

MARKETiJ.A. Affiliation Unknown, 00/12/10. Ip. 07308:001. 


—0012290200 Requests facility restart. 

FAULKNER, R, Affiliation Unknown. 80/12/08. lp< 07308:001. 


— 8012S90202 Requests facility restart. 

WEAVER, 0. A. Affiliation Unknown. 80/12/13. ip. 07300:001. 


8012300100 Requests THI-1 restart. 

RRAVOTIL,E. U. Affiliation Unknown, 80/12/12. Ip. 07356:211. 


8012300123 Requests TMl-l restart. 

BlTNeR,E. L. Affiliation Unknown. 80/12/12. Ip. 07336:219. 


8012300132 Requests THI-1 restart. 

MVeHS.ft.V. Puget Sound Power It Light Co. 00/12/12, Ip. 07356:220. 


0012300448 Forwards Resolution 81, passed by City of York, PA on 790501, 
requesting that facilities not be reactivated until safety 
measures are taken L public hearings held. 

8.ROOKB,E. L. York, PA. 80/12/12. 4pp. 07337:184. 


80123001 19 Requests TMI-1 restart. 

EMENaiF.H. Aff illation Unknown. 80/12/13. 7pp. 07356:212. 


8012170626 Requests that facility be r estarted. Goal-burning to replace 
electricity source results in two premature deaths per wk. 

LANBERTfJ. B, Affiliation Unknown. 80/12/13. Ip. 07187:001. 


8012300101 Requests THl-1 restart, 

8KLEDAR,F. Affiliation Unknown. 80/12/15. Ip. 07356:210. 


0012300141 Requests TMI-l not be restarted. 

BRlNKrT. Affiliation Unknown. 80/12/16. Ip. 07336:223. 


6012300136 Requeeti TMI-l restart. 

QTT, W»0. Affiliation Unknown. 00/12/17. 2pp. 07356:221. 


8012300IS6 Requests TMI-l restart. 

SHARPfW. Affiliation Unknown. 80/12/17. Ip. 07356:227. 


8012300172 Informs of disappointment about decision to ignore 
psychological stress as contention in restart hearings. 
LVWi T. Affiliation Unknown, 80/12/17^ Ip, 07356:229. 


0012300145 Requests TMI-l restart. . 

PfU-METER, 8. B. Affiliation Unknown, 80/12/18. Ip. 07356:224. 


8012300151 Requests TMI-l hearings be conducted at quickly as poselblff, 
HOBStMrA.D, Commonwealth Edison Co, 80/12/18, Ip. 07356:226. 


601S300147 Requests TMl-1 restart. 

a Affll lation Unknown. 80/13/22. ip. 07336:223. 


8012300180 Requests TMI-l restart. 

HELFRECHT, 0. U. Affiliation Unknown. BO/lR/22. Ip, 07356:230, 


1 Financial information 


8012020660 Forwards util 60il07 rept to Securities 6 Exchange 
Corr^iision for use in restart proceeding per 790721 request. 

CONDON, V.H. General Public Utilities - OPU Service Corp. BO/Il/17. 
Ip. 07141:293. 


—8012020669 Forwards 801107 rept re TMI-2 accident t, aftermath. 
CONDON, V. H. General Public Utilities - OPU Service Corp. 
80/11/07. 9pp, 07141:294. 


— 8012020674 Petition to Implement early determination of complaint 
against temporary rates per PA Public Util Commission 800523 
order. 

SMITH, F.U. Metropol fctati Edison Co. 00/10/27, lOpp, 07141:303, 


— 8012020687 Decision denying util petition for increase in leveUied 
energy ad.justment clause. 

BARBOUR, O.H. New Jersey* State cf. BO/10/02. 34pp. 07141:321. 


0, Advisory Committee on Reactor Safeguards reports Zt correspondence 


0012150066 Submits statue rept on TMI-l restart, as reviewed at 24Bth 
ACRB meeting on 801204-06. NRC must issue policy on how 6 
when action plan items are to be applied in restart 
evalvaii on. Licensee should conduct reliability aiiessments. 
PLE88ET, 11. 6. . ACR8 - Advisory Committee on Reactor Bafeguards. 

aO/12/U. 4pp. 07240:019. 


8012310384 Submits status rept on proposed restart of facility per ACR8 
248th meeting on 801204-06 NRC statement of policy on howi h 
when various components of action plan, near-term OL list 6 
790809 order will be applied needed. 

PLEBeET, «. 8. ACRS - Advisory Committee on Reactor Befeguards. 
ao/ia/ll. 4pp, 07369:106. 


P. Operating license stage documents 6 correspondence 


8012020753 Forwards seismic quoU f ications of auxiliary feedwater syi 
in operating PNRs t( describes program NRC is undertaking 
to review capability of operating PHRs to remove decay 
heat following earthquake. 

ECBEIIHUT^ D. G. Division of Licensing. 80/10/21. 4pp. 


G0121600SO Ltr to operating plant licensees, OL applicants U CP holders. 
Forwards NUR£0~0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
End 1 implementation dates will be net. 

EtBENHUr* D. 0. Division of Licensing. 80/10/31. 7pp. 


0012230563 Ltr to all power reactor licensees forwarding NUREG-0619, 
*'BNR Feedwater Noixle 4: Control Rod Drive Return Line 
Notsle Cracking. " Confirmation that implementation dates 
will be met must be sent within 45 days.H/o end. 

ErSENHUT, D.G. Division of Licensing. B0/U/I3. Ip. 


8012090213 Ack receipt of 800411 Tech Bpec Change Request 92. Claee III 
fte required, 

DI008,R.H. License Fee Management Branch. BO/li/17. Ip. 

07202:203. 


8012080706 Informe of 800603 issuance of Amend 55 to License DPR-SO, 
delating redundant Tech Spec 4. t4 re air treatment sys. 

REIO*R. U* Operating Reactors Branch 2. 80/11/21. 4pp. 071&7:055. 


8012170699 Forwards addl prerequisites for TMI-l restart per NUREG-0694 
6 NUREO-0737. Required items Include control room, dei ign, NB08 
vendor review of procedures, shift manning & training for 
mitigating core damage. 

EtBENHUr, D.O. Division of Licensing. BO/U/25. 7pp. 07269:309, 


0012020464 Requests mod to Tech Epees Change Request 34A,App BiPage 7, 
r« radiological 6 nonrad to log leal ET8 for chlorine 
monitoring. 

KUKILL,H.D. Metropolitan Edison Co. 80/11/26. Ip. 07141:255. 


— 8012020468 Proposed ETS 2. 2 1 re chlorine monitoring, 
a Metropolitan Edison Co. 80/11/26. Ip. 07141; 2p6. 
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00120402^3 Foruardi buo ivbs q4 ^ddl *alcrofil<n r*#J* o/ THI d«t« 
collected hij util contractor^ Date Itgt & Reduction Orottp. 

U/o end. 

REEOiE. G. HetTopolitan Edison Co. S0/11/2&. Ip. 071i>9:2S4. 


0012290377 Foruardf Suppl 1 to ev^aluatlon of iicentae conpltanct 
u/«hort 4c long-term itemi of Section II of fiffllC 800809 ordiert 
KlfaEO'O£0{>p re TKI-1 restart. Suppl updates Section Ciorifer 
Item 6 4c de sc rites licensee coiiipl lance. 

REIDiR.lf Operating Reactors Branch 3. 80/11/28. 7pp. 07330;3fS, 


— G013290380 Motice ef avaLEabilitg of Suppl t to evaluation for TMI~1 
restarti NUREO-O&aO. 

REIDiR.ll. Operating Reactors Branch 3. 80/fl/2B. 2pp. 

07330:318 


— S0122903B3 "TMl-1 Raster ti Eval ua tl on of Licensee Compliance U/Short it 
Long-Terrt Items of Sect! an II of WRC Order Dtd 790809. Met Ed 
Coi et air" Sup pi 1. 

e Division of 1.1 censing. NiJR£G-0d>a0 81. 80/11/30. 200pp. 

07330:320. 


0012090348 Submits mod to Tech Specs Cfiange Request 53 re nomenclature 
describing radicactive contamination analys i s. Tech Gpccs 
Change Request S3. 2 received in Amend 2?. 

HUKILLiH.D. Metropolitan Edison Co. B0/12/C3. Ip. 07201:169. 


6012170481 Advises that fuel asseisbly holddoutn spring eioA vas 
completed on fuel atsembllct in spent fuel poo-1. No failed 
springs uere found. 

HUK I LLr K. 0. Metropolitan Edison Co. 80/12/09. Ip. 07270:290. 


8012220730 Notification of 801216 meeting Uf/S&N owners group in 
BethesdarMD re resolution programs 6 schedules of TMI^S 
test action plan items. 

THROM<E. D. Reactor Sgsteni Drench. 80/12/09. Spp. 


801224D474 Notification of 801216 meeting -M/BtiW owners group for small 
break LQCAs in Bsthesdai-MD for presentation of programs & 
schedules for resolutions of THl-R test action plan Itams. 

THROMfE. D. Reactor Egstems Branch. 00/12/09, 2pp. 


0&t2l6O&21 Foruards info re anvlron qualification of ea f etg^re latad 
equipment per BOIOOt request. 

HlfKILL<H.D. Metropolitan Edison Go. 80/12/12. 2pp. 07263:091. 


60122?0:?35 Forwards listing of outstanding Tech Specs change requests 
aL'altlng NRC review in approval & respective Implementation 
period requests. 

HOKILLiH.D. Metropol itan Edison Co. 00/12/16. 2pp. 07303:250. 


8012300393 Forwards response to Items 3 It 4 af 000811 Itri provl ding 
addl financial Info It comments on 801107 progratnmatic EIS. 
MWKlLLtH. B. Metropolitan Edison Co. 60/12/22, 4pp. 07350:001. 


8012300609 Informs that licensee response to NUliEO-0737 will be delaufd 
until ei0t09. 

IHUKILL I H. D. Metropol itan Edison Co. 80/12/24. Ip. 07357:329. 


0. Inspection repqrtSf I£ Bulletins I: correspondence 


0012020210 Forwards IE Insp Hept 50'-2a9/80“26 on 800910-12. Mo 
mflncomp i lance n-otcd. 

CARLSOHj R, T. Region Ir Phi lade Iphia* Reactor Construct ion li 
Engineering Support Branch. 80/10/02, 2pp. 07142:093, 


—6012020216 IE Insp Rep t 50-289/80-26 on 0009 10-12, No nancompUance 
noted. Major areas inspected. uort activities It qualltg 
records re restart program. 

PAOHNOfR. J. Region 1. Phi lade Iph la« Office of the Director. 
EBNETEfti S. D. Region !■ Phlladelphlat Reactor Construction 8< 
Engineering Support Branch. BO/10/01. 4pp. 07142:095. 


8012160304 Forwards IE Insp Rept 50-289/80-27 on 800910-30. No 
nancomplience noted, 

BRVMNERcE. vf. Region !• Ph 1 lade Iphlat Reactor Operations Nuclear 
Support Branch. 80/10/09. 2pp. 07261:355. 


—8012160309 IE Insp Rept 50-289/80-27 on 800910-30. Nq noncomp L lance 
noted. Ma jer areas Inspsc ted: ma int activities re concerns 
erpressid in prehearing prectedings of ASLB. 

flETTEI^HAUSENrL. Region Ir Ph i ledelpbiar Office of the Director. 
KEtM10»R. R, Region li Ph i ladet phia» Reactor Opsratlons Nuclear 
Support Branch. 80/10/08, Itpp. 07261:357. 


0012300165 forwards^ IE In«p Rept 50-209/80-28 on 800923-23, No 
noncompliance noted. 

CARLSON^R.T. Region li Ph 1 ladelph lar Reactor Construction 
Engineering Support Branch. 80/10/14. 2pp, 07356:284. 


—0012300169 IE Insp Rept 50-289/80-20 on 800923-25. No noncomp I lance 
noted. Majror areas ins pec tod; Inital latlons associated w/f£re 
protection program mods under Task NM-40. 

KQLTAYfP. Region 1. Philadelphia. Office of the Director, 
EBMET£R>8. Region Ir, Ph 1 ladelph ia< Reactor Construction 6 
Englriaerlng Support Branch. 00/10/10. 3pp. 07336:206. 


0012020321 Requests that response to IE Bulletin BO-lSr "Possible Loss 
of Emorgepcq Notification 8gs <EN3) W/Loss of Offsite 
Pouepr” be resubmitted oi/oath or affirmation within 10 dags 
of raceipt of ltr«per 10CFR50. 54. 

ORlERrB.H. Region li Phi Udelph iSi Office of the Director. 

80/10/23. Ip. 07143:115. 


0012170404 Forwards IE Info Notice 0O-38r "Cracking In Charging Pusp 
Casing Cladding. ** No written response required. 

DRIER# B. H. Region Ir Ph i ladelph la# Office of the Director. 
80/10/30. Ip. 07269:116. 


6012020791 Forwards rasubaiitted response to IE Bulletin 60-15 it 
required oath of affirmation per NRG 001023 Itr. 

HUKILI. 1 H.D. Metropolitan Edison Co. 80/10/31. Ip. 07147:332. 


—8012020799 Submits response to IE Bulletin 00-15 w/requlred oath of 
affirmation per NRC 80-1023 Itr. Review of emergency 
notification sgs conducted in conjunction w/Bell of PA.8gs 
will remain functional in event of lots of offdite power. 
HUKILLrH.D, Metropolitan Edison Co. 80/09/29. 3pp. 07147:333, 


6012120141 Forwards IE Bulletin 00-21, "S/alve Yokes Bupplied btf Malcola 
Foundry Coi Inc, " Nritten response required. 

ORIERfB.N. Region 1, Philadelphia, Office of the Director. 

00/ 11/06. Ip. 07230:200. 


0012190366 Informs util of issuance of new NRC personnel identification 
badges, ef fee tlve after BOl 130. Examp le end. 

MARTIN, (I. J. Region 1, Ph i lad# Iphia, Safeguards Branch, 00/11/06. 
3pp. 07286:147. 


6012030764 Forwards IE Info Notice 00-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Otpr essur i xa tlon. " No written response required.' 

ORIER*B.H. Region 1, Ph itaijelphia. Office of the Director. 
60/11/07. Ip. 07150:272. 


0012080549 Forwards IE Info Notice 80-41, "Failure of Suing Check Valve 
In Decay Heat Remioval 8ys at Davis Besie Unit t. " Mo 
resporse required. 

GRIER. B.H. Region 1, Ph 1 ladelphia, Office of the Director. 
eO/il/10. Ip. 07182:360. 


8012040095 Forwards IE Bulletin 00-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/correc tive actions. 

GRIER. D.H. Region 1* Ph i ladelphia. Office of the Director. 
00/11/14. Ip. 07158:015. 


0012220079 Ack receipt of 801103 Itr Informing NRG of steps taten to 
correct violations noted in IE insp Rept 50-209/80-24. 

MARTIN,N,0. Region 1, Philadelphia, Safeguards Branch. 00/11/18. 
tp. 07306:351. 


— 6012220000 Responds to NRC 001000 Itr re violations noted In IE Insp 
Rept 50-209/80-24, Corrective actions withheld (ref 
10CFR2, 790 J. 

HUKILL.H, D. Metropolitan Edison Co. 00/11/03, Ip. 07306:352. 


—0012220082 Forwards IE Insp Rept 50-209/00-24 on 000823-29 M notice Of 
violation, Notice of violation withheld (ref 10CFR2, 790). 

MARTINtU. 0. Region ir Phi ladelph le. Safeguards Branch. 00/10/09. 
2pp. 07306:353. 


—0012220085 IE Imp Rept SO-209/00-24 on 000825-29. Noncomp Uance noted: 
isolation zone not maintained as required. Data 1 Is withheld 
(ref IOOFR2. 790}. 

SHEPHERD, R, E. Region 1, Philadelphia, Office of the Director. 
DEVLfNi^f. N. Region I, Philadelphia, Safeguards Branch. 00/10/06. 
Ip. 07306:355. 


801227O6S1 Advises that written response It required to IE Bulletin 
60-23, '^Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp. " First paragraph erroneously stated no 
written response required. 

GRIER, B.H. Region Philadelphia, Office of the Director. 
80/11/19. Ip, 07295:050. 


8012040242 Dlecusees plans for shift staffing per IE Insp Rept 
50-289/80-19 on 800723-25. Questions plans for replacement 
operators following any author 1 lat ion for restart. Requests 
info re training plans 90 days prior to scheduled restart. 

REIDfR.H. Operating Reactors Branch 4. 80/11/20. 4pp. 07158:169. 
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6012^040508 Forward* IE Bulletin 80-24* "Prevention of Damaga Due to 
Uatir Leakage Iniide Ccntainnient. " Written responte 
req.ul red. Request* info on manpower eitpended. 

ORIERifi.K. Region Ir Ph 1 ladelph ia« Office of the Director. 
80/U/21. 2pp. 07169: 202. 


G012090569 Forwards Info Notice 80-4Si "Effect of Radiation on 
Mgdraullc Snubber Fluid." No written response required. 
ORlERiB.H. Region 1* Philadelphia* Office of the Director. 
SO/ 1 1/24. Ip. 07174:056. 


a0122?D338 Forwards IE Health Phqslcs Appraisal Rept 50-2B9/Q0-22i 
notice of violation significant appraisal findings. 

ORIER.S.K. Region I* Philadelphia* Office of the Director. 
80/11/26 5pp. 07308:036. 


— 8012220342 Notice of violation from health physics appraisal on 
80d728~OB08. 

* Region 1* Ph I lade Iph lai Office of the Director. 80/11/19. 4pp. 
07308:041. 


— 8012220348 IE Health Physics Appraisal Rept SO''209/BO-22. Noncomp 1 iance 
noted: lack of effective mgt oversight in assuring 
radiological control s* training radwaste organisation not 
clearly defined. 

N£ELY»0. R. * NlMITZfR.L. * DDNALDfiON* D. E- Region I, Phi ladelphia, 
Office of the Director. 80/11/19. 279pp. 07308:045. 


8012160446 Submits interim rept in response to IE Bulletin 79'-l7* '^Plpe 
Cracks in Stagnant Borated Water 8ys at PWR Plants.*' Six 
welds remain on repair /rep lacement list 4; will be completed 
by end of 

HWKILLiH. D. Metropolitan Edison Co. 80/12/12. 2pp. 07263:055. 


R. Periodic operating reports I; related correspondence 


8012020482 Forwards observation wells data sheet inadvertently omitted 
from 801119 rept, 

RIETHLE^W.E. Oeneral Public Utilities - OPU Service Corp. 80/11/24. 
3pp, 07148: 129. 


8012160473 Forwards "TMl Aquatic Study , Month ly Rept for Oct 1980.** 
Requests NURE0-0S96 re nonrad lolog leal consequences of 
facility accident on aquatic biota 6 fisheries of 
8usqehanna River. 

TElTTiT.R. Oeneral Public Utilities - OPU Service Corp. 80/12/09. 
tp. 07249:011. 


-8012160466 "TMl Aquatic Study* Month ly Rept for Oct i960.*' 

NARDACCIrO. A. Ichthyolog leal Assoclatesi Inc. 80/12/09. 27pp. 

07249:012. 


8012190517 Forwards monthly operating rept for Nov 1900. 

HUKILL*H. D. Metropolitan Edison Co. 80/12/15. Ip. 07287:091. 


■8012190919 Monthly operating rept for Nov 1900. 

MITCHELLrD. 0. Metropolitan Edlion Co. 80/12/13. 6pp. 07287:092. 


6. Reportable occurrences* LERs & related correspondence 


8012190092 PNO-THl -80-53: on 80l208*utll issued press release stating 
that claim of four billion dollars was filed against NRC 
for neglience re performance before TMI-‘2 incident It based 
on estimated cost of TMI'^'2 cleanup. 

CONTEiR.* SKANBAKYiM. I COLLINS* U. TMI Program Office. 80/12/08. 
2pp. 07282: 136. 


8012190110 PNQ- TMI -00- 54: on 801209* fire started In reactor bldg 
containment sump apparently from sparks from air-arch 
cutting operations on grating above sump. Fire extinguished 
u/o damage. 

KAVERKAMP* D. * SHANBAKY, M. . COLLINS* J. TNI Program Office. 00/12/09. 
2pp. 07282: 138. 


T. Hearing transcript* on non-antltrust matters 


8012040S76 Transcript of 801119 hearing in Harrisburgi PA re restart. 
Pp 3f 940-6* 140. 

a Atomic Safety and Licensing Board Panel. 80/11/19, 200pp. 

07160:208. 


8012040571 Transcript of 801120 hearing In Harr isburg* PA re restart. 
Pp 6* 141-6*331, 

* Atomic Safety and Licensing Board Panel. 80/11/20, 2l0pp. 
07162:001. 


8012040564 Transcript of 801121 hearing in Harrisburg* PA re restart. 
Pp 6,332-6*456. 

e Atoiric Safety and Licensing Board Panel. BO/1 1/21. I04pp. 
07167:001, 


8012040366 Transcript of C01124 hearing In Harrisburg. PA re restart. 
Pp 6, 457-6, 596. 

e Atomic Safety and Licensing Board Panel. 80/11/24. 139pp. 

07164:270. 


8012040556 Transcript of 001129 hearing in Harrisburg, PA re restart, 
Pp 6,597-6*823. 

e Atomic Safety and Licensing Board Panel. 00/11/25. 226pp. 

07164:001. 


8012100177 8upp 1 emental testimony in response to A8LB Question 6 re 
emergency feedwater re I lab i 1 1 ty . Prof qualifications It 
Certificate of 8vc end. 

KEATENiR. W. Oeneral Public Utilities - OPU Service Corp. 
C0LIT2.J.J., R0S6.M.J Metropolitan Edison Co. 80/11/23. 25pp. 

07218:208. 


8012040578 Transcript of 801126 hearing in Harrl sburg* PA re restart 
Pp 6*824-6,937. 

e Atomic Safety and Licensing Board Panel, 80/11/26, 113pp. 

07168:001. 


8012040560 Transcript of Subcommittee on TMI-1 Restart 801128 meeting 
in Washington, DC re NRC status rept on evaluation of 
licensee compliance W/790B09 order or NUREO“O60O Pp 1-260. 
Viewgraphs »ncl. 

» ACR8 - Advisory Committee on Reactor Safeguards. 80/11/28. 
260pp. 07166:001. 


8012040572 Transcript of ACRS Subcommittee on TNI-1 801129 meeting in 
Washington* DC. Pp 261-430. 

e ACRS " Advisory Committee on Reactor Safeguarifs. 80/11/29. 

I69pp. 07155:002, 


8012040594 Transcript of Bubeommlttee on TMI-1 801129 meeting in 
Wash Ington, DC. Pp 431-516. Afternoon session. 

e ACRS - Advisory Committee on Reactor Safeguards, 80/1 1/29. 85pp. 

07165:057. 


8012120444 Transcript of A8LB 801202 evidentiary hearing in Harrisburg* 
PA re restart. Pp 6.938-7,143. 

a Atomic Safety and Licensing Board Panel. 80/12/02. 206pp, 

07235:091. 


a0121i0492 Transcript of 001203 •meeting in Harr isburg* PA re restart. 
Pp 7* 144-7*332. 

a Commissioners. 80/12/03. 158pp. 07226:210. 


8012090098 Transcript of 24eth ACR8 general (nesting on 801204 in 
Washington* DC re facility restart. Pp 1-176. Viewgraph s encl. 
e ACRS “ Advisory Committee on Reactor Safeguards, 00/12/04, 
176pp, 07190:328. 


8012290347 Testimony re UCB Contention 7, Absence of direct indication 
of core water level presents undue risk to public health It 
safety.Prof qualifications 4 Certificate of 8vc encl. 

POLLARD, R.D. Union of Concerned Scientists. 80/12/04. 22pp. 

07333; 102. 


0012220132 Transcript of S01209 restart hearing in Harr liburg* PA. 
Pp 7*334-7*731. 

a Atumlc Safety and Licensing Board Panel, 80/12/09. 196pp. 

07305:001. 


8012290358 Forwards corrected testimony of OF Ross & RA Capra in 
response to ASLD question on UCS Contention 0. Cer t i f Icate of 
8vc end, 

CUTGHIN* J.H. Hearing Branch a 80/12/09. 3pp. 07332:183. 


--8012290562 Testimony in response to ASL8 questions qn UCS Contention 8. 
Praf qualifications encl. 

ROSBjD. F. * CAPRA, R. A Division of Systems Intagratlon, 80/12/09. 
63pp. 07332: 106. 


8012290386 Transcript of 801210 restart hearing in Harrisburg* PA. 
Pp 7*732-7,946. 

* Atomic Safety and Licensing Board Panel. 80/12/10, 2l3pp, 
07331:319, 


8012290361 Transcript of 801211 hearing In Harrisburg* PA re TMl-l 
restart. Pp 7*947-0,139. 

» Atomic Safety and Licensing Board Panel. 0O/i2/tl. 94pp. 

07343: 148. 



102 


DOCKETED ITEMS 


60122303^7 Trarntript 301212 restart Nearing in Harr tahurg* PA. 
Pp e. 14O-0, 25Q, 

4 Atontic Safetij and Licensing Hoard Panel. 80/12/12. J20pp, 
07307: 162. 


8012300604 Trans<rlpfc of SOiai* .-.estlng in Harrlsburgi PA re restart, 
Pp 8,239-8, <^79, 

* Atp«nlt Safety and Licensing Hoard Panel, 60/12/16. 220pp. 

07335; 1&3, 


8012300592 Transcript of 801217 ,Tteettng in Harrisburg . PA re restart, 
Pp B,4a0''a,656. 

* Atort^ic Safety and Licensing Board Panel, 60/12/17. 176pp. 

07333:004, 


G01231C014 Transcript of 601216 hearing in Harrisburg, PA re restart, 
Pp 8.637-6,659. 

•* Atodvic Safety and Licensing Hoard Panel. 60/12/18. 202pp, 

07360:067. 


8012310222 Advisei that retiuestad docu-nents uill be placed in LPBR for 
imp 4 copying. Includes DQE rapt EOO-S5DC-5223, 

NUREO/CR-0110. V atello 001020 Ur.L Blciulfc 790726 nemo ft 
recent operator license etams. 

SWANSUH. D. T. Hearing Branch 1. 60/12/24. 2pp, 07369:269, 


--801231-0226 Forwards N2C proposed testi<nong re liceniee e^gt capability. 
Includes testinsony by LP Crocker.Ffi A1 lenspach* BA Boger ft 
RH Kdnig. 

SWAKSOM, D. T. Hearing Branch 1, 80/12/24. 2pp. 07369:291. 


--6012310232 Transcript of BA Soger testimony re licensed operator 
training (Aanadt Contention 2). Prof qualifications end. 

BOGEftj B. A Operator Licensing Branch, 00/12/24. 9pp. 07369:293. 


--6012310236 Transcript of RR Keitnig testimony re mgt capability t-o 
operate nuclear generating station (Antinuclear Oroup 
Representing York Contenlion 4). Prof qualifications end. 
K£THlO,fl.R. Region 1. Philadelphia, Reactor Operations Nuclear 
Support Branch. 60/12/24. 1 7pp. 07369:302, 


— Q012310244 Transcript of BA Boger testimony re licensed operator 
training CChesapeake Energy Alliance Contention 13). Prof 
qual 1 f Icaticns encl. 

BOGER, B. A. Qperator Licensing Branch. 00/12/24. i2pp. 

07369: 319, 


--3012310249 Transcript of LP Crocker 4 FR AUenspach testimony re 
Aamodt Contention 2. Prof qua 1 if ica t i one encl. 

CROCKER, L.p. • ALLEHSPACH. F. R. Licensee Qualifications Branch. 
60/12/24. 2ipp. 07369:331. 


LP. Cong r essiona 1/Ececuti ve Correspondance 


8012040406 Requests that meeting be scheduled (//CW lieltlnger of 
Lebanon Steel Foundry to discuss THI situation. 

tIALKERi R. 6. House of Rep , Governinent □perations. 80/11/26, Ip. 
07158: 162. 


V. Operator Examinations 


8012040242 Discusses plans for shift staffing per I£ Insp Rept 
90-269/80-19 on 800723-25. Owes t ions plans far replacement 
operators follouing any author i cat ton for restart. Requests 
info re training plans 90 days prior to scheduled restart, 

REIDjR.U. Operating Reactors Branch 4. 60/11/20. 4pp< 07138:169. 


6012170699 Foruardi add! prerequisites for TMl-l restart per NLlREO-0694 
ft KOfiEO-0737. Required items include control room, des ign« N8SS 
vendor review of procedures, sh i ft fanning ft training for 
mitigating core damage. 

EISEHHJTi D. 0. Division of Licensing. 60/11/25, 7pp. 07269:209. 


8012290362 Informs that revised licensed operator qual i f Icat i on ft 
raqual If icatloa training program submitted in response to 
NRC 600320 Itr found unacceptab le. Program must b« revised* 
incorporating ita,ns listed in end. 

COLLINS, P,F. Operator Licensing Branch, 80/12/01. 6pp. 07343^120. 


8012310075 Notifies that licensee revised licensed operator 
qualification ft requal { f Icat Ion training program is 
unacceptable. Open book quifies for periodic evaluation of 
operator knowledge are Inappropriate, Com, ments encl- 
COLLlNSrP.F. Operator Licensing Drench. 60/12/01. 6pp. 07371: 152. 


DOCKET 50-293 PILORIM NUCLEAR POWER SIATION, UNIT 1 


A. Appl lea t ion/c one b rue 1 1 on stage documents ft corr espondsnee 


8012020015 Responds to WA CaBiuell concerns re monitoring of radiation 
received by residents living near nuclear power plants. No 
sinple device can measure internal radiation. TLDs used to 
measure eiternal radiation around facility. 

DIRCKEjH. J. Office of the Executive Director for Operations. 

80/1 1 /06. 3pp. 07141:053. 


— 6012020821 Tech Spec Pages IQI-IBB re environ monitoring ft lurvell Unci 
raqul r emen ts. Rad iat i art Folicy Council agenda item re 
monitoring ft surveillance and. 

* Boston Edison Co, 72/09/30. lOpp. 07141:055. 


F. Security', medical, emergency ft fire protection plans 


8012050538 Informs of a it 1 ' - i i, '-i -'le/jon-y communications sys review ft 
resulting mods to emerg nvy .ic ci ? icat ion sys ft health 
physics nctbiork.NRC will hav'o lamps installed on emargincy 
telephones in all control rooms ft technical support ctrs. 

ORIER, B.K. Region Ir Ph i ladelph la, Office of the Director. 
aO/TI/ 14 . 2 pp. 07174 * 268. 


6012010465 Forwards comments resulting from review of GB0701 emergency 
plan against NURE0-06S4 cr 1 teria. Add 1 info required 
addressing stds in 10CFR50, of f ec ti ve eOllOS.Plan should be 
submitted within 45 days. 

IPPOLITO. T. A. Operating Reactors Branch 2. 60/11/17. 36pp. 

07095: tlO. 


6012120592 notification of 001208 meeting u/utll In BethesdaiMD to 
discuss results of review of emergency plan. 

UlILLIAHBi (1. H. Operating Reactors Branch 2. GO/12/04. Spp. 

07237; 151, 


0. Ad|udi<etory correspondence 


6012190566 Request for hearing on 801024 re order for mod of license. 
DtONANtT. 0. Boston Edison Co. DlONAN, T. 0. Ropes ft Gray. 60/12/04, 
2pp, 07266:156. 


M. Oeneral correspondence 


8012090255 Forwards UA Caswell 600825 proposal that citizens residing 
within 5 miles of nuclear power plants have right to annual 
monitoiing of radiation in bod ies. Monl toring should be 
financed by govt ut i 1 s. Requests response. 

STUBOS.O. E. House of Rep. 00/09/26. 2pp. 07201:076. 


6012020015 Responds to (4A Caswell concerns re monitoring of radiation 
received by residents living near nuclear power plants. No 
simple device can measure internal rad iation. TLDs used to 
measure eiteinal radiation around facility. 

OIRCKSfU. J. Office of the Executive Director for Operations. 
80/U/06. Gpp. 07141:053. 


—8012020821 Tech Spec Pages 181-166 re environ monitoring ft eurvellUne 
requirements. Rad i at ion Policy Council agenda item ri 
monitoring ft surveillance end. 

e Qixton Edison Co. 72/09/30, lOpp. 07141:055, 


P. Operating license stage documents ft correspondence 


60121ft0050 Ltr to operating plant licenseesiOL applicants ft CP holders. 
Forwards NUREO-OyO? re THI action plan requirements, Requests 
operating reactor licensee confirmation in 45 days thet 
End 1 implementation dates will be net. 

EIGEUHOT* D. 0. Division of Licensing. 00/10/31. 7pp. 


8012220356 Lfcr to all CP ft OL holders for BWRs re requirement for 
Imp lementa-tlon of ODYN code foi' licensing basis calculations 
performed by <>8. Applicable to all license applications ft 
proposed amends* Inc lud i ng core reloads. 

EI6Et::H0T.D. 0. Division of Licensing, 60/11/04, 4pp. 07307:335. 


8012010096 Responds to NRC 800702 ltr re model Tech Specs for 
implementation of NUREO-0570* Category A requirements. No Tech 
Spec changes are neces sary. Lists reasons to support final 
dec 1 slon. 

MORISIrA. V. Boston Edison Co. 60/11/06. 4pp. 07098:310. 
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8012010453 Confirmi 801031 oral author 1 zafcion to amend Tech Specs, 
HequiTemepts of 3.5.0 limiting conditions ^or operation 
uaived until 001107 if ontg reason for sgs Inoperab i 1 i tij is 
nliilla damage to screen uash pumps due to tornado. 
riOVAKi T. K. Assistant Director for Licensing. 00/11/07. Spp. 
07095: 105. 


80122SO563 Ltr to all power reactor licensees foruiardlng NURE0-0619i 
**0148 Feedwater Nozzle t. Control Rod Drive Return Line 
Noizle Cracking. “ Confirmation that implementation dates 
will be met must be sent within 45 da^s. U/o end. 

EISENHUTj D. 0. Division of Licensing. 80/11/13. Ip. 


ED12080377 Forwards Amend 44 to License DPR-35. safetij evaluation & 
notice of issuance it ava 1 lab 1 1 i tg. 

IPPOLlTOiT. A Operating Reactors Branch 2. 80/11/17. Spp, 

07ie£i: 283. 


--0O12O8O573 Amend 44 to License DPR-35f mod i fgtng Tech Specs for 
bemporarg relief from limiting condition of operation In 
Section 3.5.0 re operability of salt svc water lys, 

IPPOLITOr T. A. Operating Reactors Branch 2. 80/11/17, Spp. 

0718^:285. 


•'-BOI2O8057B Safety evaluation supporting Amend 44 to License DPR-35. 
a Office of Nuclear Reactor Regulationj Director. 80/11/17. 2pp. 
O710A: 290. 


— 8012080582 Notice of issuance 4: availability of Amend 44 to License 
DPR“35. 

IPPOLITOi T, A. Operating Reactors Branch 2. 60/11/17, 2pp. 

07186: 292. 


8012010233 Proposed Change 80-6i amend Ing License DPR^SO* re Tech Specs 
for single loop operation. Safety es'aluatlon 4t Class HI fee 
end. 

HOUARDiJ. E. Boston Edison Co. 80/11/21. i4pp. 07097:336. 


— 3012010241 Proposed Tech 3pecs» Sections 2. 0 it 3. 0 re single loop 
operation. 

# Boston Edison Co. 80/11/21. IGpp. 07097:348. 


6012170483 Responds to NRC 800924 ltr requesting mods to power supply 
for reactor protection sys. Engineering evaluation for 
changes uiU be completed by liar 1981 Proposed pods ulll be 
submitted by Apr 1961 4 installed during refueling outage. 

NGRISr^A. V. Boston Edison Co. 80/11/26, Ip. 07270:291, 


8012220485 Responds to 800911 memo requesting that Gfc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revlsed Agreement State burial site cond 1 tions. Forwards 
retu 1 ts of IE survey. 

OENTOlliH. R. Office of Nuclear Reactor Regulationi Director. 
80/12/04. 2pp. 


— 3012220506 Forwards tabulation t summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 37X of reactors surveyed w/7tX 
planning or considering increasing storage capacity. 

BANOARTjR.L. Effluent Treatment By stems Branch. 80/11/06. 0pp. 


8012230354 Discusses development of continuous monitoring program to 
detect movement of 4: damage to breakwater armor stone. 

Requests rapt be considered part of regular reporting 
requirement. 

ttOftlSI.A. V. Boston Edison Co. 80/12/05. 3pp. 07311:142. 


8012300691 Forwards Amend 43 to License DPR-*35 6 notice of issuance 6t 
ava i labl 1 Ity . 

IPPQLITOi T. A, Operating Reactors Branch 2. 80/12/10. 3pp. 

07363: 016, 


— 8012300697 Amend 45 to License DPR-SSt revising Tech Spec provisions re 
high radiation areas to provide more comprehensive treatment 
of requirements. 

IPPOLITOr T. A. Operating Reactors Branch 2. 80/12/10. 8pp. 

07363: 020. 


--8012300700 Notice of issuance 6 availability of Amend 45 to License 
DPR-35, 

IFPOLITO<T. A. Operating Reactors Branch 2. 80/18/10. 2pp. 

07363:027. 


9012240272 Informs that review process is continuing to compare various 
aspects of new criteria contained in NUREO^OyS? w/esisting 
pos 1 tioni. Comments on positions identified in NyfiEO-0737 
. enc 1 . 

MORiairA. V. Boston Edison Co. 80/12/15. 95pp, 07323:057, 


0. Inspection reports. IE Bulletins I correspondence 


8012020316 Requests that response to IE Bulletin B0-t5i “Passible Loss 
of Emergency Notification Sys (ENS) N/Loss of Offsite 
Pocjeri '* be resubmitted u/oath or affirmation within 10 days 
of receipt of ltr, per 1OCFR50 54 

ORlERrB.H. Region Ir Fh i ladelph la. Office of the Director. 

80/10/23 Ip. 07143; 109. 


8012120072 Forwards IE Bulletin 60-21, “Valve Yokes Supplied by Malcolm 
Foundry Co# Inc. “ Written response required 

ORIERrB.H. Region 1. Philadelphia, Office of the Director. 

80/ 1 1 /06. Ip. 07230; 273. 


8012190340 Informs util of issuance of new NRC personnel identification 
badges, af fee tlve after 801 130. Examp 1 e encl. 

HARTIM, W. J.. Region 1, Philadelphia, Safeguards Branch. 90/11/06. 
2pp, 07266:099. 


8012030770 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Dapressur I zation. " No written response required, 

GRIER^D.H. Region 1. Philadelphia, Office of the Director. 
00/11/07. Ip. 07150:284. 


8012240242 Resubmits responses to IE Btilletin 80-15, "Possible Loss of 
Emergency Notification Sys (ENS) W/Loss of Offsite Power, 
under oath of affirmation. 

M0RISI,A.V. Doston Edison Co. 80/U/07. Ip. 07328:212. 


— 8012240256 Responds to IE Bulletin 00-15, "Possible Loss of Emergency 
Notification Sys (ENS) W/Loss of Offsite Power." Audio 
circuits of ENS failed to have uninterrupted power 
supply for einnrgency backup power. 

KORISI, A. V. Doston Edison Co 80/11/07. 3pp, 07320:213. 


— 8012240270 Provides supplemental response to lE Bulletin 00-15/ 
"Possible Loss of Emergency Notlf icatlo-n Bys (ENS) W/Loss of 
Offsite Power." Mods 4 testing of EN3 ring circuits In NRC 
ofc trailer extension phones completed on 000930. 
raRISI,A.V, Boston Edison Co. 80/11/07. ip, -1. 07328:216. 


8012090477 Forwards IE Info Notice 80-41, "Failure of Swing Check Valve 
in Decay Heat Removal Bys at Davis Basse Unit i. " No 
response required 

ORIER.B.H. Region 1, Ph 1 ladelph ia, Office of the Director. 

00/11/10, Ip. 07102:333, 


8012040050 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires ostimate of 
manpower associated w/c-orrec tl ve actions. 

0RIEA«9. H. Region 1, Ph i lade Iph la. Office cf the Director. 
00/11/14. Ip. 07170:001. 


8012220629 Advises that written response is required to IE Bulletin 
00-23. "Failures of Solenoid Valves Mfg by Valcor 
Engineering Carp," First paragraph erroneously stated no 
written response required. 

GRIERiB.H. Region 1, Philadelphia, Office of the Director. 
00/11/19. ip. 07293:135. 


0012040504 Forwards IE Bulletin 60-24, “Prevention of Damage Due to 
Nater Leakage Inside Containment," Ifritten response 
required. Requests info on manpower expended. 

GRIER. B.H. Region 1, Ph 1 ladelph ia. Office of ths Director. 
80/11/21. 2pp. 07169:196. 


8012050528 Forwards Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 
ORIER/Q.H. Region 1, Ph i ladelphia, Office of the Director, 
80/il/24. Ip. 07174:026 


R, Periodic operating reports k related correspondence 


8012160416 Forwards monthly operating rept for Nov 1980. 
tiACHON, R D. Boston Edison Go. 80/12/01. Ip. 07254:117. 


--8012160418 Monthly operating rept for Nov 1980. 

WHITNEY/Q.o. Boston Edison Co. 80/12/05, 6pp, 07254:118. 


8012290172 Forwards revised monthly operating rept for Oct 1980. 
MACHQNiR.D. Boston Edison Co. 80/12/17. Ip. 07344:166. 


— 8012290176 Revised monthly operating rept for Oct 1980, 

WHITNEY/ 0.0. Boston Edison Co. 80/12/17. ip. 07344:167. 
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S, Rapartdftle occoi- ranee LERi h. related co-rreapondence 80l22V033t Forwards LER 60-091 /03L'*0. 

HACHQN.R.1>. Boston Edison Go. 80/13/23. Ip, 07343:103. 


8012090536 Responds to 801031 telccun re reactor ceelant sy« 
dep r Essur i I at i on at ■facititij on 801031. Enunera tet actions 
taken util Ik requests response such actions differ 
actions actualli^ planned bg util. 

QRIERfB.H Region I, i lade I phia. OPjUe oP the Director. 
80/ 10/31. Jp. 07207:010 


8012020599 For>^ar4i LER e0-O85/03L-O. 

MACHQM.n D. Boston Ed I mn Co. 80/11/20. ]p. 07145:263. 


—8012020606 LER 80-085/03L-0: on 801023. HPC I age turbine reached i30X of 
4 j 000 rpn full flour sp eed . T e nd er i ng sys I noperab 1 e. Caused bij 
failure of turbine governor k resistor in speed control 
circuitry Governor k resistor replaced, 

«CLOUOhi,IN. i-l. T Boston Edison Co. 80/11/20. Ip. 07145:269. 


8012010341 Forb^ards LER 6O-086/04L-0. 

MACHOM.R.D. Boston Edison Co. 80/11/24. Ip. 07092:161. 


—8012010347 1.ER 00- 086/04 L-0 on 801024, c ondens er delta T eiceeded Tech 
Spec lioit. Caused by increasing sea uiater teep 6 lowering 
tide level. 

MCLOUCHLlfl. ti T. Bos ton Edison Co. 80/11/24. Ip. 07092:162. 


8012020615 Forwards LER 80-004/01 X-0. 

MACHOM. R D. Boston Edison Co. 80/11/28. Ip. 07145:276. 


— 80120^0622 LER 80-084/01 X-0 on OOliJS.leak dtstovered In S-lnch reactor 
vessel drain line connected to reactor water cleanup sys. 

Caused by slag inclusions in pipe coupiiing weld due to 
fabrication def ec t. Reac tor shut down Lueld repaired. 

* Boston Edison Co. 80/11/20, 2pp. 07145:277. 


8012080409 Forwards LER 60-OB2/03L-1. 

KACHOILR. D. Boston Edison Co 80/12/01. Ip. 07186:314. 


--0OISO9O417 LER aO-0&2/03L- 1 : on 801030, review of 001010 event re 
ovarcurrent trip of 4aO-volt breaker B52-204 revealed 
s ini lar eviints occurred in June 1979 6 Apr 1930. Cause 
unknoun. R«vl «w of current loading requested. 

MCLOUGHLiri, «. T. Boston Edison Co. 80/12/01. Ip. 07186:315. 


8012100573 Forwards LER 80-094/01 X-l . 

MACWDN. R. D. Osston Edison Co. 80/J2/01. Ip. 07218:199. 


--8012100576 LER 80-084/01 X- I : on 801 113, water leak discovered from 2- 
inch reactor vessel drain line. Caused by faulty weld.Ueld 
isolated & ground ouh. Coupling reuelded. 

HCLOJOHLIN.-M T Boston Edison Co. B0/lt/2B. 2pp. ■07218:160, 


eoi2l5a'09l Forwards LER BO-0S7/O3L-0. 

MACHOll.R. D. Bas ton Edison Co. 80/12/05 Ip. 07237:285. 


--80121*0092 LER B0-087/O3L-0' on 801106, leak rate In dryuell calculated 
at 5.95 gpen. Caused by leaking packing on S recirculation 
pump discharge motor operated valve 202- 5S. Valve repacked, 
MCLOVOHlIM. h. T Boston Edison Co. 50/12/05. Ip. 07237:286. 


8012220442 Forwards LER QO-Ofi0 /03L-0. 

HACHOILR D. Boston Ed i son Co. 80/12/16. Ip. 07307:358. 


--9012220457 LER 80-088/03L-0: on 801 J 16. found low deisel fire pump 
tP-l40k flow rate during surveillance test G.D.l, Caused by 
diesel generator operating at appror 1659 rpm.Dlesel 
governor control adjusted. 

HCLOVOHlTN, h, T Boston Edison Co. 80/12/16. Ip. 073-07:359. 


8012230351 Forwards LER 80-0S9/O3L-O. 

ffACHOI^n D. Boston Edison Co. 80/12/17, ip. 07311:236. 


— 5012230356 LER 80-089 /03U-0' on 901 1 1 7, torus uater level indicator LR 
5033 on panel C903 in control room began to oscillate 
irrajlcally. Instrument Jeclarerf Inqperab I e. Caused by failure 
of forced balanced motor boyancy level transmitter. 

KCLCVOHlIM, M, T Boston Edison Co. 80/12/17. Ip. 07311:257. 


ao 12300401 Forwards LER 80-090/C4T-0. 

MACHOri, R.B Boston Edison Co. 30/12/19. Ip, 07359:352. 


0Ol23vO4O7 LER 80-090/04 T-0: on 60t2lS, analys 1 s ript received indicating 
excessive mussel sample Caused by facility operation. 

HCLQUOHlIKMI. T. Boston Edison Co, 89/12/19. Jp. 07339:353. 


—8012290343 LER B0-O91 /03L-0: on B01122,air operated valve 5049K 
did not operate during routine surveillance testing for 
drywell to torus vacuum breaker operab 1 1 i ty. Cause yet to be 
determined Investigation schodul ed, rept to be Issued. 
HCLOUOHLiNrH. T. Boston Edison Co. BO/12/22, Ip. 07343:104. 


U, Congres s ( anal /Executive Correspondence 


80123-0-0176 Inquires about plant containment dome 6 questions raised r* 
design stds at facility. 

TSONOAS,P.E. Senate, 80/ 1 2/1 6. ip. 07356:289. 


DOCKGI 50-295 ZION NUCLEAR POWER STATION, UNIT 1 


F. Security, modlcalj emergency k. fire protection plans 


8012040248 Inforevs of no present implementation requirement re fire 
protectlcT) mods Completion of items will be governed by 
schedules in revised 1OCFR50. 48 to be published in FR 
notice. 

EI8ENHUT, D o. 81 vl s t an of Lie ensing, 80/11/17. 5pp. 07170:207. 


6012020167 Discusses planned mods to emergency notification sys & 
health physics networfc.KRC will pay for installation of 
output jacks to provide capability for adding one-way 
speak ors. li/o end health physics network manual. 

KEPPLERtJ, 0. Region 3, Chicago, Office of the Director. 80/11/19. 

2pp. 


6012120576 Resubmits security plan revisions, in response to NRC B00910 
It 1119 Itrs.Plan withheld from public disclosure (ref 
10CFR2, 790), W/o end. 

ABbL, -J. S. Com.^oriweal th Edison Co. 00/12/08. Ip. 


8012290346 Forwards evaluation of fire protection items provl^e*^ in 
800430 & 791031 Itrs, Smoke detection sys, gas suppression 
sgs,C&R tupprassion sys I: water suppression sys found 
accep tab I e 

VAROA, S. A. Operating Reactors Branch 1, 00/12/09.^ 5pp. 07346:001. 


If General correspondence 


8012020642 Responds to 600915 Itr to President Carter. Forwards 
favorable presidential position on nuclear energy. Notes 
efforts to insure safeguards. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
80/ 10/27. Spp 07256:310 


8012240403 fOIA request for four categories of documents re cracks In 
containment of facility reactors. 

SHINEFlUGiM. ni Inois Safe Energy All lance. 80/11/18. Ip. 

07323: 132. 


0012240400 Responds to FOIA request for four categories of documents rt 
cracks in containment of facility reac tors, Forwards 
NURE0/CH~l4n St 800730 summary t presentation from 800617 
tochnotogy exchange meeting u/utils.U/o end NUREQ/CR-141 1. 

FELTON, J. If. Division of Rules and Records. 80/12/15. Ip. 

07324: 306. 


O, Advisory Committee on Reactor Safeguards reports k correspondence 


6012020068 Gummary of Subcommittee on Class 9 Accidents 800702 meeting 
in InglawaodfCA r« possible mitigation features. 

a ACRE - Advisory Committee on Reactor Safeguards. 80/09/17. Bpp, 


P. Operating licens-e stage documents 6 correspondence 


8012020/53 Forwards seismic qual if icatlons of auxiliary feedwater lys 
In operating PWRs t- describes program NRC is undertaking 
to review capability of operating PliRs to remove decay 
boat foUguing earthquake. 

EISENHOT, D. 0. Divls i on of Licens ing. 80/10/21. 4pp. 


8012160050 Ltr to operating plant licensees, OL applicants Ik CP holders. 
Forwards NUnEO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation In 45 days that 
End I ijrp I omenta t ion dates will be inet. 

EISENHUT, 0. O. Division of Licensing. 00/10/31. 7pp, 
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aOt22SOS&G Ltr to all pouer reactor licensees foruardinfi NURCO-061?. 
’'BUR Feeduatcr NoixIb Control Rod Drive Return Line 
1 le Crack ing. " Gonf irmati on that implementation dates 
will he met must be sent urithin 43 days.U/o end. 

£ISENKUTi D. D. Division of Licensing. 80/11/13. Ip. 

I 

8012180620 Foruards Amends 33.51 t. 45 t6 Licenses DPR-2. DPR-19 U 
DPJl-aSr respect ivflly . Amends 60 t; 53 to Licenses DPR~29 Zt 
DPt^-*30r respective! V Amends 5B & 55 to Licenses DPR-O? Sc 
DPft-4gf respec tively. Safeguards contingencg plans acceptable, 
CRUrCHFIEi Or D, Operating Reactors Branch 5. 00/11/17. 3pp. 


--8012180669 Amends 53 i- 55 to Licenses DPR-39 I DPR-4e» respective! g, 
rei^uirlng Implementation of safeguards contlngancg plan. 

VAROArS. A, Opehating Reactors Branch 1. 30/11/17. 4pp. 

07271:339, 


— 8012180671 Notice of issuance of Amends 32i 51 2( 45 to Licenses DPR-2r 
DPR-19 L DPR-23i respec tivelgr Amend 5 60 6 55 to Licenses 
DPR-89 t DPR-30# respec fcivolg U Amends 39 |c 35 to Licenses 
DPR-39 U DPR-49f respec ti ve Ig re safeguards contingency plan. 
CRUTCHFIELD. D, Operating Reactors Branch 5. BO/tl/17. 2pp, 


B01202010S Reaffirms util commitments re request to replace spent fuel 
racks. ASLAB concluded that inclusion of commitments In QL 
unnecessary. Commitments to be included in. updated F8AR. 

TRAMI1.T.R. Commonwealth Edison Co. GO/11/20. Ip. 07130:362. 


80-18170497 Forwards rec^uest for addl info re containment purge ^ vent 
valve operability to complete review of util 300308 
submittal. Defer iptlon of seismic i^ua 1 i f I cat Ion of valve 
assembly required. 

VAROA. S. A. Operating Reactors Branch 1. 30/11/25. 4pp. 07270:333, 


6018080301 Forwards tabulation of planned environ qual 1 f Icatlon testing 
program, in response to NRC GOlOOl ltr, 

ABEL. J. 6, Comnonuieal th Edison Co. 80/11/26. 4pp. 


6018110^54 Application to amend Licenses DPR-39 Zc DPR-48 to permit use 
of max of four extended burnup fuel assemblies in facility 
Cycle 6 reload. 

TRAHII. T. R. Commonwealth Edison Co. 80/12/03. 3pp. 07229:309. 


8012290247 Suppls 800623 response to NRC request far Info re adequacy 
of station electric distribution sys voltages. 

TRAMHrT.R, Commonwea I th Ed isoi> Co. 80/18/19, Ip. 07343:141. 


801830063? Forwards Bethlehem Steel Corp ’’Rept of Mechanical & Chemical 
Test." re 700515 Shipment 1 60- 1 749, Rep t discusses Zion 
raactoi' eoalant pump support rods. 

TRAMH. T. R. Commonuiealth Edison Co. 90/12/83. 2pp. 07346:167- 


0. inspection reports. IE Bulletins 4: correspondence 


6012170510 Forwards IE Info Notice 80-37, 'Containment Cooler Leaks Zt 
Reactor Cavity Flooding at Indian Paint Unit 8. " No uritten 
response required. 

KEPPLER.J. O. Region 3, Chicago, Office of the Director, 80/10/24. 
tp- 


8012080/43 Forwards three Performance Appraisal Branch insp repts & 
mgt evaluation tree w/user guide so that facility can 
compare program to program already reviewed Zt ,7»aie 
appropriate adjustments tf/o enc 1. 

KEPPLER.J, 0. Region 3, Chicago, Office of the Director. 80/11/13. 
4pp. 


6012040874 Aefc receipt of BOlOOl ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-895/80-09 fc 
50-304/00-09. 

HINOj J. A. Region 3. Chicago. Safeguards Branch. 80/11/10. Ip. 
07163:265. 


--3012040284 Suppls 800703 ltr re violations noted in lE Insp Repts 
30-295/00-09 U 50-304/80-09. Corrective actions : draft to be 
completed stating contractor screening guidelines in more 
precise language. 

ASEL.U.S. Commonwealth Edison Co. 60/10/01. 13pp. 07163:266. 


0012040037 Ack receipt of 801015 ltr providing results of Dergen- 
Patterson steam generator snubber test ing. Provides list of 
cocments. More detail should be provided for stiff spring 
mod which altered original valve bloc! design. 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director. &0/II/20. 
2pp. 07170:802 


—S0I2-1 10267 Proposed revision to Tech Spec Figure 3.2-6 t< Page 70 to 
permit use of max of four extended burnup fuel assemblies in 
facility Cycle 6 reload. 

• Commonwealth Edison Co. 80/12/03. 3pp. 07885:312. 


— 8018040064 Forwards "Results of Unit 8 Steam Generator Bnubber 
Testing at NH Testing Lab (K!HTL) May, 1980, " in response to 
JO Keppter 800117 ltr request. Based on rept,wtll has 
concluded that snubbers successfully completed tests. 

ABEL,J.S. Commonwealth Edison Co. 80/10/15. 2pp. 07170:884 


3018280485 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/rfv£s»d Agreement State burial site condl tions. Forwards 
rtsultp of IE survey, 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
00/12/04. 2pp. 


—8012220506 Forwards tabulation Z> summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 375< of reactors surveyed u/7lX 
planning or considering increasing storage capacity. 

BAM04RT, R. L. Effluent Treatment Systems Branch. 80/11/06. 8pp- 


8012290342 Informs that low pressure gross leak test of containment 
must be performed prior to any startup from cold shutdown. 

Different gross leak test ensuring containment integrity (< 
mininiilng personnel exposure might be allowed. 

VARDA, B. A. Operating Reactors Branch 1. 80/12/00. 3pp. 07346:005. 


B0t8290-210 Responds to 000306 ltr requesting guidance on testing 
methods of wedge-opening-loading specimens from facilities. 

NUREO- on fubj will be Issued by end of 1900 & made 
available to utils by mld-l9ai. 

VAROAiB.A- Operating Reactors Branch I. 80/12/09. 3pp. 07343:356. 


8012170447 Submits schedule for trans,mi tting proposed Tech Specs 
changes covering 10 TKI-2 Lessons Learned Category A Items 
por 800702 request. Al ternate schedule also proposed. 

TRAMM,T.R Commonwealth Edison Co, 30/12/11. 3pp. 07269:148. 


8012170486 Forwards response to NRC 001031 ltr requesting confirmation 
that implementation dates indicated in NURE0“O737 will be 
mat. Ability to meet required dates for major mods is 
contingent upon hardware availability t< delivery. 

ABEL. J. 8. Commonwealth Edison Co, 80/12/15. 37pp. 


—8012040068 "Results of Unit 2 Steam Generator Snubber Testing at NH 
Testing Lab INHTLI May, 1980. •’ 

« Commonwealth Edison Co. 80/10/15. I2pp. 07170; 2Q6. 


6012040667 Forwards IE Dullottn 80-34, "Prevention of Damage Due to 
Mater Leakage Inside Containment." No written response 
required. 

KErPLER,J. O, Region 3, Chicago, Office of the Directar. 00/11/21. 

2pp. 


8012080087 Forwards IE Info Notice 60-48. "Effect of Radiation on 
Hydraulic Snubber Fluid,” No written response required. 

KEPPLER.J. C. Region 3. Chicago, Office of the Director. 00/11/24. 

2pp. 


8012170400 Forwards monthly status rept of evaluations performed in 
response to 1£ Bulletin 79-14, "Seismic Analyst* for 
As-Bullt Safety-Related Piping 8ys. " No sys identified 
w/str«ts exceeding 1/2 matl ultimate stress at DDE loadings. 
JANEGCK.R.F, Commonwealth Edison Co. 80/11/24. Upp. 


6012230223 Forwards new security badge numbers k clearance levels for 
Region 3 personna 1. Chang ss should be entered on 8ept 1980 
access lists. 

KEPPLER.J. 0. Region 3. Chicago, Office of the DirecUr. 00/11/25. 

6pp. 


8012100661 AcJr receipt of 800919 response to NRC 800310 ltr requesting 
addl Info re IE Bulletin 79-H evaluati ons. Dresden St Quad 
Cities responses to Items 1^3 unacceptab le, f inc e 
requested Info was not included. 

KEPPLER.J. O, Region 3, Chicago, Office of the Director, 00/11/26. 
3pp. 


8O122401S6 Forwards confirmation that implementation dates per 
NUREO~0737 will be met 4: juitl f icatl on for exceptions. 
Oenerally, dates are contingent upon hardware availability h 
delivery. Comment* on safety requirements In Tech Spec*. 
A0EL(J,a, Commonwealth Edison Co. 00/12/15. 37pp. 


8012170558 Forwards IE Info Notice 80-29, Suppl 1. "Broken 8tudi an 
Tarry Turbine Btaam Inlet Flange." No written retponee 
required. 

KEPPLER.J. C. Region 3. Chicago. Office of the Director. 80/11/26. 

2pp. 
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Suppis GOno& response to IE Bulletin 80-11 re /nasonru uaJ I 
design d e # » c je nc^. Nec e ssari< repairi to 16 t^aUs not meeting 
acceptance criteria to be conpleted bg 810101. 

RAUSCH, r. J CanmDntJBa 1 th Edison Co. 80712/01 ?pp. 07369:202, 

B013100S79 AfV receipt of 801119 Ur informing NRC of steps talen to 
correct violations noted in IE Health Physics Appraisal 
Repts 50-295/80-03 & 50-304/80-04. 

°* the Director. QO/12/02. 

f*®3pon(Js to NRC 800627 Itr re violations noted in IE Health 
Physics Appraisal Repts 50-293/80-03 t SO -304/80-04. 

Corrective ac t i ons : pr e s ent icy control of access to high 
radiation areas uill be maintained. 

Afl£L, J. S Commonwealth Edison Co. 80/1 1/IB. ip. 07210:163, 

8013230065 Responds to IE SulleSin 90-31. "Valve V^oke* Supplied bn 
HaUoln Foundry Co.Jnc." Uo valve parts cast by llalcoln 
Foundry planned for use or in use at facilities. 

RADSCHr T. vl Cammonuealth Edison Co. 80/12/05, 2pp. 


pump casing suction end plate. Plans will be evaluated for * ^ 

pate-ntially generic problem 

Chicago, Reactor Construction t Engineering 
Support Branch. 00/12/09. Ip. 07345:103. 


8012090209 Advises that util has instituted interim procedures to 
handle conversion of release rates to emergency 
classic ications for State of AL, as discussed in 801087 
meeting w/(4RC I: util fl0U03 Itr to State of AL. 

MULS. L. H, Tennessee Valley Authority. 80/12/03. Ip. 07200:344, 


8012300648 Benue Sts comments by 810115 re plans to install prompt 
notification sys uiithln 5-mile emergency planning rone. Util 
assessments on fission product releases are consistent w/ 
info presented at NRC 801 U8 meeting. 

MILLS/L.H. Tennessee Valley Authority 80/12/24. 2pp. 07308:001. 


p. Operating license stage documents la correspondence 


8012030793 Forwards seismic qua! i f i cations of auxiliary feedwater sui 
in operating PWRs 4i describes program NRC Is undertaking 
to review capability of operating PWRs to remove decay 
heat foLlouilng earthquake. 

EISEHHUT/ D. O, Division of Licensing. 60/10/21. 4pp. 


8012160050 Ltr to operating plant licensees, OL applicants t< CP holdari. 
Forwards NUREO-0737 re TKI action plan requirements. Requests 
operating reactor licensee confirmation In 45 days that 
Snel l Implementation dates will be met. 

Division of Licensing.' 80/10 


EISENHOT, D. 0, 


7pp. 


8012310533 Ack receipt of B01113 Ur informing NRC of steps taken to 
30-304/00-09^^^”"* Ttoted in IE Insp Repts 50-393/80-09 i 

07366'^03I Chicago. Safeguards Branch. €0/12/09. Ip. 


9012320358 Ltr to all CF t, OL holders for 8WRs re requirement for 
implementation of QDYN code for licensing basis calculations 
perlorraed by OE. Applicable to all license applications *t 
proposed amends, inc ludlng core reloads. 

ElfiENHUT, D. O. Division of Licensing. 00/11/04. 4pp. 


-8012310590 Responds to NRC SOIOOJ ltr re violations noted in IP tt.«n 

guidelines 6 Implementing ltr. ^ 

ABEL, J. S Commonwealth Edison Co. 00/11/13. Ip. 07366:032. 


power roactor licensees forwarding NUREO-0619, 
'BWR Feedwater NoitU t. Control Rod Drive Return Line 

L Cracking.'* Confirmation that implementation dates 
will be met must be sent within 49 daus,ll/o end. 

EIQENHUT, 0. O, Division of Licensing. 80/11/13. Ip. 


reports 4 related correspondence 


Operating repts for Nov 1980. 

GRAFSw-R, K. L. Commonwea 1 1 b Edison Co. &0/12/05, Ip, 07223:215 


80U250423 Forwards partial response to NRC 800708 request for info re 
containment purging & venting sys.Addl Info to complete 
respouse will be submitted by 810401 . Drawings available in 
Central Fi 1 ei, ap erture cards in PDR. 

HtLLSiL.M. Tennessee Val ley Authority. 80/11/19. 21pp. 97049:332, 


Monthly operating repts for Nov 1900. 

CODKiJ. H. Commonweatfch Edison Co. 00/12/05. Upp. 07223:216. 

^ related correspondence 

0012090461 Forwards LER 90-049 /0-3L-0. 

ORAFGSER.^.L Commonwsalth Edison Co. 80/11/26. Ip. 07203:064. 


IRE^oJr ao-04-?/*3L-0: on 80102®, eoo,p<,i,.nt coolln, oionit, 

S 2 5 "? ".{oi,., to irstollotf choct toorc.clusoJ bg 

Socket r eplaced, monitor calibr U tested. ^ 

AKER-R.E. Commonwealth Edison Co, 60/11/26. Ip. 07203:065. 


8012 1 50311 forwards LGR BO~050/oaL-0, 

0RAS5BER, X. L. CcmmonuieaUh Edison Co. 90/13/02. tp. 07240:126. 


—8012150218 LER eO-0SO/O3L-0: on 001117 during normal operat J on. f ir. 
process radiation monitor DHr-PR2g increased to high Al^roi 
tested i: returned to svc. 

AKtRrR.E. vommonuealkh Edison Co. 80/12/02. Ip. 07240:127 


8012230322 Forwards LER 80-051 /03L-0 , 

ORAFSSER. K. L. Cowmonwea Uh Edison Co. 80/12/13. Ip. 07310 : 215 . 


8012070331 Forwards proposed change to util rept TVA-TRyS-l re QA 
program as ref in App D, Section D, 4 of F8AR. 

MIlL 8,L.M. Tennessee Val ley Authority. 80/12/01. 2pp. 07201:191. 


Forwards NRC review of fish impingement data collected ai 
facility frain Sept 1976 - Aug 1979, in response to util 
request to terminate study as required by ET8. Request should 
be granted, 

07261^256 *"* ^"^^T'onmental Engineering Branch. 80/12/02. 33pp. 


Forwards Amends 63, S9 35 to Licenses DPR-33, DPR-52 
DFR-69.respectlvelyrsafety evaluation notice of issuance 
% aval lab i 1 1 ty. 

073?6*24' ^ ^ Operating Reactors Branch 2, 80/12/02. app. 




8012230519 Amends 63,59 ^ 35 to Licenses DPR-33i DPR-52 it DPft-69, 
respect Ively, Chang Ing Tech Specs to resolve auxiliary 
electrical sys ambiguities In Section 3 9. 

073 ?A* 24 i^* Reactors Branch 1. 80/12/02, llpp. 


evaluation supporting Amends 63,59 ?i 35 to License! 
DPR-33< DPrt-52 ^ 0PR-6e, respect ively, 

*07afA^5n'i®^ Nuclear Reactor Regulation, Director. 80/12/02. 5pp. 


-8012230327 LER 80-051 /03L-0: on B0U15, high PP air flaw on tone 2 caused 
lone pressure to fall below 47 pslg, putting PP $u$ in 

f’®!* In purge duct allouLg cold air 
•*^*«*'^ valve, causing matl to contract 
PAN^CQS.A. Commonwealth Edison Co. 80/12/15. Ip. 07310:216. 


-0012230523 Notice of issuance tc availability of Amends 63,59 & 35 to 
Licenses DPR -33, DPR -52 t: DPR-68, respect ively. 

operating Reactors Branch 1, 80/12/02. 2pp. 

07316:280 


fiRCWNS FERRY NUCLEAR PQVER STATION, UNIT 3 
t fire protect! on’planr 


8012190627 Forwards list of applications for Tech Spec changes, fees 
paid* fees due ?, basis for each fee determination. Requests 
Tinltsion of fees due. 

DI<908*R. II License Fee Management Branch. 90/12/03. 2pp 
07273 : 29.3 


8012040009 Nat i Meat ion of 801202 meeting w/util in BethesdatMD te 

CLARK, R. J, Operating Reactors Branch 2. 90/11/19. 2pp, 07169: 


8012070344 Responds to NRC 800924 request for info re reactor 
protection sys power lupp l les. Comml ts to Install Class IE 
sys 6 provides schedule for completion of mods L for 
submission of design Info it proposed Tech Specs. 

MILLS. L.M. Tennessee Val ley Authority, 00/12/04. 2pp. 07199:349. 
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801S3704B5 R«ipanrfs to 8009il mema r«(iu««ting that Ofc of Nuclaar 
Raactor RtguUtion inform lican««c« of naid to complu 
w/r*vli#rf Agrcamant Stata burial itta condl tiont. roruards 
ratultt of IE turvay. 

DGNlDMrKR. Office of Nuclear Reactor Regulation^ Director 
BO/ 12/04* Spp. 


0012100095 Forwards IE Insp Repts 90“2S9/B0“37/ 90-260/00-31 1 
90-296/80-31 & SO-327/00-40 on 801006-07. No none omp I i anc e 
noted, 

03791^^73 2, Atlanta, Safeguards Branch. BO/11/07. 


2pp. 


■ 8012220906 Forwards tabulation h sownary of lE survev low level 
waste at 31 reactors. Low level waste storage facllitlei 
have been eipandid at 3711 of reactors surveyed u/7i;i 
planrilng or considering increasing storage capacity. 

0AN9ART»B.L. Effluent Treatment Systems Branch. 00/11/06. Bpp. 

8012230257 Forwards brief summary of planned mods to BWR scram sysr in 
response to NRC BOlOOl Itr.Addl Info regarding 
implementation schedule wlU be provided by 810201. 

NILLB^L.H. Tennessee Valley Authority. 80/12/15. 3pp. 07314:018. 

8012240265 Responds to 001203 Ur re final fee determination for 
.1*5^ changes. Fee determination for Changes TB 

i53iTS 143 4c T3 140 not contested. D1 sagreements 
u/datarminatlon for T8 145 4, TS 191 discussed in end. 
ftILL8#L.M. Tennessee Vellcy Authority. 80/12/17. 2pp, 07324:337. 

8012300289 Advises that In Jan 1981 util will provide addl Info re 
Tiector bldg crane to assist NRC review of generic subj of 
moving heavy loads near fuel. Pandlng resolutionr continued 
caution will be eierclsed. 

hlLLa^L. h. Tennessee Valley Authority. 80/12/22, Ip. 07349*335. 

8012290237 Forwards response to clarification items in NRC 801031 Itr 
re poit-TNl requirements. End contains list of ECCQ outages 
for past 9 yrs 4( training program requirements for shift 
techn£cal advisors. 

Tennessee Valley Authority. 00/12/23. lOOpp. 

07330: 327. 

^'^e00?of^tp”eo0701* concurrent cycle start date from 

HILtScL. M. Tennessee Valley Authority. 80/12/24. 2pp. 07308:001. 

0. Inepectlon reportsi lE Bulletins 4t correspondence 

8012150201 Forwards IE info Notice 80-37, ^Containment Cooler Leaks Ic 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
response rsqulrtd. 

?P^^*07240*279 *^*^*‘’^ Office of the Director. 80/10/24. 

8012170004 Forward, IE Info Notice 80-39, “Malfunction of Solenoid 
Valves fifg by Valcor Engineering Corp. “ No specific action 
or rasp^onee required. 

Region 2, Atlanta, Office of the Director. 80/10/31. 

» p . 07So4i 132. 

8012230030 Forwards IE Circular 80-23, “Potential Defaets In Beloit 
Power 8ys Emergency Oenerators. “ No written response 
required. 

0 'REILLYj J. P, Region 2, Atlanta, Office of the Director. 80/10/31 
»P- 

6012110066 Requests assessment 4: corrective actione taken re control 
room ceiling constructed w/apparently flammable tiles within 
«u eays. 

TEOESCOrR-L. Assistant Director for Licensing, 00/11/04. 3pp. 

8012110007 Forwards IE Bulletin 80-21, “Valve Yokes Buppllid by Malcolm 
Foundry Co, Inc. “ Nrittan response required. 

Q^REIULYr J. P. Region 2, Atlanta, Office of the Director. 80/11/06. 
ip. 07229:180. 

Repts 50-259/80-38,50-260/00-32 4< 

801014-15. No noncompliance noted. 

^*^*"^*' fi*actop Construction 8« Engineering 
Support Brand). 80/11/06. 2pp. 03792:019, * 

—8012180223 IE Insp Repts 30-259/80-38,50-260/00-32 St 90-296/80-32 on 
noncomp I ience noted. Major areas inspected: 

1®^, backfill under RHR sve water tunnels. 

Region 2, Atlanta. Office of the Director. 

COLONrT.e. Region 2, Atlanta, Reactor Construction St Engineering 
Support Branch. 80/1 1/05, 3pp. 03792:021, * 

B012030B37 Forwards IE Info Notice 00-40, “Eicetslve Nitrogen Supply 
Prsisure Actuates Safety Relief Valve Operation to Causa 
*’ No wt'l^ten response required. 

□ REILLY, J.P, Region 2, Atlanta, Office of the Director. 80/11/07. 

If* 


50-’2^Y/aO-37. 30-260/BO-31, 50-296/80-31 4< 
30-327/80-40 on 001006-07. No noncompliance noted. Major areas 
inspocted; unescorted access clearances 1 intrusion of plant 
protected area. Details withheld iref J0CFR2. 7901. 

TOBIN, N.J. Region 2, Atlanta, Office of the Director. MCGUIRE, D 
Region 2. Atlanta, Safeguards Branch, SO/ll/06. Ip. 03791:175. 

8012080276 Forwards IE Info Notice 60-41. “Failure of Bering Check Valve 
In Decay Heat Removal Sys at Davii Besse Unit 1. “ No 
response required, 

07^52. 205 *'*^*®" Office of the Director. 00/11/10. 

*^**'^* performed 

per IE Bulletin 79-14. “Seismic Analysis for As-BuJ I t 


Safsty-Related Piping Sys. “ Drawing canf iguratlon, p 1 pe 
support 4i floor 4< wall penetration imps included. 

MILLS, L.M. Tennessee Valley Authority. BO/U/10. 27pp. 


07188:008. 


8012040143 Forwards IE Bulletin 80-23, “Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. •' Requires estimate of 
manpower associated w/corrective actions. 

Atlanta, Office of the Director, 80/11/14. 

ip, 07158:066 

0012020339 Ack receipt of B01105 Ur Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/00-34, 

30-260/80-27 4, 90-296/80-20. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 80/11/20. Ip. 07143:126. 

violation* noted in IE Imp 

Repts 80-259/80-34,50-260/00-27 4: 90-296/00-28. Corrective 
actions: administrative Instructions modified to ensure fire 
Issued key card for access. 

MILLS, L.H Tennessee Valley Authority. 80/11/05. 2ap 
07143: 127. 

—8012020348 Forward* IE Insp Repts 50-259/80-34,50-260/80-27 V 
50-296/80-20 on 800001-31 4r notices of violation 8< 
deviation. 

LEWIS, R.C, Region 3, Atlanta, Reactor Operations Nuclear Support 
Branch, 80/10/09. 2pp. 07143:129, wvpporr 

—8012020354 Notice of violation from insp on 800801-34. 

Atlanta, Office of the Director. BO/lO/O-?, ip. 

071 131 ♦ 

0012020356 Notice of deviation from Insp on 000801-31, 

Atlanta, Office of the Director. 00/10/07. Ip 

07143; 132. 

30-259/80-34.80-260/80-27 4, 50-296/80-28 on 
800801-31. Noncomp 1 lance noted: no fire watch In cable 
spreading room w/inoperable carbon dioikide sys 4t failure to 
monitor scram discharge header level as preicpibed, 

BULLIVAfLR, F. i CHASE, J, W. Region 2. Atlanta, Office of the 
Director. DANCE, H.C. Region 2, Atlanta, Reactor Operations 
Nuclear Support Branch. 80/10/07. 9pp. 07143:133. 

BD12090067 Forwards IE Bulletin 00-24, “Prevention of Damage Due to 
Water Leakage Inside Containment.” No written response 
required. 

O^REILLYjJ.P Region 2. Atlanta, Office of the Director. 80/11/21. 

• w/ 4 2Sve 

i? Notice 80-42, “Effect of Radiation on 

No written response required, 

2, Atlanta, Office of the Director. 00/11/24. 

ip. v/la2: 197. 

8012170359 Forwards IE Info Notice 0O-29,8gppl 1, “Broken atuds on 
Terry Turbine Steam Inlet Flange. " No written response 
required. 

O'RElLLVf J, P. Region 2, 

Sp. 


Atlanta, Office of the Director, BO/ll/26, 


8012220995 Forwards response to IE Bulletin 80-06, “Engineered Safety 
Features (ESFl Reset Controls.” Risglts of supplemental ^ 

^•vlew. devices to be tasted 4: testing schedule and. 

MILLS, L.M. Tennessee Valley Authorit’ 
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123101U Refpondi to IE Bulletin aO«21* "Vi I ve Yokei Supplied 
rsauolff Foundry Co, Inc. " No valve parts cast by foundry 
used at facilities 
HILLS, L. II. 


^Tennessee Valley Authority. 80/12/05. Ip. 07370:019, 


— ROi2f:>05l7 LER BO-O48/03L-0: on 801 100 . thrott U ng valve to RHR seal heat 
^''l^hanier is on emergency sduipment 

shut could not be opened manual 1 y, preventing ^‘**‘1“*^* 
flow. Caused by excessive crud ilS 

* Tennessee Va 1 1 ey Authority . BO/12/OS. 2pp. 07236,044, 


12190466 Ack r.c.Spt of 801113 Itr * 

correct violation noted in IE Insp Repts >-^0 2S9'/BO 28- 
50-240/00-21 t: 50-296/00-22 Confirms telcon that main, on 
valve will be completed before entering operable 

LEM^Lr C Region 2, Atlanta- Reactor Operations Nuclear Support 
Branch. 80/12/10 Ip- 07207:036. 

.0012190472 Responds to kRC B01027 Ur re violations 

Repts 50-259/00-28,50-260/80-21 ^ 30-296/00-22. Cor recti ve 
actions: testing of aubj pressure Sijitch accomplished as 
soon as 30X automatic bypass interlock 

rtlLLS-L-K. Tennessee Valley Authority. BO/ll/13. apP. 

07287: 037. 

•8012190481 AC r.cipt »f 800904 I tr 

correct violation noted In IE Insp Repts 50-259/00 88- 
50-260/00-21 I 50-296/00-22 More info requested on subj 

o''RElLLYr j'^P.^'^'seglon 2r Atlanta- Office of the Director, 

80/10/27. Ip. 07267 : 040. 

-8012190492 Responds to WRC 800015 Ur re vlolatUas noted In IE Intp 
Repts 50-259/80-26-50-260/80-21 6t 50-296/80-22- Dl sputes 
finding of noncor.fl I iance. 

NILLBfL. (1 Tennessee Valley Authority. 

07207:041. 


BO/09/04. 3pp. 


■0012190499 For wards IE Insp Repts 50-259/00-201 50-260/00-21 It 
30-296/00-22 on 800601-30 6 netice o-f vlelatlon. 

lLisTr.C- Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. BO/00/15. 2pp. 07287:044. 


8012160542 Forwards LER 60-049 /03L-0. 
CREENtH. J, Tennessee Valley Authority. 


00/12/11. Ip. 07262:012. 


-0012160549 LER BO-049/03L-0: on 801114, RHR pump 3D 

instantaneous overcorrent ^ 

relay adjustment locknut. Loc knut tightened relay 

VfUa, A9UorU9. B0/12/U. 2pp. 07268:013. 


8012170565 Forwards LER ao-050/03L-0, 
OREEW.H, J. Tennessee Valley Authority. 


eO/12/lt. Ip. 07264:141. 


-8012170596 LER e0-O50/03L-0: on 0OU 15, b rea k er for standby 1 i qu i d 
control pump D motor tripped when pump started. Caused by 
oCIrcSrrSnt tripping device on B phase tripping at lower 
value than other phases. Breaker replaced. 

# Tennessee Valley Authority. 00/12/11. 2pp. 07264:142. 


0012160593 Forwards LER BO-091/03L-0. 
GREeNfH.<J. Tennessee Valley Authority. 


80/12/15. Ip. 07262:019. 


—0012160559 LER 00-051 /03L-0: on 001! 16, redundant drywtll hydrogen sensor 
3-HaE-76-39A would not calibr 

inoperative. Caused by sensor 47E22642802 fal lure. Uni t 
shut down for refueling BOl 123 U sys replaced. 
a Tennessee Valley Authority. 60/12/19. 2pp. 07262:020. 


0012170603 Forwards LER aO“052/03L-0. 
OREENiH.J, Tennessee Valley Authority. 


00/12/19. Ip. 07264:244. 


►-8012190504 Notice of violation from insp s in 

# Region 2, Atlanta, Office of the Director. 80/00/13. Ip- 
07287:046. 

-8012190512 IE Insp Repts 30-259/00-23. 50-260/00-21 J 50-296/80-22 on 
800601-30. Noncompl lance noted : fa i I ure to test Control Valve 
2 pressure sensor after maint t: tK. 

SULLIVAJLR. F. . CHASE, J-W. Region 2. Atlanta. 

Director. DANCE,H. C- Region 2. Atlanta. ^ 

Nuclear Support Branch. 0O/OB/15. 6pp. 07207:047. 

il. Periodic operating reports 4 related correspondence 

3012160317 Forwards mar^thlij operating repts . 

ABERCROMBIE. H. Tennessee Valley Authority. 80/12/10. Ip. 

07252: 269. 

—0012160321 Monthly oparating repts for Nov 190^ nwp.ojn 

THOM, T. Tennessee Valley Authority. 80/12/01- 33pp. 07252,270. 

S. Reportable occurrences. LERs i. related correspondence 


—0012170612 LER 0O-O32/O3L-O: on 001 1 18, TicircolatUn discharge valve 
activation pressure switch 3-P8-68-95, swl tch 1 
Tech Bpec limit by 0'/,. Caused by instrument drift. Switch 
recellbr tested . 8v/i tch to be replaced 

a Tennessee Valley Authority. 80/12/15. SPP- 07264. 24 S„ 


0012300531 Forwards LER 0O-O83/O3L-O. 
OREEN, H. J. Tennessee Valley Authority. 


80/12/24. ,lp. 07361:331. 


— fl0l2300537 LER 0O-Oa3/O3L-O: on 801 129. ref uel platform limit switch 
failed to prevant platform movement over core during 
functional test. Caused by wear. 8wl tch rep laced. 

» Tennessee Val lay Authority. 00/12/24. 2pp. 07361.332. 

V. Operator Ekaminatlons 

8012290237 Forwards response to clarification Items In NRC 801031 Itr 
re post-TM! requirements. Enc I contains Ust of ECC8 outages 
for pest 5 yrs U training program requirements for shift 

ValUg AulihOPltl. 80,12/23. lOOpp. 


00/11/28. Ip. 07130:297. 


12020514 Forwards LER aO-046/03L-0. 

GREEHiH.J. Tennessee Valley Authority. 

801205‘OSIB LER aO-046/03L-0: on 8O1030, during steady state operation 
w/unit at *?2’A power, damaged standby liquid control hydraulic 
accuflulatcr air valve resulted in loss of charge while 
performing 1^1-40. Caused by worker tightening valve- 
♦ Tennessee Valley Authority. 80/11/28. 2pp. 07130.298, 


2020444 Forwards LER B0-047/03L~0, 
fRE6N,H. J. Tennessee Valley Author I ty. 


80/12/01. Ip. 07148:250. 


—8012030447 LER 0O-O47/O3L-O: on 001100. dur i ng normal operation, 
difficulties encountered while trying to determtna EECH flow 
to 30 b D care spray room cooler. Caused by b lof oul Ing, si It 

accumulation L corrosion 

e Tennessee Valley Authority. 80/12/01. 2pp. 07149:259. 


8012020499 Forwards LER 0O-O45/D3L-O. 
GREfNiH. J. Tennessee Valley Authority. 


00/12/01. Ip. 07130:294. 


—0012020509 LER e0-045/O3L-O; on 801105, during normal operation, whl I e 
performing 81 4. 2, A. 6, setpoint for a-PS-l-76 found below 
Tech Spec limits, Caus ed by model B8rAl26g switch setpoint 
drift. Switch reeal itr, verified it 51 4. 2, A. 6 completed. 

» Tennessee Valley Authority. 80/12/Dl. 2PP. 07130:295, 


DOCREf 50-298 COOPER NUCLEAR STATION 
F. Security, medicals emergency fir# 

SOtSOAOOW Foruara. Inkerln lOCFRSO. AS ''***’ 

flr« prot,cl!,«6 moai. effectlvt upon 001029 publtCAtlon in 
4SFR7 1569. Rule will be superseded by revised rule when 


effective. 
E18ERHUT, D. 0. 


Division of Licensing. 00/11/07. 6pp. 07170:231. 


G. Adjudicatory' correspondence 

00120,0396 Ack r.Cpk of 601082 Ur r. 801008 «n,lrm.tor|J ordor. 
Installation of scram discharge monitoring lyi not within 
requlremepts of order. Further mods necessary. an/ia/nA 

8 BYFRIT;k V. R.,1.a 4, DalU*. PffUa o, H. Dir.ctpr. 00/11/06. 
ip. 07095:082. 

—80180,0405 Ack r.c.lpli of ."J";,??* 

water level continously in north scram Jt^harge vol 
installadi tested 4c considered operable on 

PlLANT,J,f1 Nebraska Public Power District- 00/10/22. 2pp. 
07095:083. 


8012120509 Forwards LER a0-O48/O3L-0. 
GREENiH. J. Tennessee Valley Authority. 


80/ 12/05. Ip, 07236:043. 
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P.^Op«r*ting licence itage documents L correspondence 

operating reactor llcemee confirmation in 45 days that 
Enel 1 implementation dates uill be net. 

EISENHUTi D. 0. Division of Licensing. 00/10/31. 7pp, 

a0i22PO358 Ltr to all CP 8< OL holders for DWSs ra reauirement for 
Implementation of ODVN code for licensing basis calculItiJns 
performed by OE. Applicable to all license applications it 
proposed amends# Inc lud ing core reloads. 

EISEf^HUTi D. D. Division of Licensing. 80/11/04. 4pp. 

’■r""* ord.r. 

Installation of scram discharge monitoring sys not within 
requirements of order. For ther mods necessary 

fr 070951 ^ 002 ”'^^°" Dallas. Office of the Director. 00/11/06. 

—8012010405 Ack receipt of 001002 confirmatory order.Sys to monitor 

icram discharge vol 
^ considered operable on 001010. 

07095^003^ Nebraska Public Power District. 80/10/22. 2pp. 


Informs of commitment to install Class JE sys U submits 
schedules for completion of mads, design info k propoied 
Tech Specs, per 800924 request. 

0720 ?^i 63 ”' Public Power District. 80/12/03. Ip. 

requesting that Oft of Mud ear 
Reactor Regulation Inform licensees of need to comply 

BO/la^J " R'atto'- nejulatlon, Dir.Cor, 

IVtIVI ‘ IE .xrv.g on l.u, l.v.l 

kf! reactors. Low level waste storage facilities 
have been eipanded at 377. of reactors surveyed w/Tl/C 
5ir'^Jo?^D®r increasing storage capacity. 

BAfv.ART. R. L. Effluent Treatment Systems Branch. 0O'/tl/O6. Dpp. 

Responds to Item 3 of NRC 801001 Itr to all BWR licenses re 
#vaJo.s.on of il. boon " 

evaluated. Mods ul U be 

PlLANryM'^''’’w"? ^ ‘ f ^3 6 after receipt of matl. 

07324 ^ 347 ^' Public Power District. 00/ 12/15. 2pp. 


^ issuance 

071 00? 342 !'' ‘ ^ Operating Reactors Branch 2. 00/11/13. 3pp, 


it 


—0012080053 Amend 65 to License DPR-46. modi f y Ing App B of Tech Soecs 
delete Section 2. t. 2/3. i. 2 re mai discharge tamo ^ * 

OnaolJJi?^' D»'flnch 2 . 00/11/13. 5pp. 


issuance t availability of Amend 65 to License 
07100.? Oparating Reactors Branch 2. 00/11/13. 2pp. 


®°iv2??aMlur'‘’’‘’* i..uance t, 

07 1 06? 306?^’ Reactors Branch 2. 80/11/13, 3 pp. 


-8012080395 Amend 64 to License DPR-46i requiring 
contingency plan be fully implemented. 
07106?309^‘ Reactors Branch 2, 


approved 

00/11/13, 


safeguards 

2pp. 


^^DPR-46!^^ ^ availability of Amend 64 to License 

07106?31 1^’ Operating Reactors Branch 2. 80/11/13. 2 pp. 


P«“Pr reactor licensees forwarding NURE0~0619r 
BWR Feedwater Norite t. Control Rqd Drive Return Line 

that Implementation dates 
must be sent within 45 days. W/o end 
eiSEHHUT, D. 0, Dlvl.lon of Lie.n.lng, 80/?l"§ Ip. 

aoiaoaoBSO Forioord. p.rformonc Approl.ol Br.nok r.pt, 4 „ 5 t .yalu.tl.o 
cret 4 ( users s guide. Info provided to ensure that licensees 
have opportunity to review strengths JU weaknesses for 
program app I icab 1 1 1 ty , W/o ends. 

?r^”i7l59y863”'**°" Director. ao/U/14. 


8012300614 Forwards Amend 66 to License DPR-46fSuppl to fire protection 
ippSlitA'^t ^ Issuance it avai lab I J Uy. 

07362 ? 32 o’^' ^ Operating Reactors Branch 2, 00/11/21, 2pp, 


66 to License OPR-46, Changing Tech Specs to provide 
addl limiting conditions of operation it surveillance 

IPPOLITO*?^! P’’'»i*ctlon equipment. 

07362*322^'^' Reactors Branch 2. 80/11/21. 12pp. 


*07362?334°^ Nuclear Reactor Regulation, Director, 80/11/21, 4pp. 

Notice of Issuance 4^. availability of Amend 66 to License 
0%62?33a^*^’ Operating Reactors Branch 8, 80/11/21. 2pp. 


6012230334 Advises that Fac 
per ASME Section XI 1974 
justif ication for relief 
vibration measurement i-. e 
PfLAI4f, J. M. Nebraska Pub 
07314: 101. 


Ulty will maintain standing re lOCFftSO. 55a 
through Sommer 1975 Addenda. Subml ts 
requests re frequency tests/ 
lamination 6 bearing temp. 

11c Power District. 80/12/10. 3pp. 


Rept for Cooper Nuclear Station,’ reflectTn; ed " 

ejposures per 000130 Ic 1010 revised ma* av.?ag. planar 
llneai> heat generation rate curves. 

07346?!56”' District. 80/12/19. 2pp. 


L correspondence 


No written response 


.w.w.,v, ^ BUli 

Qualification of Class IE Equipment 
required. 

''' aO/10/84. 


HOIZ160059 Forwards IE Info Notice 80-37, “Containment Cooler Leaks k 
r«So«. S “ --rttt.n 

ir'''’o7aSi!MS4''*“‘°" 80/10/37. 

9010U Ur informing NRC of steps taken to 
2pr^*J3mi2ie®^°" Director, 80/10/27. 


— 0OI218OI2B Responds to NRC 800908 Ur re violation* noted In Health 

Physics Appraisal Rept 50-290/00-07. Corrective ad ion': 

Include necessary guidance in choosing 
program restructured. 

03791 "iu”' Nebraska Public Power District. 00/10/11. I3pp, 


0012170012 Forwards IE Info Notice 80-39, 
Valves Mfg by Valcor Engineering Core, 
is required. 

OEYfRITiK.V. Region 4, Dallas, Office 
Ip. 07266:109. 


“Malfunction of Solenoid 
' No written response 

of the Director. 0O/1Q/31. 


ooiaa^QOza Forwards IE Circular 00-23, “potential Defecti 
Power 0yt Emergency Oenerators, " Mo written response 
required. 

Dallas, Office of the Director, 

ip. 07311:204, 


in Beloit 
00/10/31. 


* , 'vaiVS Yokes Suppl) 

slJfRi? u°» 2 '•••Pon.. r.,ulr.d. 

Ip.^ ojmA/o ’ ' “‘’'•“P'-- 


BO/ 1 1 / 06 , 


Pr«».ur» Aebust.. 8*f.t« Relief Velv. Operetlon to cauee 
2 rJfp?J /••pot... r.,u,e. 4 . 

?p 07150^47 ’ " o' ‘It. nie.ctor. 00/11/07. 
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2030743 Foruardt IE Info Motice aO-Al. *'Fallur« o# Sulnfl Chfck Valve 
n De4;ai| Heat Removal Sgs at Davii-Besia Unit I." Ko 
e«p€T>«c req.ulred. 

Ei/FRITiK.V. Region 4^ Dallas. Office of the Director. eO/li/'lO, 
p. 07150:307. 


2040018 Foruardft IE Bulletin 80-23, 'Tailurte of Salinotd Velvet 
fg bg VaVcor Engineering Corp. " Requlret ettimate of 
at 1 po^l^a^ aftoclated u/c orrec t i v» action*. 

eVFRlT.K.V. Region 4, Delia*, Office of the Director. BO/U/M. 
p. 07169: a9&. 


2ieOPS6 Ac)c receipt of 801011 «; 1117 1 trc informing RRG of step* 
alen to correct violation* noted In Health Phgtic* 
ppraiial Rept 50-298/BO-07. 

EYfftlT.K. V. Region 4, Dallas, Office of the Director. 80/12/08. 
p. 03792:024. 


1012180232 fteepondi to HRC 801027 Itr re violation* noted in Health 
Ptigtlc* Appralial Rept 50-298/80-07. Gorrec tlve action*: 
procedure* ulll reflect more erplicit u«» of frlvker. 

PILAMTiJ. h. Nebraska Public Pouer District. BO/U/17. 2pp. 
03792: 025. 


0. Adjudicatorg correspondence 


8012310065 Forwarifs corrected Page 13.6, iO-2 to Tech Spec change* 
transmitted w/801024 order for mod of Ucenit re environ 
<iu*llf icatlen of saf etv-fel ate d electrical equipment. 

CLARK,R,A. Operating Reactor* Branch 3, 80/12/04. 2pp. 


— B012310071 Corrected Tech Spec Page 13. 6. 10-8, add Ing footnote 
indicating that starred item* re record* ulll be 
permanently retained. 

a aperallng Reactors Branch 3. SO/12/04, 2pp. 


8012110399 Request*, on behalf of ut 1 1 , e i ten* Ion until B10108 for 
heating on BOllia order for mod of license to alloiu more 
reasoned determination. 

8ILBER0,U. E. Shaui, Pittman, Pott* ir Trowbridge, 80/12/03, 2pp. 
07823: 003. 


6012290306 Not 1 Pie* that Lakeshore Citizen* for Safe Energy 1* being 
disbanded par 781206 agreement. 

BAST»e. A. Lakeshore Citizen* for Safe Energy- 00/12/09. Ip. 
07308:001. 


22303:14 Advises that facility will maintain standing re 10CFR50. 5Sa 
>«r A8t1£ Section XI 1974 through Sumner 1973 Addenda. Bubml ts 
[uttlf Icatlon for relief request* re frequency tester 
'Ibretlofl meaturament V. examination bearing temp. 

‘ILAMTiU.H. hlebrasla Public Peutr Dtitrlct. 60/12/18. 3pp. 

>7314; lOl. 


Periodic operating reports S; related correspondence 


12150079 Forwards monthly operating rept for Nov 1980. 
,E5S0fl<LrC. Nebraska Public Power District. 00/12/03. Ip. 
>7237:276. 


P. Operating llcenee stage documents & correspondence 


8012020753 Forwards seismic qualification* of auxiliary feedwater ly* 
In operating PWR* U describes program NRC 1* undertaking 
to review capability of operating PWR* to remove decay 
heat following earthquake. 

EISERMUTrD.O. Division of Licensing. 80/10/21, 4pp. 


8012160030 Ltr to operating plant 1 iceoi e**, QL applicant* It CP holder*. 
Forward* NUnEO-0737 re TMI action plan requirement*. Request* 
operating reactor licensee confirmation in 45 day* that 
End I Implementation dates will be net. 

EIBEKHUTi D. 0, Division of Licensing, 80/10/31. 7pp. 


1012150-081 tlorthly operating rept for Nov 1900. 
flALLINOER.P. L. Nebraska Public Pouer Diitrlct. 00/12/03. 4pp, 
07237: 277. 


Reportable occurrence*, LER* related correspondence 


12030706 Forwards LER BO-O30/O3L-O. 

.ESaORiU.C. Nebraska Public Power District. 60/U/i0. 2pp. 
)7149: 344. 


3012035713 LER 80-038/031-0: on 80101 1 , ftuii tch on NBI-LIfi-IOlA found set 
At lower level than Tech Spec limit. Caused by excessive 
drift. Switch relumed to normal setting liulll be replaced. 

CONVERSE. W. E. Nebraska Public Power District, BO/ll/lO. Ip. 

07149: 346- 


:Kei 50-301 POINT BEACH NUCLEAR PLANT. UNIT 2 
BflCUTityr medical, emergency ^ fire protection plans 


12090916 Forwards interim lOCFR 90- 40. sgsp ending completloh date for 
previously approved effective fire protection mods, effective 

301029, Rult ulll be *up*rseded by pending revision. 

ElSENHUTr D. O'. Division of Licensing. 0O/i£/16. 9pp. 07207:011. 


1202'0'IP2 Dlicusses planned mods to emergency notification »ye it 
health physics network. NRC will pay for Installation of 
output jacks to provide capability for adding one-way 

speakers to sys.N/o end health physic* network manual. 

KEPPLERpJ. 0, Region 3. Chicago. Office of the Director. 80/11/19. 
2pp. 07149:003. 


12090633 Forward* public version of draft reviflon of emergency plan. 
FELTON. J.IL Division of Rules and Record*. 80/12/01. Ip. 

07172:029. 


8012050642 Forward* public version of draft revision of emsrgency plan. 
FAY.C.lJ. Wisconsin Electric Power Co. 00/05/07. Ip. 07172:030. 

0012050651 Public version of draft revision of emergency plan, 
a Wiieonsin Electric Power Co. 80/05/31. 300pp. 07172:032, 

12090378 Informs that revislen of 600725 draft emergency plan per NRC 
600929 eoMments will be delayed until 001231. Ob ject* to NRC 
direction to begin Implementing partially approved plan. 

Ochedula* impUmentatioh for 810401 per NRC 801113 Itr. 

FAVrC.W. Wl*cen*ih Electric Power Co. 80/12/01, tp. 07201:173. 


B012010140 Trip rept of 801027-20 site visit to Introduce plant mgt 
personnel to project manager. 

COLBURN. T.G. Operating Reactors Branch 3. 80/11/13. 4pp. 

07092: 128. 


B012220563 Ltr to all power reactor licensee* forwarding NURE0“06l9r 
*'BWR Feedwater Nozzle t: Control Rod Drive Return Line 
Nozzle Cracking.*' Confirmation that Implementation dates 
will ba met must be sent within 49 days.W/o end., 

EI6ENHUT, D. O. Division of Licensing. 00/11/13. ip. 


B012220488 Responds to 800911 memo raquesblng that Ofc of Nuclear 
Reactor Regulation inform licenses* of need to comply 
w/revlied Agreement Stats burial sits cond 1 tions. Forwards 
rtiuit* of IE survey. 

DENION.H.R. OPftcs of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp. 


— 8012220906 Forwards tabulation & summary of IE survey on low level 
waste at 91 reactor*. Low level waste storage facilities 
have been expanded at 37X of reactor* surveyed w/7t?C 
planning or considering increasing storage capacity. 

0AN»7ARTi R. L. Effluent Treatment System* Branch. 00/11/06. epp. 


8012310011 Forward* request for addl Info fop Tech Spec change request 
re removal of rod bow penalty at fac 1 1 Ity. Ifti 1 must dascribe 
margine used to offset reduction in DNBR due to fuel rod 
bowing. 

CLARK, ft, A. Operating Reactors Branch 3. 00/12/04. Spp. 07371:091, 


8012310065 Forwards corrected Page 19.6. 10-2 to Tech Spec changes 
transmitted w/80l024 order for mod of llcenie re environ 
qualif Icatlon of saf cty-r«lated electrical equipment. 

CLARK, R. A. Operating Reactors Branch 3 00/12/04. 2pp. 07371:140. 


—8012310071 Corrected Tech Spec Page 15. 6. 10-2. add ing footnote 
Indicating that starred items re record* will be 
permanently retained. 

a Operating Reactors Branch 3, 00/12/04. 2pp. 07371:190. 


8012190077 Discusses lack of NRC action re comment* submitted in 000604 
Itr concerning consolidation of reporting requirements. 

Clarification 4c consolidation of all licensee reporting 
raqulrementi urged. 

FAY, C.H. Wisconsin Electric Power Co, 00/12/00, Ip. 07239:390. 


8012300484 Forward* response to NURE0’'0737. "Claf If ication of THI 
Action Plan Requirements." Implementation of desired mod* 
will cause unavoidable mat! S: personnel shortage*, wh ich may 
result in delay* in imp lementatldn schedule*. 

FAY.C.M. Wisconsin Electric Power Co. 80/12/23. 29pp. 07397:807. 
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0012300386 Submiti Info ro po9 fculci(;«d unirantro] led boron dilution «t 
cold ihutdoum in reiponse to K'RC 800730 Itr. Boron dilution 
event for told thutdoufn rocelcuUted baeed on return to 

minutes after tjave front reaches core inlet. 

FAYfC, W. Wisconsin Electric Power Co. 80/12/23. 5pp. 07346:210. 

0. Inspection reports, IE Bulletins & correspondence 

8012170624 Forwards IE Info Notice 00^37, "Containment Cooler Leaks & 
Reactor Cavity Flooding at Indian Point Unit 2. '• No written 
response required. 

Chicegoi Office of the Director. QO/tO/24. 

Health Physics Appraisal Repts 30-266/80-16 & 
30-301/00-16, notice of violation «: significant appraisal 
f intf ing s. 

3pp^^^07307' 001***°^' Chicago, Office of the Director. 00/11/14. 


Affirms util 001030 response to IE Bulletin 79-OlB, "Environ 
Quel i f Icati on of Class |£ Equipment. “ 

FAY, C. W. Wisconsin Electric Power Co 00/12/09. Ip. 07324:309. 

S012I90310 Forwards third bimonthly status rept on IE Bulletin 79-018 
re environ qualification of Class IE equipment. 

HAVES. D.W, Region 3. Chicago, Reactor Construction t Engineering 
Support Branch. 80/12/09. 2pp. neering 

ft. Periodic operating reports 4: related correspondence 

0012160427 Forwards monthly operating repts for Nov 1900. 

FAY, C M. Wisconsin Electric Power Co. 00/12/11. Ip. 07234:143. 

D01216942B Monthly operating rept for Nov 1900. 

FAYrC.W, Wisconsin Electric Power Co. 80/12/08. lOpp. 

072S<1 • f aA rr- 


''“800909-19!^“**'* f'o™ hMlth phv.tcf .pprai.al 

*'***^*9°' Office of the Director. 80/11/10. 1 

0730 7j 004. 


^^^5^20056 IE Health Physics Appraisal ftepts 30-266/00-16 6 
30-301/80-16. Noncomp 11 a nee noted: two persons received 
excessive whole body radiation doses 4 raduaste shlooed 
Improperly. 

MILLER, D E. , 0E8TMANN, M. J. , MURPHY, D.W. Region 3, Chicago, 
of the Director. OO/ll/lO. 24pp. 07307:005. 


S. Reportable occurrences, LERs 4 related correspondence 


8012090306 Forwards LER 80-009/03L-0. 
FAYfC. W. Wisconsin Electric Power Co. 


00/ 11/25. Ip. 07201:124. 


‘"8012090314 LER B0-009/O3L-0: on BOl 101 , during normal operation, 
performance of ICP 2.14 found P8 permissive bistable from 
chaniie N44 to be set at 30, 5X. Caused by instrument drift. 

Bistable adjusted 4 tested satisfac tori ly. 

FAY,C.M. Wisconsin Electric Power Co. BO/ll/25. Ip. 07201:123, 


8012020743 Forwards three Porformance Appraisal Branch Insp repts 4 
mgt evaluation tree w/user guide so that facility can ^ 

compare program to program already reviewed 4 make 
appropriate ad justments. W/o end, 

4^ Chicago, Office of the Director. 80/11/18. 

—8012310500 IE Insp Repts 30-266/00-19 4 50-301/00-19 on 801103-04. No 
noncompliance noted. Major areas inipec ted: implementation of 
action plan Category A requirements. 

OULOEMOND. W. 0. f HAOUEfft.L., WARNICKiR.F. Region 3, Chicago, Office 
Of the Director. QO/lt/ie. 6pp. 07363:231 ® 

0012040659 Forwards IE Bullotin 80-24. "Prevention of Damage Due to 
Water Leakage Inside Containment," Nn written response 
required. 

KBPPLER,J.O, Region 3, Chicago, Office of the Director, 80/11/21. 
2pp. 07166:339. 


8012170569 Forwards LER 60-01 1/03L-0 
FAY,C. W. Wisconsin Electric Power Co. 


80/12/11. tp. 07264:253. 


—8012170604 LER 0O-Ot 1/03L-0: on 001110, axial flux difference deviated 
from target band. Caused by improper interpretation of Tech 
epees resulting in failure to lower high neutron flux 
setpoint. Instruction clarified. 

FAY. C.W. Wisconsin Electric Power Co. 80/12/11. 3pp. 07264:234. 


8012170590 Forwards LER 80-012/031.-0. 
FAYfC. W. Wisconsin Electric Power Co. 


00/12/11. ip. 07264:250, 


— B0iai7<l40i LER 80-0ia/03L-O:oii aoiSOS, ^l Ippaj, found In thafh drlv,n 
seal water pump impeller resulting in overheating of 
throttle bushing. Caused by reduced seal water flow due to 
.".f ring. Shaft sleeve 4 bushing replaced. 

rAY,C.W. Wisconsin Electric Power Co. 00/12/11, 2pp. 07264‘231 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 
F^ Sacurityr medical, emergency 4 fire protection plans 


8012080080 Forwards IE info Notice 80-42, "Effect of Radiation on 
Snubber Fluid. " No written response required. 

KEPPLEftfU.O. Region 3, Chicago, Office of the Director. BO/il/24, 

«epp. U/ 182 . 843 . 

8012170322 Forwards IE Info Notice 00-29, SuppI t, "Broken Studs on 
Terry Turbine Steam Inlet Flange. " No written response 
required. 

2pp^^^07268 116*”^°" Chicago, Office of the Director, 00/11/26. 

0012230069 Responds to IE Bulletin 80-23, "Failure of Solenoid Valves 
Mfg by Valcor Engineering Corp. " No Valcor solenoid valves 
W/Parts V70900-21-1 or V70900-21-3 installed In 
safety-related app I i cations. 

FAY, C.W. Wisconsin Electric Power Co. 00/12/02. Ip. 07311:083. 

Forwards IE Insp Repts 30-266/80-10 4 50-301/80-10 on 
601027-31, No none omp 1 lane e noted. 

KEPPLERr V. 0, Region 3, Chicago, Office of the Director. 00/12/04. 
2pp. 07237:024. 

—0012130881 IE Insp Hepts 30-266/00-10 4 30-301/80-18 on 001027-31. No 
noncompliance noted. Major areas inspec ted: securl ty plan, 

^ physical barr ier s. Detai Is withheld (ref 

10CFR2, 790 J, 

CREED, J. R. , KNICELEY, vJ. R. Region 3, Chicago, Office of the 
hind, J. A, Region 3, Chicago, Safeguards Branch. 

80/12/03, 2pp. 07237:326. 

8012240473 Responds to IE Bulletin 00-21. "Valve Yokes Supplied by 
Malcolm Foundry Co, Inc," Manufacturers contacted for 
verification phase of investigation. 

FAYiC.W. Wisconsin Electric Power Co. 00/12/04. 2pp. 07323:035. 


response to unresolved Items in 790727 fire 
protection SER. Discusses fire detection signaling sys, steam 
driven emergency feedwater pump, 4 evaluation 4 corrective 
action for fire consequences In certain areas, 

BAYNARD.P.Y, Florida Power Corp. 00/12/11. 6pp. 07237:235. 

J, Insurance 4 indemnity information 

0012010335 Forwards Endorse, nent 44 to ANl Policy NF-19S 

P. Operating license stage documents 4 correspondence 

8012020753 Forwards seismic qualifications of auxiliary feedwater sqs 
in operating PWRs 4 describes program NRC is undertaking ^ 

to review capability of operating PWRs to re.rove decay 
heat following earthquake 

EI8ENHVT, D, 0, Division of Licensing. 80/10/21, 4pp, 

0012160030 Ltr to operating plant licensees, OL applicants 4 CP holders 
Forwards NUREO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 Implemantation data* will he not. 

EI8ENKVT, D. 0. Division of Licensing 80/10/31. 7pp. 

to all power reactor licensees forwarding NUftEO-0619, 
BNH Feedwater Notile 4 Control Rod Drive Return Line 
Noixle Cracking." Confirmation that Implementation dates 
win be met ,nuft be sent within 43 days.W/o end. 

EISENHUT, D, 0, Division of Licensing. 80/11/13, ip. 
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012090335 ForwariJi Anend 36 t& Licente DPR“72, sa f cfcy evatua k intti El A & 
natic« of ts«uance y* a vak lab i k i ty . 

JtEJD.R lJ, Operating Reactors Branch 4. 80/11/17. Spp. 07196:067. 

-8012080533 Amend 36 to License »Pft-724 revisl ng Tech Specs author 1 1 Irfi 
Increase in cajiacitg of spent fuel storage pools at 
fac i 1 ity . 

RE10jR.il Operating Reactors Branch 4, 00/11/17. 9pp. 

07196: 069- 


B0I20S0544 Safety evaluation supporting Amend 36 to License DPR-72. 
a Office of Muclear Reactor Regulation* Director, 80/11/17. 9pp. 
07196: 087- 


-60120S0531 EIA supporting Amend 36 to License DPR-72. 

a Office of Nuclear Reactor Regulation* Director. 60/11/17. 9pp. 


-8012090555 Motice of issuance h. availabilitg of Amend 36 to License 
DPR-72. 

REIDfR. IL Operating Reactors Branch 4, 80/11/17. 2pp. 

07196: 096. 


012010097 Forwards nonp r opr 1 etary version of '^Nuclear Safety Review 
Task Forcer” final rept. Nuclear Safety Task Force was 
established to Identify areas that indicate potential for 
improvaieent in safety of facility. 

BAYNA9U.P.Y. Florida Power Corp. 80/11/26, 3pp, 07097:076. 


-8012010098 Nonproprietary version of. ‘‘Nuclear Safety Task Force* “ 
final rept. 

BAYNARDrP.Y. Florida Rower Corp, 60/11/26. ia4pp. 07097:079. 


012090211 Application to amend Apps A Jk 3 of License DPR-72 to expand 
Plant Review Committee i to revise procedure review process. 
BAYNARDrP.Y. Florida Power Corp. 83/12/03. 3pp. 07207:158. 


-r80l2-0?02l2 Tech Spec change amending Apps A 1: 8 to OL re 
ad/vi nistrative controls. 

^ Florida Power Corp 60/12/03. 2Spp. 07207:161. 


012220485 Responds to 600911 memo requastitig that Qfc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement Skate burial site cond 1 tl ons . Forwards 
results cf IE survey. 

DENIDM. H.R. Office of Nuclear Reactor Regulation* Olrecfcor, 
80/12/04. 2pp. 


■8012220506 Forwards tabulation summary of IE survey on low level 
waste at 51 reactors . Lnw level waste storage facilities 
have been expanded at 37X of reactors surveyed u/TlM 
planning or considering increasing storage capacity. 

BANDART* fl. U. Effluent Tr«aS;i»i*nt Systems Branch. BO/ll/06. Spp. 


012090250 Forwards supporting documentation for Tech Spec Change 
Request 27 re reactor coolant pump power monitors. 

BAYNARO*?, V. Florida Power Corp. 80/12/05. 4pp. 07187:001. 


'8012090225 Procedures k calculations re pump monitor isolation 
subsystemi Vitro Seismic 4^ high voltage tests 6 pump inanlkor 
response time. Submi tted in support of Tech Spec Change 
Request 27. 

a Batcock tt ifiUox Co. 80/12/os. 150pp. 07187:001. 


1012220230 Notification of 801216 meeting w/Bl^W owners group in 
Bethesda*t1D re resolution programs £{ schedules of Ti1I''2 
task actlo-n plan items- 

THROll* E. D. Reactor Systems Branch. 60/12/09. 2pp, 


[012240474 Notification of 601216 meeting w/8liN owners group for small 
break LQCAs In DethesdaiMO for presentation of programs Ic 
schedules for resolutions of TN7-2 task action plan Items, 

THROM. E. D. Reactor 6y stems Branch. SO/ 12/09 2pp. 


[012170505 Responds to NftC 801031 I tr renuesttng confirmation re 
Imp 1 emanta tton dates for TMI-related items. Summary listing 
of applicable KUREG-0737 items end. 

BAYNARUjF.Y. Florida Power Corp. 80/12/15. 25pp. 07266:307. 


[012240274 Requests approval for use a# BWA-N seal mitl In hydraulic 
snubber until refueling outage. Insp of snubbers requires 
unit shutdown. Use of seal mat! to date has not caused 
inoperability of snubbers. 

BAYNARO,P.Y. Florida Power Carp. 80/12/19. 3pp. 073a4;339. 


1012240328 Forwards “Preliminary Sys Description Emergency Feedwater 
Sys< ” par licensing responsa commltinent re Item 11.3.1.2 of 
NUREd-0737. 

BAYNARDtP. Y, Florida Power Corp. 80/12/19, 3pp. 07322:276, 


--6012240332 ’Preliminary Sys Description Emergency Feedwater Sys* " 
Eleven cversixe drawings and. 

a Florida Power Corp. 00/12/19, 36pp. 07322:279. 

6012300461 Forwards Revision I of facility electrical distribution sys 
review summary. 

BAYNARD. P. V. Florida Power Carp. 80/12/22. 2Spp. 07359:157. 

Q. Inspection reportsi lE Bulletins i; correspondence 


8012160026 Foriiiards IE Info Notice 00-37. “Containment Cooler Leaks h 
Reactor Cavity Flooding At Indian Point Unit 8." No written 
response required. 

O'REII.Ly* J. P, Region 2* Atlanta* Office of the Director. 80/10/24. 
ip. 07252:359. 


8012170264 Forwards Soppl 3 to IE Bulletin 79-OlB. “Environ 
Qualification of Class IE Equipment," No written response 
requ irod. 

O'REILLVi J. P. Region 2* Atlanta* Office of the Director. QO/lO/24, 
Ip. 07268:291. 


8012160039 Forwards IE Insp Ropt 50-302/80-32 on 000900-12. No 
none onp 1 lance noted. 

LEWISjR. C. Region 2> Atlanta* Reactor Operations Nuclear Support 
Branch. 80/10/30. 2pp. 07263:022. 


—8012160041 IE Insp Rept 50-303/80-32 on 000908-12, No none omp 1 i anc e 
noted. Major areas inspec ted : precri t leal activities tt initial 
criticality for Cycle 3 t. xero power physics tests. 

BURNETT* F. T. . FORDiE.J. * FALCONER* D. P, Region 2* Atlanta* Office 
of the Director, GO/10/30. 4pp. 07263:024. 


8012180019 Forwards IE Info Notice 80-38* "Cracking in Charging Pump 
Casing Cladding. " No written response required. 

O'RElLLYi J. P. Region 2- Atlanta* Office of the Director, BO/10/30. 
Ip. 03790:122. 


8012010511 Forwards responses, prepared by Gilbert Associates* to IE 
Bulletin 79-OlB re environ qualification of saf ety-r elated 
electrical equipment, to 600523 Order 80-CLI-21 tt to 000919 
order for mod of license. 

DAYNARDrP. Y. Florida Power Corp. 80/10/31, 275pp. 07092:182. 


8012180014 Forwards IE Info Notice 80-39* "Half unction of Solenoid 
Valves Mfg by Valcor Engineering Corp." No written response 
is required. 

O'RElLLYi J. P. Region 2. Atlanta. Office of the Director. 80/10/31. 
Ip. 03790:108, 

8012230043 Forwards IE Circular 00-23. "Potential Defects in Beloit 
Power Sys Emergency Generators.*' No written response 
required. 

O'REILLY* J. P. Region 2. Atlanta. Office of the Director. 80/10/31. 

tp, 07311:235. 


8012110743 Forwards IE Bulletin 80-21. "Valve Yokes Supplied by MaUolin 
Foundry Co* Inc. " Written response required. 

O'REILLY* J. P. Region 2- Atlanta* Office of the Director, 80/11/06. 
tp, 07225:207. 


0012030092 Forwards IE Info Notice 00-40* "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Deprossur 1 tation. " No written response required. 

O'REILLY* J. P. Region 2. Atlanta. Office of the Director. 80/11/07. 
Ip. 07150:151. 


0012080206 Forwards IE Info Notice 00-41* "Failure of Swing Check 
Valve in Decay Heat Removal Sys at Davis Desse Unit 1." No 
response required, 

0'REILr.Yi J, P, Region 2. Atlanta* Office of the Director. 80/11/10. 
ip. 07102:267. 


0012180302 Forwards IE Insp Rept 50-302/80-34 on 000916-19. No 
noncompliance noted. 

BTOHR.J. P. Region 2. Atlanta, Fuel Facility t Materials Safety 
Branch. 80/11/10, 2pp. 03794:046. 


— 0012100308 IE Insp Rept 50-302/00-34 on 800916-19, No noncompliance 
noted. Major areas inspected: mg t control* enforcement matters* 
LERs* nanradwaste releases chemica 1-lndustr lal waste water 
treatment sys. 

CUNNINOHAM* A. L. * JENKINS# O-R. Region 2* Atlanta, Office of the 
Director, 00/11/10. 6pp. 03794:040, 


8012040202 Forwards IE Bulletin 00-23. "Failures of Eolsnold Valves 
Sifg by Valcor Engineering Corp." Requires estimate of 
manpouer essociated w/corroctlve actions. 

O'REILLY* J. P, Region 2- Atlanta* afflcs of the Director. 00/11/14. 
Ip. 07150:116. 
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80iai20Sp Act receipt of 001024 Ur informing NHC of «tepe token to 
correct viol4tian« note<} in IE Insp Rept 50-302/80-33* 

KEKNArW. S, Region 2i Atlantai Safeguards Branch. 80/11/14 in 

07537- 1 iia • r* 


—8012120375 Forwards IE Insp Rept 50-303/80-33 on 000914-17 & notice of 
violation Notice of violation withheld <ref tOCPRS, 790). 

KEKi'^AiW, 0. Region 2 j Atlanta. Safeguards Branch. 80/10/01 Sop 

075 * 37 ' 143 


—8012120377 l£ Jnsp Rept 50-302/80-35 on 800914-17. Noncomp 1 iance noted; 
two sections of vital area harrier not constructed ti/proper 
fflatl ft: failure to search packages entering protected area 
Details withheld (ref 10CPR2 790J. 

HOOREiD. E. I hCOUIREf D. R. Region 2» Atlanta. Office of the 
Director. 80/09/30. Ip. 07237; 145. 


8012080739 Responds to IE Bulletin 00-11, Item 2b, "Masonru Wall 
Design, “ Evaluation indicates that walls coitiplg w/FSAR U 
Tech Spec rec^uirements. 

BAYNARD, P.Y. Florida Power Corp. 80/11/17. 3Spp. 07188:236, 


8012240232 Responds to IE Bulletin 00-23, "Failures of Solenoid Valves 
Mfg bv Valcof Engineering Corp. ” Valcor solenoid valves 
V70900-21-1, V70900-21-2 k V70900-2i-3 not used at faciUtu, 

BAYNARD, P.V. Florida Power Corp. 80/1 1/19. Ip. 07328:218. 


80l80d0479 Forwards IE Du Matin 00-24, “Prevention of Damage Due to 
Water Leakage Inside Conta Inment, “ Written response 
required. Requests info on manpower expended* 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/21 
Ip. 07163:344. 


8012030634 Forwards Info Notice 80-42, “Effect of Radiation on 
Hydraulic Snubber Fluid," No written response required. 

0 'REILLY, J. P, Region 2, Atlanta, Office of the Director, 80/11/24 
Ip. 07174: 115. 


8012170516 Forwards IE Info Notice 80-29, 8uppl 1, "Broken Studs on 
Terrg Turbine Steam Inlet Flange. “ No written response 
required. 

O'REILLY, J.P Region 2, Atlanta, Office of the Director. 80/11/26. 
Ip. 07268; 106. 


8012300740 Advises that util response to IE Bulletin 80-21, “Valve 
Yokes Supplied bg Nalcalm Foundru Co, Inc, " will be 
lUb.nitted bg 801219. 

BAYNARD, P.Y. Florida Power Corp. 80/12/08. 2pp. 07339:273, 


R. Periodic operating reports tt related correspondence 


0012160483 Forwards monthly operating rept for Nov 1980. 

BAYNAROrP, Y. Florida Power Corp. 00/12/12. Ip, 07233:343, 


8012160489 Monthly operating rept for Nov 1900, 

CULVER, 11, W, , DROWN, J. A. Florida Power Corp, 00/12/02. 7 do 
07255:344. 


8. Reportable occurrences, LERs L related correspondence 

aoi2O203:>4 Forwards LER 0O“O43/O4L’'O, 

HANCOCK, J. A. Florida Power Corp. 60/10/31. Ip. 07143:268. 


'8012020531 LER 0O-O43/O4U-O: on BOlOOl , d i f f erence of more than two std 
deviations discovered to exist between preoperational U 
operational studies in metabolic function of discharge salt 
marshes. Probable causa is natural or seasonal variations. 

4 Florida Power Corp 80/10/31. 4pp. 07143:269. 


8012020635 Forwards LER eo-04a/04L-l , 

HANCOCK, U. A, Florida Power Corp. 80/11/26, Ip. 07i43r29l. 


8012020646 LER 80-043/04L-1 : on 801001, dl fferenct of more than 
two ltd deviations discovered between preoperational it 
operational studies in metabolic function of dlichargt salt 
caused by natural or seasonal variations. 

HERNANDEZ, V. A. Florida Power Corp. 80/11/26. 4pp, 07143:292. 

8012220304 Forwards LER ao-048/03L-0. 

HANCOCK, J. A. Florida Power Corp. 80/12/16. Ip. 07307:307. 

^^*2220312 LER a0-048/03L-0; on 801116 It 18, containment isolation valve 
CAV-3 did not close while sampling pressurtior water space. 

Caused by inadequate closing torque. Va Iveclosed, deac tivated 
It malnt performed. 

HERNANDEZ, V. Florida Power Corp. 80/12/16. 2pp. 07307:300. 


8012230448 Forwards LER ao-049/03L-0. 

HANCOCK. J, A. Florida Power Corp. 80/12/16. ip, 07318:282* 

ao-049/03L-0; on 001 n9< conta inment isolation valve 
CFV-12 would not close after bubbling nitrogen to CFT-IB, 

Caused by broken can in torque switch. New switch Installed 
ad justed. 

HERNANDEZ, V. A Florida Power Corp. 80/12/16. app. 07318:283. 

8012230313 Forwards LER 80-040/04L-2. 

HANCOCK, J. A. Florida Power Carp. 80/12/16. Ip, 07316:290. 

8O12230S24 LER ao-040/04L-2; on 800913, d iscovered that samples not 
obtained for month of Aug from test well 4. Caused by 
elimination of test well sites due to canal mod const. Test 
well 4B established on 800816 to replace welt 4, 06 
HERNANDEZ, V. A. Florida Power Corp, 00/12/16 2pp. 07316:291. 

8012230433 Forwards LER 80-050 /03L-0. 

HANCOCK, J. A. Florida Power Corp. 80/12/18, Ip, 07310:271. 

—8012230437 LER aO-030/03L-0: on 001119, found that level indication for 
sodium hydroxide tank DST-2 was erratic 6 displaying 
incorrect Ind Icatlon. Caused by water In sensing lines. 

Engineering investigation is being conducted. 

HERNANDEZ, V. A. Florida Power Corp. 80/12/18. 2pp. 07318:272. 

8012230440 Forwards LER eO-047/04L-0. 

HANCOCK, J. A Florida Power Corp. 80/12/10. Ip. 07318:274. 


--B012230446 LER aO-047/04U-0; on BOl 1 18, d if ferance of more than two std 
units discovered between preop study ft operational study 
in metabolic function of discharge salt marshes. Possibly 
caused by plant thermal output or natural phenomena. 

* Florida Power Corp. 00/12/10, 3pp. 07310:273, 


8012300301 Forwards LER 00-031 /OlT-0. 

HANCOCK, J. A Florida Power Corp. 80/12/26. Ip. 07337:346. 


—8012300512 LER 0O~OSl/OtT-O: on 001214, during troubleshooting operations 
while isolating leak in fire sve sy s, FSV-107 was shut, 
isolating fire sve from aux bldg deluge contrary to Tech 
Specs. Caused by failure to interpret design function. 

HERNANDEZ, V. A. Florida Power Corp. 00/12/26. 2pp. 07357:347. 


V. Operator Examinations 


8012170397 Approves util 800627 request to revise requirements for 
operators 4. backup licenses presented on Pages 12C-11 tt 
12C-12 of F8AR. 

COLLINBiP.F. Operator Licensing Branch. 00/11/20. 2pp. 07269:192. 


DOCKEl 30-303 CRYSTAL RIVER NUCLEAR PLANT, UNIT 4 

A. App 1 icat ion/cons true t ion stage documents correspondence 


8012220405 Responds to 000911 memo requesting that Qfc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
u/revisfd Agreement State burial site condi tl ons. Forwards 
results of IE survey, 

DENTONiH, R. Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp. 


8012220596 Forwards tabulation t summary of IE survey on low level 
waste at 31 reactors. Low level waste storage facilities 
have been expanded at 3751 of reactors surveyed w/715{ 
planning or considering increasing storage capacity. 

BANCARTi R. L. Effluent Treat, rent Systems Branch. 60/11/06. Bpp. 


DOC Her 50-304 ZION NUCLEAR POWER STATION, UNIT 2 
F, Security, medical, emergency L fire protection plans 


0012040248 Informs of no present Implementation requirement re fire 
protection mods. Completion of items will be governed by 
schedules In revised tOCFRSO. 4a to be published tn FR 
notice. 

EISENHUT, D. 0. Division of Llceniirg. BO/11/17. 5pp. 07170:207. 


8012020167 Discusses planned mods to emergency noti f ication syi he 
health physics network NRC will pay for installation of 
output jacks to provide capability for adding one-uay 
speakers. N/o end health physics network manual. 

KEPPLERiJ, 0. Region 3, Chicago, Office of the Director 00/11/19 
2PP' 
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60LS150576 Reiubnlts lecurity revlsiofiti in niponis to NRC 000910 

1119 Itrs.Plan uiithheld front public discto^ure <r»f 
10CFR3. 790).W/o end. 

ABELi J, 9. Com.T!C}nujeal th Ediicn Co. 80/12/08 Ip. 


801229031& Forward! evaluation fire prottction itfA« provided In 
800430 ii 791031 Itrs. Smoke detection sgsj ^ae euppreetlan 
sys.iCSR *uppre«eton lye & water syppreselon eg* #ound 
acceptable. 

VAROA.S. A. Operafctns Redctore Branch 1. 80/12/09. 5pp. 0734i: 001. 


H General correr pandance 


80l202'0£i48 Reeponde to 800915 Itr ta Preeident Car ter. Farwar d< 
faverable prealdential position on nucltar energy. Mate* 
afiforti to insure safeguards. 

DENlOfl.H, R. Office of Nuclear Reactor Rcgulatlonr Olractor. 
80/10/27. 5pp. 072St:3ia. 


8012240403 FQIA request far four categories of documents re cracks In 
containment of facility reactors. 

SHINCFlUO. M. Illinals Safe Energy Alliance. 80/11/18. tp. 

07323; 132. 


8012240400 Respond s to fOIA re^iuest for four categarfes af documents re 
cracks in containment of facility reac tors. Forwards 
NUREO/CR-141 1 b 800730 summary k presentation from 800617 
tectrnotogy eicbange meeting w/utlls.U/o and NUREQ/CR-141 1 . 

FELTON. J. 11. Division of Rules and Records. 80/12/19. tp. 

07324: 306. 


Advisory Committee on Reactor Safeguards reports b correspondence 


8012020068 Summary of 8ub-commi ttea an Class 9 Accidents 800702 meeting 
in tug Leuoodj CA re passible mitigation features. 

« ACRS “ Advisory Comisfttee on Reactor Safeguards. BO/09/17. 0pp. 


P. Operating license stags documents & correspondence 


8012020733 Forwards seismic qualifications of auxiliary feedwater sys 
In operating PURs &i describes program NRC is undertaking 
to review capability of operating Pl^Rs to remove decay 
beat follouing earthquake. 

EteEIHl/T^D. 0. Division of Licensing. 80/10/21. 4pp. 


3012160050 Ltr to operating plant licensees^QL appUcantt U CP holders. 
Forwards NUREQ-0737 rs TMI action plan requirements. Requests 
operating reactor licensee confirmation In 49 days that 
End 1 Implementation dates will ta net. 

EieEtlHUri D. 0. Division of Licensing. 80/10/31. 7pp. 


8012220363 Ltr to all power reactor licensees forwarding HURE0-06i9. 
"BWR Feedwater tforzle L- Control Rod Drive Return tine 
Noizle Cracking." Confirmation that Implementation dates 
win be met must be sent uithin 45 days.H/o end. 

EISBNHtIT* D, 0. Division of Licensing. 60/11/13. ip. 


8012100620 Forwards Amends 32.91 k 49 to Licenses DPR~2«DPn-19 U 
DPR"25. respective ly. Amends 60 &•. 95 to Licenses DPR-29 L 
DPR-SO* respective ly fc Amends 58 & 59 to Licenses DPR-S? It 
I>PR-48. respective ly. Sa feguards contingency plant acceptable. 
CRUTClIFtELDi D. Operating Reactors Sranch 5. 80/11/17. 9pp. 


'”’'3012100668 Amends 58 & 55 to Licenses DPFl'-39 Ic DPR-48j respectivelyj 
requiring Implementation of safeguards contingency plan. 

VARGAi 8. A. Operating Reactors Branch 1. 80/11/17. 4pp. 

07271:339. 


8012100671 Notice of issuance of Amends 32i91 U 49 to Licenses DPR<’‘S« 
DPR””!? k DPR-29j respec tiva I yi Amends 60 U 99 to Licenie* 

DPR-29 Jk DPR-OOi respec tive ly k Amends 98 k 59 to Licenses 
DPR-39 & DPH-48j r espec tive I y re safeguards contingency plan. 
CRliTCHFIELDr D. Operating Reactors Branch 9. 80/11/17. 2pp. 


re request to replace spent fuel 
s of commitments in QL 
led in updated F8AR. 

80/11/20. Ip. 07100^362, 


t purge k vent 


pp. 07270:330. 


8012110254 Application to amend Licanses DPR’"39 6 DPR-40 to permit use 
of max of four extended burnup fuel assemblies In facility 
Cye le 6 reload. 

TRAMM. T. R. Commonwealth Edison Co. 80/12/03 3pp. 07225:309, 


— 8012110267 Proposed revision to Tech Spec Figure 3.2-6 & Page 70 to 
permit use of mar of four extended burnup fuel assemblies in 
facility Cycle 6 reload. 

a Cammonuealth Edison Co. 00/12/03 3pp. 07329:312. 


0012220489 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation Inform licenieas of need to comply 
w/revlsed Agreement State burial site cond 1 tions. Forwards 
results of IC survey. 

DENlQNtH. R. Office of Nuclear Reactor Regulatloni Director. 
60/12/04. Spp. 


— 8012220906 Forward!! tabulation S; summary of IE survey on low level 
waste at 91 reactors. Low level waste storage facilities 
have been expanded at 37X of reactors surveyed w/7tX 
planning or considering Incraasing storage capacity. 

BAKGARTiR.L. Effluent Treatment Systems Branch. 80/11/06. 8pp. 


8012290342 Informs that low pressure gross leak test of containment 
must be performed prior to any startup from cold shutdown. 

Different gross leak tast ensuring containment Integrity k 
mlnlmiiing personnel exposure might be allowed. 

VARGA* 9. A. Operating Reactors Branch 1 80/1S/08. 3pp. 07346:009, 


6012290210 Responds to 000506 ltr requesting guidance on testing 
methods of wedge-opening-loading specimens from facilities. 

NUREO on tubj uill be issued by end of 1900 It made 
available to utils by inld-1901. 

VARGArS. A. Operating Reactors Branch 1. 80/12/09. Gpp, 07343:336. 


8012170447 Submits schedule for transmitting proposed Tech apeci 
changes covering 10 TI11-2 Lessons Learned Category A items 
per 800702 request. Al ternate schedule also proposed. 

TRANMiT. R. Commonwealth Edison Co, 00/12/11. Spp. 07269; 140. 


8012170488 Forwards response to NRC 001031 ltr requesting confirmation 
that Implementation dates indicated In NUREO-0737 will' be 
met. Ability to meet required dates for major mods is 
contingent upon hardware availability ti delivery. 

ABE4.J.S. Commonwealth Edison Co. 90/12/19. 37pp. 


801224015Q Forwards confirmation that implementation dates per 
mH£Q-0737 will be met k. justification for exceptions. 
Oenerallyi dates are contingent upon hardware availability it 
del ivary. Comments on safety requirements in Tech Specs. 
ABEL«%f, 8. Commonwealth Edleon Co. 80/12/19. 37pp. 


e0l2290?47 Suppls 800623 response to NRG request for info re adequacy 
of station electric distribution sys voltages. 

TRAHHfT.R. Commonwealth Edison Co. 00/12/19. Ip. 07349:141. 


0012300639 Forwards Bethlehem 9teel Corp "Rapt of Mechanical k Chemical 
Teitj" re 7009t 5 Shipment 160-1749. Rept diicosses Zion 
reactor coolant pump support rods. 

TRAMM*T. R. Commonwealth Edison Co. 80/12/23. 2pp. 07346:167. 


O. Inspection reports# IE Bulletins k correspondence 


8012170910 Forwards IE info Notice 0O-37« "Containment Cooler Leaks k 
Reactor Cavity Flooding at Indian Point Unit 2," No written 
response required. 

KEPPLERiJ. 0. Region 3i Ghicagoi Office of the Director. 00/10/24. 
Ip- 


8012020743 Forwards three Perfortnance Appraisal Branch Insp repts k 
mgt evaluation tree w/user guide so that facility can 
compare program to program already reviewed make 
appropriate ad juitmenti. W/o end, 

KEPPLCRiJ.O, Region 3i Chicago# Office of the Director. 80/11/18. 
4pp. 


B012040274 Acic receipt of 801001 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-899/Q0’”09 L 
90-304/00-09, 

HlNOfJ.A. Region 3i Chicago# Safeguards Branch. 60/11/10. Ip, 
07163:269. 


— 6012040204 Suppls 800703 ltr re violations noted in IE Insp Repts 
90-299/00-09 k 9O*-3O4/0O'’O9. Corrective actions: draft to be 
completed stating contractor screening guidelines in more 
prac Ise language, 

AB£L#%I.6. Commonwealth Edison Co. 00/10/01. i3pp. 07163:266. 


Pication testing 
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B012040037 Ack receipt of 901015 Ur providins remits o# Bergen- 
Peitenon steam generator snubber testing. Provides list of 
comments. More detail should be provided for stiff spring 
mod uhlch altered original valve block design. 

KEPPLERiJ, 0. Region 3i Chicagor Office of the Director QO/11/20 
2pp. 07170:282. 


8012040064 Forwards ’‘Results of Unit 2 Steam Generator Snubber 
Testing at NH Testing Lab <KHTL> May, 1990, « in response bo 
JO Keppler 800117 Ur req,uest. Based an rept, util has 
concluded that snubbers successfully completed tests. 

ADEL, J. 8, CommonweaUh Edison Co, 80/10/15. 2pp. 07170:284. 


9012040068 “ReigUi of Unit 2 Steam Generator Snubber Testing at NH 
Testing Lab (NHTL) May, 1900. " 

a Cammonuealth Edison Co. 80/10/15, i2pp. 07170:286. 


8012040667 Forwards IE Bulletin 00-24, 'Prevention of Damage Due to 
Mater Leakage Inside Containment. " No written response 
required. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 8D/11/21 

2pp. 


8012080087 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response req,uircd. 

KEPPLER, J.o. Region 3, Chicago, Office of the Director. 80/11/24. 

2pp. 


8018170408 Forwards monthly status rapt of evaluations performed In 
response to IE Bulletin 79-14, "Seismic Analysis for 
At-BuiU Safety-Related Piping 9ys. " No sys Identified 
w/stresf exceeding 1/2 matl ultimate stress at OBB loadings. 
JAN£CEK,R,F. Commonwealth Edison Co. 00/11/24. 14pp. 


B012230?23 Forwards new security badge numbers It clearance levels for 
Region 3 personnel. Changes should be entered on Bept 1900 
access lists. 

KEPPLER, J.o, Region 3, Chicago. Office of the Director. 80/11/25. 


R, Periodic operating reports 4c related correspondence 


60t2110358 Forwards monthly operating rapts for Nov 1980. 

0RAF65ER, K- L. Commonwealth Edison Co. 80/12/05. Ip. 07223: 215. 


—8012110363 Monthly operating repts for Nov 1930. 

COGK,J.M. Commonwealth Edison Co. 00/12/05. tlpp. 07223:216. 


S. Reportable occurrences, LERs 1: related correspondence 


8012090433 Forwards LER 80-027/03L-0, 

0RAES8ER, K. L. CommonweaUh Edison Co. 60/11/26. tp. 07203:043. 


—0012090444 LEft aO-027/03L-0: on 601029, channe I 2L-461 found out of 
tolerance. Caused by zero shift on xmtr 2L-461. Adjustments 
made to xmtr U channel returned to sve. 

JENKINS, R V. Commonwealth Edison Co. 60/11/26. Ip, 07203:044. 


8012150093 Forwards LER 80-026/99X-0. 

ORAESBERrK. L. Commonwealth Edison Co. 00/12/02. Ip, 07237:207. 


—0012150094 LER 8O-O26/99X-0: on 800930, Inadver tent safety injection 
occurred. Caused by false steam pressure differential signal 
in loops 2A I: 2C.Mods underway to Install J tubes In 
feedwater rings of steam jervarators. 

BIMOCELI, B. L. Commonwealth Edison Co. 80/12/02. 3pp. 07237:288. 

0012170607 Forwards LER 80-028/031-0. 

0RAE8SER, K. L. Commonwealth Edison Co, 00/18/10. Ip. 07264:232, 


'8012170610 LER BO-O20/O3L-O: on BOl I lOi steam generator 20 feed flow 
channel 2F-540 out of tolerance. Caus ed by laro shifting of 
Ftfhep Porter transmitter. Transml tter lero adjusted 6 
channel returned to svc. 

JENKIM3, R, V, Commonwealth Edison Co. 80/12/10. Ip. 07264:233. 


6012100661 Ack receipt of 800919 response to NfiC 0OO81B Ur reouesting 
add! info re IE Bulletin 79-14 evaluations. Dresden L Quad 
Cities responses to Uemi I U 3 unacctp tab 1 e, s Ince 
raquasted info was not included. 

KEPPLER, J.O, Region 3, Chicago, Office of the Director. 80/11/26. 
3pp. 


8012170952 Forwards IE Info Notice 80-29, 8uppl i, "Broken Studs on 
Terry Turbine Bteam Inlet Flange." No written response 
required. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 60/11/26. 

2pp. 


8012310212 Buppls 80U06 response to IE DuUatln 80-11 re masonry wall 
design def iciency. Necessary repairs to 16 walls not meeting 
acceptance criteria to be completed by 810101. 

RAUSCH, T.J. Commonwealth Edison Co. 80/12/01. 2pp. 07369:282. 


8012100979 Ack receipt of 001118 Ur informing NRC of steps taken to 
corract violations noted in IE Health Physics Appraisal 
Repts 90-299/80-05 & 90-304/00-04. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 80/12/02 
ip, 07210; 162, 


—0012100582 Responds to NRC 000627 Itr re violations noted in IE Health 
Physics Appraisal Repts 50-299/80-05 «c 90-304/80-04, 

Corrective actions: present key control of access to high 
radiation areas will be maintained. 

ABEL. 0.8. Commonwealth Edison Co, 80/11/18. Ip. 07218:163. 


8012230069 Responds to IE Bulletin 80-21, "Valve Yokes Supplied by 
Malcolm Foundry Co, Inc. " No valve parts cast by Malcolm 
Foundry planned for use or In use at facilities. 

RAUSCH, T.J. Commonwealth Edison Co. 80/12/09. 2pp. 


8012290394 Responds to 801114 Ur re change in Imp plane for charging 
pump casing suction end plate. Plans will bo evaluated for 
potentially generic problem. 

FlORELLIiO. Region 3, Chicago, Reactor Construction If Engineering 
Support Branch. 80/12/09. Ip. 07349; t08. 


8012310983 Ack receipt of 801113 Ur Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90^295/80*^09 6 
50-304/80-09. 

HlNO, J. A. Region 3, Ghlcego, Safeguards Branch. 80/12/09, tp, 
07366: 031 , 


-8012310990 Responds to NRC 801001 Ur re vibUtlons noted In IE Imp 
Repts 9O«299/0p-Q9 6 50-304/80-09.M/0 end updated screening 
guidelines 6 implementing Itrv 

ABEL. J. 8. GemmpnwtaUh Edison Co. 80/11/13. Ip. 07366:032. 


8012230316 Forwards LER 00-029/011-0. 

ORAESSER, K, L, Commonwealth Edison Co, 80/12/15. Ip. 07318:211. 


—0012230318 LER 80-029/011-0: on 8001 19, outlet damper on hydrogen purge 
sys 2B found inoperable during constant speed drive L not 
repaired prior to startup. Caused by failure of normal 
oparablllty survaillance to Include verification. 

STAMMER, F. Commonwealth Edison Co, 80/12/15. 3pp. 07318:212. 


DOCKEI 80-309 KEWAUNEE NUCLEAR POWER PLANT 
F. Security, medical, emergency L fire protection plans 


0012020102 Discusses planned mods to emergency notification sue 6 
health physics network, NRC will pay for imtaliation of 
output jacks to provide capability for adding one-way 
speakers to sys.M/o end health physics network manual. 

KEPPLER.J. o. Region 3. Chicago, Office of the Director, 80/11/19. 
2pp. 07148:357. 


8012100368 Submits info re emergency offsite facility, In response to 
NRC tele* received 801201. 

MATHEWS, e.R, Mlscomin Public Service Corp. 80/12/01. 8pp 


8012300254 Forwards Industrial security manual* Revision 3, 

Plan withheld iref 10CFR2. 7901. 

MATHEWS, E.R Wisconsin Public Service Corp. 80/12/22. 2De 


P, Operating license stags documents 6 correspondence 


8012020793 Forward* seismic qual if icat i ons of auxiliary feedwater su* 
in operating PWRs 6 describes program NRC It undertaking 
to review capability of operating PMRs to remove decay 
heat following earthquake. 

EI8ENHUT, D. 0. Division of Licensing. 60/10/21. 4pp. 


0012160050 Ltr to operating plant licensees, OL applicants U CP holdert. 
Forwards NUREO-0737 re TMI action plan requirements. Requests 
Operating reactor licensee confirmation In 40 days that 
Enci 1 implementation dates will be net. 
eiSENKUT, D. 0. Division of Licensing. 80/10/31, 7pp, 


8012020112 Confirms 001030 plans for 801 120 meeting at facility to 
discuss NRC evaluation of regulatory performance. 

KEPPLER, J. 0, Region 3, Chicago, Office of the Director. 00/11/10. 
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8013220563 Hr to dll pouffr reactor licensees foruardarg NUREC*'06i9, 
"Bt^R Feed'-rdter Noizle V Control Rod Drive Return Line 
NdijU Cracking." Conf i rinati on that im;k lementat i on dates 
Ufill be m»*t nust be sent uilMn 45 daijs U/o encl. 

EI5EJ‘Hl=JTr D. 0. Division, otf Licensing. BO/il/13. Ip. 


0Oiai&Ol94 Confirms 801114 telcon authorizing Tech Spot change to 
License DPR-43. Tech Spec 3. 2. C, 4 permits tiiJO boric acid 
punps to be out of svc on 8D1114. 

MOVA'KiT.IL Assistant Dlrflctor for Operating Reactors. 80/11/24. 
2pp. 07362:307. 


B012020372 AcV reF:fllpt of IJRC 001031 Ur transmitting NUREO-0737* 
"Clarification of TMI Action Plan Requirements." Info on 
implementation schedules 6 design for r equ IrBrnenti uJi 1 1 be 
submitted by 810101. 

HATHEU3. E R Uisconsin Public Servica Corp. BO/lL/26. Ip. 
07142: 074 


8012230493 Responds to 800911 memo requesting that Dfc of Nuclear 
Raactor Regulation inform licensees of need to comply 
w/rBvlsed Agreement State burial site cond i ti ons. Forwards 
results of IE survoi^. 

OENIGILH. R. Office of Nuclear Reactor Regulatlani Director. 
80/12/04. 2pp. 


— &012220506 Foriuards tabulation & sumr.ary of IE survey on lou level 
^■asbe at 31 reactors. Lou level uaste storage facilities 
have been eepanded at 37X of reactors surveyed W/715C 
planning or considering increasing storage capacity. 

QAN-jARTi R. L. Effluent Treatment Systems Dranch. 80/11/06. 8pp. 


8012130364 Proposed Amend 420# superseding proposed Amend 42 to License 
DPR"43. Poruards proposed Tech Specs to clarify some 
s ec t 1 onsi cor r act inconsistencies L correct organization 
charts submitted in Tech Specs u/propostd Amend 42. 

HATHENSrE. R Wisconsin Public Service Corp. 00/12/09. 2p. 

07240:311. 


— 8012150267 Proposed revisions to Tech Specs submitted 800908 u/proposed 
Amend 42. Changes reflect Nuclear Dept reorganization which 
became effective 600301. 

a Wisconsin Public Service Corp. 00/12/09. 11pp. 07240:313. 


6012160316 Responds to NRC 600614 request for addl info re loss of 
offsite power survey . Pac U i ty has not experienced offsite 
loss of power resulting from grid failures such as severed 
power lines. 

HATHElvS# E. R. Wisconsin Public Service Corp. 90/12/09. Ip. 
07262:006. 


8012290334 Forwards request for add! Info re auxiliary feedwater 
automatic IniUation flow sys. 

VAROAiS.A. Operating Reactors Branch 1. 80/12/09. 4pp. 0734-3:397. 


801S300416 Forwards respense to 800821 request for addl Info re 
adequacy of station electrical distribution sys voltage 
analyses performed by util. 

MATHEWBfE. R Wisconsin Public Service Corp, 90/12/22. 4pp. 
07397:320. 


8012300413 Advises that NRC 601113 Itr requesting confirmation of 
implementation dates in KirREO-0619 does not apply to 
facility. 

HATHEW3.E. R Wisconsin Public Service Corp. 80/12/23. Ip. 
07349:357. 


6012300474 Discusses proposed Tech Spec Sr incorpora ting lessons learned 
items re emergency power supply requi rementsi valve position! 
instrumentation for ina-daquate core cool ing« contalnmen t 
i solat i oni au K i 1 1 ary feodvrater 6 sys integrity monitoring. 
liATHEWSf E. R. Wisconsin Public Service Corp. 80/12/23. 4pp. 
07346:123 


6012300359 Respaads to NRC 800410 Itr re use of term operable. Since 
Tech Specs do not follo-w STB f ormati revis io-ns to Tech Specs 
deemed unnecessary. 

MATHEWSiE. R Wisconsin Public Service Corp. 80/12/S3. 3pp, 
07346:253. 


Q. Inspection reports# IE Bulletins & correspondence 


8012I90S67 Forwards IE Mgt Meeting Rapt 5O-3OS/0O'22 on 600919. No 
nonconp 1 iance noted. 

KEPPLERi J. 0. Region 3i Chicagoi Office of the Director. 60/10/22. 
2pp. 07273:286. 


— Q01219D692 IE Mgt Meeting Rept 9O“3O5/0O-22 on 600919, No none omp 1 lane ■ 
noted. Major areas d 1 - cus sed: NRC perception of serious 
interface problem at corporate level ^ avenues to resolve 
matter. 

KEPPLERi J. 0. Region 3- Chicago. Office of the Director. 80/10/21, 
2pp, 07273: 288, 


6012170901 Forwards IE Info Notice 80-37, "Containment Cooler Leaks 
Reactor Cavity Flooding at Indian Point Unit 2. '* No written 
response required. 

KEPPLCRtJ. 0. Region 3, Chicago# Office of the Dtrectur, 60/10/24. 
Ip, 07269:086. 


8012020743 Forwards three Performance Appraisal Branch insp rapts 
mgt evaluation tree w/user guide so that facility can 
coAipare program to program already reviewed St make 
appropriate ad justments . W/o encl, 

KEFPLERiJ. O. Region 3, Chicago# Office of the Dlractor. 80/11/18, 
4pp. 


6012040299 Ack receipt of 801024 Itr informing NRC of steps taken to 
correct violations noted in IE- Insp Rept 50-303/00-lB. 

HEIBHMANr R. F. Region 3, Chicago# Reactor Operations Nuclear Support 
Branch. 80/11/20. ip. 07170:066. 


— 8012040302 Responds to NRC 001002 Itr re violations noted in IE Insp 
Rapt SO-GOO/SO-IB. Correct! ve actions; all A St B valves in 
none omp 1 lane e u/lWV-34lO tested imred late ly St 
adminlstratl ve controls increased. 

MATKEU8, E. R. Uisconsin Public Service Corp. 80/10/24, 3pp. 
07170; 067. 


8012040661 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment. " No written response 
required. 

KEPPLERfJ. 0, Region 3# Chicago, Office of the Director, 80/11/21, 
2pp. 07166:344. 


8012080390 Notification of 801201 meeting u/utll in DethesdorKO to 
discuss KRC orders Sc bulletins re qual if icat 1 on of safety- 
related electrical equipment St facility response to 600919 
revised order for mod of license. 

LtCCIAROQ# R. D. Operating Reactors Branch 1. 80/11/21. 2pp. 

07196: 190. 


6012080083 Forwards IE Info Notice BO-42# "Effect of Radiation on 
Hydraulic Snubber Fluid, " No written response required. 

KEPPLCfl, J. O. Region 3, Chicago# Office of the Director, 00/11/24. 
2pp. 07182:246. 


6012120389 Ack receipt of 800820 St 1103 Itrt informing NRC of steps 
taken to correct violations noted In IE Insp Rept 
30-305/00-13. 

KEPPLERrJ. O. Region 3# Chicago, Office of the Director. 80/11/24. 
Ip. 07237: 162. 


—6012120407 Responds to NRC 801006 Itr re violations noted In IE Insp 
Rept 90-303/80-15. Correct ive actions: Insp rept to be 
discussed u/personnel re requirements for approved specific 
repair procedures. 

MATHEWS# E. R. Wisconsin Public Service Corp. 80/11/03. 2pp. 

07237: 163. 


8012170320 Forwards IE Info Notice 80-29# Suppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange. " No written response 
required . 

KEPPLERiJ, O. Region 3, Chicago, Office of the Director. 90/11/26. 
2pp. 07266:112. 


8012310421 Reponds to NRC 600816 Itr requesting c lar if icatlon of 
response to IE Bulletin 80-11# "Masonry Wall Design. " 

Equipment listing encl. 

MATHEWa,E.R. Wisconsin Public Service Corp. 80/12/08, OZpp. 
07369:230. 


8012190210 Forwards third bimonthly status rept on IE Bulletin 79-OlB 
re environ qual i f ication of Class t£ equipment. 

HAYES# D. W. Region 3# Chicago, Reactor Construction £i Engineering 
Support Branch. 80/12/09. 2pp. 


8012240038 Forwards IE Insp Rept 50-305/80-25 on 601117-21 6 notice of 
violation, Notice of violation withheld irtf t0CFR2, 790). 

HiNOrJ. A. Region 3, Chicago# Safeguards Branch. 60/12/12. 2pp, 
07324:266. 


— B0t224006i IE Insp Rept SO-303/80-25 on 801 1 17-21. Noncomp I ianc* noted; 
packages not searched prior to entering protected area, 

Oatalls withheld (ref 10CFR2. 790). 

CREED# J.R I KNICELEY# J. R. Region 3, Chicago, Office of the 
Director. HIND# J. A. Region 3, Chicago# Eafeguards Branch. 

BO/I2/IO. 2pp. 07324:260, 
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R- Psriodic operating reports S; related correspondence 


8012100324 Forwards tnonthly operating rept for Nov 1780. 

MATHEWS. E.R. Wisconsin Public Service Carp. 80/12/03. See 
07217:340. 


—3012100328 MontMg operating rept for Nov 1780, 

RUITER.O.H, Wisconsin Public Service Corn. 30/12/01. 3pp. 
07217:342. 


3. Reportable occurrences. LERs 4. related correspondence 


8012020423 Forwards LER 80-033 /03L-0, 

MATHEWS. E.fl. Wisconsin Public Service Corp. 30/11/26. Ip 
07148:272. 


‘8012020431 LER 80-03S/03L'*'0: on 601030. during normal operation at 1007. 
power. IB2 svc water pomp failed to start after routine 
maint. Caused hg defective solid state devl ce. Device replaced 
per Tech Spec it returned to svc. 

SMOKER. C.S. Wisconsin Public Service Cora. 80/11/26. Ip. 
07149:273. 


8012170576 Forwards LERs 80-036 /03L-0. 00-01 7/0‘3X-3i 80-037 /O3L-0 U 
80-038/03L-0. 

MATHEWS. E. R Wisconsin Public Service Corp. 80/12/11. Id. 
07266: 007, 


—3012170581 LER BO-036/03L-0: on 801 114. both BA transfer pumps taken out 
of svc In violation of Tech Specs. Caused bg need to repair 
leaking diaphragm shared bv pumps. Valve repaired k pumps 
returned to svc. 

SMOKER, C.S. Wisconsin Public Service Corp. 60/12/12. lo. 

07266; 008. 


—8012170588 LER 80-019/03X-3: on 800326. check damper SBV-lOA felled to 
open causing tgs inabillti^ to create vacuum In annulus. 

Caused bg controller setpoint drift, faulty component k 
transistor. Parts repaired. 

KALEPKA, D. 8, Wisconsin Public Service Corp, 80/12/14. Ip. 
07266:010. 


P. Operating license stage documents 4; correspondence 


0013010593 Notification of 300521 meeting u/utll in Bethesda«MD to 
discuss installation of four k forty E*ton fuel assemblies 
containing gadolinia in forthcoming reload. 

MARTIN. R.E. Operating Reactors Branch 3, 30/05/14 Sac 

07075:065. 


8012020753 Forwards seismic qualifications of auiiliary feedwater sys 
in operating PNRs k describes program NRC is undertaking 
to review capability of operating PlJRs to ramove decay 
heat following earthquake. 

EISENHUT, 0. 0, Division of Licensing, 80/10/21. 4pp. 


8012160050 Ltr to operating plant licensees, QL applicants k CP holders 
Forwards NL/REO-0737 re TMI action plan requi rementa . Reqires ts 
operating reactor licensee confirmation in 45 days that 
Enel t Implementation dates wilt be net. 

EISENHUT, D. 0. Division of Licensing. 30/10/31. 7pp. 


B012230563 Ltr to all power reactor licensees forwarding hIUREQ-0617. 
"BWft Feedwater Noitle k Control Rod Drive Return Line 
Noiile Cracking." Confirmation that Implementation dates 
will be met must be sent within 45 days.W/o end, 

EiaENHUTr D. 0. Division of Licensing. aO/U/13. Ip. 


8012040333 Forwards Amends 43 6 37 to Licenses DPR-4a k DPR-60. 
respectively, safety evaluation k notice of Issuance t. 
aval labl 1 1 ty. 

CLARK.R.A. Operating Reactors Branch 3. 80/11/14. 3pp. 07163:223. 


—8012040358 Amends 43 k 37 to Licenses DPR-42 k DPR-60. respective ly. 
revising Tech Specs to replace current Inservice insp Tech 
Specs w/inservice program meeting requirements of 
lOCFflSO. 55. 

CLARK.R.A. Operating Reactors Branch 3. 30/11/14. 5pp, 

07163:226. 


—8012040364 Safety evaluation supporting Amends 43 k 37 to Licenses 
DPR-42 k DPn-60. respec t 1 vely. 

* Office of Nuclear Reactor Regulation. Director. 00/11/14. 
21pp. 07163:231. 


— 0012170572 LER 0O-O37/O3L-O: on 800611, check damper 8BV-10A failed to 
open causing tys inability to create vacuum in annulus. 

Caused by controller setpoint drift, faulty component k 
transistor. Par ts repaired. 

NAUEPKA, D, 8, Wisconsin Public Service Corn. 80/12/14, Ip. 
07266:011. 


— 0012170600 LER eO-Oas/OSL-O: on 800713< check damper BBV-lOA failed to 
open causing sys inability to create vacuum in annulus. 

Caused by controller setpoint drift, faulty component tt 
transistor. Parts repaired, 

NALEPKAiD. 8, Wisconsin Public Service Corp, 00/12/14, le. 
07266:012, 


8012230385 Forwards LERs 80-037/01 T-0 k 00-04 0/03L-0. 

MATHEWS. E. R Wisconsin Public Service Corp. 00/12/19. Ip, 
07316:232, 


■8012230387 LER 80-039/01T-0: on 301210, during surveillance of spent fuel 
pool rack samples, two sealed specimens exhibited swelling. 

Caused by gaseous product of radiolysis of matls used in 
boron carbide p late. Rearranged spent fuel bundles. 

SMOKER, C.S Wiscansln Public Service Corp. 00/12/19. Lp. 

07316:233. 


-0012230377 LER 0O-O4O/O3L-O; on 801125, while rec trculating boric acid 
storage tank A prior to sampling,lA BA transfer pump motor 
tripped on overload. Cause unknown. Pump returned to svc 
within time limit of Tech Specs 3,2. c. 2. 

SMOKER, C.S Wisconsin Public Service Corp. 80/12/17. 2pp. 
07316:234. 


—8012040367 Notice of issuance & availability of Amends 43 6 37 to 
Licenses DPR-42 4t DPR-60, respec tively. 

CLARKiR. A. Operating Reactors Branch 3 80/11/14. 2pp. 

07163:252. 


8012010070 Responds to questions raised by Chemical Engineering 6 
Effluent Treatment Sys Branches re facility fuel storage 
mod, in connection W/Q00131 OL amend request. 

MAYER, L.O. Northern States Power Co. 00/11/21. 5pp. 07077:331. 


9012080319 Forwards Revision 1 to 0OOSO6 application fop amend to 
Licenses DPR-42 k DPR-60. chang ing Tech Specs. Section 3,10 re 
safety injection actuation power distribution limits. 

MAYER, L.O. Northern States Power Co. 80/12/02, lp. 07187:223. 


8012080323 Revision 1 to 800506 application for amend of Licenses 
DPR-4a k D^R-60t Changing Tech Spec s, Section 3. 10 re safety 
injection actuation 4; power distribution limits. 

MAYER, L.O. Northern States Power Co. 00/12/02, 3pp. 07107:224. 


8012080327 Proposed changes to Tech Specs, Sac t inn 3.10 re safety 
injection actuation k power distribution limits, 
a Northern States Power Co, 60/12/0?. 4pp. 07107:227. 


8012220405 Responds to B00711 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revlsed Agreement State burial site condl tions. Forwards 
results of 3E survey. 

DEN10N,H. R. Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp, 


DOCKEI 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 
F, Bfcurlty, medical, emergency 6 fire protection plan* 


8012020063 Discusses planned mods bo emergency notification sy» fe 
health phytic* network. NRC will pay for ins.tal lat ion of 
output jack* to provide capability for adding one-way 
speaker* to *y». W/o end health phytic* network manual, 

KEPPLERrU. O. Region 3, Chicago, Office of the Director. eo/!l/l7. 
Ip. 07148:343. 


8012020332 Ack receipt of NRC 0Otil4 ltr commenting on 800815 upgraded 
emergency p len. Revl* Ions to plan will be completed by 
810201. Implementing procedures will be submitted by 810301. 

MAYER, L. a. Northern State* Power Co. 80/11/26, lp. 07148:047, 


‘8012220506 Forwards tabulation k summary of IE survey on low level 
waste at 31 reactors. Low level waste storage facilities 
have been expanded at 37X of reactors surveyed w/71X 
planning or cons iderlng increasing storage capacity. 

DANOART.R. L. Effluent Treatment Systems Branch. 80/11/06. 8pp. 


6018300265 Responds to NRC 801024 request for addl auxiliary feedwater 
sys Info. Specific responses. related tables k drawings k 
correction to util 791221 ltr end, 

MAYER, L.O. Northern States Power Co. 00/12/18. I3pp. 07337:243. 

6012300214 Submits licensing fee doteri’ilnafcion for 801217 amend request 
for License* DPR-42 L DPR-60 re TMl Lessons Learned Category 
A Tech Spec* changes. Class III k Class I fee* end., 
a Northern States Power Co. 80/12/17. lp. 07357:056. 
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B012300303 Forwards application for amend of Licemes 0Pi}**42 l< DPR-60i 
changing Tech Specs re Ttll Lessons Uaarnad Category A 
procedural etiulpnent retruir events. Fee end. 

MAYER. L.D. Northern Statee Rover Co. SO/ 13/19. Ip. 073S7:Oi5. 


-0012300305 Application for amend of Licenie-s DPR-42 tt DRR-AO. chang Ing 
Tech 8pec« re TMt Le^sane Learned Category A procedural h 
equlprnent requirements. 

MAYER r L. □. Northern States Pauer Co. 00/12/19. 3pp. 07357: 06h. 


— 0012300310 Proposed changes to Tech Specs Sections 3»4 h 6 re TMl 
Losisons Learned Category A procedural & equipnent 
reqoirar.Bnts. 

♦ Northern States Po'jer Co 00/12/19. 2&pp. 07357:069. 


3. Inspection reports. lE Bulletins ii. correspondence 


B0l2170h'4‘l Foruards IE Info Notice 00-37. “Conta inoien t Coolsr Leahs h 
Reactor Cavity Flooding at Indian Point Unit 2.“ No written 
response required. 

KEPPLER.J. 0. Region 3* Chicago. Office of the Director. QO/tO/24. 
Ifl. 07264:192. 


SOtSr>10566 Foruarcfs IE Insp Rep is 50-232/00-17 in 50-306/60-17 on 
001020-24 notice of v lo lation. Not Ice of violation 
bjithheld (ref 10CFn2. 790). 

HINOj J. A. Region 3« Chicago* Safeguards Branch. BO/lt/16. 2pp. 
07095: 040. 


— 8012240294 tnservice insp rept for 000902-1013. Refuel Ing Outage S« Imp 
Period 2. Discusses examination of pressure retaining 
coioponents te supports of reactor coolant L associated syx 
classified as A5KE Class <1 tk Class 2. 

DAHLKAN. L. D. . KRUMPOS* P. J. I ANDERSON. R. U. Northern 0tates Pouer 
Co. 60/12/01. 95pp. 07325: 147. 


R. Periodic operating reports & related correspondence 


8012160453 Forwards monthly operating repts for Nov I960. 

MAYER. L.O. Northern States Power Co. 80/13/11. Ip. 07254:204. 


— 8012160456 Monthly operating repts for Nov 1900. 

HUN3TA0. A. A. Northern States Power Co. 00/12/01, Bpp. 
07254: 206. 


S. Reportahle occurrences! LERs L related correspondence 


0012090396 Forwards LER 80-035/03L-0. 

KAYER.L, 0. Northern States Power Co. 00/12/03. Ip. 07203:026. 


—8012090402 LER B0-035/03L-O: on 801 103# remote/ 1 oca 1 control switch on 
containment spray pump 21 found not in remote position. 

Caused (ii| contractor workman humping sul tch. Switch returned 
to remote position. 

HUNSTADiA. A. Northern States Power Co. 00/12/03. Ip. 07203:027. 


—8012010506 IE Insp Repts SQ-2S2/Q0-17 L 50-306/60-17 on 801020-24. 
Noncompl lance noted:access available to two vital areas w/o 
controlled access pdifit s . Data i Is withheld (ref 10CFR2. 7901. 
PIRTLC. O. L . MAGEDA. T. J. Region 3. Chicagoi Office of the 
Director. KIND. J. A. Region 3. Chicago. Safeguards Branch. 
00/11/17. 2pp. 07095; 050. 


3012020743 Forwards three Performance Appraisal Branch Insp ropts 6 
mgt evaluation treo u/user guide so that facility can 
compare program to program already reviewed & note 
appropriate a d j us tmc nts . ll/o encl. 

KEPPLERr «J. 0. Region 3i Chicago. Office of the Director. 80/11/18. 
4pp. 


3012040633 Forwards IE Bulletin 00-24* “Prevention of Damage Due to 
Mater Leakage Inside Containment. " No written response 
required. 

KEPPLER.J. 0. Region 3. Chicago. Office nf the Director. 00/11/21. 
2pp. 07163:330. 


3012080070 Forwards IE Info Notice 80-42. “Effect of Radiation on 
Hydraulic Snubber Fluid.*’ No written response required. 

KEPPLERiJ.G. Region 3. Chicago. Office of the Director. 80/11/24. 
2pp. 07192:223. 


3012C90006 Responds to IE Bulletin 00-23. Increased surveillance not 
warranted . So lend Id valves do not present safety or plant 
rellahility concern. 

GILBERTS. D. E Northern States Power Co. 80/11/24. Ip. 07199:338. 


!0t2l9O27O Forwards new security badge numbers L clearance levels for 
Region 3 personnel. Changes should be entered on 8»pt 1980 
access lists. 

KEFFLCR.J.O, Region 3, Chicago. Office of the Director. 80/11/29. 
6pp. 07286:020. 


3012170531 Forwards IE Info Notice 80-29. Suppl Ir ^’Brolten Studs on 
Terry Tyrhlne Steam Inlet Flange." No written response 
requ Ired, 

KEFFLERiJ.G, Region 3. Chicago. Office of the Director. 80/11/26, 
2pp. 07260; 132. 


1012220177 Responds to IE Bulletin 00-21. “Valve Yokes Supplied by 
Halcalm Foundry Co. Inc. “ Facilities do not use specified 
valves. 

GILBERTS. D. E. Wortham States Power Co. 00/12/05, Ip. 07303:241, 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency 6 fire protection plant 


0012040149 Public version of “Independent Assessment of Evacuation 
Times far ME Yankee Nuclear Power Plant.” Vol 6. prepared for 
FEMA, 

COSBYiJ.C.. SHEPPARD. U. V. . JURASIN. R. P. Wi 1 bur Smi th t< As toe iates. 
0D/O6/3O. 51 pp. 07161; 133. 


8012030730 Informs that mods will be made to emergency notlficatlpn 
sys 6 health physics network equipment. NRC will have lamps 
Installed on emergency telephones in all control rooms, 
technical support ctrs emergency operations facilities. 

CRIER. B.H. Region 1. Philadelphia. Office of the Director. 
80/11/14. 2pp, 07196:154, 


8012070511 Forwards interim 10CFR50. 48. suspending completion date for 
previously approved fire protection mods, ef fee tive 801029. 

Rule will be superseded by pending revision. 

EISENHUT. D. G. Division of Licensing. 00/11/14. 5pp. 07207:016. 


6012040065 Forwards public version of “Evacuation Time Assessment of 
Nine Nuclear Power Plants Emergency Planning Zones. “ 
executive sutnmary. 

FELTON. J.M. Division of Rules and Records. 80/12/03. Ip, 


— 8012040080 Public version of “Evacuation Time Assessment of Nine 
Nuclear Power Plants Emergency Planning Zones." executive 
summary, pr spared for FEMA. 

•* Ullbur Smith ti Associates. 80/06/30. i7pp. 


—8012040155 Public version of program rept. “Evacuation Time Aisessmint 
of Nine Nuclear Pouer Plants Emergency Planning Zones. “ Vol 
1. prepared for FEMA. 

COSBY. V.C, Ullbur Smith U Associates. 80/06/30. 43pp. 


60121500B2 Informs that util has installed hose stations referenced in 
fire protection safety evaluation Hose stations are 
Installed to meet capacity requirements of NFPA 14. standpipe 
tc bo-ie stations. 

GROCE, R.H. Maine Yankee Atomic Power Co. 80/12/05. Ip. 07239:357. 


0. Adjudicatory correspondence 


^012220734 Forwards revised data sheets In response to IE Bulletin 
79-OlB. "Environ Qualification of Class tE Equipment," 

D. E. Northern States Power Co. 80/12/05. 7pp. 07299:261, 


rept on IE Dulletin 79-018 
Ipment, 

nstruetton It. Engineering 


mary for facility 
Ip. 07325: 146. 


8012150070 Criticlies remarks by NRC official to Portland Press Herald 
on B01201. bac k Ing util plan for long-term storage of nuclear 
waste In existing fuel pool. Remarks before prehearing 
conference are unprof ess Iona 1. Newspaper article end. 

TUPPER.& R. Tupper.S.R, 00/12/04, 3pp. 07240:016, 


8012110516 Requests hearing by 820630 re environ qualification of 
saf ety-related electrical equipment per 801024 order. Util 
will clarify 801024 order requirements bt review SERs 
scheduled for 810201 Issuance, 

JOliNGON, U. P. Maine Yankee Atomic Power Co, 80/12/08, Ip, 
07222:357. 


DOCKETED ITEMS 
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H. 0«n»rjil corr«»pond»nc* 


8012290249 Inform* of relocation of ongineering ofc effoctlvo 801225. 
KAY. J. A. VAnk«9 Atomic Electric Co. 00/12/19. Ip. 07342:339. 


P. Operating llccn«« etige documente U carreipondence 


80120207S3 Forwerdi leltmic c^ual 1 f icatlonf of euiillerq feedueter ty* 
In operating PWft« t. de«crlb«s program NRC is undertaking 
to revieuf capability of operating PtJPs to ramove decay 
heat foltouing ear thouale. 

EISEl^HUTr D. 0. Division of Licensing. 90/10/21. 4pp. 


8012160090 Ltr to operating plant llcenseeSrOL applicants CP holders. 
Foruardt NUREO-0737 re TMt action plan rei(u Irements. Requei ts 
operating reactor licensee confirmation in 49 days that 
Enel 1 implementation dates ui 1 1 be met. 

EZ9ENKJTi D. 0, Division of Licensing. 80/10/31. 7pp. 


9012220563 Ltr to all pother reactor licensees foruerding NURC0’*0619. 
“BWR Feedweter Noiilt 4; Control Rod Drive Return Line 
Nosile Cracking." Confirmation that implementation dates 
win be met must be sent within 45 days.W/o end. 

EISEHHUTr D. 0. Division of Licensing. 90/11/13. Ip. 


9012020299 Discutses scope ^ schedule of program to be pursued in 
resolving CCC6 model concerns re NRC action plan Item 
II. K. 3.30 on revised smell break LOCA methods. Dec Itlon on 
approach will be made by 910215. 

OARRITY. J. H. Maine Yankee Atomic Power Co. 80/11/21. 2pp, 
07141:396. 


9012110153 Summery of 801007 plant visit to Inspect spent fuel pool, 
main feedwater sys aurillary feedwater lys. 

REQUA. 0. Operating Reactors Branch 3. 80/11/21. 4pp. 07223:163. 


80122204B5 Responds to 900911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement State burial site cond Itlons. Forwards 
results of IE survey. 

DENTONiH. R. Office of Nuclear Reactor Regulation* Director. 
80/12/04. 2pp. 


— 8012220506 Forwards tabulation summery of IE survey on low level 
waste at 91 reactors. Lou level waste storage facilities 
have been expended at 3771 of reactors surveyed w/71>i 
planning or considering increasing storage capacity. 

BAN'JARf* R. L. Effluent Treatment Systems Branch. 80/11/06. 9pp. 


9012310043 Forwards request for addl info for review of radiological 
aspects of util 900929 proposed spent fuel bin storage mods. 
Description of method used to remove 4. dleposo of old racks 
is required. 

CLARK* R. A. Operating Reactors Branch 3. 80/12/OB. 3pp. 07371:110. 


8012190469 Forwards info re commitment to Implementation schedule for 
TMI-releted items specified in NURE0~O737. Revised dates U 
justification for delays provided for implementation datei 
that wi 1 1 not be met. 

RANDAZZAi J. 8. Heine Yankee Atomic Fewer Co. 90/12/19. i2pp. 
07204:082. 


9012230430 Advisee that util does not intend to submit any eppl Icetione 
or requests to NRC from now until 031231* in response to 
001209 request. 

RANOAZZAi ^1. B. Mein# Yankee Atomic Power Co. 90/12/16. Ip. 

07312:263, 


9012310276 Informs of Impact of steam driven feedwater pump on util 
plans for Cycle 6 reload analysis requirements to commence 
on or about 910701 Application of RETRAN cod# beet solution 
to evaluate Impact. 

JQHNBDNrVI. P. Heine YenVee Atomic Power Co. 90/12/23. 4pp. 
07361:312. 


Q. Inspection reports* IE Bulletins 4: correspondence 


6012170376 Forwards IE Info Notice 90-38* "Cracking In Charging Pump 
Casing Gladding." No written response required. 

ORlERrB.H. Region 1* Philadelphia* Office of the Director. 
00/10/30. ip. 07269:055. 


8012100319 Responds to IE Bulletin 90-ilr "Kasonry kJell Design." 
Provides details re function of masonry wells* const specs It 
re-evaluation methodology. 

JOHNSON I N. P. Maine Yankee Atomic Power Go. 80/11/04. 27pp. 

07187:001. 


8012120100 Forwards IE Bulletin 80-*21 j "Valve Yokei Supplied by Malcolm 
Foundry Co, Inc. " Urlttan response required. 

CRIERtB.H. Region 1* Ph i ladetph ia* Office of the Director. 

90/11/06. tp. 07230:2.14. 


8012190372 Informs util af issuance of new NRC personnel identification 
badgai* effective after 801 130. Examp It end, 

HARTINrU. J, Region 1* Ph i ladalp hla* Safeguards Branch. 90/11/06. 

2pp. 07286: 135. 


0012030813 Forwards IE Info Notice 80-40* "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurization." No written respense required. 

ORIERrB.H. Region 1, Philadelphia* Office of the Director. 
aO/tl/07. tp, 07150:260. 


8012090536 Forwards IE Info Notice BO-41* "Failure of Swing Check Valve 
In Decay Heat Removal Sys at Davis Basse Unit 1. " No 
response required. 

ORIERiB.H. Region 1* Philadelphia. Office of the Director. 

80/11/10. Ip. 07182:354. 


B012040040 Forwards IE Bulletin 80-23, "Failures of Bolenoid Valves 
Mfg by Valcor Engineering Corp. ” Requires estimate of 
manpower associated w/corrective actions. 

ORIERiB.H. Region t* Philadelphia* Office of the Director. 
BO/ll/14. ip. 07169:342, 


6012220667 Advises that written response Is required to IE Bulletin 
80-23* "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required. 

ORIER*B.M. Region 1* Philadelphia* Office of the Director. 
a0/ll/i9. tp. 07293:131. 


6012040936 Forwards IE Bulletin 80-24* "Prevention of Damage Due to 
Meter Leakage Inside Containme nt. " Urltten reeponse 
required. Requests Info on manpower expended. 

QRIERtB.H, Region 1* Ph 1 lade 1 ph la* Office of the Director. 
80/11/21. 2pp. 07169:190. 


8012090572 Forwards Info Notice 80-42* "Effect of Radiation on 
Hydraulic Snubber Fluid." No written retponst required. 
ORIERtD.H. Region 1* Philadelphia* Office of the Director. 
80/11/24. Ip. 07174:099. 


R. Periodic operating reports 6 related correspondence 


6012020599 Forwards discharge monitoring rept for Oct 1980, subml tied 
to State of H£«D»pt of Environ Protection. 

OARRITYfJ, H. Maine Yankee Atomic Power Co. 80/11/24. 2pp. 
06916:001. 


— eol20S>0597 Discharge monitoring rept for Oct 1900. 

FLANDERS* W, L. Heine Yankee Atomic Power Co. BO/Il/24. 9pp. 
06916:00]. 


6012300526 Forwards discharge monitoring rept for Nov 1990, Ltr to 
ME Dept of Environ Protection end. 

0ARRtTY*J. H. Maine Yankee Atomic Pouer Co. 80/12/22. 2pp. 
07308:001. 


—9012300529 Discharge monitoring rept submitted to HE Dept of Environ 
Protection for Nnv 1990. 

FLANOERBtW. Maine Yankee Atomic Power Co. 90/12/22. Spp. 


S. Reportable occurrences* LERs related correspondence 


8012300478 Forwards U6R 80-019/03L-0. 

WOOD,E. C, Maine Yankee Atomic Power Cp. 80/12/19. Ip. 07349:342, 


—0012300403 LER 0O-O19/O3L-O: on 801202* during routine surveillance pn 
reactor protection sys* Channel C positive symmetric offset 
pretrlp function discovered not aval leble. Caueed by felled 
comparator module. Spare unit installed returned to svc. 

BRINKLER* J. E, Heine Yankee Atomic Power Co. 80/12/19, Ip. 
07349:343. 


DOCKEl 50-311 SALEM NUCLEAR OENERATfNO STATION, UNIT 2 


F. Security, medlceli emergency ^ fire protection plans 


6012080734 Informs that mods wilt be made to emergency notification 
sys U health physics network equipment. NRC wl 1 i have lamps 
Installed on emergency telephones in all control roetss* 
technical support ctrs 6 emergency operations facilities. 
0R1ER*B,H. Region t* Phi ledelphia* Dffice of the Director, 
aO/ll/!4. 2pp. 07196:157. 
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Q012040161 Requests evaluation of vote bi^ Lowipr Allauiatj Creeti Fire Co 
not bo hoRor 1976 Itr of ajree^&Rfc, Eva luati on shauid include 
iaTipact an existing fire protection pragratn energencg 
preparedness efforts. 

TEDESCOp Ft. L. Assistant Director for Licensing. 80/11/17, 2pp. 
07170: 339. 


S012020620 Advises that vote of local fire company re response to fires 
at faclliti^ has no Impact on fire protection prog-ram 
Bmergencg preparedness « f f or ts. Fac i 1 i ty fire protection «ys 
it briga'S® are completelv sol f-suf f Ic i ent. 

MITTL.«,L. Public Service Electric it Gas Co, of Neui Jersey, 
ao/12/01. Spp- 07149:3 j6 


6012030624 Advises of plans for i mp lemenbat Ion of mods* in response to 
NRC fire protection rule is App R p'jblishod In 80111? FR. 

Rule applies to plants licensed prior to 790101 & becomes 
effective on 81021?. 

fllTTL^R-L. Public Service Electric it Gas Co. of Mem Jersey. 
80/ia/Ol. 2p 07149:235. 


6012180126 Forwards request for addl info re NUREO-0694. “Criteria for 
Preparation Evaluation of Emergency Response Plans & 

Preparation in Support of Nuclear Power Plants.*' Info 
previously discussed at 601121 meetlTig. 

TEDESCO,H.L. Assistant Director far Licensing. 80/12/04. 4pp. 
07272: 190- 


8012190334 Forwards request for addl info re emergency planning for 
full power license review. Info is necessary as result of 
publication of NUREG-0654. 

TEUESCOf R L Assistant Director for Licensing. 90/12/04. 4pp. 
07286: i 50. 


H. General correspondence 


8012080416 Responds to 000430 postcard to JF Aheartie re licensing 
natters concerning f ac i I i t i es. Sa f oty issues resulting from 
TMI accident will need to be resolved before licenses are 
i ssued . Discus ses licensing procedures. 

KIRAGlIA. F. J. Licensing Branch 3. 80/11/28. 3pp. 06596:003. 


--0012080435 Supports NfiC enthusiasm re licensing of nuclear plants 4c 
expresses desire for NR-C to nave ahead on licensing plants 
which presently meet stds. 

VAUGHM.C. Affil iation Unknown. 00/04/30. Ip. 06SQ6. 003. 


J. Insurance 6 indemnity i n f o-rfrat i on 


8012010360 Forwards Endorsement 41 to ANI Policy NF-230. 

CORREA, ri. A. Karsh i McLe nnahi Iti c . ■ M 4: « NucUar Consultants i Inc, 
Div. 60/11/34. 2pp. 07090:046 


P. Operating license stage documents Pj. correspondeitc e 


6012310130 Requests ravisleiis to util B00707 feedwater hammer test 
p racedure. Procedure should be revised to provide info re 
test prerequ i s i tes, precau t i onsf sp ec la 1 test equipment 8< 

1 nstrurentat > on. 

TEDSSCO. R. L. Assistant Director for Licensing. flO/fl/07. 2pp. 
07371: 177. 


8012030908 Notification of 601121 mgt .maefclng w/util in Hancocks 
Bridge, HJ to discuss outstanding licensing issues, 

KERRIOAM, J, Llcensltig Qranch 3 80/11/13. 5pp. 07149:067. 


8-012040156 Requests addl info re containment boundary fracture 
t-iughness. Frac ture toughness data for A 106 Grade C piping 
used in steam generator foedifster sys requirsd. 

TEOESCO,R.L. Assistant Director for Licensing. BO/li/l7. Spp. 
07170:231, 


8012030784 Discusses Issues -uihtch must be resolved prior to issuance uf 
full power 1 t Cense, Outstand i ng issues Include: fire 
p rotec t i onr General Design Criteria Sl^masonry uallsi 
equipment qua 1 1 f ication & emergency planning. 

KERRIGAN, J. Licensing Branch 3. 80/11/18, :?pp. 0'7l96:2a3. 


ing w/util in Hancock's DridguiNJ 
of masonry walls. 

3pp. 07217:325. 


jre toughness 
»edwator 


Jersey. 


0012150004 Motif ication of 801203 meeting w/util in Dethesda.MO to 
discuss alternate means of complying w/General Design 
Criteria 51. 

KERRIOAM, J. Licensing Branch 3. 80/12/01. 2pp. 07241:072. 


8012320485 Responds to 800911 memo requesting that Ofe of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/revisad Agreement State burial site cond i tlons. Forwards 
results of IE survey. 

DENIQMpH. R. Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp. 


- -BO 1 2220506 Forwards tabulation i summary of IE survey on low level 
waste at 51 reactors. Lou level waste storage facilities 
have been expanded at 37id of reactors surveyed u/717. 
planning or considering increasing storage capacity. 

BAMGART, R. L. Effluent Treatment Systems Branch. QO/tl/06, Gpp, 


8012170700 Forwards info re nuclear pauer plants to be licensed Dec 
19BO-Dec 1981 in response to request from Nuclear Oversight 
Committee. 

KIRAOLIA, F, Licensing Branch 3, 80/12/09. Gpp. 07266:098. 


8012190396 Forwards Amend 4 to License DPR-79, safety evaluation L 
notice of issuance L aval lab 1 1 ity . 

MIRAGLTA, F. J. Licensing Branch 3. 80/12/08, 3pp. 07286:190, 


--8012190400 Amend 4 to License DPR-75, approving organl latlonal change to 
facility operation & support staff it revising related Tech 
Specs. 

MIRACLIA, F. J. Licensing Branch 3. 8O/i2/O0, 16pp. 07286:193, 


— 60I2190403 Safety evaluation supporting Amend 4 to License DPR-75. 
e Office of Nuclear Reactor Regulation, Director. 00/12/00. 3pp. 
07286:209, 


—8012190409 Notice of issuance %. availability of Amend 4 to License 
DPR''73, 

MIRAOLIA, F. J. Licensing Branch 3. 80/12/08. 2pp. 07286:212. 


0012230259 Submits addl info re containment boundary fracture 
toughness, In response to 601117 Itr. Integrity of containment 
boundary uill be contained under normal conditions it is in, 
compliance w/General Design Criteria 51. 

MITILpR. L. Public Service Electric i Gas Co. of New Jereoy. 
80/12/19, 2pp. 07314:021. 


Q. Inspection reports, IE Bulletins i correspondence 


6012170397 Forwards IE Info Notice 80-36, "Cracking in Charging Pump 
Casing Cladding," No written response required. 

GRIER, O.H. Region 1, Ph 1 lade Iph la. Office of the Director. 
80/10/30. Ip. 07269:098. 


8012170703 Forwards IE Insp Repte 50-272/80-21 i 50-311/00-17 on 
600901-101 1 . No noncomp 1 ianc e noted. 

BRUNNER, E, J. Region 1, Philadelphia, Reactor Operations Nuclear 
aupport Branch. 80/10/30. 2pp. 07207:359. 


—8012190707 IE Insp Repts 50-272/80-21 i 50-311/90-17 on 800901-101 1. No 
noncompl lane V noted. Major areas Inspec ted ; logs records, 
licensee events, operat 1 ona 1 safety verification L IE 
bulletins. 

NORRHQLK. L. J. I HILL, W. h. Region 1, Ph i ladelph ia, Office of the 
Director, KEII1IG,R.R. Region 1, Philadelphia, Reactor Operations 
Nuclear Support Branch. 80/10/28, I7pp. 07288:001. 


8012300173 Forwards IE Insp Repte 50-272/80-27 i 50-311/80-20 on 
aOHH4-17 6 notice of violation. 

CARLSON, R. T. Region 1, Ph i ladelph la, Reactor Construction b 
Engineering Support Branch, 60/11/05. 2pp. 07356:273. 


--8012300177 Notice of violation from insp on 001014-17, 

e Region 1, Ph 1 ladelph la. Office of the Director. 80/11/04, Ip. 
07356:275. 


— 8012300185 IE Insp Repts 50-272/80-27 it 50-311/00-20 on 001014-17. 
No n CO, Tip 1 lance noted: 1/2 of fire brigade members not trained 
in fire fighting i use of emergency breathing equipment & 
no continuous fire watch posted on fire doors. 

KOLTAYiP.S. Region 1, Philadelphia, Office of the Director. 
EBA'^ErER, 8 D, Region i« Philadelphia, Reactor Construction l< 
Engineering Support Branch. 80/11/04. 6pp. 07356:276. 


801212C060 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. “ Written response required. 

GRIER. DH. Region t. Phi lade Iph ia. Office of the Director. 

60/11/06, Ip. 07230:279. 



DOCKETED ITEMS 
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B01S190355 Informs util of istuanco of neui NRC parsonnel identification 
badgesi effect iv« after 801 i 30. Examp le end. 

MARTlNrU. J. Region 1, Ph i lade 1 pKla. Safeguards Branch. BO/li/06. 

3pp. 072B6: 125. 


801203079& Foruarde IE Info Notice Q0-40i ''Excessive Nitrogen Bupplg 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Pepr essur i xati on. " No written response ri<iulred. 

ORIERiD.H. Region 1. Philadelphia! Office of the Director. 
00/11/07. Ip. 07150:324. 


80120B042& Forward's IE Info Notice B0''4t« "Failure of Suing Check Valve 
In Decay Heat Remaval 5ys at Davis Basse Unit I. " No 
response rei^ulred. 

ORr£R!B.H. Region t» Philadelphia! Office of the Director. 
aO/U/lO. ip. 07102:307, 


0012040047 Forwards IE Bulletin B0-23r "Failures of Solenoid Valves 
Hfg by Valcor Engineering Corp. " Req^uires estimate of 
manpower associated u/corrective actions. 

0R1ER!B,H. Region i » . Ph i lade Iph ia* Office of the Director. 
00/11/14. Ip. 07169:337. 


0012220679 Advises that written response is required to IE Oulletln 
00-23! "Failures of Bolenold Valves Hfg by Valcor 
Engineering Corp." First paragi-aph erroneously stated no 
written response required. 

ORIER/B.H. Region Phi iadelph { a, Office of the Director. 
00/11/19. Ip, 07393:116. 


8012040497 Forwards IE Bulletin 80-24 j "Prevention of Damage Due to 
Hater Ueakage Inside Containment. " Written response 
required, Requests Info on manpower expended. 

ORIER^Q.H. Region 1. Phi ladelphiar Office of the Director. 
00/11/81. 2pp. 07169:172. 


0018090595 Forwards Info Notice 00-42! "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 
ORIERtB.H. Region 1* Phi Iadelph la# Office of the Director. 
00/11/24. Ip. 07174:006. 


0018080137 Forwards proprietary k nonproprietary versions of 
Revision IxVols 1 tt Sj "Environ Qualification Review Rept. " 
Applications k affidavit for withholding Info (ref 
10CFR3. 790), 

MITTL!R, L. Public Bervlce Electric k Oai Co. of New Jersey. 
80/11/26. 12pp. 07321:330. 


— 0012080140 Nonproprietary vers i on» Revi s ion ttVol I, "Environ 
Quai if ication Review Rept. " 

a Public Bervlce Electric k Oas Co. of New Jersey. 80/12/01, 
260pp. 03754:105. 


'—8012020150 Nonproprietary vers Ion! Revi s ion IiVol 24 "Environ 
Qualification Review Rept." 

a Public Service Electric k Oas Co. of New Jersey. 80/12/01. 
420pp. 03759:094. 


R, Periodic operating reports k related correspondence 


0012160340 Forwards monthly operating rept for Nov 1980. 

MIDURA/H. J. Public Service Electric k Oas Co. of New Jersey. 
80/12/11, Ip. 07292:324. 


— 0013160343 Monthly operating rept for Nov 1980. 

MILLER! L.K. Public Service Electric t: Oas Co. of New Jersey. 
BO/12/11. 6pp. 07292:325. 


DOCKET 90-312 RANCHO 8ECQ NUCLEAR GENERATING STATION 


F. Security! medical! emergency k fire protection plena 


8O12300276 Requests revision of emergency plan to include description 
of potential complicating factors caused by earthquales 
which might initiate accidents. Concerns should Include 
availability of support to onsite staff. 

REID, R. N. Operating Reactors Branch 4. 80/11/84. 3pp. 07390:209. 


B012090331 Confirms that util will respond to NRC 001024 comments re 
safeguards contingency plan (Amend 7 to security plan) when 
submitting Amend 8 to security plan on 801215. 

WALRRlDOEi W C. Bacramento Municipal Utility District. 00/12/02. 
tp. 07201:162. 


0012090411 Responds to NRC 601105 1 tr indicating need for addl 
revisions to guard training p Ian, Con,->i tment will be 
contained In revised pages to guard training plan k will be 
submitted 801215. 

UAL8RID0E! M. C. Sacramento Municipal Utility District. 60/12/02, 
ip, 07207: 132. 


8012170309 Forwards security p Ian! inc luding revised safeguards 
contingency plan. Plan withheld Cref 10CFR2. 790). 

KATTIMOE. J. J. Sacramento Municipal Utility District. 00/12/12. 
2pp. 07266:111. 


0012170339 Forwards Amend 2 to guard training qualifications plan* 
consisting of revised Page 5-1. Page withheld 
(ref 10CFR2. 790). 

KATTIMOEi J. J. Sacramento Municipal Utility District. 60/12/12, ip. 
07270: 172, 


0012100306 Forwards updated 1979-19E0 engineering k const schedule for 
plant security mods, dtd 001024. Schedule withheld 
(ref 10CFR2 790). 

MATTIMDEi J. J. Sacramento Municipal Utility District. 60/12/12. ip. 
07272; 355, 


8012290P04 Forwards corrected Revision 2 to guard training k 
qualification plan to include revision bars omitted from 
pages sent B01212. Enel withheld (ref 10CFR2. 790). 

MCOREiR.C. Sacramento Municipal Utility District. 00/12/17. ip. 
07344: 168, 


0. Adjudicatory correspondonce 


0012110351 RequestSfon behalf of ut 1 i, extens ion until BlOlOB to request 
hearing re NRC B01118 order for mod to 1 icense. Requei ted 
extension would allow for better understanding of order 
requirements. 

aiLeERO!J.E. Shaw. Pittman, Potts t* Trowbridge. BO/12/05. 2pp. 
07224: 139. 


0. Advisory Committee on Reactor Safeguards reports (c correspondence 


6012020704 Responds to 790727 requests that ACRS address consistency of 
actual component failure experience u/that projected in 
HA8H-1400 fc that ACRS determine probabilities of occurrence 
re Davls-Besse 770924 I: Rancho Seco 700320 events. 

PLESGET, M. 8. AGR8 - Advisory Committee on Reactor Safeguards, 
80/02/20, epp, 07130:340, 


—0012020797 Forwards "Analysis of Feedwater Transient Sequences in D&N 
NaSS. " to aid in formulating response to M Udall 79078? Itr. 

Using iMSH-1400 event trees data directly gives 
meaningless results. 

ABQOTT.E. . BICKEL.J. . KASTENOERO! N. ACRS - Advisory Committee on 
Reactor Safeguards 00/02/07. ip. 07141:015. 


— 0012020004 "Analysis of Feedwater Transient Sequences in DtiH N508. " 
ABBOTTiE. E . DICKEL,J. . KA3TENDERG, W. E, ACR9 - Advisory Committee 
on Reactor Safeguards, 00/02/07. 21pp. 0714i:0'16. 


—6012020011 "Evaluation of Davis-Besse k Rancho 8eco Feedwater 
Transients on 770924 k 7B0320 Using WASH-I40D Data." 

* Commissioners. 80/02/20. 16pp. 07141:037. 


P. Operating license stage documents & correspondence 


0012020753 Forwards seismic qualifications of auxiliary feedwater sys 
in operating PNRs describes program NRC is undertaking 
to review capability of operating Pl-iRs to remove decay 
heat following earthquake. 

EI8ENHUT, 0. 0, Division of Licensing. 80/10/21. 4pp. 


6012160050 Ltr to operating plant licenseesiOL applicants k CP holders. 
Forwards NUREO-0737 re TMI action plan requirements, Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dates will be met. 

EISENHUT. D. 0. Division of Licensing. 80/10/31. 7pp. 


0012220563 Ltr to all power reactor licensees forwarding NUftEO-06194 
"BCfR Feedwater Notile k Control Rod Drive Return Line 
Noxile Cracking," Confirmation that implementation dates 
will be mat must be sent within 45 days.N/o end. 

ETSENHUTr D. 0. Division of Licensing, 0O/lf/13. Ip, 


0OI2t2O?6O Forwards Amend 30 to License DPR-54 p safety evaluation k 
notice of issuance k availability. 

REID.R.N, Operating Reactors Branch 4. 00/11/21. 3pp, 


07237:201. 
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80l2l202fa4i Antetid 30 to Licerie DPR-544 rev! j ing saleb^ limiti L Umitino 
»afetv »g* iBtfcing* section of Tech Spoci to permit 
operation et f lux ratio q? l.OB. 

HEIOiR.W. Operating Reactors Branch 4. 80/11/2-1. 12pp 

07237 : 204 . 


B012120272 Safety evaluation supporting Airend 30 tp Llcenie DPR-34, 

■* Office oi Nuclear Reactor Regulation, Director. 80/11/21, 3pp. 


5012190278 Notice of issuance t- availability of Amend 30 to License 
Dp{l“S4. 

RElOrR. if. Operating Reactors Branch 4. 80/11/21. 2pp. 

07237:217. 


80120'904i9 Provldei info describing proposed bldgs at facility in 
reijonie to Radovan re<iuast. Three add! bldgs will house addl 
required equipment required to conform u/NUREO-0737. 

HALBRIDGE, w. C. Sacramento Municipal Utility District. 80/11/26 
4pp. 07207: 122. 


e0iai90JJ47 “Safety Evaluation Rept, I nservice Testing Program, Rancho 
Seco Nuclear Oenerating Station#" 791018-010610. 

ROCKHOLOr H. C . , REHRINOER, J. H- Idaho National Engineering Laboratory. 
FIN A-&298. B012190547. flO/11/30, &app. 07280; 129, 


0012220489 Responds to 600911 meroo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revlied Agreement Btate burial site eondltioni, Forwards 
results of IG survey. 

DENTON#H. R. Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp. 


8012290301 Forwards proposed Amend 73 re mlscct laneous water 
evaporator designed to qperate ui/o interfering w/safe plant 
operations. Schematic U Table 2.6-1 re radioactive liquid 
sampling II analysis end. 

MATTIMOE, J. J, Sacramento Municipal Utility District. 00/12/17 
3pp. 07346:111. 


‘0012290303 Proposed revision to Tech Spec Table 2.6^1 for radioactive 
liquid sampling ti anal yel s« submi tted In connection 
w/proposed Amend 73. 

♦ Sacramento Municipal Utility District. 00/12/17 2dd 

AT-^aA- t 1 a ' ■‘KM- 


9012300619 Notifies that info requested in NRC 001129, "Inservico Insp 
Programs for Prestressed Concrete Containment Structure, “ 
furnlihed in Aug 1979ireb 1976 L June 1978. In “Containment 
Structure Post-Tensioning &ys Surveillance Test” repts. 

HATTIMOE, J. J. Sacramento Municipal Utility District. 00/12/17 in 
07346:195 ip. 


8012290229 Forwards water evaporator PitID, in response to 00121? 
conversation re proposed Tech Spec Amend 73. 

COLOUSDiR. M. Sacramento Municipal Utility District. 80/12/19 ip 


Q. Inspection reports, IE Bulletins correspondence 


6012120248 Forwards IE Insp Rept 30-312/80-29 on 800901-30. No 
noncamp t lance noted. 

CREWS, J.L. Region 9, San Francifco, Reactor Operations Nuclear 
Support Branch. 80/10/17. 2pp. 07236:207. 


--6012220506 Forwards tabulation ti sumTiary of IE survey on low level 
vast# at 91 reactors. Lflu level waste storage facilities 
have teen expanded at 37X of reactors surveyed u/TlK 
planning or considering increasing storage capacity. 

BAli;0ART, R. L. Effluent Treatmetit Systems Branch, 80/11/06. Opp, 


—8012120233 IE Insp Rept 50-318/00-29 on 000901-30. No noncompl lance 
noted. Major areas Inspected: monthly malnt L surveillance 
observation, review of plant operations L LERs. 

■CANrefi,H. L, , a'RRIEN, J, Region 5, San Francisco, Office of the 
Director. FAULKEN0ERRV, B. Region 9, San Francisco, Reactor 
Operations Nuclear Support Branch. 00/10/17. llpp. 07236:209. 


8012160507 Clarifies position expressed in 760722 committal re QA 
program. Mjt audit now covered by annual joint util audit. 

MATTIMOE, J. J. Sacramento Hunleipal Utility District. 00/12/09. lo. 


Insp Rept 90-312/00-27 on 000929-1003, No 


8012040336 Forwards IE 
nonconpllanct noted. 

CREWS, J.L. Region 9, San Francisco, Reactor Operations Nuclear 
Bupport Branch. 80/10/23, 2pp. 07163:211, 


8018170498 Forwards nonprqpr iefeary 6 proprietary updated calculations 
re turbine disc integrity# In response to NfiC 600225 request. 
Application for withholding end (ref 10CFfi2. 790) . 

Proprietary calculations available in Central Files only, 

MATT n-Kie# J, J. Sacramento Municipal Utility District. 80/12/09 
29pp. 07269:240. 


—0012040339 IE Insp Rept 90-312/80-27 on 000929-1003. No noncomp 1 lance 
noted. Major areas Inspected; des ign change control program i 
followup on previous insp findings. 

ZWETZIOiO. B. Region 9, San Francisco, Office of the Director. 
FAULKENOERRY, D. Region 5, 9an Francisco, Reactor Oparations 
Nuclear Support Branch. 80/10/22. 8pp. 07163:213. 


50l2#i20?30 Notification of 001216 meeting w/BiM owners group in 
BethasdarMD re resolution progi-ams L schedules of Tm-2 
tail action plan items. 

THROMiE.D. Reactor flystims Branch. 80/12/09. 2pp. 


«,n,lns liKtgtrt 

’* f*"** ‘f* In r>t,on«, to I Altirnon 

801124 telcon request. 

3«*^T‘amento Municipal Utility Df strict. 00/12/09, 4pp. 

07312:242. 


8012170/00 Forwards IE Info Notice 00-37, "Containment 'Cooler Leals L 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
response required. 

ENOELHEN,R. H, Region 9, 6an Francisco, Office of the Director 
00/10/24. ip. 07266:077. 


Casing Cladding." No written response required. 

V,. «' ‘h* DlT'.ctor, 


B012240474 Notification of 801216 meeting w/B4,W owners group for smal 
breal LOCAs in Bethesda>MD for presentation of programs I, 

0# TMI-2 task action plan items, 

THROM#E. D. Reactor Systems Branch, 80/12/09, 2pp. 


8012160407 forwards revised plant organ i lational chart for proposed 
Amend 72, per 001210 telcon. 

07263M0a‘^ Sacramento Municipal Utility District. 80/12/11. Ip, 

0012160492 Tech Specs chart re plant organl 2atl on. 

4 ^Sacramento Municipal Utility District. 00/12/11, ip, 

07S63;- 107. 


8012100310 Requests assistance in locating specific details or boundai 
SamI needed for simulating qvercooling transient. 

8AHA,P. Brookhaven National Laboratory. BO/12/11, 2pp. 07273:04£ 


NUflEO?o ?37 implementation of items In 

MATT?KOE^j'j Action Plan Requirements.*’ 

llJJ 07303! 296 Municipal Utility District, 00/12/15. 


8012170836 Forwards IE Info Notice 00-39, 
Valves Mfg by Valcor Engineering Corp. '* 
Is required, 

ENOEmENrR.H. Region 9, San Franc tico, 

eO/tO/3l. Ip. 07266:029. 


"Malfunction of Solenoid 
No written response 

Office of the Director. 


i 7. — ivn** cupifAieo DU r 

Foundry Co, Inc." Nrltten response required. 

ENQELKFN, R. K. Region 9, San Franc lico, Office of the Director 

00 / 11 / 06 , Ip, 07220 : 206 , 


uuiicuwYJb r or wards 


_ IP. inro Notice 80-40, excessive nitrogen supply 

Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Dopressuriiation. " No written response required, 

EN06LKEN, R. H. Region 5, San Francisco, Office of the Director 
00/11/07, Ip, 07130:107, 


0012000621 Forwards lE Info Notice 80-41, "Failure of Swing Check Valve 
in Decay Heat Removal 8ys at Davis Basse Unit 1. ” No 
response required, 

EMOELKFN, R, H. Region 9, San Francisco, Office df the Director 
00/11/10, Ip. 07103:026, 


8012040220 Forwards IE Bulletin 00-23, ’Tal lures of Solenoid Valves 
Mfg by Valcor Engineering Corp." Requires estimate of 
manpoutr aiioclated w/orrec tive actions. 

ENOELMEN, n. H. Region 3, 8an Francisco, Office of the Director. 
0D/11/14. Ip. 07190:136, 



DOCKETED ITEMS 


8012100051 Forward* IE Insp ftept 50-312/a0“33 on 801001-31. No 
nonconip 1 iance noted. 

CREUSi J. L. Region 5^ San FrancUco# Reactor Op-erations Nucle-ar 
Support Branch. 80/11/17. 2pp. 07219.077. 


—8012100056 IE Insp Rept SO-319/80-33 on 801001-31. No noncomp Uanc ■ 
noted. Major areae Inspected: p tant operations it plant tripe. 
CANTERiH. L. , O'BRIENr J. P. Region 5i San Francisco, Qflic* of the 
Director. FAULKEKBERRY, B, Region 5, San Franclico, Reactor 
Operations Nuclear Support Branch. 80/11/14. 8pp, 07219:079. 


8012040461 Forwards IE Bulletin 00-24, ‘’Prevention of Damage Due to 
Uatcr Leakage Inside Containment. " Nritten response 
ra^ulred. Reciuff its Info on tranpower expended. 

ENOELKEN, R. H. Region S, San Francisco, Qffic# of the Director. 
BO/H/21. ip. 07163:317. 


8012l600Se Forwards IE Info Notice 80-42, “Effect of Radiation on 
Hydraulic Snubber Fluid. “ No response required. 

EN3ELREM, R. H. Region 5, San Francisco, Office of the Director. 
80/11/24. Ip. 07262:112. 


8Q1216011B Forwards SuppI 1 to IE Info Notice 60-29, “Brokon Studs on 
Terry Turbine Steam Inlet Flange. " No written response 
required. 

ENOELKENt R. H. Region 5, San Francisco, Office of the Director. 
80/11/26. Ip. 07262-002. 


R. Periodic operating reports it related correspondence 


8012120480 Forwards monthly operating rapt for Nov 1980, 

RDDRIOUEZ^R. J, Sacramento Municipal Utility District. 80/12/04. 
Ip. 07236:025. 


—0012120484 Monthly operating rapt for Nov 1980. 

COLOMBOrR Sacramento Municipal Utility District. 60/11/30. 7pp. 
0723i: 026. 


S. Reportable occurrences, LERs k related correspondence 


8012090390 Forwards LER 80-046 /03L-0. 

MATTIMOE, J. J. Sacramento Municipal Utility District. BO/12/D3. 
2pp. 07200:004. 


—8012090398 LER 0O-O46/O3L-O: on 801104 it 1 120, over speed trip lever on 
turbine for automatic feedwater pump P-316 was found in 
apparent tripped cond I tl on. Cause could not be determined. 

Daily visual checks initiated. 

CQUOMBD, R. W. Sacramento Municipal Utility District. 60/12/03. 

Ip. 07200:006, 


8012290016 PN8-V-80-0I0; on 001205, two security guards on patrol heard 
what was believed to be 3-5 shots i; initiated security 
aler t. Secur 1 ty force ^ local police responded 6, Initiated 
search w/negative results. 

KORTENBEN, W. , SCHUBTER, M. D. , NORDERHAUO, L. Region 3, Ban Franc Iseoi 
Office of the Director. 80/12/08. Ip. 07339:077. 


8012300467 RO 80-47; documentation search for flow transmitter FT-20001 
determined instrument not qualified for svc ens*lron. 

Continued operation justified since alternate flow path 
exists through auxiliary spray line. 

COLOMBO, R U. Sacramento Municipal Utility District. 80/12/22. 2pp. 
07357:203. 


DOCKET 50-313 ARKANSAS NUCLEAR ONE, UNIT 1 


F. Security, medical, emergency ii fire protection plans 


9012150039 Discusses util 000619 response to NRC fire protection safety 
evaluation. 1 tern 3. 12, cable penetration fire e tops, le 
acceptable based on tests performed L commitment to replace 
seals. 

REID, R. W. Operating Reactors Branch 4, 60/10/24. 2pp. 07240:340. 


8012230105 Notifies of Commission approval of end interim rule 
suspending previously approved completion dates for fira 
protection mods. Specl f ic schedules for nods will be 
affective pending publication of final rule. 

EI8ENKUT, D. 0. Division of Licensing. 80/tl/lB, 5pp, 07311:037. 


8012290433 Releases public version of util emergency plan. 
FELTON, J.M, Division of Rules and Records. 60/12/16. Ip. 
07339:004. 


— 0012290438 Public version of amended emergency plan, Revision 58. 
a ArVansai Power V Light Co. 79/04/16, 200pp. 0733^:085. 


0. Adjudicatory correspondence 


8012080472 Requests hearing on issue of whether all safety-related 
electrical equipment should be environmentally qualified in 
accordance w/Ofc of Nuclear Reactor Regulation guidelines or 
NUREO-OS66. 

REYNOLDB. M. S Debevoise 6. Liberman. 80/12/04. 2pp. 07104:282. 


P. Operating license stage documents 4: correspondence 


8DL20207S3 Forwards seismic qualifications of auxiliary feedwater sys 
in operating PWRs L describes program NRC is undertatlng 
to review capability of operating PNRs to remove decay 
heat following aarthquaVe. 

EISENKUT, D. 0. Division of Licensing. 80/10/21. 4pp. 06916:001. 


8012220563 Hr to all power reactor licensees forwarding NLIREO-0619, 
Feedwater Noizle L Control Rod Drive Return Line 
Noiila Cracking." Confirmation that implementation dates 
will he mat must be sent within 45 days.W/o end. 

ElSemUT, D, 0. Division of Licensing. 00/11/13. Ip. 07308:348. 


6012030839 Forwards Performance Appraisal Branch repts h mgt evaluation 
tree 4i user's guide. Info provided to ensure that liceniret 
have opportunity to review strengths & weaknosses for 
program app 1 icab il ity W/o ends. 

6EYFRIT,K, V. Region 4, Dallas. Office of the Dtrattor. 80/11/14. 

Ip. 07149:000, 


6012090106 Forwards Amends 49 it IB to Licenses DPR-Sl li NPF-6 j 
respectively it notice of issuance 6 a vai lab 1 1 1 ty. 

REIDiR.W. Operating Reactors Branch 4. 00/11/19. 3pp> 07199:190. 


— 0012090110 Amends 40 U IB to Licenses DPR-51 it NPF-6, respec ti vely , 
including requirement to maintain safeguards contingency 
plan to be Implemented within 30 days of Cominieslon 
approval. 

REIOiR. N. Operating Reactors Branch 4. 80/11/19. 4pp. 

07199:193. 


— @012090115 Notice of issuance k availability of Amends 40 1; 18 to 
Licensee DPR-31 i. NPF-6, respective ly. 

R£ID,R, N. Operating Reactors Branch 4. 00/11/19. 2pp. 

07199: 197, 


9012100065 Forwards Parameter, Inc final rept, "Metallurgical Analysis 
of Failed Turbine Casing Bolt From AR Power ft Light, Unit 1. ” 

JORDAN, E L, Office of Inspection ft enforcement. Office of the 
Director. 80/11/23, Ip. 07217:054. 


— 0012100073 "Metallurgical Analysis of Failed Turbine Casing Holt From 
AR Rower ft Light, Unit 1. " 

PRQFT.T.L, Parameter, Inc. PROFTiT.L, Technlmet Cerp, 
NRC-05-eO-23l. 80/09/09. 29pp. 07217:055. 


0012000399 Forwards proposed changes to Tech Specs incorporating NRC 
STS definition of "operable" ft adding genericatly applicable 
lld«ltlng condition of operation ft actions required for 
degraded c end Ition. Af f Idavi t encl. 

CAVANAUOH.W. Arkansas Power ft Light Co. 80/11/26, 2pp. 07IB2; 154. 


8012090100 Forwards figures referenced in 801031 submittal of 
proposed Tech Spec changes re hydrogen-oxygen 
concentration limits in waste gas sys. Figures were 
inadvertently omitted at time of submittal. 

TRIMBLE, D.C. Arkansas Power ft Light Co. 00/12/02, 3pp. 07207:108, 


8012LS0174 Forwards drawing ft response to NRC 601125 questions re util 
601203 proposal concerning emergency feedwater sys upgrade. 

TRIMBLE, D.C. Arkansas Power ft Light Co. 80/12/03. 12pp- 

07296: 159. 


8012220485 Responds to 800911 memo requesting that Ofe of Nuclear 
Reactor Regulation inform llctniees of need to comply 
v/revlsed Agreement State burial site cond 1 1 ions . Foruards 
results of IF survey. 

DENlQNiH. R. Office of Nuclear Reactor Regulation, Director. 

80/ 12/04. 2pp. 


— 8012220506 Forwards tabulation ft lun.-nary of IE survey on low level 
waste at 51 reactors. Low leret waste storage facilities 
havs been expanded at 37X of reactors surveyed w/7lX 
planning or considering Increasing storage capacity, 

BANOART,R.U. Effluent Treatment Systems Branch. 80/11/06. 8pp. 


0012290496 Informs that 000919 topical rept r# qualification of reactor 
physics methods for application to PURs has been determined 
to contain proprietary info ft will ba withheld as requested. 

REID,R.N, Operating Reactors Branch 4. 60/12/-03. 3pp. 07335:159. 



24 


DOCKETED ITEMS 


B013190049 Forwards supporting data re util 790309 application to amanrf 
Llcunse DPR-51 - clianj ing Tech Specs for ^reqtie^cy of ai'Vfi.: 
inplrgoriant samples^ in response to request. Util a0li25 

internal memoi ro Tech Spec change end, - 

TfllMDLEi D- C. Arlransas Foyer Light Co, 00712/09. 5pp. 


07240:335, 


— 6012090034 IE Insp Repts 30-313/80-12 & 30-360/00-12 on 000617-20 & 
071 4-ie, Hone a<np 1 iance noted: fa 1 1 ure to take prompt 
corrective action 6c failure to meet requalifications 
tralninff program. 

ANESHAWSLEY, «. f DEAN. 3, R. . JAODON, J. P. Region A, Dallas# Office of 
the Director. 0O/tO/2t. 20pp. 07180:202. 


8012220230 notification of 001216 meeting m/04iW ouner* group In 
QethesiJa#HD re resolution programs U schedules of TMl-2 
task action plan ite.ns. 

TJ-iROI^i E- 0- Reactor System* [?rane^>- QO/12/09 2pp. 


0012240474 Uptification of 801216 meeting lu/DiW otuners group for small 
breal LGCAs in Bethesda.MD for presentation of programs & 
schedules for resolutions of TM!-^ task action item*. 

THROrt. E. D. Reactor Systems Branch. aD/l2/09, 2pp. 


safety committee 
Gperat 1 ng 


Q01230Q340 Agrees to extension until B01205 for plant 
to become operational. r,c-tn a u 

CLARK,. R. A. aparatlng Reactors nranen 3. RElD»K,w. 
Reactors Branch 4. 60/19/10. 2pp. 07350:361, 


0012230402 Sumreari les util concerns re NRC 001024 for mod of 

licenses requiring environ qua 1 1 # Icat 1 on of Class IE 
electrical equipment bq 620630. Reques ts hearing to resolve 
concerns re implementation methods. 

C AVAIiAUOHi W. Arkansas Power it Light Co. 00/12/16, opp- 


07312:207. 


8012290100 Forwards coirmltments to Tfil action plan requlraments per 
NUREO-0737. Sh i f t technical advisor training program U 
procedures to verify correct perforrrance of operating 

activities uill be completed by BlOlOl. 

CAVAMAUOHiW. Arkansas Fower t Light Co. 00/12/19. 12pp, 

07330; 24S. 


Q. Inspection reports# IE Bulletins 4: correspondence 


B012170322 Forwards Suppl 3 to IE Sol let in 79-OlB. "Environ 
Qua 1 if icatlon of Class IE Equipment. " Mo written response 
requ ired , 

8EYFRIT.K. V, Region 4# Dallas, Office of the Director. 00/10/24. 
tp. 07260:340. 


8012160065 Forwards IE Info Notice 60-37# "Containment Cooler Leaks & 
Reactor Cavity Flooding At Indian Point Unit 2.*' No written 
response required 

BEYFRIT.K, V. Region 4, Dallas. Office of the Director. 00/10/27. 
Ip. 07262: 144. 


Q012120106 Revises 800702 response to Item 
“Contamination of Nonrod loac t i ve 3gs. . . “ 
program uill be estabtishod by BlOSOl for 
tanks k instrument air sys. 

TRIABLE# O.C, Arkansas Power 6; Lljfit Co, 


2 of IE Bulletin 00-10# 
Routine sampling 
condensate storage 

80/10/30, Ip. 07231:358. 


0012170362 Forwards IE 
Casing Cladding. " No 
SEYFRIT, H. V. Region 
ip, 07269:030. 


Info Notice 80-38. “Cracking in Charging Pomp 
written response required. 

4. Dallas# Office of the Director. 00/10/30. 


B012020144 Forwards response to IE Bulletin 79-OlB# “Environ 
Ouallfication of Class IE Equipment’* 4* a009i9 revised orders 
for mid of I iconses. Remaining open items refer to changing 
requirement* rather than actual ^ c tenc ies, 

CAVAHAllOH< H, Arkansas Power & Light Co. 00/10/31. 700pp. 

06916; 001. 


8012120174 Responds to IE Dullebln 60-19* 
Matrir Relays In Reactor Protective Eys 
Power Plant* Designed by C-E, " Util does 
relay In logic matrices. 

TRIKBLE#D, C. Arkansas Power 6. Light Co, 


^'Failure of Metcury-We t ted 
of Operating Nuclear 
not use specific 

80/03/08- Ip. 07236; 109- 


a0iaiaov36 Respond, to IE Bullotln DO-10. "Molnt. of Ad.yu.to Min Floui 
Thru Centrifugal Charging Pumps Following aecondary aide 
High Energy Lino Rupture.*’ Facilities are adequately 
designed t® maintain HPI pump cooling. ^ #^ niA 

TRIMBLE* D C. Arkansas Power 4. Light Co 00/09/22. 3pp. 07240. 


0012220587 Requests extension until SlOlOl for response to IE Dull t 
79-0in»Suppl 2« "Environ Oua k I f U atlon of Class IE 
Equipment." If request cannot he granted in f orma 1 1 yi KHC 
reouestsd to treat lir as application to amend OL- 

CA'/ANAUOH. hi, Arkansa* Power Light Co. BO/tO/09. 4pp. 07299:22 . 


0012120097 Responds to Item 2 of IE Bulletin 7?-l7i Revts i on 
Cracks in Stagnant Borated Nater Sys at PUft Plants. 
Required piping insp* completed aOlOiO. Wr i tten rept will 
be submitted by 001109. 

TfliMBLEiD.C. Arkansas Power t Light Co 80/10/16. ip. 


1« "Pipe 

07231:337. 


0012120305 Forwards IE Insp Rapts SO-313/00-ia k SO-36Q/8C-10 on 
800922-26 4. notice of deviation. « .. 

MADSEWi 0. L. Region 4# Dsllas, Reactor Operations Nuclear Support 
Branch. 00/10/20. 2pp. 07231:297. 


— 0012130311 Notice of deviation from insp on 800922-26. 

a Region 4# Dallas. Office of the Director. 80/10/17. 
07231:299. 


IP. 


00 121202^4 Forwards IE Insp Repts 30-313/80-17 It 50-368/00-17 on 

800622-0921 5; notice of violation, 

riAD6EN,0. L. Region 4. Dallat. Reactor Operations Nuclear Support 
Branch. 60/10/31. 2pp 07237:184. 


—8012120231 Notice of violation from 
a Region 4, Dallas# Office of the 
07237; JG6. 


insp on 800022-0921. 
Director. 0O/tO/31» 


2pp, 


-8019130237 IG In*p Ropti S0-313/B0-17 k 50-360/^0-17 on 800822-0921. 
Nancamo 1 lane e noted: Inoperab I e containment cooling units# 
failure to submit LER k inadequate control of containment 

JONNBarL W^b. # CALLAN#L. J, # HONNICUTT# 0. M. Region 4# Oalla*# Offtc 


» If) IS 0021 Forwards response to IE Bulletin 79“0lBr "Environ 
Oui????Lt?arorcla.S IE Equipment#*' fulflUlng NRC 800919 
orders for mod of license. Util Is currently evaluating each 
comDonant to determine documentation statu*. W/oencl. 


0O1S17OB16 Forward* IE 
Valves Mfg by Valcor 
is required. 
8EVFRlT*lt, V. Rogion 
Ip. 07266:013 


Info Notice 80-39. "Malfunction of Solenoid 
Engineering Corp. " No written reiponi* 

4, Dallas# Office of the Director. 00/10/31. 


0012930028 Forwards IE Circular BO-23* "Potential Defects 
Power 8y* Emergency Generators " No written response 

9EYPR1T/K. V- Region 4# Dalla*# Office of the Director. 
Ip, 07311:210, 


In Deloit 


00/10/31. 


—0012120326 IE Imp Repts 50-313/80-18 & 50-368/60-18 oti 800922-26. 
Nenconp I lance noted: tanpl liig program not established per It 
Rullati-n 00-10 response commitment. 

DEAM.S.# HUNNlCVTTtO. K Region 4# Dalla*# Office of the Director, 
OAOLIARDP# J. E Region 4, DalUl# Reactor Operations Nuclear 
Support Drench. 00/10/17. 4pp. 07231:300. 


0012120191 Responds to IF Bulletin 80-lS. "Possible Loss of Emergency 
Notification By* tENB) w/Los» of Offsite Power, " Test 
verified that all extension* remained fully operable from 
facility to NRC upon loss of offsite power. 

CAVANAUOH# W Arkansas Power t Light Co. 00/10/22, 3pp, 07236:186, 


QOlZOEOSa? Forwards IF. Insp Rep ts 50-313/80-12 k 50-360/00-12 on 
800617-20 i: 0714-18. „ 

t1AD8EN<0, L. Region 4, Dalla*# Reactor Operations Nuclear Support 
Branch. 80/10/23. 2pp 07100:200. 


>12100625 Forwards IE Bulletin RO-at* "Valve Yokes Suppl 
Malcolm Foundry Co# Inc. " Written response ^•'luired. 
0eVFniT#K V Region 4. Dallas. Office of the Director. 


led by 
00/11/06. 


1fi 07150:175, 


GO I 2080595 Forward* IE 
In Decay Heat Removal 
response required. 
SEYFBIT. K. V. Region 
ip. 07183:014. 


Info Notice 80-41* "Failure of Swing Check Valve 
8v* at Davis Dossa Unit 1." No 

4 * Dallas. Office of the Director. aO/ll/iO. 



DOCKETED ITEMS 


126 


80120400?4 Foru^rds IE QuHetin 80-23i ‘‘Failures af Solenoid Valves 
H'^g bg Valcgr Engineering Gorp.*' Requires estimate of 
maripDijer associated ui/correc 1 1 ve actions. 

QEi^^FRlT* K. V. Region A, Daltasi Office of the Director, 80/11/14, 
Ip. 07169:301. 


8012240323 Ac k receipt of 801030 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 13/80'' 18 t 

90 **368/00- 18, 

(lADBEHf 0. L. Region 4 j Dallas* Reactor Operations Nuclear Support 
Branch. 80/11/29. Ip, 07325:138. 


— BOl??a4033t Responds to NRC B01020 Ur re violations noted in IE Insp 
Repts SO-313/0O-*18 U 90-369/80-18. Correc 1 1 ve actions; 

Sampling analgsls or monitoring program established on 
BOOSOli revised, 

TR IMBUE/ D. G,- Arkansas Power fc Light Co. 00/10/30. 2 pp. 

07325: 139. 


6012OBO342 Responds to NRC 600613 Itr re eKceptions to IE Bulletins 
79-03,79-054 t: 79-09B, "Nuclear Incident at TMI. “ Cold 
shutdown defined method c lari f ied. Manual trip on loss of 
offsite power Is unnecessarg. 

TAIMSLEfD. C. Arkansas Power & Light Co 80/11/28, Spp. 07162:121. 


--8012080347 Proposed* Tech Spec s, Sect! ons 1.0 U 3. 0, incorporating NRC std 
dflflnition of "operable" & changing Uniting conditions for 
aparation'rBspectivelg. 

» Arkansas Power it Light Co. 80/11/28. 30pp. 07182:123. 


8012240033 Ack receipt of 801121 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/80-17 
3O-'36a/a0-l7. 

MADSEN, O.L. Region 4, Dallas, Reactor Operations Nuclear Support 
Breinch. 80/12/02. Ip. 07324:222. 


— 8012240038 Responds to NRC 801031 Itr re viotatlons noted in lE Insp 
Rapts 50-313/00-17 it 90-368/80-17. Correc t Ive action; shift 
supervisor counselled re proper coordination It control of 
all operations, 

TR IMULE, 0. C. Arkansas Power t Light Co. 80/11/21. 7pp. 

07324: 223. 


80121 103S4 Ack receipt of 001112 Itr Informing NRC of steps taken to 
correct violations noted in IE insp ropt i of pagment of 
civil penalties, 

THOMPSON, D. Office of Inspection li Enforcement, Office of the 
Director, 80/12/04, Ip. 07223:236, 


R. Pariodlc operating reports it related correspondence 


80120&0917 Forwards intake impingement data for Oct 1980. 

TRIMBLE, D.C. Arkansas Power i.- Light Co. 00/11/28. Ip. 06915:001. 


— 0012090523 Intake impingement data for Oct 1900, 

4 Arkansas Power i. Light Co. 60/11/26 18pp. 06915:001. 


80121*0409 Forwards monthly operating rept for Nov 1900. 

TRJMDUErD. C. Arkansas Power 1 Light Co. 00/12/12. Ip. 07252:347. 


--8012160411 Monthlg operating rept for Nov 1980. 

BRAMUETT.L. 8 Arkansas Power it Light Co. 00/12/12, 5pp. 
07252:340 


— aol20904';5 LEft aO-039/03L on B0»0?a, eihaust fan VEF-37A on lead 
hgdrogen purge sgs tr ipped. Caused bg short in control sgs 
due to high resistance connections at solenoid valve 
terminal s. Rec tif ier i control fuse replaced 4 leads cleaned 
BRAf^LETr, L. B. Arkansas Power i Light Co, 80/11/25. 2pp, 
07203:041. 


0012020463 Forwards updated LER 80-011 /03X-8. 

TRIMBLE, D.C. Arkansas Power i Light Co. 00/11/26 Ip. 07143:244, 


—8012020446 Updated LER 80-01 i/03X-8: on 000401, IE Bulletin 79-14 review 
revealed 44 hangers inoperbl e. Hanger design change prepared 
it hangers mod 1 f led. List of affected hangers end. 

SHIVELY, C. N. Arkansas Power i Light Co 80/11/26. 2pp 
07143: 243. 


DOCKET 30-315 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 1 


P. Security, medical, emergency it fire protection plans 


8012040389 Responds to R5 Hunter 601010 Itr re use of health physics 
netuiepk. Requests that enc i info be considered as official 
document on how health physics nebuork is to be used <« who 
may activate it. 

KEPPLERi J, 0. Region 3. Chicago, Office of the Director. 80/11/14 
3pp, 07170:091. 


— 0012040598 Expresses concern i. uncertainty re intended purposes tc 
circumstances re use of health physics network. 

WNTERrR.S Indiana 4; Michigan Electric Co. 80/10/10. 3pp. 
07170:094. 


0012020077 Discusses planned mods to emergency notification sys It 
health physics network. NRC will pay for installation of 
output jacks to provide capability for adding one-way 
speakers to sys. N/o end health physics network manual. 

KEPPLERrJ, O. Region 3, Chicago, Office of the Director. 80/11/19. 
2pp. 07148:345, 


8012100933 Responds to NRC 801031 itr requiring resubmlttal of 
contingency plan within 30 day s. Requests 45-day extension 
due to nature of info. 

KUN1ER,R.5. Indiana U Michigan Electric Co. 80/12/04. tp. 
07222: 104. 


P, Operating license stage documents & correspondence 


8012020753 Forwards seismic qual if ications of auxiliary feedwater sys 
in operating PWRs &: describes program NRC is undertaking 
to review capability of operating PWRs to remove decay 
heat following earthquake. 

EI 8 ENKUT 1 D. 0. Division of Licensing. 80/10/21. 4pp. 


8012160050 Ltr to operating plant licensees, OL applicants it CP holders. 
Forwards NUREO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
End 1 inplementation dates will be met. 

EI 8 ENHUT, D. 0. Division of Licensing, 00/10/31. 7pp. 


8012040320 Forwards "Estimate of Ultimate Pressure Capacity of 
Containment Structure," for comment. Requests that meeting 
be arranged after review. 

VAROArS. A, Operating Reactors Branch 1. 80/11/06. 2pp. 06915:001. 


9. ftepoi'table occurrences, LERs it related correspondence 


□012010394 Forwards updated LER 79-013/03X-1 . 

TRIMBLE, D.C, Arkansas Power it Light Co. 00/11/21. Ip, 07092:174. 


--8O12010361 Updated LER 79-0t3/03X-l : on 790808, decay heat boron 
concentration not monitored during proscribed Interval. 
Caused by personnel error . Rad lochemis try dept Instructed to 
verify sample lineup through operations. 

SHIVELY, C.N. Arkansas Power U Light Co, 80/11/21. Ip, 
07092: 175. 


8012010099 Forwards updated LER 90-016/03X-2. 

TRiMBLEiD.C. Arkansas Power Light Co. 80/11/21, Ip- 07099:085. 


—8012010404 Updated LER eO-Ot6/03X-2; on 60061 1, proper flow through 
hV^trogen purge sys could not be obtained. Caused by rust 
scale being lodged In check valves HPA-4, -10 8 { - 120 . Valves 
c Leaned. 9vc water solenoid valves added to ventilation fans, 
SHIVEUV^C.N, Arkansas Power it Light Co, 00/11/21. Ip- 
070931 086 


— 0012040323 "Estimates of Ulfcl«rate Pressure Capacity of Containment 
Structure. " 

HARSTEAO, 0. A. Harstead Engineer tng Assoc iates, Inc. 80/09/26. 
47pp. 06915:001. 


80l2Zv056a Ltr to all power reactor licensees forwarding NURE0-O6I9, 
"BUR Feedwater Not lie i Control Rod Drive Return Line 
Nozzle Cracking." Confirmation that implementation dates 
will be met must be sent within 45 days U/o entl. 

EI 6 ENHUT, D. 0. Division of Licensing. 80/11/13. Ip. 


0012220485 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement State burial site condi tlons. Forwards 
results of IE survey. 

DENION.H, R. Office of Nuclear Reactor Regulation, Director. 
80/12/04. 2pp. 


—8012220506 Forwards tabulation i summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 37X of reactors surveyed tti/7VA 
planning or considering increasing storage capacity, 

BANOARTrR.L, Effluent Treatment Systems Branch. 80/11/06. Bpp. 


8012090431 Forward! LER 80-039/03L-0, 

TRIMBLE, D.C. Arkansas Power it Light Co. 80/11/25. 


Ip, 07203:040. 



J 
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331000S CanfitiTVS 0O1S29 meeting iiiyuti I at site to discuss evaluation 
i reaulato-rij performance. 

EPPCERrJ.O, Region 3, Chicago. Office of the Director, BO/12/05- 
p. 07371 :06<. 


21B0312 Foruards odd I info ve autor^atic initiation U flou indication 
or aifxiliarg feeduater sgs.rioij indicators fed froin balance 
if plant Inverter unlnt errup tab le pouer source fed fron 
D battery of Unit 1 h AD batterg of Unit 3. 

lUNTERi R. S. Indiana hichlgan Electric Co. 80/12/10. 4pp. 

17273: d-l. 


21SD315 Application to amend Licenses DPR-SB DPR*'744 consisting of 
roposad Tech Specs & license conditions incorporating 
lategorg A Lessons Learned r e^iuir enents. in response to NRC 
100703 Itr. 

lUNTERrR.a. Indiana 4 Michigan Electric Co. 80/12/10. 7pp. 

>7272: 35* 


1012100317 Proposed changes to Tech Specs 3/4 for Unit 1. incorporating 
Category A Lessons Learned automatic initiation requirements 
into engineered safety feature actuation sys. 

-t Indiana 9y Michigan Electric Co. GO/IS/ia. S3pp. 07273:001. 


1012100321 Proposed changes to Tech Specs 3/4 for Dnlt 2i incorporating 
Category A Lessons Learned autoffhatlc initiation r oquiTements 
into engineered safety feature actuation sys. 

» Indiana (: Michigan Electric Co. 60/12/10. 20pp. 07273:024. 


i2310S59 IJotl f icatlon of 601210 meeting <u/utlls in Dethesda. HD to 
liscuss ultimate strength of conta Indents t: hydrogen control 
measures. 

UhJJrR.B- Operating Reactors Branch 1. 60/12/11. 3pp. 07370:033, 


Inspection reports* IE Sulletins k correspOTidence 


,8110117 Foruards IE Insp Repts 50-315/00-13 U 50-316/00-11 on 
)006l6-0'?27. Ho nonctmp I lane e noted. 

fElSMMANi R. F. Region 3. Chicagoj Reactor Operations Nuclear Support 
Iranch, 80/10/22. 2pp. 07224:804. 


1012110124 IE Insp Repts 50-315/60-13 4t 50-316/00-11 on &00616-0927. No 
noncompliance noted, Major areas inspected: operational 
safety verlf i catloni surve 1 llan-c c observati otsi safety sys 
challenges t refueling activities. 

HAS6E*R.E.. StfANSON. E. R. I D'JBRY. M. E. Region 3i Chicagoi Office of 
the Director. 80/10/88. 6pp. 0728‘1:806, 


18170506 Forwards !E Info Notice 80-37* "Containment Cooler Leaks <c 
Isector Cavity Flooding at Indian Point Unit 2.*' No written 
'tsponse required. 

IEPPLER*J. Q, Region 3* Chicago* Office of the Director. 80/10/24. 
[f, 07268:092. 


12020743 Forwarifs three Performance Appraisal Branch Insp repts li 
i«gt evaluation tree u/usor guide so that facility can 
:Qnipaie program to program already reviewed L make 
ippropriate adjustments N/o encl. 

ICPPLER.J, 0. Region 3* Chicago. Office of the Director. 00/11/10. 

Ipp. 


18080666 Forwards info re access of HRC k NftC contractor personnel 
For health physics program appraisal scheduled for approx 
two uks beginning 801280. 

lEPPLERjJ. 0, Region 3i Chicago* Office of the Director. 00/11/21. 
ipp. 07143:325, 


12840678 Forwarifs IE BuHetln ao-24i "Prevention of Damage Due to 
fatar Leakaga Inside Containment. " Ho written response 
required. 

<EPPLERjJ. 0. Region 3< Chicago* Office of the Director. 00/11/21. 
2pp. 07169:097. 


12080031 Forwards IE Info Notice 80-42. "Effect of Radiation on 
hydraulic 0nubt>er Fluid.*’ No written rasponse required. 

^EPPLCRiJ. 0. Region 3. Chicago* Office of the Director. 00/11/24. 


I Ic clearance levels for 
1 on Sept 1980 

he Director. 00/11/23. 


iroten Studs on 
onse 


0012160414 Corrects 801121 1 tr re health physics appra 1 sal, 0ns ite phase 
of appraisal to begin S01208* not 801220* L LJ Heuter should 
be added to End 1. 

KEPPLER, J. O. Region 3. Chicago. Office of the Director. 00/12/01. 

Ip. 07271:160. 


0013160174 Forwards IE Insp Rept 30-315/00-10 on 001118-21. No 
nonconp 1 ianc e<^ noted. 

HINO.J. A. Region 3* Chicago* Safeguards Branch. 00/12/04. 2pp, 
07263:039. 


— 0012160192 IF Insp Rept 90-313/80-16 on 601116-21. No none amp 1 lane a 
noted. Major areas inspec ted : fac i 1 i ty organ! xation* aperat ioni 
measurement* controls t> sh ipp ing* receiving* storage h internal 
controls. Data 1 Is withheld ire# 10CFR2. 790). 

FIHLEYiA. O. * PATTERSON. J. P. Region 3. Chicago* Office of the 
Director. HIND* J. A, Region 3* Chicago* Safeguards Branch. 
80/12/03. 2pp. 07263:041. 


3012190210 Forwards third bimonthly status rept on IE Bulletin 79-OlB 
re environ qualification of Class IE equipment. 

HAYES* D. N. Region 3* Chicago* Reactor Construction it Engineering 
Support Branch. 00/12/09. 2pp. ^ 


8. Reportable occurrences* LERs t. related correspondence 


6012160493 Forwards L6R 70-070/0 3L-0. 

aHAULER*D. V. Indiana t-. Michigan Electric Co. 00/12/10. Ip. 
07233; 391. 


— 0012160496 LER 78-070/03L-0: on 701230* containment Isolation valve 
VCR-010 failed to close comp let* lv> <2austd by dirt buildup In 
valve gland area. Valve cycled several times until valve 
would fully close. 

BEILHAN. T.P. Indiana k Michigan Electric Co. 00/12/10, Ip. 
07233; 332. 


6012100231 Forwards LER 80-026/03L-0. 

SHALLER*D. V. Indiana L Michigan Electric Co. 00/12/12. Ip, 
03794; 032. 


—0012180292 LER 0O-O26/O3L-O; on 601113* glycol return containment 
isolation valve failed to close during survell lance • test t< 
during 1 nve s tigatlon. Caused by stem 4: lower guide bush ^ 
s tick Ing. Stem pollshei It bushed honed. 

WIZNER.D.G. Indiana k Michigan Electric Co. 60/18/12, 2pp. 
03794; 033. 


DQCHET 50-316 DONALD C. COOK NUCLEAR POWER PLANT* UNIT 2 


F, Security* medical* emergency 6 fire protection plans 


8012040389 Responds to R8 Hunter 801010 Itr re use of health physics 
network. Requests that encl info be considered as official 
document on how health physics network Us to ba used who 
may activate It. 

KEPPLERtU. 0. Region 3* Chicago* Office of the Director. 80/11/14. 
3pp, 07170:091. 


— 8012040598 Expresses concern uncertainty re intended purposes St 
circumstances re use of health physics network. 

HUNTER* R.0. Indiana S* Michigan Electric Co. 60/10/10. 3pp. 
07170:094. 


80120200/7 Discusses planned mods to emergency notification sys li 
health physics network. NRC will pay for installation of 
output jacks to provide capability for adding one-way 
speakers to sys. M/o encl health physics network manual. 

REPPLER*0. 0. Region 3* Chicago* Office of the Director. 80/11/19. 
2pp. 07148:343. 


0012100533 Responds to NRC 001031 Itr requiring resubmittal of 
contlngehcy plan within 30 day s. Requests 49-dav extension 
due to nature of info. 

HUNTERfR.S. Indiana It Michigan Electric Co. 00/12/04. Ip, 
07222: 104. 


P. Operatlns license stage documents It correspondence 


0013020793 Forwards solsmU qualifications of auxiliary feedwatar sys 
Ln operating PURs It describes program NRC Is undertaking 
to review capability of operating PURt to remove decay 
heat following earthquake. 

EIHEHHUT* D. 0. Division of Licensing. 00/10/21. 4pp, 


ector. 80/ 11/26. 


DOCKETED ITEMS 


0012160050 Ltr to operating plant licgnscos^QL applicant* t CP holder*. 
Forward* NURGO^OTa? r* TKl action plan roquiroments. Roquoit* 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation date* will be met. 

EISEi^HJTr D. O, Division of Licensing. 00/10/31. 7pp. 


8012170306 Forwards IE Info Notice BO-37. "Containment Cooler Leak* & 
Reactor Cavity Flooding at Indian Point Unit 2, '* No written 
response required. 

KEPPLERrJ. 0. Region 3, Chicago. Office of the Director. 00/10/24. 
tp. 07268:092. 


0012040320 Forward* '‘Estimate of Ultimate Pressure Capacity 
Containment Stroctoref” for comment. Request* that meeting 
be arranged after review. 

S/AROAiS. A. Operating Reactor* Branch t. 00/11/06, 2pp. 


of 

06913:001. 


— 0012040323 "Estimates of Ultimate Pressure Capacity of Containment 
Btructure. " 

HARBTEADi O. A. Harstoad Engineering Assoc iate*. Inc. 00/09/26. 
47pp. 06913:001. 


8012220563 Lfcr to all power reactor licensees forwarding NUREO-0619# 
"BWR Feedwater Noiile i: Control Rad Drive Return Line 
Nellie Cracking.” Confirmation that implementation dates 
will be met must be sent within 43 days. W/o end. 

ElSEKHUTi D. 0. Division of Licensing, 00/11/13. tp. 


0012220405 Responds to 0OO9U memo requesting that Ofe of Nuclear 
(Reactor Regulation inform licensees of need to comply 
u/rtvised Agreement State burial site cond i t ion*. Forwards 
results of IE survey, 

DENTONjH, R. Office of Nuclear Reactor Regulation! Director. 
00/12/04. 2pp. 


0012020743 Forwards three Performance Appraisal Branch insp repts ii 
mgt evaluation tree w/user guide so that facility can 
compare program to program already reviewed if. make 
appropriate adjustments ll/o encl. 

KEPPLER,U. G. Region 3* Chicago. Office of the Director. 00/11/18. 
4pp. 


8012020666 Forwards Info re access of NRC i NftC contractor personnel 
for health physics program appraisal scheduled for approx 
two uks beginning BD1220. 

KEPPLERtJ. G. Region 3. Chicagoi Office of the Director. 80/11/21. 
4pp. 07143; 323. 


9012040678 Forwards IE Bulletin 00-24! 'Prevention of Damage Due to 
Water Leakage Inside Containment." No written response 
required. 

KEPPLERr xl. 0. Region 3i Chicago. Office of the Director. BO/ll/21. 
2pp. 07169: 099. 


9012000031 Forwards IE Info Notice 00-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

KEPPLERiJ.O. Region 3. Chicago, Office of the Director. 00/11/24, 
ip. 07102:173. 


— 8012220506 Forwards tabulation t suemary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have haen ekpandad at 37% of reactors surveyed w/7lX 
planning or conilderlng increasing storage capacity. 

BANOARTift. L. Effluent Treatment Systems Branch. 80/11/06. 0pp, 


8012220606 Forward* new security badge numbers tc clearance 
Region 3 personnel. Changos shnuld he entered on Sept 1900 
access list*. 

KEPPLERiJ.O, Region 3, Chicago, Office of the Director. 
6pp. 07309:013. 


level* for 

80/ 11/ 25. 


0012310002 Confirm* 801229 meeting 
of regulatory parformance. 
KEPPLERiJ. 0. Region 3, Chicagor 
ip. 07371:064, 


u/util at site to discuss evaluation 
Office of the Director. 00/12/05, 


0012180312 Forwards add! info re automatic initiation 6 flow indication 
for auxiliary feedwater sys. Flow indicators fed from balance 
of plant invarter unlnterruptab le power source fed from 
CD battery of Unit t AD battery of Unit 2, 

HUNTERiR.S. Indian* 4: Michigan Electric Co. 00/12/10. 4pp. 
07273:044. 


0012170549 Forwards IE Info Notice 80-29, Suppl li "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

KEPPLERiJ.O. Region 3, Chicago, Office of the Director. 00/11/26, 
2pp. 07264:202. 


8012100414 Corrects 80U2t Ur re health physics appra Isal. Qnsl te phase 
of appraisal to begin 001200. not 601220, 1= LJ Neuter should 
be added to Encl 1. 

KEPPLCRiJ. 0. Region 3, Chicago, Office of the Director, BO/12/01, 

Ip, 07271:160. 


8012100315 Application to amend License* DPR-50 DPR-74i con* is t Ing of 
proposed Tech Spec* 4: license conditions incorporating 
Category A Lessons Learned requirements, in response to NflC 
000702 Itr. 

HUNTERiR.S. Indiana Michigan Electric Co. OO/12/tO. 7pp, 
07272:356. 


— 8012100321 Proposed change* to Tech Specs 3/4 for Unit 2, incorporating 
Category A Lessons Learned automatic Initiation requirement* 
into engineered safety feature actuation sys. 

a Indiana St Michigan Electric Co. 80/12/10. 20pp. 07273:024. 


8012190310 Forwards third bimonthly status rept on IE Bulletin 79-0113 
re environ qualification of Class IE equipment. 

HAYtSiD. W. Region 3, Chicago, Reactor Construction tt Engineering 
Support Branch. 80/12/09. 2pp. 


R. Periodic operating reports 4; related correspondence 


8012190500 Forwards monthly operating rept for Nov 1900. 

SHALLCRiO. V, Indiana t; Michigan Electric Co. 80/12/11. Ip. 
07207: 059. 


0012310259 Notification of 001210 meeting w/utlli in BethesdaiMD to 
dlteufs ultimate strength of containment* & hydrogen control 
measures, _ 

MINER, 8. Operating Reactors Branch 1. 80/12/11, 3pp. 07370;03S, 


— 0012190505 Monthly operating rept for Nov 1900. 

OlLLCTTiW. T. Indiana i: Michigan Electric Co. 00/12/03. App. 
07207:060. 


Q. Inspection report*! IE Bulletins t-, correspondence 


DOCKET 50-317 CALVERT CLlfHS NUCLEAR POWER PLANT. UNIT I 


8012040691 Forward* IE ln*p Rept 50-316/80-12 on 000827-20. No 
noncomp llance noted. 

HEt&HMANr R. F. Region 3, Chicagoi Reactor Operations Nuclear Support 
Branch. 80/10/02. 2pp. 07169: 127. 


— 0012040690 IE Insp Rept 50-316/00-12 on 000027-28. No noncomp 1 iance 
noted. Major areas inspec ted : reactor shutdown margin 
determlna tl on, power 8: isothermal temp coefficients 6 control 
rod worth measurement. 

CHOULESi N. C. I HOPKlNSi J. D. I ROBINSON, D. U, Region i» Phi lade Ip h lai 
Office of the Director, 00/10/01, 4pp. 07169: 129, 


8012110117 Forward* IE Insp Repta 50-315/00-13 & 50-316/80-11 on 

000616-0927. Ho noncemp 1 lance noted. « i. 
HEISHMANi R. F. Region 3, Chicago, , Reactor Operation* Nuclear Support 
Branch. 00/10/22. 2pp. 07224:204, 


—0012110124 IE Insp Rept* 50-315/00-13 U 50-316/00-11 on 000616-0927. No 
noncompl lanca noted. Major areas inspec ted: operational 
safety ver If Ication, surva 1 1 lance observation, safety sy* 
challenges refueling activities. 

MASSE, R.E.i SWANSON, E. R. , DUBRYiN.E. Region 3, Chicago, 
the Director. B0/l0/2i^. 6pp. 07224:206, 


Office of 


F, Security, modlcali emergency it fire protection plans 


8012020608 Inform* of existing emergency communication* sy* review Ic 
resulting mod* to emergency notification sys 4: health 
physics network. NRC will have lamps installed on emergency 
telephones in all control room* U technical support ctr* 

ORlERiD.H, Region 1. PhUadelphla, Office of the Director. 
80/11/14. 2pp. 07148:004. 


0012150072 Forward* emergency response plan implementation procedures 
superseding present site emergency plan Implementation 
procedure*. W/o end. 

BUBBELLiL B, Baltimore Gas 4, Electric Co. 00/12/00. Ip. 

07239; 359. 


0012190053 Release* public veriion of util emergency plan. 
FELTON, J.n. Division of Rule* and Record*. 00/12/16. Ip. 
07279: 147. 


— 8012190057 Forward* public version of emergency response plan 
Implementation procedure*. 

RElMERiE.T. Baltimore Gas 6 Electric Co. 80/12/01. 2pp. 
07279:150. 
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— B0l2^‘?00^^■^ Public version of en^ers^ncy roaponso plan implementation 
pr oc«ii ures. 

* Dalttmore <3as fy Electric Co 80/11/28, 300pp. 07279.153. 

8012290^33 Acli receipt of 801024 U 1113 Itrt commenting on emergency 
response plan. Reaponse-a ba c.o-(T.r.ent s uill be factored Into 
revised plan to be submitted B01S31 u/plans for States of & 

VA l( Annei 0 ^ App 0-1 for State of MD. 

OLSONiB.C, Baltimore Gas Electric Co, 80/12/22. Ip. 07342:343. 


— a012l70t*>9 Proposed changes to Tech Spec Table 3. 7“4i *'&af etg-Relatid 
Hydraulic Snubbers'’ ty. Table 4.7-4. “Hydraulic Snubber Intp 
Schedule. " 

♦ Baltimore Oas ^ Electric Co. 00/12/12. 3pp. 07266:120. 


3012190117 Forwards response to NUREO-0737. "Clarification TMI 
Action Flan Requirements. “ 

LUflDVAt-t. A. E. Baltimore Gas it Electric Co. 80/ 12/ IS. 7pp. 
07234: 210. 


J. Insurance it indemnity information 


8013160313 Forwards Endorsement 43 to NELIA Policy NF-216 it Endorsement 
3S to HA6LU Policy MF-76, 

SHOEMAKER, C. L. Baltimore Oas 6 Electric Co. 80/12/10. 3pp. 

07243: 360, 


P. Operating license stage documents E correspondence 


8012020753 Forwards seismic qua I if tea tions of auxlllaryi feedwater tys 
in operating PWRs it describes program HRC is undertating 
to review capability of operating PURs to remove decay 
heat following earthquaVe. 

EISEKH'JT. D. 0. Division of Licensing. QO/10/21. 4pp, 


0013160050 Ltr to operating plant licensees. QL applicants & CP holders. 
Forwards NUREG-0737 re TUI action plan requirements. Reques t9 
operating reactor licensee confirmation in 45 days that 
Enel t imp lementat i on dates will be ret. 

EfSENHOT. D. G. Division of Licensing. 80/10/31. 7pp. 


8012220563 Ltr to all power reactor licensees forwarding NUREG-0619r 
"Ql^R Feedwater Nozile % Control Rod Drive Return Line 
Noiile Cracking. “ Conf i rma tion that implementation dates 
will be met .nust be sent within 45 days H/o end. 

EISENHJT. D. 0. Dlvl slon of Li c ensl ng. B0/U/I3. Ip. 


6012020435 Forwards results of ECCS analysis for Cycle 5, Independent 
verification has determined that specific results for peat 
clad temp & clad oiidation require minor revision per 
10CFR5G. 46. Revised Section 8 end, 

Ll/NDVAl Lr A. E. Baltimore Gas ti Electric Go. 60/11/25. 16pp. 

07140; 279. 


8012020429 Clarifies design features 6: const re independent third 
auxiliary feedwater train per NRC 800214 ltr. 

LUI4DVALL. A. E. Baltimore Oas tr Electric Co. 60/11/25. 3pp. 
07140: 269. 


8012220375 Application for amend to License DPR-53 to change Tech Specs 
re operation of containment spray sys during DDE. Summary 
piping flexibility analysis end. 

LUMOVALL. A. E. Baltimore Gas 6 Electric Co. 80/12/17. 3pp. 

03797:063. 


8012230481 Informs of intended control of reactor coolant vent sys 
during operation prior to review approval of procedures. 

Mew method superior as continuous valve position indication 
is maintained while Isolating power from solenoids. 

LUMDVALL^ A. E. Baltimore Gas 4 Electric Co. 80/12/18. Ip. 

07314; 131. 


8012390205 Submits for review comments re high energy line break 
analysis for third train to auxiliary feedwater sys. High 
energy line break analysts not requi.rod provided third train 
only used for emergencies. 

ASH. R.F. Baltimore Gas it Electric Co. 00/12/19. 4pp. 07342:319. 


0. Inspection reports. IE Bulletins 4: correspondence 


B0t2020325 Requests that response to IE Bulletin 80-15. "Possible Lots 
of Emergency Notification Bys CEMSI (4/Loss of Offsite 
Power. " be resubmitted w/oath or affirmation within tO days 
of receipt of ltr. per lOCFRSO. 54. 

GRlERiB.H. Region 1. Ph t ladelph ia. Office of the Director. 

80/ 10/23, Ip. 07143:120. 


8012220020 Forwards IE Insp Repts 50-317/00-17 50-310/80-16 on 

000916-19. No noncompUance noted. 

0RUMK’ER*E. J. Region li Philadelphia. Reactor Operations Nuclear 
Support Branch. 00/10/23. 2pp, 07306:310. 


—0012220031 IE Insp Repts 50-317/00-17 it 50-310/80-16 on 000916-19. No 
noncompliance noted. (iaior areas InspectediGA program 
Implementation, a Jditing. design changes it mods. 

MAPi/OA.O. Region 1. Philadelphia. Office of the Director. 

OREENHAM. E. 0. Region 1. Ph i I ade Iph la. Reac tor’ Operations Nuclear 
Support Branch. 00/10/21. 7pp, 07306:320. 


0012030240 Forwards attachments to util 601110 response to NRC 600712 
ltr re TMI-2 Lessons Learned Category A i terns. Attachments 
were omitted due to administrative error. 

A&H.R.F. Daltimore Oas 4 Electric Co. 00/11/25. i2pp. 07151:239. 


8012020432 Forwards responses to MRC questions re fifth cycle llcehso 
application. 

LUNDVALL. A. E. Baltimore Gas it Electric Co. 00/11/26. 3pp. 
07141:247. 


8012020438 Forwards responses to NRC questions on fifth cycle license 
application. 

LDNDVALL. A.E Baltimore Gas L Electric Co. 60/11/20. 3pp. 

G7l4t: 250. 


0012050454 Forwards response to NRC questions re application to amend 
License DPR-53 for fifth cycle operatl on. Val ues for core 
average heat flux 4t average liner heat rate clarified. 

LUNDVAULi A, E Baltimore Gas 4. Electric Co. 80/12/03 2pp. 

07171: 349. 


6-012220465 Responds to 000911 memo requesting that Ofe of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/revlsed Agreement State burial sits cond 1 tions. Forwards 
results of I£ survey. 

DEMTOM, H. R. Office of Nuclear Reactor Regulatloni Director. 
BO/12/04. 2pp. 


—8012220506 Forwards tabulation ^ summary of IE survey on low level 
waste at 51 reactors. Lou level waste storage facilities 
have been erpanderf at 37X qf reactors surveyed iii/7t7 
planning or considering increasing storage capacity. 

BAMGARTfR.L Effluent Treatment Systems Branch. 60/11/06, app. 


BO'12170595 Application to amend Licenses DPR-53 tt BPR-69i chang ing Tech 
Spec Tables 3,7-4 it 4.7-4 to identify snubbers served by 
common reservoir h to require insp for reservoir hydraulic 
fluid within 7 days after startup following major outage. 

LUNOVAUL. A. E Baltimore Gas 8; Electric Co. 80/12/12. 2pp. 

07266: 110. 


8012010360 Responds to IE Bulletin 80-19 "Fallurei of Hercury-Wettod 
Matrix Relays In Reactor Protective Sys of Operating Nuclear 
Power Plant Designed by C-E. " aurveillancc testing hat been 
increased. Relay s wilt be replaced on as-failed basis, 

LUNDVAULi A. E. Baltimore Gat it Electric Go. 00/10/30. Ip. 

07090; 062. 


0012170375 Forwards IE Info Notice 90-30. "Cracking in Charging Pump 
Casing Cladding." No written response required. 

GRIER. 0.M, Region 1, Philadelphia, Office of the Director. 
60/10/30. Ip. 07269:030, 


0012220035 Ac k receipt of 000922 ltr Informing NRC of steps taken to 
correct violations noted In IF Insp Repts 50-317/00-12 it 
30-310/80-11. 

MARTINiU.G. Region 1, Philadelphia, Safeguards Branch. 00/10/31. 
2pp. 07306: 327. 


— 6012220037 Responds to NRC 800829 ltr re violations noted in IE Insp 
Repts 50-317/80-12 & 50-318/80-11. Correct! ve actions: 
withheld Cref tOCFR2. 790). 

EVANS, V. ft. Baltimore Oas 6 Electric Co. 00/09/22. Ip. 

07306: 329, 


—0012220040 Forwards IE Insp Repts 50-317/00-12 tt 50-310/80-11 on 
000713-10 notice of violation Notice of violation withheld 
(ref IOCFB2,790>. 

KARTINrli.Q. Region 1, Ph t larfe Ip h ia, Bafeguards Branch. 80/08/29. 
2pp. 07306:330. 


—0012220062 IE Insp Repts 50-317/80-12 it 50-310/00-11 on 000713-18. 
Noncomp 1 lance no ted : fal lure to issue written procedure 
failure to maintain continuous c orrmunlcations. Petal Is 
uithheld Cref 10CFR2. 790). 

MADDEN, W. Region ir Philadelphia. Office of the Director. 

DEVLIN, J.M. Region 1. Philadelphia, Bafeguards Branch. 80/06/29, 
2pp. 07306:332. 
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Q012120J05 Fortiiards IE Dullstin 80-21« "ValvR Yokfts Supplied bg Malcolm 
Founilrv Co. Inc. " Written Fcsponso required. 

ORlERiB.H. Region Ph i ladelph ioi Office of the Director. 

BO / 1 1 /06, t P . 07230 : 227 . 


6012190344 Informs util of ivauance cf nou MRC personnel identification 
badQas. effective after SOI 130. Eiarttp 1 e end. 

MARTlNiW. Region 1« Philadelphia- Safeguard) Branch. BO/ll/Of>. 
2pp. 072B6M06. 


--8012030619 LER 79-019/03L-1 : on 790606# control room air conditioning 11 
unit breaker tr i pped. Caused by open circuit in one or more 
parallel paths of phase uind ing. resuS t ing in unbalanced 
phase to phase resl stance. Stator reuaund. 

LAOIEU'SKI, J S . UM3TED,J.M. Salfcimore Oa* L Electric Co. 

79/06/25 Ip, 07145 27S. 


8012020506 Forwards LER ao-056/03L-0. 

RUSSELL. L. B. Baltimore Gas fy. Electric Co. 80/11/28. Ip 
07143: 263. 


8012030/68 Foriijards IE Info Notice 00-40# “Excessive Nitrogen Supply 
Prmiflure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressunl latlon. “ No written response required. 

ORl’ERjD.H, Region 1. Philadelphia. Office of the Director. 
00/11/07. tp 07150:200. 


0012090481 Forwards IE Info Notico 00-41. “Failure of Swing Check Valve 
in. Decay Heat Removal Bys at Davis Desse Unit 1.'* No 
response required, 

ORlERiB.H. Region 1. Philadelphia. Office of the Director, 

BO/ 11/10. Ip. 07102:336. 


0012040037 Forwards lE DuUetin 00-23. “Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. ” Requires estimate of 
manpower associated w/correctlve actions. 

GRIER. Q.H. Region 1. Philadelphia, Office of the Director. 
BO/ll/14. Ip. 07169:337. 


— 8012020530 LER eo-056/03L-0: on a0l028< performance of 6TP M-13-1. 
inaccessible snubber visual imp. revea led five snubbers. 
1-54-6. -6A. -7. “7A 1# 1-60-27 inoperable Caused by loss of 
hydraulic oil. Mods ccmpletad- 

WEHDERLICh.R . MIERNICK I , J. Baltimore Oas 6 Electric Co. 
80/11/28. 2pp. 07143:264. 


B012\00561 Forwards LER 80-062/03L-0- 

RUSSEUL. L. B. Baltimore Gas 8: Electric Co. QO/12/03. Ip 
07218: 151. 


— 0012100566 LER aO-062/03L-0: on 001103 it 04. LPSI pump 12 tripped off. 
causing temporary loss of shutdown cool ing. Apparently caused 
by spurious reactor analysis t safety signals received while 
re-eriarg i r ing actuation sys. 

WtNOERLICH. R L, . GIBSON. W.S. Baltimore Gas 6 Electric Co. 
80/11/03. tp. 07210:152. 


0012030658 Requests relief from ASME Code Section 9 requirement. Code 
deemed impractical. Iniorvlce insp program request deals 
w/hgd PQstatlc pressure testing of Class 2 steam tt 
feedwater tys. 

LUNDVALL, A. E. Daltlmore Gas ^ Electric Co. 00/11/19. 4pp. 

063B6: 003. 


0O1S2SO621 Advises that written response Is required to 16 Bulletin 
0D-S3. "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp.“ First paragraph erroneously stated no 
written response required. 

ORIER.D.H, Region 1. Philadelphia. Office of the Director. 
80/11/19. ip. 07303:360. 


B0120 4 0522 Forwards IE DuUetin 80-24. “Prevention of Damage Due to 
Water Leakage Inside Containment. " Written response 
required. Requests info on manpower expended. 

ORIER.D.H, Region 1, Ph 1 lad e I ph ia. Office of the Director. 
80/11/21. 2pp. 07169:226. 


BOlSO5'0S43 Forwards Info Notice 80-42. “Effect of Radiation on 
Hv«i»‘auUc Bnubber Fluid,'* No written response required. 
ORIERiD.H. Region 1. Ph 1 lade I ph ia. Office of the Director. 
00/11/24. Ip. 07174:029. 


B012090430 Submits comments on IE draft circular re common cause 
failure of sve water sys. Modified replacement Page 1 It 
athar miscellaneous changes end. 

NOVAK. T.H, Assistant Director for Licensing, 80/11/24, 6pp, 
07203: 034. 


R. Periodic operating reports 6 related correspondence 


8012100559 Forwards LER 00-063/031.-0. 

RUSSELL. L.B. Baltimore Gas i. Electric Co. 60/12/05. Ip. 
07210: 149. 


--0012100565 LER aO-063/03L-0: on 001 1 06. c ontro 1 room air condition 
unit failed to start. Cause undetermined, Simulation of 
control imputs to breaker 52-1108 f* initiation of shutdown 
sequencer performed. . . , 

LA01EW8KI. J. 8 . RIZZO. P G. Baltimore Gas Electric Co. 00/1 
Ip. 07218:150. 


Ing 

1/03. 


9012160390 Forwards LER 60-059/03L-0. 

RUSSELL.L D Baltimore Gas At Electric Cn. 80/12/12. Ip, 
07282: 335. 


— 0012160394 LER ao-058/03L-0: on 801112. found 4 kV bus 11 normal break 
feeder <132-1U5> opened 120-volt ac vital bus 11 voltage 
went low. Cause utideterminod. Diesel generator 11 re-energiied 
4 kV bus. 

DAVISi 8. M. , RlZZOiP.O Baltimore Oas i; Electric Co. 80/12/12. 

Ip. 07252:336. 

8012230479 RO 80-65: on 80121 5. charg iog pumps not verifed de-energixed 
6 charging flow paths not verified closed during local leak 
rate test on penetration 41. emission corrected. No dilution 
resulted. 

# Baltimore Gas Electric Co. 80/12/16 Ip 


8012230361 Forwards LER 79-017/03L-1 . 

RUSSELL.L. B. Baltimore Gas Electric Co. 
07311:263, 


BO/12/19, 


IP- 


0Oiai’9O626 Forwards monthly operating repts 
MeRSON. 8, D. Baltimore Gas At Electric Co. 


for Nov 1980, 
80/12/15. Ip. 


07288: 268. 


—0012190630 Monthly operating repts for Nov 1900, 

KERSQN. 8. D, Baltimore Oas t\ Electric Co. 00/12/15. I6pp. 
07203: 269. 


a. Reportable occurrences, LERs i; related correspondence 


—0012230366 LER 79-0i7/03L-t : on 790515, dur Ing performance of averspeed 
testing. diesel generator 12 auriltary blower fai led. Returned 
to SVC 790523, Cause of failure due to thermal growth & 
subsequent contact between lobes f/ power housing. 

LA0IEW8KI, J. a. I UMSTED. J. M. Baltimore Oas t. Electric Co. 

79/06/21. Ip. 07311:264. 


0012230405 Forwards LER 50-064/03L-0. 

RUSBELL,L. B. Baltimore Gas A, Electric Co, 
07312: 253, 


00/12/19. Ip. 


601SD10356 Forwards LER CO-061 /03L-0. 

RLISaELL. L. D. Baltimore Gas At Electric Co. 80/11/24, Ip. 

07092: 176. 

— 0012010369 LER 00-061 /03L-0; on 001024. emergency diesel generator 
would not carry greater than 2.500 kW for greater than 60 
minutes. Caused by high cylinder temp doe to fouling of 
injector tips. Tips replaced. 

LAOItWeiUi J, S. r HUSEQY.D, E, Baltimore Oas A? Electric Co. 
00/11/24. Ip. 07092:177. 


— 8012230409 LER 80-064/03L-0: on 801 121 , dur Ing piping sys supports 
walkdouin, seismic restraint for auxiliary spray control valve 
found not insta 11 ed, Throe supports required redesign t 
relocation Caused by error during initial 
HfiaEL.R P. Baltimore Gas L Electric Co. 60/12/19. Ip. 
07312:254. 


DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER 
F. Security, medical, emergency A fire protectl on^p Uns 


0012020612 Forwards LER 79-0l9/03L~l , 

RUSSELL.L. B. Daltlmore Oas At Electric Co. 
07145:274. 


80/11/25. 


Ip. 


8012020699 Informs o* existing emergency communications sys review A* 
resulting mods to emergency notification sys 6 health 
physics aetwork.NRC will have lamps installed on emergency 
telephones in all control rooms At technical support ctrs. 

GRIER. 8.H- Region I, Philadelphia. Office or the Director, 

2pp. 07140:004. 


GRIER. 
00/11/14. 
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8012130072 Fprward* emergenxi; response plan imp Jemantat ion procedora* 
superseding present site emergency plan irnp lefsentati on 
procedures. IJ/'q end. 

RUSSELL, L.B. Baltimore Gas t Electric Co. 80/12/0B. Ip. 

07239:359. 


B0121900S3 Releases public version o# util emergency plan. 
FELTOri. J. M. Division of Rules and Records. Q0/12/U. Ip. 
07279: 147. 


— 8012190097 Forwards public version of emergency response plan 
imp lementattoR procedures. 

REIiIikRi E. T. Baltimore Oas K Electric Co. 60/12/01. 2pp. 
07279: 130. 


—8012190064 Public version of emergency response plan ifliplementatlon 
procedures. 

e Baltlihore Gas Electric Co. 60/11/28. SOOpp. 07279:132. 


8012290223 Ad receipt of 801024 e< 1113 Itrs cammenting on emergency 
response p Ian. Resp onses to € 0 >TTkents 'jiill be factored into 
revised plan to be submitted 601231 bi/plans for States of & 

VA & Annex Q it App Q-^l for State of flD. 

OLSON. R.C. Baltimore Gas Electric Co. 80/12/22. tp. 07a42;343. 


J. Insurance 4: indemnity information 


B0l2l603i3 Forwards Endorsement 43 to NELIA Policy NF'’2l6 tt Endorsement 
35 to MAELO Policy hF"76. 

SHDEMAKERtC. L. Baltlmoro Gas 1^ Electric Co. 60/12/10. 3pp. 
07243:360. 


P. Operating license stage documents correspondence 


8012020753 Forwards seismic qual j f lea t i otis of auslliary feedwater iv» 
in operating PliRs L describes program NRC Is undertaking 
to review capability of operating to remove decay 

heat following earthquake. 

ElSENKur. D. 0 Division of Licensing. 80/10/21. 4pp. 


8012160030 Ltr to operating plant Hcensees-CIL applicants CP holders. 
Forwards NUflEG"0737 re Trtl action plan requirements. Requests 
operating reactor licensee confirmation in 43 days that 
Enel 1 implementation dates will be fvet. 

EISENHUT. D. 0. Division Of Licensing. 60/10/31. 7pp. 


8012220563 Ltr to all power reactor licensees forwarding HURE0‘'0619t 
Feedwater KoMle t: Control Rod Drive Return Line 
Nozile Cracking.*' Conf ir^natton that imp lenten tat ion dates 
will be met must be sent within 43 days U/o end. 

EISENKUr, D. 0. Division of Licensing. QO/li/13. Ip, 


6012020429 Clarifies design features Ec const r« independent third 
auxiliary feedwater train per NRC B00214 ltr. 

LUNDVALL. A. £ Baltimore Oas &; Electric Co. 80/11/29. 3pp. 
07148:269. 


8012030246 Forwards a ttachmertts to util QOl 110 response to NRC 600712 
ltr re TIil“2 Lessons Learned Category A items . Attachments 
were omitted due to administrative error. 

A6H.R.F. Baltimore Oas 4c Electric Co. aD/it/25> 13pp. 37151:239. 


8012090277 Requests amend to License DPR -69^ to atiow operation for 
fourth eye 1 e. Refue 1 ing outage scheduled for aiOlOSi approach 
to criticality on 610212 ^ return to power operation 
icmediataly thereafter. 

LlWDVALLr A. E. Baltimore Gas Electric Co. BO/12/04. 2pp. 
07206:313. 


—8012090291 Proposed changes to STS re Cycle 4. 

a Boston Edison Co. 80/12/04, 4app. 07206:317. 


80122^0483 Responds to Q009U memo requesting that Dfc of Nuclear 
Reactor Ragulation Inform licensees of need to comply 
w/revised Agreement State burial site cond it ions. Forwards 
results of IE survey. 

DENTON, HR, Office of Nuclear Reactor Regulation^ Director. 
80/12/04. 2pp. 


—8013220506 Forwards tabulation 4; sumnary of IE survey on low level 
uasts at 51 reaetori.Low level waste storage facilities 
have been expanded at 37Vt of reactors surveyed w/7lX 
planning or considering increasing storage capacity. 

BANOARFiR. L. Effluent Treatment Sysisms Branch. 80/11/06. 8pp, 


8012170490 Suboiits fourth cycle DL Class 4 amend application fee. 
A6K<R.F. Baltimore Ges & Electric Co. 80/12/09. Ip. 07269:191. 


et>l2l70r93 Application to amend Licenses DPR-53 It DPR-69, c hang ing Tech 
Spec Tables 3.7-4 & 4.7-4 to identify snubbers served by 
cosTmoii reservoir 6 to require Insp for reservoir hydraulic 
fluid within 7 days after startup following major outage. 

LUNDVALL, A. E. Baltimore Oas it Electric Co. 00/12/12. 3pp. 

07266; 1 18. 


— B012170299 Proposed changes to Tech Spec Table 3.7-4, "Safety-Related 
Hydi'aulic Snubbers" it Table 4.7-4, "Hydraulic Snubber Insp 
Schedule, *' 

a Daltimore Gas <c Electric Co. 80/12/12. 3pp. 07266:120. 


0012190117 Forwards response to NUR£G-0737i "Clarification of TMI 
Action Plan Requirements." 

LUNDVALL. A. e, Daltimore Gas t. Electric Co. 80/12/13. 7pp. 
G7264;210. 


6013290283 Submits for review comments re high energy line break 
analysis for third train to auxiliary feedwater sys. High 
energy line break analysis not required provided third train 
only used for emergencies. 

ASH, R.F. Baltimore Oas V Electric Co. 80/12/19. 4pp. 07342:319. 


Q, Inspection reports, IE Bulletins It correspondence 


8013020323 Requests that response to IE Bulletin 00-19, "Possible Loss 
of Emergency Notification 8yf <ENS> N/Loss of Offsite 
Power,*' be resubmitted w/oath or affirmation within 10 days 
of receipt of ltr, per tOCFRSO. 94. 

ORlER.fi. H. Region 1, Phi iade tphia. Office of the Director. 

BO/iO/23. Ip. 07143:120, 


601^220028 Forwards IE Insp Repts 30-317/80-17 & 50-316/80-16 on 
000916-19. No noncompliance noted. 

BRUNNER, E.d. Region 1, Ph 1 ladelph la, Reactor Operations Nuclear 
Support Branch. 80/10/23. 2pp, 07306:316, 


—6012220031 IE Insp Repts 50-317/60-17 it 90-310/80-16 on 600916-19. No 
noncomp I iance noted. Major areas lnspected:GA program 
imp lementat ion, aud It Ing. design tbangos It mods. 

NAPUDA.O, Region 1, Ph i ladelph ia, Office of the Director. 

OREENMAN, E. G. Region 1, Philadelphia, Reactor Operations' Nuc leer 
Support Branch. 60/10/21. 7pp. 07306:320. 


8012010360 Responds to IE Bulletin BO-19 ♦'Failures of Mercury-Wetted 
Matrix Relays in Reactor Protective Sys of Dperating Nuclear 
Power Plant Designed by C-E, " Surveillance testing has been 
increased, Relays will be replaced on as-failed basis. 

LUNDVALL. A. E. Baltimore Oas & Electric Co. 60/10/30. tp. 
07096:062. 


8012170379 Forwards IE Info Notice GO-30, "Cracking in Charging Pump 
Casing Cladding. '♦ No written response required. 

GRIER.B.K. Region t, Ph i Ude Iph ia. Office of the Director. 
60/10/30. ip. 07269:050. 


8012220039 Ack receipt of 800922 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/80-12 & 
90-310/80-11. 

MARTIN, W.O. Region 1. Philadelphia, Safeguards Branch. 60/10/31. 
2pp. 07306:327. 


—6012220037 Responds to NRC 800829 ltr re violations noted in IE Insp 
Repts 30-317/80-12 it 90-316/80-1 1 . Corrective actions; 
withheld (ref I0CFR2. 7901, 

EVANS. V.R. Daltimore Oas t: Electric Co. 80/09/22. Ip. 

07306; 329, 


—8012220040 Forwards IE Insp Repts 50-317/00-12 it 90-318/80-11 on 
80G713-1G notice of violation. Notice of violation withheld 
(ref 10CFR2. 790). 

HAnTni,ILO. Region I. Philadelphia, Safeguards Branch. 80/06/29. 
2pp, 07306:330. 


—0012220062 IE Imp Repts 50-317/00-12 tt 50-310/80-11 on 800713-16. 
NoncompUance noted: fai lure to issue written procedure V 
failure to maintain continuous co.rmunicat ions. Detai Is 
withheld (ref lOCFn2. 790). 

HADDEN, N. Region 1, Ph i ladelph ia, Office of the Director. 

DEVLIN, J.W. Region 1, Philadelphia, Safeguards Branch. 60/06/29, 
2pp. 07306:332. 


8012120109 Forwards IE Bulletin 80-21. "Valve Vokes Supplied by Malcolm 
Foundry Co. Inc. " Written response required, 

GRIER, B.H. Region Ip Philadelphia, Office of the Director. 

00/11/06. tp. 07230:227, 


6012190344 Informs util of issuance of now NRC personnel Identification 
badges, ef fee tive after 601 130. Exampl e end. 

(MARTIN, U.J. Region 1, Ph i ladelph ia, Safeguards Branch. 60/U/06. 
;7pp. 07206:106. 
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^012030/60 Forward* IE Info Notice 80-40. "Excesiive Nitrogen Supply 
Pr«**ur» Actuates Safety Relief t^alye Operation to Cause 
Reactor Depressor 1 latlon. " No written response required. 

GRIER. B.H. Region 1. PMladelphia. Office of the Director, 
00/11/07. ip. 07130:280. 


8012080491 Forwards IE Info Notice 80-41. “Failure of Swing Chock Vaive 
In Decay Heat Removal Sys at Davis Besse Unit t. “ No 
response required. 

OSIER. B.H. Region 1. Philadelphia. Office of the Director. 

BO/il/iO. Ip. 07192:336. 


8012040037 Forwards IE Bulletin 00-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
eianpouer associated w/correctlve actions. 

GRlERrB.H. Region 1. Philadelphia. Office of the Director. 
aO/li/14. ip. 0716?; 337. 


— 0012030733 LER 00-05 1/03L-0: on BOllOl.CTMT 21 air- Coaler tripped Off. 
Caused by terminal shorting block in air cooling fan 
controller flashing over, causing trip. No cause of flaahover 
determt r>ed. No prevention action necessary. 

UfeNDFRLICH. R. L. . RIZZO. P.O Baltimoi-e Oas U Electric Co. 
aO/lP/Ol. Ip. 07149:164. 


8012100353 Forwards LER a0-053/03L-0. 

RUSSELLiL. B. Baltimore Gas hf Electric Co. 00/13/01. Ip. 
07318; i44. 


— BO121O0557 LER B0-O33/03L-0; on 001101 07. conta i nment atmosphere 

particulate monitor fa i led. Caused by loosened channel field 
cable leads due to improper cr imp ing. New connector* properly 
in*tal led. 

LAGIEWSMi J. B. . RIZZO. P 0. Baltimore Oas & Electric Co. 80/12/01. 
2pp. 07218: 145. 


0012030638 Requests relief from ASHE Code Section 9 requirement. Code 
deemed impractical. Insorvlce insp program request deal* 
w/hydrostatic pressure testing of Class 2 steam h 
feedwater sy*. 

LUNDVALLi A. E. Baltimore Gas ^ Electric Co. SO/tl/19. 4pp. 

06596: 003. 


0012270621 Advises that written response is required to IE Bulletin 
60-23< "Failures of Solenoid Valves Hfg by Vatcor 
Engineering Corp. " First paragraph erreneouslij stated no 
written response required. 

GRIER/B.H. Region 1. Ph i lade 1 ph ia. Office of the Director. 
aO/11/19. Ip. 07300:360. 


0012040522 Forward* IE Bulletin 00-24. "Prevention of Damage Due to 
Water Leakage Inside Containment. " Written response 
required. Request* info on manpower expended. 

ORlERiB.H. Region 1. Phi lade I ph ia. Office of the Director. 

60/ 11/21. 2pp. 07169:236. 


8012030343 Forwards Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required, 
ORIERiB.H. Region 1. Ph i lade Iphia. Office of the Director. 
aO/n/24. Ip. 07174:029. 


8012120479 Forwards revised proprietary ^ nonproprietary versions of 
Ueitinghouse low pressure turbine disc insp data. Data 
supersedes 800316 subml ttal. Propr i efcary version withheld 
I ref 10CFR2.790). 

LUNDVAt-L. A. E. Baltimore Gas t Electric Co. 80/12/09. 37pp. 

07227: 221. 


n, Periodic operating reports 4» related correspond once 


BO12190626 Forwards monthly operating rept* for Nov 1980. 

MERSONfS. D. Baltimore Oas «< Electric Co. 80/12/15. Ip. 07208:268, 


— 6012190630 Monthly operating rept* for Nov 1980. 

MERSONrS. D. Baltimore Oas Electric Co. 80/12/15. 16pp. 

07288; 269. 


S. Reportable occurrences. LERs 6. related correspondence 


8012010322 Forward* LER B0-O46/O3L-O. 

RUSSELL. L.D. Baltimore Gas Electric Co. 00/11/24. Ip. 
07092: 154. 


*-6012010336 LER 0O-O46/O3L-O; on 001024. containment pressure signal to 
reactor protection sys channel A found out of callbr in 
nonconservatlve d ireetlon. Caused by output of Transmatlon 
Isolator 2-E/E-5313A being 0.2 VDC low over range. 

DAV18. 8 M. . RIZZO. P.O. Baltimore Oas L Electric Co. 00/11/24. 
ip. 07092:153. 


8012160381 Forward* LER 80-054 /03L-0. 

RU3SELL.L. D. Baltimore Gas U Electric Co, 80/12/10 ip. 
07252: 333. 


— 0012160387 LER 80-054/03L-0: on 801 1 10. fa 1 lure of SI-661-CV caused 21A 
safety injection tank level to decrease to less than 107 
inches. Caused by solenoid vaWe 2-CV-661 leak, Bolenold valve 
<A5CQ-NP032OA175V1 replaced w/spare. 

NENDERLICH.R, U. . RIZZO. P.O. Baltinore Gas Electric Co. 

00/12/10. Ip. 07252:334. 


0012220401 Forward* LER 0O-O36/O3L-O. 

flUSBELL.L. a. Baltinore Oas L Electric Co, 80/12/16, Ip. 
07307:344. 


— 0012220414 LER 00-056/ 03L-0. on 801 1 16. contro I element assembly 1 
dropped into core, Cause undetermined. Power reduced to less 
tha:» 70X control element assembly returned to group 
height. 

LAOIENSKI. J. 3. Baltimore Oas L Electric Co, 80/12/16. ip. 
07307:345. 


OQCKEr 30-320 THREE KILE ISLAND NUCLEAR STATION. UNIT 2 
F, Security, medical, e.mergency I- fire protection plans 


0012040100 Public version of "Independent Assessment of Evacuation 
Times for TMI Nuclear Power Plant." Vol 10. prepared for 

COEDVrJ.C., SHEPPARD. W. V. . THDIIPSON. W. E. Wilbur Smith 8. Associates, 
90/06/30. 5tpp. 07161:238. 


0012050477 Informs that mods will be made to emergency notification sys 
health physics network equipment. KRC will have lamps 
installed on emergency telephones in all control rooms, 
technical support ctrs %. emergency operation* facilities, 

GRIER. B.H. Region 1. Ph I Udelph ia. Office of the Director. 

80/U/14. 3pp. 07174:253. 

8012040063 Forwards public version of "Evacuation Time Assessment of 
Nine Nuclear Power Plants Emergency Planning Zone*. " 
executive summary. 

FELTON. J. 11. Division of Rules and Records. 80/12/03. Ip. 


— 0012040038 Public version of "Evacuation Time Assessment of Nine 
Nuclear Power Plants Emergency Planning Zones.** executive 
summary . prepared for FEKA. 

* Wilbur Smith 4; Associates. 60/06/30. I7pp. 


— 0012040155 Public version of program rept. "Evacuation Time Assessment 
of Nine Nuclear Power Plants Emergency Planning Zones." Vol 
1. prepared for FEMA. 

COSBY. J. C. Wilbur Smith It Associates. BO/06/30. 43pp. 


8012020593 Forward* LER 0O-O3O/O3L-O. 

RUB9ELL.L.B. Baltimore Oas Electric Co. 00/11/26. Ip, 
07145:266. 


8012290440 Releases public version of "NRC Headquarters Incident 
Response Plan, " 

FELTON. J.M. Division of Rule* and Records. 00/12/17. ip. 
07308; 001, 


-80120^0600 LER 0O-O5O/O3L-O: on 801027. wide range ox-core nuclear 
instrument channel B fa I led. Caused by greater than or equal 
to 16-voU 6c power supply having low supply u/ac ripple. 

Power supply replaced. 

LIGIEWSKI/ J. 8. r RIZZO. P.O. Baltimore Ga* U Electric Co. 80/11/26. 
Ip. 07145:267, 


8012030731 Forward* LER 00-05 1/03L-0. 

RU8BELL.L, B, Baltimore Oa* St Electric Co. 00/12/01. Ip. 
07149:163. 


— 8012290445 Public version of "NRC Headquarters Incident Response Plan." 
a Commissioners. 79/01/15, 100pp. 07308:001. 


0012290449 Releases public version of Dauphin County emergency plan. 
FELTON. J-M- Division of Rules and Record*. 60/12/17. Ip. 
07308:001. 


— 0012290452 Public version of Commonwealth of PA,. Dauphin County 
emergency plan for communities near TMI facility. 

MOLLOY.K.J, Dauphin County. PA. 75/06/30. lOOpp. 07300:001. 
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0012290<177 R^Ieas^s public version o# 'Federal Response Plan for 
Peacetime Nuclear Eme r gene i esp " interim guidance. 

FELTOJIp J. J1. Division of Rules end Records, 80/12/17. Ip. 
07300; 001- 


— 6Oi22?D402 Public verslcn of "federal Rosponae Plan fur Peacetime 
l^ocUar Etnergenc i es, interin guidance, Includes Arnie* I tt 
Annex l t . 

e General Services Ad’’! i nistration 77/04/30. ISSpp. 


B0122.90490 Releases public version 'NRC Headquarters Incident 
Response Plan. ' 

FELTON. J.H, Division of Rules and Records. 00/12/17. Ip, 
07300: 001 , 


--8012290494 Public version of =‘RRC Headqua c tars Incident Response Plan. 
* Cfliffmlst loners. 78/11/09. I50pp, 07300:001. 


0012290497 floleasas public version of "Region 1 Incident Response 
Plan. ’* 

FELTON. J, IV Division of Rules and Records. 80/12/17. Ip. 
07300: 001. 


— 8012290&00 Public version of '’« 8 gion t Incident Response Plan." 
Revision 4. 

* Region 1. Ph 1 ladelp h ia. Office of the Director. 79/02/28. 
130pp. 07300:001. 


8012590304 Releases public version of Defense Civil Preparedness Aganev 
eniergencij handbool 

FELTON. J. li, Division of Rules and Records. 80/12/17. Ip. 

07308; 001. 


— S0l2290S0i Public version of "Disaster Dp erat 1 onsr Handbook for Local 
Qovts. '' 

DAVIS. J, E Defense Civil Preparedness Agency. CPO 1-6, 72/07/31. 

lOOpp. 07300:001. 


— 8012290510 Public version of Ohange I entitled '“Nucleor Facility 
Accidentsi " to ''Disaster Qperafclons; Handbook for Local 
Oovts. 

a Dafensc Civil Preparodnais Agency. CPO 1-6 RJ, 74/06/30. 
I3pp, 07300:001. 


0012290187 Forwards Revision 1 to guard training lx. qua 1 if icatlon plan. 
Plan withheld (ref 10CFR2. 790). 

HUKILU. H. D. No fcropol ttan Edison Co, 00/12/19. 2pg. 07344:185. 


0 Adjudicatory correspondence 


0012160144 Forwards BEC Form lO-Q. Quarter I y Financial Rept e* supporting 
fflgt co'inants.ln response to KRC 790921* 1109 000011 

requasts for info re significant financial developments 
affecting utils In restart proceeding. 

CONUCfl.V.H. Oeneral Publ ic Utilities 80/11/26. 3pp. 07262:246. 

--0O12160154 Quarterly Financial Rept. Sept 1980 U supporting mgt 
con.r.ents . 

* Oeneral Publ Ic Uti I tties, 00/11/14. 44pp. 07262:249. 


0012290663 Response to NRC 000211 motion to conform proposed Tech Specs 
u/amend of order. Licensee does not oppose motion w/ 
understanding that formal license amend would auait outcome 
of hearing . Cert 1 f 1 cate of 3vc end. 

RIOONAVfD.A. Metropolitan Edison Co. RlDOtlAY.D-A. Shaw, Plttmam 
Potti t Trowbridge. 0D/12/O4. 5pp. 07333:097. 


801S240009 Forwards radiation protection plan submitted on 800723 for 
consideration of stipulation of ulthdraual of Contention 3 6 
DC Circuit Court 801U9 decision in Sholly case.W/o ends. 

LEUIBrS. H. Hearing Branch 2. 00/12/03. Ip. 07324:199. 


8012290173 Forwards notice of appearance in proceeding, 

LEWI 818 .H. Hearing Branch 3. Q0/t2/0S. 2pp. 07344:169, 


8012160604 Claim for damages in amount of 44» 010. OOOi 000 based oi> NRC 
alleged negligence of failure to Infarrn util of previous 
sinilar octorrence at Davls-flasse. 

V(L I MOSHER 0, D, * LI DERMAM. J, D. General Public Utilities - GPU Service 
Corp. KLINGSBERG. n. Kaye* Scholer . Fiermani Hay s L Handler. 80/12/00, 
33pp, 07234:299. 


8013230036 Responds to 801310 tricon L forwards documents re 
Contention 2 (neutron monl tors ) 1 Content i on 3 (containment 
sump water) ^ 800725 T(1I-2 radiation protection plan.U/o 

enc Is. 

LEWia.a.H- Hearing Branch 2, 00/12/12 2pp 07311:231, 


8012300109 Forwards jointly proposed stipulation for dismissal of 8 C 
Sholly from proceeding A dismissal of WA Lochstet Contention 
{.Requests reviow of Environ Coalition on Nuclear Power 
Contention 5. Draft order tx amand also encl. 

LEWIS, a. H, Hearing Branch 2. BO/12/17. 14pp, 07356:307. 


— 8012300199 Safety evaluation re RCS pressure safety limit mode. Hod does 
not authorise change in effluent types or total amounts nor 
increase in power level. 

* Office of Nuclear Reactor Regulation. Director, 80/12/17. 6 pp. 
07396:321. 


— 8013300199 Draft Tech Specs re safety limits for RCS pressurei- 1 iml t Ing 
conditions for operation 6 administrative controls. 

* Office of Nuclear Reactor Ragulatiotij Director. BO/12/17. 6 pp. 
07336:327. 


B012590919 Responds to 001207 Itr.Ltr 6 ends transmitting stipulations 
fc related motion papers have been sent. Oeneral effect of 
bankruptcy default by util eraiuined in NURE0-O6S9. 

LEWIS.a.H. Hearing Branch 2. 00/12/19. 2pp, 07335:171. 


H. General correspondence 


0012020/27 Responds to 000920 Itr to President Carter re responsibility 
for accident cleanup. Util not allowed to charge consumers 
for accldentibut may charge for purchasing power to replace 
power that would have been provided by facility. 

S(4VDER*B. J, TMI Program Office. 00/10/24. 5pp. 06916:001. 


8012030853 Responds to 001013 Itr re radiation releases into air tt 
Susquehanna River from TMf-2. Levels of radiation released 
into air not estremely high. Water processed by EPICOR-II 
water treatment sys not currently permitted into river. 

SNYDER. B.J. TMI Program Office. 00/10/27. 2pp. 07149:072. 


--801203D856 Expresses concern re radiation releases into air tc 
Susquehanna River 4; states opinion that plants should use 
coal rather than nuclear energy. 

AULTMOUSE* 0. L, Affiliation Unknown. 80/10/13. 2pp, 07149:074. 


8012080803 Ack receipt of 800926 Itr to President Carter re funding for 
cleanup at TMI-E. MRC ordered Unit 1 to remain in cold 
shutdown until further orders, NRC has authority to ensure 
public safety should util bo unable to do so. 

SNYDER# B.J. TMI Program Office. 80/10/30, 3pp, 07175:337. 


8012310504 Ack receipt of BOkOOl Itr to WJ Dlrcks tn formation of 
Krypton 6 entry into reactor b Idg . Technical capability for 
recombining high atomic oumbei- fission products does not yet 
exist, 

DENTOr^pH.R. Orfico of Nuclear Reactor Regulation^ Director. 
80/10/30. Ip, 07365:255. 


--8012310510 Express approclatlon for document re TMI-2 reactor bldg 
atmospheric dec ontaminatlon. Ques tions reversal of krypton 
gas creation 6 risk of reactor bldg entry. 
flick# R. Affiliation Unknown. 80/10/01. Ip. 07365:256. 


8012010411 Responds to 001027 postcard re nuclear power U resulting 
raduaste. Hear Ing on resumption of Unit i started on 801015. 
President's 791207 state.rent on Kenany Conmiis len & 800212 
statement to Congress encl. 

DENIOM. H. R. Office of Nuclear Reactor Regulation/ Director. 
00/11/07, lOpp. 06916:001. 


8012020017 Ack receipt of 800330 Itr requesting info on nuclear uasbo 
disposal. Discusses HRG licensing authority L DOE 
raspo-nslbi lit ies. Forwards info on decontamination I: disposal 
of radwasto.W/o encl. 

SNYDER I B. J. TMI Program Office, 80/11/18. 2pp. 07145:314. 


— 0012020835 Requests info on nuclear waste d isposalr agency responsible 
for waste d t sposal# number of facilities in operation U 
background of nuclear Industry. 

R0BERT8pH. Affl Hat Ion Unknown. BO/03/30. 2pp. 07145:316. 


8012030786 Responds to 801021 Itr re end 0 Trust 801017 Ur expressing 
concern re health effects of accident & reactor bldg purge. 

Dosimetry in place during accident was sufficiently 
sensitive to Xe-133 radiation. 

DlRCKSp W. J, Office of the Executive Director for Operations. 

80/11/10. 0pp, 07149:278. 


8012040168 Ack receipt of B00319 Itr re f ac 1 1 i ty. Forwards Nl)REa’'0647i 
"Safety Evaluation h. Environ Aisesimenti " 6 proposed Tech 
Specs reflecting present condition of facility. 

SNV0ER*B.J, TMI Program Office, 00/11/10. lp> 06915:001. 
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— 0012040176 Re<iijests MU0EG-O647 re cot^bined safetij evalu«tioFi & vhviran 
a9sessm<!nt l^ar TMI-2 irt sKutdoun iTiod e . Faruar d s 800316 
arfclcl# from Wall Street Journal L request* info on 
evacuation 

FfllESEMAi H, P. Northwestern Uoiv, 80/03/19. 3pp, 06913:001. 


8012090274 Request* cO(nputer terminal at program ofc for development of 
capabllltij to store & retrieve data in timely fashion. 

WELLER. R. TMl Program Office. 00/11/25. Ip. 07202:346. 


0012120227 Respond* to end 800929 Itr to President Carter requesting 
public hearings on draft £IS meeting w/resident* re NRC 
role in decontaminat Ion. Transcr i p ts of meetings w/MO U PA 
officials will be considered In final EI8. 

DENIONiH. R. Office of Nuclear Reactor Regulation. Director. 
00/11/25. 5pp. 07236:192. 


8012120653 Respond* to 000922 request for public hearings on is«ues 
raised in draft EIS. Tramcripts of meeting* u/statB 
officials listed on end schedule uill be considered In 
preparation of final Et&. W/o end. 

DENTONrH. R. Office of Nuclear Reactor Regulation. Director, 
00/11/25. 2pp. 07230:189. 


— 0012120657 Request* public hearings on draft programmatic EI0 re 
decontamination & disposal of radwaste from 790320 accident. 

Ltr to President Carter end. 

SHOLLYjS. C. Three Nile Island Public Interest Reiourct Center. 
00/09/22. 0pp. 07230: 192. 


8012150022 Responds to 001113 postcard to Chairman Ahiarne re 
establishment of cltiiens advisory group to oversea 
cleanup at f ac i I ity. Advisory panel was formed to consult u/ 
Commission on cleanup activities at facility. 

SNYDER.B.J. TMI Program Office. 90/11/26. Ip. 07241:042. 


-'•0012150023 Requests establishment of cltiiens advisory group to 
oversee cleanup at facility. 

LOGAN. A. Affiliation Unknown. 00/11/13. Ip, 07241:043. 


0012160253 Responds to 001028 Ur to Gommissianer Hendrle re 
Improvement of nuclear power safety. Use of infrared 
photoelectric detectors to detect flow changes has Inherent 
disadvantage*. . 

NINOOUS. R.D. Office of Standards Development. Director. 00/12/01. 
2pp. 07261:330. 


—8012160250 Recommend* improved methods for nuclear power safety. 
KOCEN. 8. Affiliation Unknown. 00/10/28. 3pp. 07261:332. 


6012080816 Acjt receipt of 000215 ltr requesting Info on TMI-2 accident. 
Informs of amount of radiation rel eased. forward* NUREO-0938 
re doss* i health effect* of release* explains permissible 
do^e rates. N/o end. 

SNVOEfli B. J. TMI Program Office. 80/12/03. 3pp. 07103:122. 


—8012000022 Requests Info on TMI-2 accident, including amount of 
radiation re 1 eased. isotopes re leased. time of release, 
background radiation level in Lancaster.PA U max safe level 
of exposure for public 

CQRD.E. Affiliation Unknown. 00/02/15. 2pp. 07103:123. 


0012220239 Responds to 001031 ltr by forwarding programmatic EIS on 
documentation it disposal of radwaste resulting from Thl-’S 
accident. 

SNYDER. B,J. TMI Program Office. 00/12/09. Ip. 07303:253. 


—0012220244 Request* Info on environ impact q# TMI-2 790329 incident. 
CALHOUN. J, Affiliation Unknown. 00/10/31. Ip. 07303:254. 


8012290356 Forward* NUREO-0689 re NRC staff evaluation of financial 
responsibility for cleanup of TMI-2. Author i lation by 
Congress needsd for federal govt to assume cost. W/o NUREO 
end, 

SNYDER. B.J. TMI Program Office. 00/12/11. 2pp. 07345:353. 


—0012290357 Expre*sei concern that TMI may go bankrupt St believes that 
federal govt should assume financial respons lb 1 U ty. Forward* 
editorial dealing w/flnancial situation. 

ORABBiH.H. Affiliation Unknown. 80/U/23, 3pp. 07345:353. 


8012290360 Forwards transcript* of 001029 It 1117 public msatings 
r# decontamination It disposal of wastes at TMI-2. M/o one 1, 

8NYDER.B. J, TMI Program Office. 00/12/11. Ip. 07345:257. 

—8012290370 Rsqueits transcripts of 801029 It 1114 public meeting* re 
dscontamlnatlon of TMt-2. 

HELTON. A. H. Maryland. State of. 80/11/26. Ip. 07345:258. 


8012300448 Forwards Resolution 81 j passed bg City Of YorkiPA on 790501i 
requesting that facilities not be reactivated until safety 
measure* are taken I: public hearing* held. 

BROQK8.E. L. York. PA 00/12/12 4pp. 07357:104. 


8012300263 Requests that period for public review of programmatic EIS 
be e I tended. Revl sed draft should now be issued Instead of 
final version. 

PETERSON. R. N. National Audubon Society. 80/12/16. Ip. 07358:154. 


I. Financial information 


8012290513 Informs that evaluation of current It near-term financial 
condition of Met Ed reveals inability to fund cleanup cost* 
at Till -2. If ratepayer* do not bear cost, util cannot meet 
cleanup cost on schedule. 

CURTlSiC. D. Federal Energy Regulatory Commission!. BO/ti/lO. 2pp. 
07335: 162. 


0012110497 "Potential Impact of Licensee Default on Cleanup of TiMI-2. 
* Division of Engineering. LUREO-ObS?. BD/ll/30. 145pp. 

Available at NTI8. 07256:001. 


0. Advisory Committee on Reactor Safeguards report* 6 correspondence 


0012020050 Summary of Ad Hoc Subcoirml tt«e on TMl-2 Accident Action Plan 
000107 meeting in Wash lngton> DC re KRC draft plan for 
imp loment ing recommendation* of President^* commission, 
e ACRS - Advisory Committee on Reactor Safeguard*. flO/02/Oi. 33pp. 
07147: 190. 


8012020/04 Respond* to 790727 requests that ACRS address consistency of 
actual component failure experience u/that projected in 
WA8H-1400 U that ACR8 determine probabilities of occurrence 
re Davis-Besse 770924 I: Rancho Seco 700320 events. 

PLE9SET. M. S. ACRS - Advisory Committee on Reactor Safeguards. 

80/02/20. 8pp. 


— 0012020797 Forwards "Analysis of Feedwater Transient Sequences in BtW 
NSSSi " to aid in formulating response to M Udall 790729 ltr. 

Using lMSH-1400 event trees I; data directly gives 
meanlrgless results. 

ABBOTTiE. ACRS - Advisory Committee on Reactor Safeguards. 

00/02/07. Ip, 


— 8012020Q04 "Analysis of Feedwater Transient Sequences in BliU N588. 
ABBOTTtE, e. ACR8 - Advisory Committee on Reactor Safeguard*. 
00/02/07. 21pp. 


0011100072 Transcript of ACR8 847th general meeting on 001107 in 
Washington! DC. Pp 145-391 . Vi ewgraph* end, 

* ACRS - Advisory Committee on Reactor Safeguards, BO/1 1/07. 
259pp. 06904:201. 


P. Operating license stage document* it correspondence 


8012230066 "Analysi* of TMI Accident Alternative Sequence*." 

WOOTQN.R.D.! DENNTNOi R. S. ! CYBULSKISt P. Battelle Memorial InstltutPr 
Columbus Laboratorie*. NRC-04-76-293-08, NUReO/CR-l2t9. 80/01/31. 
112pp. Available at NTIS. 07314:001. 


8012230335 ''Psychological Stress for Alternatives of Decontamination of 
Thl-2 Reactor Bldg Atmosphere. " 

BAUMiA. ! 0ATCHEL!R, I STREUFERTrS, Human Design Group. FIN D-6892. 
NUREO/CR-1504. 80/00/31 34pp. Available at NT 18, <2.00, 

07521:013. 


0012020753 Forward* *eiimic quali f icati on* of auxiliary feedwater *y» 
in operating PWR* b describes program NRC is undertaking 
to raview capability of operating PNR* to ramove decay 
heat following earthquake. 

EISENHUTiD.O. Division of Licensing. BO/lO/21. 4pp. 


8011200546 Recommends approval of publication distribution of end 
NOREO-0609, "Potential Impact of Licensee Default on 
Cleanup of TMI-B. " U/o rept, 

DENIONiH.R. Office of Nuclear Reactor Regulation! Director. 
8ECY-0O-416A, 00/10/31. 3pp, 03743:007. 


8012160050 Ltr to operating plant licensees! QL app Ucants & CP holders. 
Forward* NUREO-0737 re TMI action plan r equ irements. Requests 
operating reactor licensee confirmation In 45 days that 
End 1 implementation dates will be met. 

EISENHUTi D, 0. Division of Licensing, 00/10/31. 7pp. 
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8012050501 Re«pand% to 301009 Itr re obtaining adequate input to draft 
programnatic EIS for docontan) inat i on of facilitu. NRC has 
ongoing program of (n-j-etinga u/p ub 1 i c> e 1 ec ted officials L 
interested organisations 

AHEARWE, J. F, C oimii ss i oners 80/11/06 2pp 07174:257. 


30120S0113 Forwards coourents on draft programmatic EIS re 
decontamination «c disposal qf radujaste resulting from TMl-S 
accldcnttas specified in CEO regulations, U/o end. 

SNYOERi-B. J. TMl Program Of f ic a. 80/11/26- 4pp. O7101;O22. 


— BO120S0533 Forwards Hit of meetings NflC has held or has planned 
iU/publlc V local officials t: interested organ! tat i ons. 

Verbatim transcripts of meetings are available In LPDP, 
SNYOER.B-J, T«[ Program Of fi c e. SO/IO /00 3pp. 07174:259. 

'•~0Ol?'O5O535 Urges NRC to schedule conduct public hearings re EIS 
on decontamination qf facility. 

SPETHfO. Council on Environmental &ualltu, 80/10/09. 2dd 
07174:262 


8012040136 Expresses gratitude for willingness to serve as chairman 
of advisory panel for deconbaninat Lon of fac 1 1 ity . Pane 1 
should consider sp ec i f i cal ly. quest i on of disposition of 
processed uater List of panel members encl. 

AHEARfiS/ J. F. Caffl-niss 3 onars. BO/ll/07. 3pp. 07170:238, 


8012220563 Ltr to all power reactor licensees forwarding NUREO-Oit?* 
"BUR Feedwater Noiile 4: Control Rod Drive Return Line 
Noiile Cracting." Confirmation that implemanta tion dates 
'Hill be (ret must be sent within 45 days, il/o end. 

EISEJ^HUTi D. C. Division of Licensing. 80/11/13. Ip, 


6012050396 Forwards EPlCQR-lI resin solidification svc procurement spec 
for review t; comment W/o end. 

HOVEVrO. K. lletropol i tan Edison Co. 80/11/17. 2pp. 07174:021. 


8012100646 "Recr itlca li ty Potential of TMl-2 Core." submitted as 
sufTmary paper for ANS meeting re transactions far Nov 1980, 
MAROTTA. C.R, Transpor tat ion Branch. 00/11/30. Gpp, 07220:060, 


8012160615 Forwards draft Fft notice that two meetings of Advisory Panel 
for Decontamination of TMI'a will be held on 801218 t 30. 

TRAVERS, N TMI Program Office. BO/12/01. 4pp. 07261:248 


0012050412 Fulfills util 001013 comaiitment for safety evaluation of 
submaiged demlnera I i i or sys. Tcchnl ca I evaluation rept serves 
as both safety evaluation environ impact evaluation. No 
Tech Specs changes required. 

HOVcY.O.K. Metropolitan Edison Co. 80/12/02. Ip. 07174:024. 


0012110562 Responds to SOUJ-l Ui to v£ Minnich re questions 
error limits Indicated in draft pr ograrr.oiat Ic £16. TMI’’2 
Advisory Panel should be notified of NRC disagreements 
w/esttmatos prior to 001218 or 30 moating. 

COCHRAN, T.D. Natural Resources Defense Council. 00/12/02. 


concerning 


4pp. 


«uiii,ceuyvD «equests responses to comments on draft programmatic EIB re 
dec ontaralnatlon 6 cleanup of fa d I i ty, corrections i 
suggested changes in Chapter 12 L summary by 9i0112 
SNYDER. B.J. TrtI Program Office, 00/12/02. Ip. 03808:251. 


8012020598 Eipresses concerns as chairnan of Advisory Panel for 
Decontamination of TMI-2 Panel will be unable to 
effectively deal u/subsequent matters by 810131, Yorl & 

Lebanon Counties do not have representation on panel. 

HINNICH, J F. Harrisburg, PA. 80/11/18. Ip. 07140:040, 


^ "Evaluation of Liner Integrity of TMl 
Unit 2 EPICOR-Il Radwasta Sys," Worst credible situation has 
been assumed for parameters which might contribute to 
possibility of corrosion 

H0V£Y,O,K, Metropolitan Edison Co, 80/12/04, 6pp. 07220:126, 


6012010105 Answers NRC 801006 t: 15 Itrs requesting response to draft 
programmatic Elfi cammer.ti by MO Ad Hoc Committee on THI.Dept 
of Army, Chesapeake Bay Foundation 6 Commonwealth of VA. 

HOVEYiO. K. Metropolitan Edison Co. 60/11/20. 4pp. 07097:061. 


'♦''8012100430 Revision I to "Evaluation of Liner Integrity of TMI Unit 2 
Rf'Jwaste Sys." Attachments I 6 II to rept and. 

Of ACOBfiE^F^S. j FREDERICKS, K. H, Metropolitan Edison Co. 00/12/02, 


S012020532 Provides initial response to NRC 801027 request for info ri 
disposal of EPICOft-Il t low activity SDS ion eschange media. 

Final response will be transmitted by 601215. 

HQyEV,O.K. Metropolitan Edison Co. flO/ll/21. Ip. 07130:307, 


0012110407 Advises of adequate storage available fox handling 
wastewater from continuing decontamination work. EPICOR-lI 
will not operate in near future. 

MOVEV. 0. K, Metropolitan Edison Co. 80/12/04. tp. 07223:003. 


6012120122 Responds to question on error limits associated w/potenlla 
health effects indicated In draft programmatic EI5. Estimates 
are based on 1972 rept of Natl Academy of Sciences Advisory 
Comnlttee on Dialogical Effects of lonixotf Radiations. 

SNYDER, B.J. TMI Program Office. 60/11/21. 2pp, 07236:277, 


eoI2110!J07 Responds to NRC 901107 ltr re submerged domineral liar sue. 
Spedric processing options & associated details will be 
encl^*^**^ *'evlsed environ rept. Responses to one question 

HOVtY.O. K. Metropolitan Edison Co. 80/12/04. 3pp, 07225:247. 


8012020515 Informs that EPICOR 2 liner metaHorslcal evaluation 
being final i led. Mee ting scheduled w/UfiC on 801203 to 
discuss rept. Rept will be available B01215, 

KOVEYrO.K, Metropolitan Edison Co. SO/11/24. ip. ■07141:266, 


use or comments on draft proorammatic EIS 
801219^^”^ 801tP6 ltr to util. Response should be submitted by 


fl0l2l9, 

9NYDER«Q. J, TMI Program Office 


80/12/05. 2pp, 07371:159, 


obtain NRC approval of facility recovery projects 
in tuo~step proc ess. Design criteria wilt be submitted for 
evaluation rept will then be 

l^tor for dpprovdl, 

HQVaY.O.K, Metropolitan Edison Co. 90/11/25, Spp, 07179;063. 


8012160273 Advises that sys conf igura tlon re reactor decay heat removal 
was improperly stated in 001204 ltr. leolatlon valve remained 
dosed In loss-to-amb ien t mode of core cooling until 901209, 
when switched to once-through Btean Oenerator A. 

HOVEVrO. K. Metropolitan Edison Co. 80/12/10. 2 pp. 07261:347, 


8018000079 Infor.9, that NSC ultl ponibls asprtve all appllchtlont f 
Chang, s or , men,, to foellltg liesnoe at oiod to NSC 800211 
order, until hearings are complete, due to unique nature of 

07187^001° Management Drancfi. BO/tl/25. Ip. 


B0I2160367 Corrects error In util 001204 ltr re EPICOR-II liner 
evaluation status. Stated Isotopic concentration release on 
Page 5 re staging module sump water applies to 
unrestricted areas only. 

HQVEY, 0, K. Metropolitan Edison Co. 80/12/11. Ip. 07261:104. 


review of util 000200 it 25 Itrs requesting 
changes to Tech Spec s, Eection 6 has been termi rated , due to 
util requests to take no further action on mods. Requests for 
mod4_fs considered withdrawn. rur 

TMI Program Offlco. 00/11/25, ip. 07231:343. 


SNYDER, B. J. 


S received from federal, state t, loc^ 

dllalih oP ‘*««ntamlnetion L 

disposal of radwaste from TMl acc t den t. ftevi ew of comments U 
by 801215, w/o end. 

SNYDER, B.J. TMI Program Office. 00/11/25, Ip, 07231:345. 


6012040293 Forwards two sets pf ad dl 
collected by util contractor. Data 
W/o end. 

REED,E. C. Metropolitan Edison Co, 


i mlirofiln reels of TMI data 
Mgt 6 Reduction Oroup. 

00/11/26. Ip. 07167:254. 


0012160452 Responds to 801023 «: 1105 Itrs addressing concerns of 
Benator p Sarbanes re public par tlcipati on In cleanup 
review process t, impacts on MD drinking water tt Chesapeake 
Day. No Impact on douinstreom water users expected. 

HOVEY.O. K, Metropolitan Edison Co. 00/12/11, 3pp. 07263:133. 


9012290411 Informs that EPICOR radwastc sys documents undergoing 
review by Ofc of Executive Legal Director to determine if 
info is considered proprietary per 1 0CFR2. 790. 

COLLINS, T. TMI Program Office. 90/12/11. 4pp, 03807:093, 


6012190910 Submits description of cork seal contamination! ac tion 
taken to date fc plans fop future actions to mitigate 
effects of contamina t ion Followup rapt describing program 
far resolving problem wl 1 1 be submitted by 810116. 

HOVhY* 0, K. Metropolitan Edison Co. 80/12/15, 7pp, 07273; 27 i. 


6012220237 Requests extension until B01B31 to respond to public 
corments re draft pragrammatlc £18. 

HDV£Y«0. K. Metropolitan Edison Co. 80/12/15. Ip. 07303:292. 
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8012220383 Poru^rds ''Kleiihodalog v ^ Calculation of Intograted Dose Vo 
EPICOR-II Pref i 1 t*T'-29. " Revision 1> supp 1 emenVlng 801203 
Initial evaluation of potential corrosive effects to resin 
liners. 

HOVEYiO.K. Hetropol 1 tan Edison Co. 00/12/15. 2pp. 03797:008. 


-'>8012220368 "Methodology 9: Calculation of Integrated Dose to EPICOR-II 
Prefilter-29." Revision l. 

DAIflELi J. A. r BRASHE. J. If. r SCHLOMER, E A. Hetropot 1 tan Ed ison Co. 
00/12/15. 44pp. 03797:010. 


801219030^) Informs util of issuance of neui hlRC personnel identification 
badges, off «c tive after 801 130. E ramp 1 e end. 

MARTIN. U. J. Region 1. Ph i ladelpMai Safeguards Branch. 80/11/06. 

3pp. 07206; 147. 


80L2030764 Foruards IE Info Notice 80-40. “Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Deprossuri lat ion “ No written response req.ulred. 

GRIER. B.K. Region 1, Philadelphia, Office of the Director. 
90/11/07. Ip 07130:272. 


8012300621 Forwards corrected figures for programmatic 016. One 
ovirsiie drawing end. 

HOVEYiO. K. Metropolitan Edison Co, 00/12/10, 3pp, 07374:017. 


8012300629 Supplements 801215 Itr re evaluation of corV seal 
contamination problem contaminat 1 o.i concentrations of cork 
lamp Iss. Provides sample results for Location Ell-3. No sample 
available at 36-inch depth due to cork deter i orat ion. 

HOVEYrO.K. Metropolitan Edison Co. 00/12/1?. Ip. 07346:164. 


8012300641 Discusses resin solidification requirements of 
AN3I/AN8-55. 1-1979 SRP Section 11.4. Bid for temporary 
cement solidification sys will ref requirements to alert 
bidders to available options. 

HQVEYiO.K. Metropolitan Edison Co. 80/12/19. 2pp. 07346:185, 


8012310318 Provides analyses of sample results for Location Ell-3 re 
cork seal contamination problem at fac i 1 i ty. Car k in 
location has deteriorated to extent that no sample was 
available at 36-inch depth. 

HOVtY.O.K. Metropolitan Edison Co. 80/12/19. Ip. 07369:167, 


8012310324 Discusses resin solidification requirements presented at 
001210 meeting u/NRC. Revised bid spec for temporary cement 
sol idif Ication sys will ref specified documents tc contain 
options for assuring lack of free water in containers, 

HQVEY.O.K, Metropolitan Edison Co. 00/12/19. 2pp. 07369:160. 


8012300645 Forwards design criteria for mod for closure 
Penetration 401, Hod to provide more permanent closure 
flooding potential caused by increase in reactor bldg 
level. Mod to be performed prior to 010331, 

HOVEYi 0, K. Metropolitan Edison Co. 00/12/23. 3pp, 


of reactor bldg 

due to 

water 

07346; 169, 


Q. Inspection reporter IE Bulletins & correspondence 


8012020321 Requests that response to IE Bulletin 60-15* "Possible Lose 
of Emergency Notification Sys lEKSl ll/Lose of Offsite 
Power*" be resubmitted w/oath or affirmation within 10 days 
of receipt of Itr* per iOCFRSO, 54. 

OftlERiB.H. Region 1* Ph i lade 1 ph ia* Office of the Director. 

00/10/23. ip, 07143:115. 


0Ok2O0O549 Forwards IE Info Notice 00-41* “Failure of Suing Check Valve 
in Decay Heat Removal Sys at Davis Besse Unit 1." No 
response required, 

GRIER. B.H. Region 1. Ph I lade Iph ia. Office of the Director, 

80/11 /to. Ip. 07182:360. 


6012040095 Forwards IE Bulletin 60-23. "Failures of Bolenold Valves 
Mfg by Valcor Engineering Corp. “ Requires estimate of 
fnanpouier associated w/corfective actions. 

GRIER. B.H. Region 1. Ph i ladelph ia. Qfflco of the Director. 
80/11/14. Ip. 07158:015. 


0012220651 Advises that written response is required to IE Bulletin 
80-23* “Failures of Solenoid Valves Hfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required. 

GRIER* 6, H. Region t. Ph i ladelph ia. Office of the Director. 
80/11/19. Ip. 07295:050. 


0012120390 Ack receipt of 791205.800519 t 0721 Itrs informing NRC of 
steps taken to correct violations noted in IE Imp Rept 
SO-320/79-10. Forwards App A containing final evaluations of 
000721 supplemental response, 

8TELLD.V. Office of Inspection t: Enforcement. Office of the 
Director. 00/11/20. Sdpp. 07230:329. 


8012040508 Forwards IE Bulletin 00-24* "Prevention of Damage Due to 
Water Leakage Inside Containment." Written response 
required. Requests Info oti manpower expended. 

GRIER. B.H. Region 1. Ph i Udelphla* Office of the Director. 
80/11/21, 2pp. 07169:202. 


6012150025 Forwards response to util 791205 1* 000519 Itrs re Items of 
noncompliance noted in IE Investigation Rept 50-320/79-10. 
Unresolved items still remain. Add! commitments agreed to in 
App A must be completed on dates spec i f led. App A end. 

STElLO'V. Office of Inspection ^ Enforcement* Office of the 
Director. 80/11/21. 39pp, 07241:001. 


0012050569 Forwards Info Notice 80-42* "Effect of Radiation on 
Hydraulic Snubber Fluid, " No wrltken response required. 
ORIER*B.H. Region I* Philadelphia* Office of the Director. 
00/11/24. Ip. 07174:056. 


8012170404 Forwards IE Info Notice 00-30. "Cracking in Charging Pump 
Casing Cladding." No written response required. 

ORIER.B.H. Region 1* Ph 1 ladelph ia* Office of the Director. 
00/10/30. ip. 07269:116. 


9012020791 Forwards resubmitted response to IE Bulletin 80-15 t* 
required oath of affirmation per NRC 001023 Itr. 

HUKILLiH.D. Metropolitan Edison Co. 80/10/31. Ip. 07147:332. 


— 00120^0799 Submits response to IE Bulletin 00-15 u/required oath of 
affirmation per NRC 801023 Itr. Review of emergency 
notification sys conducted in conjunction w/Bell of PA. Sys 
will remain functional in event of loss of offsite power. 
HVKILL*H.D. Metropolitan Edison Co, 00/09/29. 3pp. 07147:333. 


8012040613 Informs that installation of interlocks to upgrade 
protective features per IE Bulletin 80-05 will be completed 
by 801201. Instead of 801101 as previously indicated. 

H0V£Y*0. Metropolitan Edison Co. 00/10/31. Ip. 07170:090, 


8012300153 Ack receipt of 801009 Itr Informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-320/79-29. 

ORIER*B.H. Region 1* Ph i lade Iph ia* Office of the Director. 
00/11/05. Jp. 07356i27U, 


—8012300160 Responds to NRC 800726 Itr re violations noted in IE Insp 
Rept 50-320/79-29. Updated corrective actions: Imp lementatlon 
of 55-gallon drum color coding sys. 

HOVEYiO.K, Metropolitan Edison Co. EO/lO/09. 2pp. 07356:271. 


0012120141 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc, " Written response required. 

ORlERiB.H. Region 1* Philadelphia, Office of the Director. 

80/11/06. Ip. 07230:200. 


0012150260 Requests relief from ASME Boiler h Pressure Vessel Code* 
aectlon 11, of recovery operations plan for specific mini- 
decay heat removal sys inscrvice insp cri ter ia. Proposed 
surveillance requirements encl. 

HOVEY.O.K. Metropolitan Edison Co. 80/12/09. 5pp, 07237:228. 


R. Periodic operating reports 4c related correspondence 


0012020022 Forwards status rept for wV of 001109-15. 

COLLINS* T. TMI Program Office. 00/11/17. 5pp. 07147:168. 


8012U0425 Forwards weekly status rept for wk of 001116-22. 

COLLINSiJ.T. TMI Program Office, 80/11/21. 5pp. 07225:153. 


0012020482 Forwards observation wells data sheet inadvertently omitted 
from 801119 rept. 

»1ETHLE«N. E General Public Utilities - CPU Service Corp. 80/11/24. 
3pp. 07148: 129. 


8012160473 Forwards "TMI Aquatic Study . Month ly Rept for Oct 1980." 
Requests NUREG-OS96 re nonrad iolog leal consequences of 
facility accident on aquatic biota 6 fisheries of 
0usqehanna River. 

TEITT*T, R. General Public Utilities - OPU Service Corp. 00/12/09. 
Ip. 0/249:011. 


—0012160486 "TMI Aquatic Study, Month ly Rept for Oct 1900." 

NARDACCI.G. A. Ichthyolog leal Associates. Inc. 00/12/09. 27pp. 

07249:012. 
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S. fi«portatil 9 accurr«nc69< LCns h related cor rstjiondencc 


30120 ^0441 RQ a0-50/IP:on BOl JOB. incore tho rmocouji 1 e 9-H fai led. Further 
details to- foil ou. 

HQVEV^. 0. K, Metropolitan Edison Co. OD/li/IO. 2pp, 07158:198. 


3013070383 Forma rtfs LEJl 60-049/0 IL'-O. 

H0VE7. 0. K. MetPOpolitan Edison Co, 80/11/26. Ip. 07203:012. 


”0012090394 LEft Q0-049/0IL~O: on &01027* ^BME cod* stamped UV valve 
t.Ta-Vl71 discovered stamped unauthoriied valve supply 
house. Caused ty unauthorized use of ASME UV code stamp by 
North American Safety Valve Jndustriesi Inc. 

CHAPLIN, 8.0. Metropolitan Edison Co. e{>/ll/25. 3pp. O7203:Dl3. 


3012100179 PKO-TMI -80-052: on 801 127, survey of auxiliary bldp revealed 
gfiBipBCtetf levels of c ontami na t i o n In expansion joint (seam) 
which runs between svc bldp on one side 6 auxiliary bldj fti 
air intaJe tunnel on other side. 

THDNUS. L. H. . FASANO.A, N Region I, Philadelphia, Office o# the 
Director, C0LLIN9.J. T. THI Program Office, 80/11/28, 2pp. 
07210:300, 


3012130185 Formartfs LE« eo-050/01L-0. 

HOVEY. G. K. Metropolitan Edison Co. B0/I2/0B, Ip. 07241: 142. 


”8012150163 LER S0-03O/OiL-0: Gn SOI lOB, i ncor « thermocouple H-9 eihibited 
erratic hehavi or. Cause unknown U may no* be possible to 
detoi-mine due bo condition of core relative to incore 
i nstriimentaki on. Eva I uat i on Is In progress. 

CHAPLIN, 8.D. Metropolitan Edison Co. 90/12/03, 2pp. 07241:143. 


3012190092 PNO-THI -80-53: on BO12O0,util itswetf press reUase stating 
thab claim of four bllllcn dollars mas filed against tIRC 
for neglience re performance before TMI-2 incident It based 
on estimated cost of TMI-2 cleanup, 

CONTErR. , SHANDAKYiM. , CQLCINS. 0, TMl Program Office. 60/12/00, 
2pp. 07282:136, 


5012160495 Forwards LER 80-051 /03L-0, 

HOVtYrO. K. Metropolitan Edison Co. 80/12/i 1. Ip. 07253:357. 


—8012160500 LER 80-051 /03L-0: cn 6011 10, dof ic i ent fire barrier seal 
found. Caused by tract in seal number 3-484-51 which 
penetrated seal. Seal repaired hourly fire watch maintained 
during repair period. 

CHAPLilf. a, D, Metropolitan Edison Co. 80/12/10. 3pp. 07235;358, 


3012190591 LER 00-056/01 P-0: on B012l2r level indication for A core flood 
tank failed. No cause stated. 

HOVtYiO.i^, Metropolitan Edison Co. 60/12/15. 2pp. 07286:156. 


3012230475 Forwards LER 80-053/0iL-0. 

HOV£Y,O.K. Metropolitan Edison Co. 80/12/17. Ip. 07318:317. 


—8012230400 LER 80-053 /03L-0; on 801 1 17* incor e thermocouples N-8 U N-9 
exhibited erratic hehavi or. Cause undetermined. Bi tuat ioh 
being evaluated. 

CHAPLIN, 3 t>. Metropolitan Edison Co, 80/12/17. 2pp. 07316:310. 


3012300490 Forwards LER Q0-054/03L-0. 

HOVtY,O.K. Metropolitan Edison Co. 60/12/19. Ip. 07349:336. 


—8012300493 LEft a0-0S4/03L*'O: on 801 1 17» emergency diesel generator failed 
bo start. Caused by heater failure due to magnetic contactor 
me 1 fune t Ion, Ambient shutdown temp nalnbalned until heater l< 
contactor replacement completed on 801216. 

CHAPLIN, 5. D. Metropolitan Edison Co. 80/12/17. Opp. 07349; 339, 


T. Hearing transcripts on non-ant i trust matbcri 


B012Q20339 Transcript of 601118 meeting in (dash ington, DC re iodine 
release from accidents L estimates of consttiuencts of 
nuclear accidents. Pp 1-152 

* Comnl ss loner f . 60/ if/ 16. 152pp, 07144:020. 


B012040561 Forwards transcript of 601 110 meeting in Harrisburg, PA re 
TMr-2 preliminary EI8. 

SWOER.B.J, THI Program Office, 80/11/24. 2pp. 07157:276. 


— 8012040567 Transcript of 601110 public meeting in Har r isburg, PA re 
TrtI-2 preliminary EI3. Pp 1-U9 
e Coit^miss toners. 60/11/10 120pp. 


8012110454 Forwards transcript of 801119 public meeting in Mlddletoum 
PA re draft £18. 

SNYDER. B.J. Tttl Prograr^ Office. 80/11/24. 2pp. 07224:212. 


— 6012110461 Transcript of 801U9 meeting in Midd Utown, PA r« draft 
program-ratlc EIS. Pp 1-93. 

a Commissioners. BO/1 1/19. 93pp. 07224:214. 

QD121105Q0 Forwards transcript of 801117 meeting in Baltimore, MD re 
pr ogrammat 1 c El 5.' 

BNVOER, 8. J. THl Program Office. 80/12/09, 2pp. 07222:219. 

— 8012110502 Transcript of B0I117 public meeting In Baltimore, MD re 
cleanup on TMI-2. Pp 1-119. 

a Commlsslonors. BO/ll/17, 119pp. 07222:221. 


U. Congresslonal/Esccutive Correspondence 


8010300535 Advises that info contained in 800910 Itr has been 
i ncorp ora te d into IE investigation of info flow from 
facility on 790320. 

AHEARKE, J. F. Commissioners. 00/10/16 Ip. 06836:038. 


— 8010300539 Advises that info contained in 000910 Itr has been 
incorporated into IE investigation of info flow from 
facility on 790320. 

AHEARNE*J.F. Comml ss lunar s. 80/10/16. Ip. 06836:039. 


—6010300544 Submits add I <iueatlans re info flow from facility on 790320 
to be considered in current IE investigation. Requests info 
re util reporting requirements for uncovered core. 

HART, 0, * 8IMP8DM, A. K, Sonater Environment fc Public Works. 

80/09/10. app, 06936:040. 


8012030/40 Discusses 801117 public meeting in Baltimore, MD re draft 
programmatic ElS re TMI-2 cleanup in response to 001016 Itr. 
Meeting util be third conducted In HO. 

AHEARHE, J. F. Commist loners, 00/11/04. Ip. 07149:300. 


0012030762 Responds to 800828 itr expressing concern re estimated 
health effects of facility cleanup on workers. Ri sks for 
cleanup workers are generally less than or commensurate w/ 
hazards experienced by workers in other fields. 

AHEARMEiJ, F. Commissioners, 00/11/17. 2pp. 07149:293. 


—8012030769 Expresses concern re health effects of facility cleanup on 
workers. Safer cleanup methods should be developed to 
protect workers L public. 

ERTEL, A. 6, Mouse of Rep. 80/06/20, Ip. 07149:295. 


8012030814 Responds to 001004 Itr urging public hearings re draft 
programmatic £18 on THI-2 cleanup. Mee tings have been held In 
PA 6 MO u/state U local officials 6 verbatim transcripts 
have been made, M/o end NUREOs related info. 

0IRCK6,W. J. Office of the Executive Director for Operations. 
00/11/ 19. 2pp. 07149:266, 


— 8012030827 Urges holding of public hearings re TMl-2 c 1 eanup. Hear Inge 
only way to restore public confidence in NRG. Advisory Panel 
on TMI-2 cleanup should include substantial percentage of 
private citizens. 

HEINZ, J, Senate, 00/10/14. Ip. 07149:268. 


0012100664 Responds to 001003 Itr re draft programmatic EIB on TMl-2 
c I eanup. Hee tings Instltutod w/MD PA officials as one 
means of assuring adequate public input. Tranicrip ts made to 
ensure record Is available for final EIS. 

8NY0ER,8. J. TMI Program Office. 00/11/26. 2pp. 07222:177. 

— 8012100660 Comf«enti on NUREO- 0683, draft program.nat Ic EIS on TMI-2 
c leartup, Pub t Ic hearings should bi held to restore public 
c onf Idence. 

OOODLlKOfB. House of Rep, 00/10/03. Ip. 07222:179. 


DOCKET S 0-321 EOlfIN I. HATCH NUCLEAR PLANT, UNIT 1 
P, Operating license stage documents Jfc correspondence 


8012160050 Ltr to operating plant licensees, DL applicants 8< CP holders. 
Forwards NUnEO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel i implementation dates will he net. 

EI8ENHUT, D, 0. Division of Licensing. 80/10/31. 7pp. 


0012220350 Ltr to all CP & OL holders for BNRs r# requirement for 
implementation of ODYN code for licensing basts calculations 
performed by OE.Appllcable to all license applications 6 
proposed amende, including core reloads. 
eiSEHHUT, D. O, Division of Licensing. BO/U/04, 4pp. 
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a0L22a05fc3 Ltr to all power reactor licensee* forwarding NUREO-Ofcl?* 
"BWH Feedwater Noiile S; Control Rod Drive Retwrn Line 
Noiile Cracking." Confirmation that implementation dates 
will be met must be sent within 45 dags.W/o end. 

ElSEilH’JTi D. 0. Division of Licensing, 80/11/13. Ip. 


8012030B57 Forwards IE Info Notice 00-40, "Excessive Mitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressor i lation. “ No written response required, 

0 'REILLY, J. P. Region Atlanta, Office of the Director. BO/ll/07. 
Ip. 07130: i09. 


8012030607 Informs that refund has been authorlted for 801015 Classes 
t & n license amend application fees. Review of F8AR 
revisions not necessary, 

MlLLERi W. 0. License Fee Management Branch. 80/11/25. Ip. 
07106:350, 


e0i20BO303 Forwards IE Info Notice 90-41, "Failure of Swing 
in Decay Heat Removal 3ys at Davis Hesse Unit 1." No 
response required. 

O'REILLYiJ.P Region 2. Atlanta, Office of the Director, 
ip. 07182:288. 


Check Valve 


80/11/10. 


60iS0?0385 Advises of compliance w/order for mod of licenses concerning 
environ qua I i f 1 cation of saf oty -re lated electrical 
equipment. Complete ^ auditable records file of environ 
qua 1 if Icat Ion method per IE Bulletin 79-OlB established. 

HELLYjR.U. Georgia Power Co. 80/12/01. Ip. 07207:143 


3012040109 Forwards IE Bulletin BO-23. "Failures of Solenoid 
(Ifg by Valcor Englneeriog Corp. " Requires estimate of 
manpower associated w/currective actions. 

O'REILLYiJ.P. Region 2, Atlanta, Office of the Director, 
Ip. 07158:100, 


Valves 

80/11/14. 


0012220485 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
w/ravised Agreement State burial site cond itions. Forwards 
results of IE survey. „ , i., n, i. 

DEMlQNiH. R. Office of Nuclear Reactor Regulation, Director. 
BO/12/04. 2pp. 


— 8012220506 Forwards tabulation t: summary of IE survey on low level 
waste at 51 reactors, Low level waste storage facilities 
have been expanded at 37X of reactors surveyed w/7l7l 
planning or considering increasing storage capacity. 

BAtlOART, R, L. Effluent Treatment Systems Branch. 80/11/06. Bpp. 


3012230364 Forwards confirmation of compliance re Items in NUREO-OTa?, 
■"Clarification of TMI Action Plan Requirements," per NRC 
001031 request. 

HIDNER, W. A. Georgia Power Co. 80/12/19. 9pp. 07314:104. 


0. Inspection reports, IE Bulletins & correspondence 


8012020903 Ack receipt of B01013 ltr check in payment of civil 
panolty imposed by NRC 800924 order. 

STELLQ, V. Office of Inspection Enforcement, Office of the 
Director. BO/n/17, 2 fp. 07143:312. 


8012040474 Forwards IE Bulletin 00-24. “Prevention of Damage Due to 
Hater Leakage Inside Containment." Written response 
r equ i red. Re-que* t s Info on manpower expended. 

0 'REILLY, J. P. Region 2. Atlanta, Office of the Director. 00/11/21. 
Ip. 07163:334. 


8012240235 Responds to IE Bulletin 80-23 re solenoid valves 
V70900-21-1, V70900-21-2 b V70900-2 l-Gi mf g by Valcor 
Engineering Carp. Valves not used at facilities. 

WIBNER.U- A. Georgia Power Co, 00/11/21. Ip. 07320:217. 


0012080027 Forwards IE Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director, 00/11/24. 


O'REILLY, J.P. Regi 
Ip. 07182: 169. 


0012090513 Forwards IE Insp Repfcs 50-321/00-40 b 50-366/00-40 on 
000924-25. No noncompliance noted, 

HURPHTiC.E. Region 2, Atlanta, Reactor Construction It Engineering 
Support Branch. 00/10/22. 2pp. 07206:203, 


—8012090517 IE Insp Repts 90-321/00-40 S: SO-366/80-40 on 800924~29, No 
roncompUance noted. Major areas Inspec ted : containment liner 
penetration welds, fol 1 owup of noncomp 1 lancet re Inservlce 
insp fc certification of inspectors. . , ^ uimix-r a 

ZAJAC,L. D. Region 2. Atlanta, Office of the Director, HERDT/A. R. 
Region 2, Atlanta. Reactor Construction ir. Engineering Support 
Branch. 80/10/17. 4pp. 07206:205. 


8012110529 Ack receipt of 001113 ltr informing NRC of stops taken to 
correct violations noted in IE Insp Repts 50-321/80-36 4i 
90-366/80-36 ^ ^ , 

MURPHY, C.E. Region 2, Atlanta. Reactor Construction 6 Engineering 
Support Branch. 80/11/26. Ip. 07226:153 


—801P1 10932 Responds to NRC 001027 ltr re violations noted in IE Insp 
Repts 50-321/80-36 90-366/80-36. Cor ree tive actions; fire 

protection loss prevention audit conducted b fire uatch 
eatabllshed, 

WIDNERtW. A. Georgia Power Co. 00/11/13. 2pp. 07226:154. 


9012030017 Forwards util 801019 ltr to Director of Nuclear Reactor 
Regulation requesting approval of exceptions to ANSI ■^di 
to correct infractions noted in IE Insp Repts 50-321/00-28 6 


90-366/80-20 

HIDNERrW. A. Georgia Power Co. 00/10/23. 


Ip. 07149:264. 


9012150198 Forwards IE Info Notice 80-37, "Containment Coolor Leaks I, 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
response required. ^ 

Q'REILLV, J. P. Region 2, Atlanta, Office of the Director. 80/10/24. 
Ip. 07240:203. 


B012170286 Forwards IE Info Notice 00-37, "Containment Cooler Leaks 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
response required. 

O'REILLYiJ.P, Region 2- Atlanta, Office of the Director. 

Ip. 


00/10/24. 


8012170206 Forwards Soppl 3 to IE Bulletin 79-010, "Environ 
Qualification of Class IE Equipment. " No written response 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/10/24. 
Ip. 07268:295. 


8012170016 Forwards IE Info Notice 80-39, 
Valves Nfg by Valcor Engineering Corp. " 
or response required. 

O'REILLY, J, P. Region 2, Atlanta, Office 
ip. 07264: 130. 


"Malfunction of Soienoid 
No specific action 

of the Director. 80/10/31. 


8012230067 Forwards IE Circular 00-23, "Potential Defects in Beloit 
Power Sys Emergency Generators. " No written response 

□"rEILLY, J. P. Region 2, Atlanta, Office of the Director. 00/10/31. 
Ip. 07313:234. 


— 8012110534 Forwards IE Insp Repts 50-321 /BD-36 // 50-366/00-36 on 
800916-19 t notice of violation. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
SO/10/27. 2pp. 07226: 196. 


— 0Ol21iO337 Notice of violatlnn from insp on 000916-19. 

* Reglan 2, Atlanta, Office of the Director. 80/10/21. Ip. 
07226: 150. 

—0012110539 IE Insp Repts 50-321/80-36 L 90-366/00-36 on 000916-19. 
Moncompliance noted; failure to conduct annual audit of fire 
protection program 6 presence of nanf unctlonal fire doors. 

MILLER, U.H. Region 2. Atlanta, Office of the Director. 

CONLON. T.E, Region 2- Atlanta, Reactor Construction fit Engineering 
Support Branch. 80/10/21. Bpp. 07226:159, 

8012170517 Forwards IE Info Notice BO-29, Suppl 1, "Broken Btudi on 
Tarry Turbine Steam Inlet Flange." No written response 

O'REILLYIJ.P. Region 2- Atlanta, Office of the Director. 00/11/26. 
ip. 07268: 109. 


80120903B5 Advises of compliance w/order For mod of licenses concerning 
environ qualification of safety-related electrical 
equipment, Complete L auditable records file of environ 
qualification method per IE Bulletin 79-Olfl established, 

KELLY, R.J. Georgia Power Co, 00/12/01. Ip. 07207:143. 


8012230064 Responds to IE Bulletin 00-24, "Prevention of Damage Due to 
Water Leakage Inside Containment IQct 17,1900 Indian Point 2 
event)," Containment insp for water leakage will be 
performed at first cold shutdown 
KELLY,R. J. Georgia Power Co. 80/12/01 Ip- 


07311: 000, 


R. Periodic operating reports 6 related correspondence 


8012110732 Forwards IE Dulletln 00-21, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc, " Written response required, 

O'REILLY, J, P. Region 2. Atlanta, Office of the Director. 

Ip, 07229:215. 


00/11/06, 


8012230J?92 Forwards monthly operating rept for Nov 1900, 
MAMRYpM.. Georgia Power Co. BO/12/10. Ip. 07318:042. 
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— 0012830295- Monthly operating rept for Nov 1990, 

ONDERliOO&p P. R. Georgia Paurr Co, BG/12/10. Bpp. 07318:043, 


S. Repop-table occurrence^! LER? related correepatidenc# 


8013010323 Forwards LER SO-U 4 /-OSL-O. 

HANRTi M. Georgia Power Co, 00/11/20. Ip, 07092: 15A. 


—8012010346 LER 0i)'n4/O3L-O: fln 801027* WPCl ikeamline low pressure 
switches tE4 l-^iOOlA-D actuated outside Tech Sp«c«. Caused bg 
setpolrt dr 1 f t. Ins tr uments recellbr, 

NIXp-R. T. Geiirgia Power Co, 80/ 11/20. 2pp. 07092:157. 


801^010377 Forward* CER 00-1 l-l /03t-0. 

liANrtY. K. Georgia Power Co, 00/11/24, Cp. 07091:289. 


*-0012010394 LER 80-11 1 /03L-0 : on SOI lOi. a utofiia t ic d epreai uri la tion sg* 
reactor water level switch 1B21*'N042A actuated Above Tech 
Specs, Caused b-g component fatlure due to galling o# range 
adi'jsting screw. Level switch replaced. 

NIX.R T, Georgia Power Co, 80/11/24. 2pp. 07091:290, 


0012090379 Forward* LER 00-1 17/03L-0. 

MANRYfK. Georgia Pouer Co. 60/12/02. Ip. 07203:009. 


—BO 12090334 LER 00-3 17/03L-0: on BOl 104* no transfer author I lat io-ns 
discovered for receipt of two shipments of lou power range 
monitors & one shipment of source range «t radiation 
monitors. Caused bg nisintarprc tatlon of procedures. 

COOOIil.C.L. Georgia Pousr Co. 00/12/02, 2pp, 07203:010. 


8012290240 RO: on 001031 1 at I400~h it was determined that smoke 
detectors were not installed per NFPA Code 72D. Cause not 
s bated. Analgs 1 s being made of all detection sgs design 
work for affected sgs initiated. 

HANRY. M, Georgia Power Co. 00/12/04. 2pp. 07342:339. 


8012240264 Forwards LER 00-1 13/03L-0, 

rfANRYiN Georgia Power Co 00/12/16 Ip. 07323:115. 


—0012240268 LER 80-1 13/03L-0: on 801201 • ni trogeti storage tank inventory 
found reduced to lest than Tech Spec requirements. Caused by 
addition of nitrogen to dryweU to reduce oxygen to level 
required by HNP-l-lOSO surveillance checks. Tank refilled. 

BAXLEYiS, X Georgia Power Co, 00/12/16 2pp. 07329:116. 


0012290325 Forwards UEft aO-t20/03L-0. 

HAfWY*«. Oecrgia Power Co. 80/ 12/ 19. Ip. 07332:209, 


—0012290319 LER 0O-12O/O3L-G: en B01814, ni trogen storage tank contents 
foun-d to be less than Tech Spec requirements. Caused bg 
printary containment inerting, Ni trogen tank level restored. 
aAXLET.S.X. Georgia Powsr Co, 80/12/19. 2pp. 07332:290. 


DOCKET 80-322 BJIOREHAH NUCLEAR POWER STATION 


A. App 1 1 catlon/c enstruc tion stage documents 6 correspondence 


6012160090 Ltr to operating plant lleenseefrDL applicants U CP holders. 
Forwards NUREG-0737 re TKI action plan requirements. Requests 
operating reactor licensee confirmation Cn 45 dags that 
Enel 1 implementation dates ult 1 be met. 

EISENH'JTi D. 0, Division of Licensing. 80/1C/31. 7pp. 


801222035B Ltr to all CP I: OL holders for BWRs re requirement for 
impl erentatl on of Oth/N code for licensing basts calculations 
performed bg OE. App U cat Is to all license applications & 
proposed anyentfsi ln< lud Ing core reloads. 

EIEENKUr, D.G, Division of Licensing. 80/11/04. 4pp. 


6012010484 Forwards Suppl 1 to ISURb.G-0487! "Narir 11 Containment Lead 
Plant Program Load Evaluation & Acceptance Criteria." 

Deviations along w/bases for deviatlonsi are to te 
documented in design assessment rspt during review of FBAR. 
yOUNG9LOOD«B. J. Licensing Branch 1. 80/11/13. Spp. 07092:019. 


BOt2100P-14 Notification of 80120? meeting w/BWR licensing review group 
In 6ethesda>hP to discuss statu* of group Issues. 

WILSDN. J. n. Licensing Branch I. BO/li/20. Opp. 07217:304. 


0012040075 Forwards requests for a-ddl info resulting from OL 
application review. Info needed In areas of core perf ormanc e« 
chemical I r.echanica I r hydrolog Ic & matls engineering Ic 
power s^s. Requests preliminary control rooin assetsment. 
T£OE8CO*R.L. Assistant Director for Licensing. 00/11/21. Upp. 
07170; 269. 


0012040/17 Discusses NRC review of tchadular requirements fur special 
low power test program 1: emergency p pocedum. Lists 
schaduLar requirements to be met. Eva lua t ion to be completed 
in conjunction w/faclllty full power ascension program. 

TEDESGO.R. L, Assistant Director for Licensing. 00/11/21 2pp. 
07170: 045. 


8012010030 Requests eitenslon of CP until 830331 for completion of 
f ac i I i ty. LI $ ts reasons for e* tension. Fue I load date 
scheduled for 620531. 

NOYARrtQiJ.P. Long Island Lighting Co. 00/11/26, 3pp. 07090:203, 


8012020706 Forwards util B01126 request to extend completion date from 
601231 to 830331. 

OILhAR I IN. D, H. Atoiaic Safety and Licensing Board Panel. 00/11/20. 
ip. 07147:291. 

— B0-I80?0723 Requests eitenslon until 830331 to complete facility due to 
new regulatory requiremerit s i late equipment delivery 
unexpected dl f f icult ies in completing mods. 

NQVARRO.J.P. Long island Lighting Co. 00/11/26, 3pp. 07147:292. 


a012l0i>2?6 Forwards proprietary NEDC-247S3, '’Final Test Ropt for 
Safaty/Rel ief Valve Cold Water Flow Tests," Valve* can be 
used to establish 6 maintain alternate cooldown path from 
reactor pressure vessel to suppression chamber. U/o end. 

NOVARrtO, J. P. Long Island Lighting Co. 00/12/01. Ip. 07219:397, 


8012110760 Notification of 001216 meeting u/util in Dathesda. MD re 
organliation for managing &c operating facility. 

WILSOILJF. N. Operating Reactors Branch i. 00/12/01. 3pp. 
07225:009. 


8012160150 Notification of 001210 meeting u/Hark U owners group In 
Dethasda.HD to discus* status of improved chugging load 
program. 

ANOERSQN.C. Generic Issues Branch. 00/12/02. ip. 07263:029. 


8012190?16 Forwards Amends 38 to DL appk icatloni cansl sting of Revision 
20 to F8AR^ provi d ing response to NRC Request 420. 49. 
revisions to sve water sys design 6 controls & minor 
corrections ic c larif icat i ons. Af f idavl t end. 

NOVARRO. J.P. Long Island Lighting Co. 00/12/09, 2pp. 07240:132, 


— 8012150220 Amend 30 to application for OL. consisting of Revision 20 t« 
FSAR, 

NDVARRO. J, P. Long Island Lighting Co. 80/12/05. 44pp. 

0724D: 134. 


0012160032 Notification of 00121? meeting w/Nark II owners group in 
BethasdaiNO to discus* suppression pool temp limit. 

SU. T. f1. Generic Issues Dranch. BO/lS/09. Ip. 07263:021. 


0012170293 Summary of 001202 meeting w/DWR licensing review group. 
Bechtel L 8LW In Dethesda.HD re current status of Issues 
& firs protection concerns. Rept on LaSalle specific issue* 
end. 

WILSON! J.N. Licensing Branch 1. 00/12/09. 21pp. 07268:264. 


8012220131 Summary of 000514-0828 meetings uf/DK'R Licensing Review Group 
in Bethe*da*ilD re Identification of generic issues, format i on 
of consensus positions L resolutions that will apply to all 
six plants. Draft (ijor k I ng paper end. 

WILSON. vl.N. Licensing Branch 1. 80/12/03, 99pp. 07307:099. 


E. NRG Safety Evaluation Report (SER). suppls ii correspondence 


0012300479 Discusses facility & NRG first monthly status rept to 
BevLll Bubcommtt tee* d td BOlfSi.NRC should complete t< Isiut 
6ER within next few wks. Further delays will cause pointless 
harm to natl energy policy t util customers. 

P0LL0CK!K. 8. Long Island Lighting Co. 00/12/22. 3pp. 07347:061. 


F, Security* medical, emergency L fire protection plans 


0012040141 Public version of "Independent Assessment of Evacuation 
Times for Sboreham Nuclear Power Plant*" Vel 9# prepared for 
FEltA. 

CO0BY.>7.C,4 0KEPPARD. W. V. r DRaU’NERr K. D. Wilbur Smith it Associates. 
a0/06/3D. 69pp. 07161:001. 


8012040004 Summary of 800801 meeting u/utll in Btlver Spring# HO re 
concerns u/recent revisions to security plan, Details 
withheld iref I0CFR9, 12). 

WILSON* N. Operating Reactors Branch 1, 00/11/21. 4pp. 

07169:276, 
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80120400^5 Forujard^ public version af “Evacuation Time Asaeasment of 
Nine Nuclear Power Plants Emorgencg Planning Zones." 
executive sui^marv, 

FELTON. J.M. Division of Rules and Records. 80/12/03. Ip. 

— 0012040009 Public version of "Evacuation Time Assessment of Nino 
Nuclear Power Plants Emergency Planning Zones,” executive 
surfmary. prepared for FEHA. 

a Nilbur Smith Associates. 80/06/30. 17pp. 


— 8012040155 Public version of program rept. "Evacuation Time Assessment 
of Nine Nuclear Power Plants Emergency Planning Zones." Vol 
li prepared for FEMA. 

COSBYi J. C. Wilbur Smith Associates. 80/06/30. 43pp. 


0. Adjudicatory correspondence 


0. Inspection reports, IE Bulletins I correspondence 


6012110589 Forwards lE Insp Rept 3O-322/S0-I4 on 00081 
of vlotaticn 

BRUNNER. E. J. Region 1, Philadelphia. Reactor Qperat 
Support Branch. BO/iO/08. 2pp. 07227: 156, 


1-0914 tc not 
ions Nuclear 


CB 


--8012110594 Notice of violation from insp on 60081 1-0914. 

# Region t. Philadelphia. Office of the Director. BO/lO/OB. Ip- 
07237: 150 


—B0121 10597 IE Insp Rept 50-322/80-14 on 00081 1-0914. Noncompl i ance 
noted:vent lines valves installed w/o authorlilng 
engineering lir. design coordination repts. 

HIOGINS.J.C Region 1, Philadelphia. Office of the Director. 
KISTEP.H. B. Region 1, Ph i lade Iph ia. Reactor Operations Nuclear 
Support Branch. flO/lO/OS lOpp. 


8012300049 Order granting 801208 joint motion for exten* 
particular iiation of Centontion 19 due to vol of matls 
reviewed. 

BOHERSiE, 3. Atomic Safety and Licensing Board Panel, 
07356: 147. 


ion to complete 
to be 

00/12/09, Ip. 


eoi2240::»l7 Act receipt of 801020 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt SO-322/BO-13. 

CARLSON, R.T. Region 1. Philadelphia, Reactor -Construction 
Engineering Support Branch. 80/11/04. ip 07323:034. 


8012290001 Notice that parties will s 
Contention 19 subj to further parti 
LATHAfL3 B. Twemoy. Latliam t. Schmi 


tipulate to submit redrafted 
cular 1 xatl on. 

tt. 80/12/10. 2pp. 07344:187. 


8019290244 Notice of ComptroHor General 801203 opinion re NRC 800725 
notice of cost reduction progi-am. Procedural assistance in 
ad judicatory licensing proceedings is unlawful. 

BOWERS. E. 8 , Atomic Safety and Licensing Board Panel. 00/12/16. ip. 
0730B: 001. 


— 8012240221 Responds to NRC 8D0917 Itr re violations noted in IE Insp 
Rept 50-322/80-13. Corrective ac ti ons: prepare tlon of 
supplemental insp rept verifying implementation of stroking 
requirement on *a fety -related snubbers, ^ 

POLLOCK, M.S. Long Island Lighting Co. 00/10/20. 2pp. 07325.053. 


— 8012240226 Forwards IE 
violation. 

CARLSON, R.T. Region 
Engineering Support 


Insp Rept 50-322/80-15 on 800095-20 U 

1, Philadelphia. Reactor Construction 
Branch. 80/09/17. 2pp. 07329:057. 


notice 

& 


of 


8012300130 Responds to T Earley 801209 fc 11 Itrs, Forwards draft of 
fifth stipulation re certain Suffolk County contentions. 
BORDENICKj Q. M. Hearing Branch 4. 80/12/17. Spp. 07347:107. 


—8012240228 Notice of violation from 
* Region t. Philadelphia. Office 
07325: 059. 


insp on 0OOB25-28. 

of the Director. 80/09/16, Ip. 


B0123005S6 Position re cont idorat ion of Class 9 
proceeding. No special circumstances exist. Und 
interim policy, Class 9 accidents will not be 
Certificate of Sve end. 

DORDENICK. B. H. Hearing Branch 4. 00/12/24, 


accidents In license 
er Commission 
considered, 

3pp. 07361:359. 


H. Oeneral correspondence 


— 8012240233 IE Insp Rept 50-322/80-1 
lack of evidence snubbers had bee 
specified requirements during rec 
NARROW.L. , HCBREARTY, n A Region 
Director. NCGAUQHY, R H. Region 
Construction Engineering Supper 
07323: 060, 


5 on 000825 - 28 . Non comp I lance no 
n stroked in accordance oi/ 
elving insp. 

I, PhiladelphiBj Office of the 
1. Philadolph la. Reactor 
t Branch. 00/09/16. Qpp. 


ted; 


6019030373 Forwards summary of functional 
nuclear organl iatl on. Organl tat ion chart 
POLLOCK, li. 8. Long Island Lighting Co, 


responslb i 1 i ties 
enc 1. 

80/11/25. 4pp, 


within util 
07175:063. 


K. Utility Final Safety Analysis Report (F8AR) <« amends 


8012150216 Forwards Amends 30 to OL app 1 icat ion. cons i sting 
20 to FSARr provld i ng response to NRC Request 420.43. 
revisions to sve water sys design fy controls it minor 
corrections it c lar 1 f icat ions, Aff i dav'i fc encl. 

NOVARRO. J. P. Long Island Lighting Co. 80/12/05. 2pp. 


of Revision 


07240: 132. 


— 8012150220 Amend 38 to application for OL, cons isting of Revision 20 to 
F8AR. 

NOVARRO. J. P, Long Island Lighting Co. 80/12/05. 44pp. 

07240: 134. 


--8012150225 Revision 20 to FSAR. pr ovi d ing response to NRC 

Request 420. 45. rovi s i ons to sve water sys design te controls 
^ minor corrections it clarifications. 

-♦ Long Island Lighting Co, 00/12/05. 65pp. 07240:269. 


8012310414 Submits followup response to IE Bulletin 00-16, "Potential 
hi sapp 1 Ication of Rosemount. Inc Models 1151 t: 1139 Pressure 
Transmitters W/Ei ther A or D Output Codes.'* Transmitters 
will be replaced by June 1981 
NOVARRO. J.P. Long Island Lighting Co, 


90/11/03. 3pp. 07369:226, 


8012120167 Forwards IE Bunetln 80-21. "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. " Written response required. 

GRIER. B.H. Region 1, Ph i lade Iphia, Office of the Director. 

BO/U/06 Ip. 07220:329. 


3012030813 Forwards IE Info Notice BO-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurl lat 1 on ” No written response required, 

GRIER, B.H. Region 1. Philadelphia. Office of the Director 
80/11/07. ip. 07150:065. 


8012080446 Forwards IE Info Notice 00-41. 
in Decay Heat Removal Sys at Davis Bess 
response required. 

ORIERiB.H. Region I, Ph i tadelphla. Off 
eo/ll/iO. Ip. 07182:321. 


'•Failure of Swing Chock Valve 
Uni t 1. " No 

ce of tha Director, 


M, Antitrust correspondence 


8012100348 Advises of util 800930 Itr submitting updated info for 
antitrust review of OL app I ication, FR notice end, 

YOUNGBLOOD, B. J. U1 certs ing Branch 1. 00/12/03. 2pp, 07271:261. 

— 8012150067 Notice of receipt of updated info for antitrust review pf OL 
application. 

YOUNOBLDOD, B. J. Licensing Branch 1. 00/12/03, 3pp. 03779:163. 

8012190265 Forwards FR notice re receipt of updated info for antitrust 
review of OL application. 

YOUNGBLOOD, Q. J. Licensing Branch 1, 80/19/03, 2pp- 07283:304. 

8012240294 Forwards FR notice of receipt of updated Info for antitrust 
review of QL application. 

Y0UNG3LGQD, D. J, Licensing Branch 1. 00/12/03, 4pp. 07323:071. 


8012040096 Forwards lE Bulletin 80-23. "Failures of Solenoid Valves 
Mfg by VaUor Engineering Corp, " Requires estlr^ate of 
manpower associated w/correctlve actions. 

GRIER. B.H. Region 1. Ph I Udol ph ia. Office of the Director. 
80/11/14. Ip. 07157:343. 


8012220606 Advises that written response is required to IE Bulletin 
80-23. "Failures of Solenoid Valves Hfg by VaUor 
Engineartng Corp." First paragiaph erroneously stated no 
written response required. 

GRIER, B.H. Region 1, Philadelphia. Office of the Director. 
80/11/19. Ip. 07293:119. 


0012040.395 Forwards IE Bulletin 80-24 
Water Leakage Inside Containment, " 
required. 

GRIER. 0,H. Region 1. Philadelphia, 

80/n/ai. app. 07165: 195. 


. "Prevention 
No written re 

Office of th 


of Damiage 
sp onse 

« Director- 


Due 


to I 

I 


i 



140 


DOCKETED ITEMS 


S0120505S3 Fov'iJariJs Info Notice 80-42, "Effect of Radiation on 
H)|drau)ic Snutib9r Flui<} '* No written re^pono« rsq.uirod. 

ORIER, I}:. H. Region I, Philadelphia, Office of the Director 
90/11/24, Ip, 07174, 


8012100351 Forwards Revision 4 to Procedure 80^0401 p R ovl s i on 0 to 
Procedure 80A2941 J. Revision *1 to Procedure B0AO4Qa far 
preservic* insp progirap-n. 

NQVARRO, J. P. Long Island Lishting Co, 80/12/09, Ip. 07271; 219. 


8012105304 Preservice Irsp prog ram^ Proc edurc GO<A04B1 / ftevi s ion 4 to 
'■'U 1 1 rasen i c Euan Procedures For Piping Butt Ifelda i: 

Long i tud inal 1 ds . " 

* tluclear Energy Service, Inc. 80/07/11, 31pp. 07271;320. 


--6012185309 Preservite irsp program* Procedur e B0A294 1 < Revis ian B, 
“Master Document List, " 

■* NucUar Energi; Service, Inc. S5/09/05. 2pp. 07271:251. 

- -0O12IC-531 1 Procedure 80*0402, Rev i s ion 4, “Preservice Insp Program 
Plan, “ 

* tiuclear Energy Service. Inc, BO/09/05, 5p p , 07271:255. 


5. Reportable occurrences, l.ERs h. related correspondence 


3012240127 Part 21 rept re jamming of 4-lnch U 6-lnch suing valves into 
o.pen pos i tlcn. Caused bg disc nut loct-uire jammed against 
machined relief in t)odg,Velan has replaced 4-'lncb valves & 
ra-oriented loct-wire on 6-inch valve. 

VElAU. P. 0 Velan Valve Co, 00/11/05. 4pp 07107:001. 


3012120610 Deficiency rept re inoperable GE circuit breaker limit 
S'j> i t ches r r r 5u 1 1 ing in failure of switch contacts to close, 
Causail ti-y loosened limit su i tches , Screus uiill be tightened 
I Loclc-t i te app lied. 

W,ILD, P, A, Stone Webster Engineering Corp. 00/12/02, 4pp. 
07236: 297. 


^012120630 Part 21 rept re defective Square D Co starters. Arma ture 
bumpers tend to stick inside starter case, resol t ing in 
failure cf starter or cc-ntactor to close. Caused by 
.-n isapp 1 i ca tion of ) ub r i c an t . Oet'ec t i ve units to be replaced. 

WILD. P A. Stone Webster Engineering Corp. 00/12/02. 4pp. 
07230: 105. 


>aCKET SO-323 DIABLO CAM VON NUCLFAR POWER PLANT, UNIT 2 


k App I ica t 1 an/construc t 1 sn stage documents ^ correspondence 


9012090360 Provides info on environ qualification of safety-related 
equipment per 801001 r equest . Des c r i p t i on of valve floui 
monitor sys pouer supply cable presented in detail. 

CRANE, P. A. Pacific Gas R; Electric Co. QO/12/01. 2pp. 07201:119, 


B012050293 Responds to requirements specified in Suppl 10 to NUREO- 
0675. Kods addres sed : pr ocedure for dissemination of operating 
e n p er ier.ee* vendor review of low power program, agreements to 
peal resources uj/utiis %• inadequate core cooling. 

CRANE. P. A. Pacific Gas Electric Co. 80/12/02. 60pp 07171:211. 


6012090235 Responds to NRC 000827 Itr r« Review Question 5. Response 
provides commitments completion schedule for upgraded 
meteorological program. & Is organiied to address four 
essential elements in WUREO-0654, App 2 

CRANE, P. A Pacific Gas e. Electric Co. 80/12/02. 3pp. 07201:140. 


8012110526 “Forwards procedure for d i sseminati on of operating 
e up e rl etic e, vendor review of lou power test program 
procedures 4' low power test program safety analysis rept, 
per Suppl 10 to NUftEC-0675, f ac 1 1 i ty SER. 

CRANE, P. A. Pacific Gas Electric Co. 00/12/02. 4pp, 07225:327. 


— 8012110530 Nuclear Plant Administrati ve Procedure W-100, “Di sseminati 
of Operating Experience.’" Westinghouse review of special low 
power test procedures end. 

* Pacific Gas t Electric Co. 80/11/26. 7pp. 07225:331, 


— 0012110533 '^Diablo Canyon I Special Low Power Tests Final Safety 
Evaluation Rept. " 

« Pacific Gas // Electric Co. 80/10/31. 49pp. 07225:330. 


0012100470 Discusses field audit of electrical separations conducted in 
response to NRO 791130 Itr. Audit demonstrated that 
electrical equipment h sys have been installed in manner 
which provides independence it separation per F9AR. 

CRANE, P. A. Pacific Gas Electric Co. 00/12/04. 2pp. 07219:025. 


0Ol2t0O132 Describes actions taken as result of THI accident re safety 
requirements of near-term QLs.All requirements must be met, 
applicant must appear before ASLD record must be reviewed 
by CoTmission before lew power testing. 

MlRAGLtA. F. Licensing Branch 3. 00/12/04. 2pp. 07272:2^4. 


6012220405 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to coAiply 
w/revlsed Agreem-ent State bunial site conditions. Forwards 
results of IE survey. 

DCNTOMpH. R. Office of Nuclear Reactor Regulation, Director. 
00/12/04. 2pp. 


1012160050 Ltr to operating plant licenseesiOL applicants &c CP holders. 
Forwards NUREG-0737 re TH I action plan requi re.ments, Reque sts 
operating reactor licensee confirmation In 45 days that 
Ercl 1 Implementation dotes will be net. 

E ISEI-iH'JT, D. 0. Division of Licensing. 00/10/31. 7pp. 


— B012220506 Forwards tabulation tt summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 37'/ of reactors surveyed w/?!'/. 
planning or considering increasing storage capacity. 

BANOART, R. L. Effluent Treatment Systems Branch. 00/11/06, 0pp 


3012110335 Forwards ACRS 801112 Itr re review of util study re 
interactions cf failure of nonsafety sy s on plant safety as 
result of earthquake. 

MIRAGLIA, F. J. L i c en s I ng Br anc h 3. SO/ll/17. Spp. 07227:214. 


8012290136 Responds to J Stoli 791130 Itr re field audit of electrical 
sep orations. Aud 1 1 indicated equipment sys installed per 
FSAR requirements Audit results contained in Amend 91 to OL 
app t Icatian. 

CRANE,P.A. Pacific Gas 4: Electric Co, 00/12/04. 2pp. 07344:049. 


3012030430 Forwards response to NRC Q00B27 Itr re containment pressure 
boundary fracture toughness . I nfo certifying that fracture 
toughness acceptance stds have been mot is available at 
plant si te. 

CRANE. PA Pacific Gas fy Electric Co. 80/11/21, 41pp. 07171:272, 


8012170760 Forwards info ro nuclear power plants to be licensed Dec 
19BO-0OC 1901 in response to request from Nuclear Oversight 
CoiTnittee. 

KIRAGLIA.F. Licensing Branch 3. 80/12/05. 3pp. 


BO12O0O335 Forwards response to NRC 760125 Itr re long''term. 
overpressure transient protec tlon. tnc lud as description of 
long-term sys to be employed at facilities. 

CRANE-P.A Pacific Gas t Electric Co. 80/11/21. tOpp. 07190:205. 


6012160158 Forwards preliminary 
incorporating handwritten cha 
in conjunction u/fac 1 1 i ties o 
CRANErP. A. Pacific Gas ^ Ele 


emergency 
nges made 
perat ions 
ctric Co. 


operat ing 
during NRC 
staff, 
00 / 12 / 00 , 


proc edur esi 
r evi ew 

94pp. 07254:001. 


S012040520 Forwards responses to NRC 800108 Ifcr re implementation of 
T e v ammend a t ions of NGREG-0660, ""Enhancement of Onsite 
Emergency Diesel Generator Reliability. ‘‘ 

CRANE. P. A. Pacific Gas i Electric Co. 80/11/25. 5pp. 07157; 271. 


3012090329 Informs of planned temporary shutdown at basic seismic 
1 n s brume rctat 1 on sys at fac i 1 i ty. Shutdown required to enable 
licensee to install panels for post-accident monitoring 
sys In control room, 

CRANE. P. A. Pacific Gas L Electric Co. 80/11/25. Ip, 07201:161. 


3012120308 “Concentration f, Speciatton of Copper in Uaters Collected 
Near San Onofre i Diablo Canyon Nuclear Power Stations. " 

HARRISON, F, L. Lawrence Livermore Laboratory, FIN A-0tt9. 

NOR EO/CR- 0750. Q0/lt/3Q. 66pp Available at MTIS. 


6012290006 Forwards proposed license authorizing util to load fuel, 
proceed to initial cr i t ical i ty, per form stortup testing 6 
operate at 5^ rated pottier. Li s t of exemptions to Tech Gpecs 
encl. Related correspondence. 

CRANE-P.A. Pacific Gas Electric Co, 00/12/16. 9pp. 07343:001. 


0012290077 Unexecuted license for fuel loading 6 low power testing. 
List of eie.mptlons to Tech Specs for low power test program 
end. 

DE-M1QN,H. R. Office of Nuclear Reactor Regulation, Director, 
80/12/19. 8pp. 07336:317. 
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F. Sccuritgj medical, emergoncy h fire protection plans 


GDt2H0396 Responds to NRC Q00837 Itr re Revieui Question 3. Response 
provides commitments corresponding completion schedule 
for upgraded meteorological program. Conmi tments mag be 
altered upon final promulgation of draft NUREG-06S4. 

CRANEfP A. Pacific Gas fy Electric Co. 80/12/02. 3pp. 07223:096. 


0012240110 Releases public version of util emergerteg plan. 

FELTONi 14- Division of Rules and Records. 80/12/12. Ip. 

— 8012240129 Forwards public version of App 1 to Revision 2 of corporate 
emergeneg resp'onse plan. 

CRAUE.P.A. Pacific Gas i. Electric Co. 80/03/21. Ip. 

— 8012240134 Public version of App I to Revision 2 of corporate emergeneg 
response plan. 

a Pacific Gas it Electric Co 80/03/20. 9lpp. 

9012290464 Releases public version of "Evacuation Times Assessment for 
Diablo Cangon Nuc tear . Power Plant. Sept 1980." 

FELiarii J. H. Division of Rules and Records. B0/l2/i6. Ip. 

07338: OSl. 


— 8012290469 Forwards public version of "Evacuation Times Assessment for 
Diablo Cangon Nuclear Power PlantrSept 1900." in response to 
NRC 800702 reque s t. I nc 1 ude s App A re evacuation times for 
designated sub-areas. 

CRANt.P.A. Pacific Gas Electric Co. BO/1 i/25. Ip. 07339:053. 


— 0012290473 Public version of "Evacuation Times Assessment for Diablo 
Cangon Nuclear Power Plant.Sept 1980," 

e PRC Planning it Economics. Alan H. Voorhees fc Associates Div. 
0Q/O9/3O. I90pp, 07330:054. 


8012300545 Advises that ubil agrees to assume r ospons lb i 1 1 tg for 
Installation of earl'/ warning sgs required by applicable 
federal regulations. Commt tment will ter.minate on permanent 
cessation of operations at facility, 

SCHUYLER. J. 0. Pacific Gas Electric Co. 80/12/24. 3pp. 
07346:260. 


O. Adjudicatory correspondence 


8011230100 Submits DS Fleischaker 001017 Itr to HR Denton as comments 
on proposed rule 10CFR30. "Domestic Licensing of Production 
Jk Utlltiation Facilitlesi Consideration of Degraded or 
Melted Core in Safety Regulations, " 

KEVNOLDSi J, Center for Law In the Public Interest. 00/10/31. Ip, 
0703^: 157. 


0012080513 Submits contentions re mobioti for license to load fuel U 
conduct low power testing. Neither short nor long-term 
requirements of NUREG-0694 nor imp lenen batl on measures 
sufficient. Certificate of Sve encl. 

PLEISCHAi^ERy D. Fleischaier, D. S PHILLIPS. J. R. , REYNOLDS. J. R. 
Center for Law in the Public Interest. 30/13/03 16pp. 07103:106. 


0012290120 Request for directed c ert i f I cat 1 on re application of NRC 
800620 statement of policy re guidance for power reactor 
OLs. Safety issues not includod in N'JREG”0&94 should be 
adr.itted as content ions. N/Certi f icate of 5vc . 

REVf'iOLOS. J. R. . FLEISCHAWEP. D Center for Laui in the Publ ic Interest, 
FLEISCHAi^ER. D FUischaVer. D. S. 90/12/03. 33pp. 07344:010 


0012290662 Statement of subjs an which CA Governor Drown intends to 
participate per ASLB 001024 K. 1103 ord e rs. Cone e rtis util 
notion for licenses for fuel loading i. low power testing. 
Certificate of Sve encl 

GEGROIOUj D 3. . BROUN. H H California. State of BROWN. H, H. Hill 
Christopher i: Phillips. SO/12/03. 9pp 07333:080. 


0012090286 Forwards 1 Aditga 80JU9 Itr to NRC. for placement in PDR 
ir for SVC on parties to proceeding 

BISHOP. C.J. Atomic Safety and Licensing Appeal Panel. 00/12/04. 
Ip. 07201:099. 


— 0012090287 Opposes licensing of facilities o-ri basis of poor seismic 
design. San Francisco Chronicle 001110 article encl. 

ADirYA.I. Affiliation Unknown. BO/1 1/19. 2pp. 07201:100. 


0012290392 Notice of corrections to Joint Interveners ' statement ef 
contentions ^ request for directed cer ti f ication. Cer t if icate 
of 8vc end 

REYNOLDS. J. R. Center for Law in the Public Interest. 80/12/00. 
5pp. 07336:224. 


8012300117 Motion to stay proceeding on PG5E motion for licenses for 
fuel loading i low power testing until NRC prepares EI8 or. 
alternat ive 1 g. El A it util submits environ rept. Certl f icate 
of Sve encl. 

GECnoiaUi D. B. . BROWN. HH California. State of, BROWN. H.H, Hill 
Christopher JL Phillips, 80/12/08 9pp. 07356:243, 


8012110578 Submits resolution passed at executive board 000922 meeting. 
Resolution urges const expenditures be redirected toward 
conversion to safer.more socially acceptable fuel sources. 

CONRAO.C. Affiliation Unknown. 00/12/10. Ip, 07223:107. 


8012290417 Response to ASLAB 001124 request for info re status of 
applicant studies on sgs interactions i. relevance to 
seismic issues in proc eed Ing, Ut 1 1 sgs interaction program 
is accep tab le. Cert i f icate of Sve end. 

OLHSTEA&i U. J. Hearing Branch 2. 00/12/12 6pp. 017336:240. 


— 8011250108 Requests. on behalf of Joint Intervenors to Diablo Cangon OL 
proceed Ingr that NRC prepare supplemental EI5 considering 
environ consequences of Class 9 accidents. 

FLEISCHAKER. D. Fleischaker. D. B, 80/10/17. App. 07056:158. 


9012170440 Foruar 
conclusions of 
before A5LAP. 
FLEISCHAKER. D. 


ds joint intervenors' proposed findings of fact 
law for reopened seismic evidentiary hearing 

Fleischaker. E>. S 30/12/15. Ip, 07270:224. 


It 


8012020020 Ack receipt of 001017 request. on behalf of joint intervenors 
In OL proceed ing. for NRC action to prepare supplemental EIS 
re Class 9 acc tdents, Request will be treated under 
10CFR2. 206. 

DENION.H, R. Office of Nuclear Reactor Regulation. Director. 

80/11/19. Ip. 07140:307. 


— 8012170442 Joint intervenors' proposed findings of fact it conclusions 
of law for reopened seismic evidentiary hearing before 
ASLAB. Certificate of Sve encl. 

FLEISCHAKER. D. Fleischaker, D. B. PH ILLIPS, J, R. . REYNOLDS. J, 
Center for Law in the Public Interest, 00/12/15. 65pp. 

07270: 225. 


— 8012020023 Notice of D Floiscbaker request. on behalf of joint 
Intervenorsj f or action under 10CFR2. 206. 

DENrON/H.fl. Office of Nuclear Reactor Regulation. Director. 
00/11/19. 2pp. 07148:308. 


8012050453 Notifies that ASLA9 has received end ACRS 801112 Itr to 
JF Ahearre re PO&E studies on possible adverse interactions 
of nonsafety sgs on plant saf e ty. Raquests study status it 
relevance to current issues 

BISHOP. C.J. Atomic Safety and Licensing Appeal Panel. 80/11/24. 
Ip. 07173:316. 


8012290407 Proposed findings of fact 6 conclusions of law re ASLAB 
Questions 1-9 in seismic proceed ing. OL should be denied, 
since util has not designed facility to withstand max 
vibratory accelerations Certificate of Sve encl. 

BROW, E. G, . DROWN. H.H. California, State of. DROWN. H, H. Hill 
’ Christopher U Phillips, 00/12/15. 92pp, 07337:099. 


601230002? Forwards Comptroller General 901203 opinion disallowing 
procedural assistance in adjudicatory licensing proceedings. 

BONERS. E. 8. Atomic Safety and Licensing Board Panel. 00/12/16, Ip 
07356; 104. 


8012290003 Request for extension to 901215 for filing Governor EG Broun 
findings of fact it conclusions of law re seismic 
proceedings. Granted for ABLAQ on 8Q1203. 

GEORG r OUi 0, S. . BRQWN.H.H., LANPHER.L.C. California. State of. 
80/12/02. ip. 07344: 109. 


0012290161 Request for i-wk extension to 001215 for filing Governor 
Drown findings of fact i conclusions of law. NRC.San Luis 
Obispo Mothers for Paace i. PG5iE agreed to e xtens i on, NRC i. 

POAiF also granted l~t;k extensions, 

OEDROIOU. 8, S. r BRQWN.H.H.. LAWPHER.C, California, State of. 
80/12/02. 4pp. 07344: 140. 


8012290387 Forwards Commission 001117 rulemaking decision, "Authority 
for Access to or Control Over SNM (RM 50-7). " W/o encl. 

SWARTZ, L.L. Antitrust Division- 80/12/17. Ip- 07332:174, 


0012300364 Joint Intervenors' response in support of CA Governor Brown 
motion to stag proceeding pending compliance w/NEPA EI8 
requirements. NEPA requires EIS re application to operate at 
less than full power. Cert i f I cate of Sve encl. 

REYNOLDS, J, R. . FLEISCHAKER, D. Center for Law in the Public Interest, 
FLEISCHAKER, D. Fleischaker, D. 8, GO/12/18. 9pp. 07359:330. 
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:90S75 Re^p^on^o to Intarvofiors ' content J om re fuel loading 4.. low 
lor test in?. Con tent J onfl I K 2 ac t e-ptab I e. All ofcliers 
icceptable due to lack of ipeclficity lubj (natter bogond 
tpe of pT 0 coed I II? Cer t i f i c a 1 0 of Sve oncl. 

IF^Bi Q. 11 . Hoar in? Uranch 2 , DO/ 12 / 23 . 17 pp. 07 Ci 3 S:SSl. 


IQ0J07 Notice of appoarciiice in proceed I ng, Cortl f i c ate of 6 vc end. 
IPS* B. N, Hearing Branch 2 RO/ia/23. 3pp. 07396:090, 


jOOOfaS Rfisponte in opposition to CA Oovernor Broun OOiSiQB motion to 
m proceed Inj. notion fails to address iegel requlrenonta 4 , 
lor court Coin.eii** i on pr-ocedonts direcfclig contrarv to 
jervanor p os 1 1 1 on, H/Certi f icate of Qvc. 

15TEAD<N. J Ifaarins Branch 4. 00/12/23. Itpp, 07396: 173. 


lOOlBG Response to 001203 stafccnent of aubjs on ixihlch CA Oavernor 
jwn intend* to participate Dnli) 8 ubj* 3-S 4 lfi-13 
iTopriato Certificate of five end, 

lESi P. W, Hearing Branch 2. 00/12/23 I2pp. 07336:290. 


100352 Responio to CA Governor Proun 001208 (notion to raeiuire 
»pardtion of EIS. Oppose* motion on ground* of uittimel i nes^a 
1 one amp t 1 ante ui/procsdura 1 raqu i r amont*. C*r tif 1 ca t ® of Sve 

iDUSH.H. H. NOflTON-B. J^acl f k« Oa» A GUctr U Co. NORTON. B. Bruce 
rton. eo/l2/23. ISpp. 07359:071 


110283 Errata to joint intervenor a '' prapoied flntllng* of feet 6 
^elusions of lau. C«r tl f lea te of Gve end. 

ilSCHAKGft. D. FUljehakor. D, B. 80/12/23. 7pp. 07370:050. 


300403 mtiqn for extanslon to 81010A to flU proposed brief 
liroposed finding* of facts U conclusion* of lau in 
Dpeneii s*l»ttiic procflsJ Ing s . Grantsd for ASl.AB on 801234. 
rCHStJiE.G. bearing Branch 4. 80/IH/24 2pp. 07397: I Q3. 

310274 Forward* iabia* of aulhorltio* for util r««pan»es to lolnt 
tervqror* stakemert of contention I request for directed 
r ti f icatlcn. 

hHE-P.A, Pacific 0«» & electric Co. 00/12/26. lOpp. 07361:316. 


aneral correspondence 


290010 Respond* to 000601 Ltn to Presldenli Carter p# consk 

flclancies at facilities Iv recant earthquake flctlvltg In 

ea. Deicrlpt i on of MIC role in plant con»t Si Info ra 

llLtij of facilltifi to ulthetand oarthquala end. 

flAC lAiF. J. Licensing Branch 3. BO/lO/20. Spp. 07330: 392. 


[>a04i6 Respond* to 800430 poetcard to jr Ahearne i'« licensing 
ttar* concerning f ac 1 1 i t i «*. Safety Issue* resulting from 
I accident ul ) I need to be resolved bofore Uc«nt»t «r« 
sued. Difcustet licensing procedure*. 

RAO'. lA. F. J. Licensing Branch 3. EO/ll/20. 3pp. 06906:003. 


U0B0435 Support* NRC enthusiasm re licensing of nuclaar pl*rsta 
frMpresset desire for NRC to move ahead on licensing plants 
Uhleh presently meet stds 

'/AUOHIfiC. Affiliation Unknown, 00/04/30. Ip. 06506:003. 


090005 Responds to 790409 postcard to 0 Hendrle ra conesrn* about 
cillty nuclear power in general. NRC required to prapara 
tailed ftiatenent on listed environ i ssues. Hear ing a 
Ld as part of licensing process. Forwerd* FEB.H/o and. 

RAGLIAiF. J. Liceotlng Drench 3. 00/11/20. 9pp, Q7107:DO1. 


12090011 no(tuoiti support for legislation to prevent const of nuclear 
power plants Buppori* alternative energy develuprnant. 
kOOLIIAN. xJ. Affiliation Unknown. 79/04/09-. fp. 07107:001. 


120203 Respond* to 800313 Itr opposing operation of facility due to 
cir of proper emergency preparedne** U evacuation piano, NR-C 
* reacted patltively to ietprove safety of nuclear plant* 
llowirg THI accident. 

RAOI.IAiF.O. Licensing Branch 3, 80/U/S0. 4pp. 07107:001. 


12130212 Forwardi map indicating weather Jk geography downwind from 
fat n lly. Eipresies concern re improper evacuation routo* In 
case of me 1 tdoun. Fac 11 i ty should be converted to gas 
operation. U/g map. 

AN 801 M 4 . D. Aff i nation Unk.^own. BO/ 03 / 31 , 4 pp. 


(190308 Respond* to 790329 request to reopen iicenaing hearing* far 
icl li ties. Safety evaluation of plant compliance 
NUREO -0694 criteria por f orated. A 3 U 0 dec 1 * ion on Cla** 9 
cldent* wilt b* neda after subciittal of supplemental GER« 

RAflLlAiF. Licensing Branch 3. 80/12/04. 2pp. 07103:001- 


—0012190316 Request* adOl itivesbi gati on 6 hearing for licensing 
facilities fnllouilng TrtI-2 acc i dent- Expresses concern re 
possibility of similar accident at facility. 

CLUCAS. J. Sierra Club. 79/03/29. tp. 07103:001. 


G0123t05S8 FDIA request for all document* re potential environ impacts 
associated w/fuel loading t:/or loui pD(i)er testing of 
facilities. 

8 RDWt 6 H. H. Hill Chriatopher i Phillips. 80/12/09. 2pp. 07370:014. 


8012310178 Responds to 790402 Itr expressing concern re safe operation 
of facility. NRC require* all applicants to modify design 81 
operation of faciltie* to confor.m to TMI-related 
requirement*. 

MIRAGLIAiF. Licensing Branch 3. BO/12/11. 2pp. 07371:104. 


8012310594 Responds to FOIA request for all documents re potential 
(environ inpact* associated (u/fuol loading ((/or low power 
testing of faci U ties. EIS prepared in relation to request 1* 
aval lab la i ix PDR. 

FELTON, J.M. Division of Rules and Records. 80/12/22. Ip. 
07370:013, 


8012040354 Responds to 801001 Itr expressing concern* re lack of 
evacuation plan* tc escape rcute* from South Say area, in 
light of TUI accident & event of f loading. Utl I must complete 
TMI safafcy-pelated requ ir emants prior to full power license. 

M 1 RAOL I A/ F. J. Licensing Branch 3. BO/ll/17. 3pp. 06915:031. 


Q. Inspection report** t£ Bulletins it c correspondence 


8012170715 Forwards IE Info Notice BO-37f ''Containment Cooler Leak* i 
Reactor Cavity Flooding at Indian Point Unit 2." No Written 
response required. 

ENCELKFIJ, R. H. Region 5* San Francisco# Office of the Director. 
aO/tO/24. Ip. 07266:083, 


001^170416 Forwards IE Info Notice 80--38# "Cracking in Charging Pump 
Casing Cladding, " No written response required. 

ERGELKFH, R. H. Region 5# San Francisco# Office of the Director. 
00-/10/30. Ip, 07264:053. 


8012170837 Forwards IE Info Notice 00-39, "flalfunction of Solenoid 
Valve* Mfg by Valcor Engineering Corp. " No written response 
is required. 

EHOELWFNrR.H Region S. Ban Francisco, Office of the Director, 
00/10/31, Ip. 07266:047, 


8012120236 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Malcoldi 
Foundry Co, Inc, '■ Written response required, 

ENOELKEM#R. H. Region 5, San Francisco# Office of the Director. 
00/11/06. Ip. 07227:334. 


8012030934 Forward* I£ Info Notice 80-40# "Eicetsive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Dep ressuri ea tion. No written response required. 
ENGELJ<EN»R, H. Region S, Ban Franc ieco# Office of the Director. 
80/11/07. Ip, 07150; 183. 


8012080632 Forwards IE Info N(jtfce 00-41# "Failure of Swing Check Valve 
in Decay Heat Removal 8 y« at Davis Basse Unit I," No 
response required. 

ENOELWENrR. H. Region 5, Ban Francisco, Office 0 # the Director. 
80/U/L0. Ip, 07183:032. 


8012040230 Forwards IE Bulletin QO-20< "Failures of Solenoid Valves 
Mfg by Vajeor Engineering Carp.*' Require* estimate of 
manpower associated w/corrective actions. 

EHOELKENiR. H Region 5, 9an Francisco, Office of the Director. 
80/11/14. ip. 07158:151. 

8012040687 Forwards IE BuUotin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Ccntain(nen t, " No written response 
required. 

EMCELKEM#R. H. Region S, Ban Francisco, Office of the Director. 
00/11/21. Ip. 07169:123. 


8012160097 Forwards IE Info Notice BO-42, "Effect of Radiation on 
Hydraulic Snubber Fluid. No response required. 

EHOELKEN.R, H. Region 5, San Francisco, Office of the Director. 
eO/ll/ 24 . ip. 07262 : 100 . 


8012290008 Responds to IE Bulletin 80-15, "Possible Loss of Emergency 
Notification Sys W/Los* of Offsite Power,” Administrative 
Procedure NPAP C-ll will be revised to Incorporate Item 3. 

Related correspondence. 

CRANE. P, A, Pacific Oas & Electric Co, 80/11/23. 2pp. 07344:201. 
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@0121601^4 Foruard^ Suppl 1 to IE In^o Notice 00-29/ "Broken Studs on 
Terry Turfaine Steam Inlet Flange." No written response 
required. 

ENOELKGN. R. H Region 5. San Franciscoi Office of the Director. 
eO/n/26. ip. 07262:076. 


S012290342 Completes response to IE Bulletin 79-02 re concrete 
expansion anchor bolts used in pipe support base plate 
doiign-Rapt on inspi testsi ana ly s I s ii rework of seismic 
Category 1 pipe supports end Related correspondence. 

CRANEpP.A. Pacific Gas tt Electric Co. 80/12/03. 475pp. 07333:144. 


0012300466 Requests relief from lOCFRSO. 55a <g ) (4 ) , by specifying that 
ASMF boiler S-. pressure vessel code/Sectlon XI/ 1977 edition 
w/addenda through Summer 1970. cf feet Ive 801101/ be applicable 
code for first 10-yr inservlce Insp interval. 

CRANE. P. A. Pacific Oas t Electric Co. 80/12/23. 2pp. 07347:066. 


--8012220506 Forwards tabulation J: summary of IE survey on low level 
waste at 01 reactors Lou level waste storage facilities 
have been expanded at 377. of reactors surveyed w/7l7. 
planning or considering increasing storage capacity. 

BAN3ART. R. L Effluent Troat.nent Systems Branch. 00/11/06 0pp 


8012110532 Responds to NUflEO-0737. "Clarification of TMI Action Plan 
Requirement/" Item II. K 3. 30. re small break LGCA methods to 
show compliance u/l0CFR50 App K. GE. vendor for BUR. will 
discuss w/NRC approach to requirement by 001215. 

UTLEV. E. E. Carolina Power Light Co 80/12/10, ip. 07223:104. 


8012160319 Responds to NRC 800924 request for commitment to install GE 
design package to provide Class IE power supply to reactor 
protacticn sys at f ac I I i ty Pac kage will be installed during 
neict refueling outage. 

<jTLEY< E. E. Carolina Power tf Light Co. 00/12/10. Ip. 07262:007. 


S. fleportahle occurrences/ LERs related correspondence 


8012160382 Final deficiency report re cracks in Pullman field uetds/ 
originally reported 790503. Cause attributed to iropropar 
control of welding parameters, linacceptab le welds repaired or 
entire joint modified. Improved welding procedures now used. 
CflANE/P.A. Pacific Oas & Electric Co, 80/12/09. 3pp, 07187:001, 


8012160460 Responds to request for info re effect of spil 
p ar f orman c 0 - Al so responds to IE Bulletin 79’“01Bi "Envlr 
Qua 1 1 f icat ion of Class IE Equipment." 

UTLEV. E.E. Carolina Power f/ Light Co. 00/12/10. 2pp. 


lage on ECC8 
on 

07263: 045. 


6012220256 Forwards Amends 
respectively ^ notice of 
IPPOLITO/ T. A, Operating 
07306:221. 


31 i 52 to Licenses DPR-71 6 DPft-62. 
issuance availability. 

Reactors Branch 2. 80/12/10. 3pp. 
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H. General correspondence 


8012230320 Advises of facility personnel change re appointment of MD 
Hill as malnt manager. Training U experience discussed. 

UTLEY, E.E. Carolina Power Light Co. 00/12/19. 2pp. 07314:093. 


P. Operating 


license stage documents & correspondence 


tBOI222026S Amends 31 ^ 52 to Licenses 71 ^ 62. requiring maint of 
safeguards contingency plan to be implemented within 30 
days of Commission approval. 

IPPOLITO. T^ A. Operating Reactors Branch l. 80/12/10, 2pp. 
07306:224. 


-8012220271 Notice of issuance I availability of Amends 31 V 52 to 
Licenses OPR-71 t. DPR-62. respec tively . 

IPPOL ITO. T. A. Operating Reactors Branch I 00/12/10, 2pp. 
07306:220. 


8012020409 Responds to 800926 Itr & 001000 telcon w/HiUman requesting 
approval o* route to ho used for transporting irradiated 
reactor fuel. Route approved. 

MCCORKl E/ 0. W. Physical Security Licensing Branch. 00/10/14. Ip, 
07140: 127. 


6012230470 Forwards commitments for completion of items in NURE0-0737i 
"C larif ication of TMl Action Plan Requlre.nents. " in response 

to 601031 request. 

UTLEY/E.E Carolina Power 6 Light Ca. 00/12/15. 22pp 07314:141. 


6012160050 Ltr to operating plant licensees. OL applicants CP holders. 
Forwards NUREO-0737 re TMI action plan requ Irementa. Requests 
operating reactor licensee confirmation in 45 days that 
End 1 implementation dates will ba met. 

EISENHUT, 0. 0. Division of Licensing. 80/10/31. 7pp. 


80l22P02y5 Advises 
scram sys mods wi 
UTLEY/ E.E. Carol 


that util will provide schedule for required BMR 

thin 30 days of receipt of final SER. 

ina Power h Light Co. 80/12/16. ip. 03797:071. 


O. 


Inspection reports/ 


IE Bulletins correspondence 


B012220358 Ltr to all CP OL holders for DNRs re requirement for 
implementation of ODYN code for licensing basis calculations 
performed by GE. App 1 Icab 1 e to all license applications 6 
proposed amends, Inc lud Ing core reloads. 

EI8ENHUT, D. 0. Division of Licensing. 80/11/04. 4pp. 


8012220563 Ltr to all power reactor licensees forwarding NURE0-06t9, 
"BUR Feedwater Nozile 4i Control Rod Drive Return Line 
Moiile Cracking.” Confirmation that Imp lamentation dates 
will he met must bo sent within 45 days.W/o end. 

EI8ENHUT, D. 0. Division of Licensing. 80/ll/t3. Ip. 


0012090201 Forwards IE Insp Repts 30-525/BO-39, 50-324/90-36 
80-261/80-27 on 000904. No noncompliance noted. 

STOHRjJ.P. Region 2. Atlanta. Fuel Fadllfey i' Materials Safety 
Branch, 80/10/21. 2pp 07202:264. 


— 8012090210 IE Insp Rept 50-325/80-39/50-324/80-36 U 50-261/80-27 on 
800904. No noncompl iance noted. Major areas inspected: 
circumstances surrounding erroneously recorded personnel 

NRAYjJ. R./ GIBSON/ A. F. Region 2. Atlanta/ Office of the Director. 
00/10/21. 3pp. 07202:266. 


8012020643 Forwards BWR ownors group design 8, operational criteria for 
scram discharge sys. Criteria viewed as being responsive to 
requirement of providing assurance of reliable t safe 
operation of sys. 

WATERS, D.Q. Carolina Power 4: Light Co. 80/11/24. 4pp. 07148:013, 


0012150190 Forwards IE Info Notice 80-37. "Containment Cooler Leaks & 
Reactor Cavity Flooding At Indian Point Unit 2." No written 

O'REILLY, U. P. Region 2. Atlanta, Office of the Director. 80/10/24 
tP- 


S012030721 Notifies that on 801023, to install mod, fire barrier 
penetration limiting condition far operation was generated 
on portion of diesel generator intake ventilation sys. Work 
completed beyond designated time frame. 

TQLUIBON, A. C. Carolina Power Light Co. 80/11/26. tp. 07131:233. 


0013040551 Forwards Vols l 2 to Revision I of 90-iiay rept 
Bulletin 79-OlD. "Enviren Goal I f ication of Electrical 
Equipment. ” Rept contains data of original rept plus add! 
data developed since 800919, 

FURR, B. J. Carolina Power ^ l.ighfc Co. QO/lO/30. 600pp. 


re IE 


07153: 103. 


8012030436 Advises that schedule for testing adequacy of electrical 
distribution sys voltage, as detailed in 001013 ltr, will not 
be completed until 810131, Data will be co,npared to analysis, 
w/results submitted to NRC by 610331, 

UTlEYiE. E. Carolina Power & Light Co. 80/12/02. Ip. 07171:313. 


8012170/83 Forwards IE Info Notice BO-39. "Ma I function of Solenoid 
Valves Kfg by Valcor Engineering Corp " Ne written response 

0 'REILLY, J. P. Region 2, Atlanta. Office of the Director. BO/lO/31 
ip. 07264:122. 


8012100495 Informs NRC that util will attempt to meet 020630 deadline 
re qualification of safety-re lated electrical equipment, In 
response to NRC 801024 orders, 

UTLEY, E.E. Carolina Power II Light Co, 00/12/04. app. 07218:309, 


9012220485 Responds to 000911 memo requesting that Qfc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement State burial site cond i tions. Forwards 
results of IE survey. 

DENTON, H-R. Office of Nuclear Reactor Regulation, Director, 
60/12/04. 2pp. 


0012230043 Forwards IE Circular 00-23. "Potential Defects in Beloit 
Power Sys Emergency Gonorators, " No written response 

O^RElLLY, J. P. Region S- Atlanta, Office of the Director. BO/10/31. 
Ip. 07311:244, 


8012110767 Forwards IE Bulletin 80-21, "Valve Yokes Supplied 
Foundry Co. Inc. " Written response required, 

0 'REILLY, J. P. Region 2- Atlanta, Office of the Director, 
ip. 


by Malco Im ; 
80/11/06. 
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031,337 FaruarJs IK Inr-s Notice 'Eycessive Mitrogerv Supply 

T'c?ii5ijre Actuatus Soi^etY n^lief V,3l\'e Gp^jti'^tion to Cause 
eactor Ceprea^uriratioii " No. jjritten resppjise required. 

O'Reilly, J P p^^ion 2 . Atlanta- Office of the Director 60/11/07 
*P 07150: 147. 


0 1 203031 & Foryar^is IE Info Notice 0O~41i “Failure of Syingi Check 
Y.alve in Decay Heat Re^^c•y,=^l S j s at Davis I3es.se Unit I. " No 
r-a<5pcjfiae required 

□ REIi..! Yij. p Region 2- Atlanta# Off ice of the Director. 60/11/10. 
*P 07102:294 


012030047 Sut/nits i .':^neid i ate rept per IE Bulletin 00-17.0*1 601112# 
i 1 e performing periodic test 3 1 . SP- d e termi ned that 
chcjnnels A t C uculd n-?t trip turbine on high exhaust 
pressure. Chantiels A C recalibr f/. sys returned to s\'C, 

TOLLISONjA C Carolina Power t: Light Co 60/ 11/13. Ip. 07169; 177. 

FKjruards IE Du I let in fiO-23, 'Failures of Solenoitf Valves 
Mtq b 'I Valcor Engineering Corp. '■ Requires estimate of 
rianpnuer assoriated y/corrective actions. 

O 'RE JLLY# J. P. Region 2, Atlanta. Office of the Director BO/Il/14. 
Vp 


^ Foruards IE Bulletin QO-24. "Prevention of Damage Due to 

water Leakage Inside Containment." Vritten response 
r a i r eti . nequ es t s info on manpouer eiperded. 

C3 'RE iLf.V# J. P. Region 2, Atlanta. Office of the Director. BO/ll/21. 
Ip 07|£.3:394 


— 801219D440 IE Insp Repts 50-325/60-35 i 50-324/80“"33 on 600702-04. 
Mane onp 1 i ance noted ; fo i lure to determine uhole body 
radiation dose. 

PUCKETTiJ.M. Region 2< Atlanta# Office of the Director. 

GiaBQM. A. F. Region 3. Atlanta. Fuel Facility U Materials Safety 
Dritich 80/10/09. 9pp 07286:252. 


R Periodic operating repo. ts 4 related correspondence 


8012150035 Forwards monthly operating repts for Nov 1980. 

TDLI. ISOM# A. C Carolina Power 4: Light Co. 00/12/08. Ip, 07167:001. 


-8012150096 Monlhli| operating repts for Nov i9a0. 

MILLIS, E. Carolina Power 4- Light Co. BO/12/02. 13pp, 07107:001. 


S. Reportable occurrences# LERs 4; related correspondence 


6012020571 Forwards LER 00-083/011-0. 

TDL». ISON. A C. Carolina Power t. Light Co. 60/11/20. Ip. 07145:258. 


6012020578 LER SO-003/0 J T-0: on 801 1 10# crac ked weld found In structural 
steel beam in reactor bldg. Caused by lack of fusion on welds 
of angle clips attaching beam to Imbedded wall plate. Qeam 
rewalded# us tug larger clips, 

TOLLISON. A C. Carolina Power 4« Light Co. 00/11/20, 4 dd 
07145:259. 


D13-450029 Ack receipt of 601030 I tr responding to IE Bulletin 79-05D# 
Suppl S, "Environ Qu a I i f i c a t i oo of Class lE Equipment. " 

MURPHV«C.£. Region 2. Atlanta# Reactor Construction Engineering 
Support Hrarch. QO/ll/ 21 . fp 07240:351. 


512050621 Forwards IE Info Notice 80-42# "Effect of Radiation on 
Hydraulic Gnubbar Fluid " Mo written response required. 

D'WElULYi J P Region 2. Atlanta. Office of the Directop, 60/11/24. 
Ip. 07! 74; 1 I I 


6012020496 Forwards LER 80-093/03L-0. 

T0ULI5QN# A. C. Carolina Power 4t Light Co. 80/11/21, Ip. 07143:249. 


— 6012020520 LER aO-093/03L-0; on 801102# control rad 30-11 discovered not 
to have full-in indication when fully inserted, Caused by 
failure of reed switch in rod position Indicator probe. 

Problem to be corrected during neift outage. 

TOLL ISDN. A C. Carolina Power 4< Light Co, 00/11/21. In, 

07143; 250. 


Suppls 801105 response to IE Dulletin BO-11 re masonry wall 
design deficiencies. All multiple wythe walls will behave as 
conposiba walls (Item. Zb)iii>a) 

FUSR, S. .J. Carolina Power fy l.ight Co, BO/1 1/25. 4pp. 07311.101. 


5'12170496 Forwards IE Info Notice 90-29, Suppl I, "Brolen Studs on 
Terry Turbine Steam Inlet flange. "■ No written response 
required. 

O'REILLY, j.p Region 2. Atlanta. Office of the Director. 30/11/26. 
Ip. 07266 070 

0 

112310470 Responds to IE Suiletin 80-21, 'Valve Yokes Supplied by 
Halcolin Foundry Co. Inc ' Valve p.avts mfg by Malcolm Foundry 
Co# Inc are not in use at facility. 

FURR. B. -J. Carolina Poi#.er .? Light Co 80/12/06. Ip. 07370:024. 


’ t -^3 1 0'l*?-4 Responds to If. Bulletin BO— 23i "Failures of Solenoid Valves 
Mfg by Valcor Enginsering Corp " No valves or valve parts 
mfg by Valcor Engineering Corp are in use at facility. 

FUnfl.O. J. Carolina Power I Light Co SO/12/09. Ip. 07370.025, 


= 12160460 Responds to request for info re effect of spillage on ECCS 
p er f o rnari c e. A1 so responds to IE Bulletin 79-OlB# "Environ 
Q ua 1 L f i ca t i OTi of Class IE Equipment '* 

UTLEY# E. E. Carolina Power .4 Light Co. 80/12/10. 2pp. 07263:045. 


12190414 Ack receipt of 801030 Itr inforinjng NRC of steps taken to 
correct violations noteu in IE Insp Repts 50-325/60-36 %: 
50-324/00-33 

STOHR# J. P, Region 2# Atlanta# Fuel Fac i I i by // Materials Safety 
Branch 80/12/10 Ip 07266:246, 


8012190426 Responds to NRC BOlOlO Hr re violations noted in IE Insp 
Repts 50-325,^80-36 6 50-324/90-33. Correc tive actions: 
evaluation imp 1 e manta d for c popar i s oti 4# documentation of 
TlD iv pocket dosimeter results. 

TOLLIBCN.A.C CaroUrs. Power f< Light Co. 80/10/30 2 dp 
072cf6;247. 


eOli?l /0430 Forwards EE Insp Repts 50-335/60-56 i 50-324/80“:33 an 
a00902'04 <; notice a# violation 

STOFiflrJ P Region 2# Atlanta, Fuel Facility << Materials Safety 
BrancK. BO/lO/l-O 2pp. 07206; 249 


8012190434 Notice of violation from insp on B00902-04. 

tS Region 2# Atlanta# Office of the Director. 9(1/10/09 In 
072B6: 2Sl. ^ 


0012090352 Forwards LER 60-092 /03L-0. 

TOLLISOM# A. C, Carolina Power 1. Light Co. 60/12/03. Ip. 072Q2:336. 


•6012090356 LER eO-092/03L-0: on 801106,00. 12, 15, 10.22 23. containment 

atmospheric monitor 2-CAC-Ar-l259. Bee kman modal F3, tripped 
due to loss of sample flow. Caused by water accumulation in 
torus sample line to monitor. Water removed, 
a Carolina Power t Light Co. 80/12/03. 2pp. 07202:357, 


8012100497 Forwards LERs identified as missing in 801104 memo. Enel 
LERs cancellad 

LEWlBiR, C. Region 2# Atlanta. Reactor Operations Nuclear Gupport 
Branch. BO/13/03 Ip. 

8012100513 LER 00-051 has been cancelled. 

^ Carolina Power it Light Co. 60/12/03 Ip. 07216:102. 


6012100453 Forwards LER 80-095 /03L-0. 

TGLI ISON, A. C. Carolina Power L Light Co. 00/12/04. Ip. 07216:029. 


'9012100455 LER 80-095/03L-0: on 801107 1108# primary containment oxygen 

concentration exceeded AY, limit. Caused by lack of operable 
primary containment atinospheiic monitoring equipment. 

Concentration reduced. 

TOLLISOM, A. C. Carolina Power 1. Light Co. 80/12/04. 2pp. 

07218:030. 


8012100456 Forwards LER aO'096/03L-0. 

TOLL ISOM, A. C. Carolina Power & Light Co. 00/12/04, Ip. 07210:032. 

—8012100459 LER ao-096/03L-0: on 001 107# primary containment atmospheric 
monitor 2-CAC— AT- 1263 declared inoperative due to erratic 
i nd i ca b 1 ons . Ca us e d by instrument drift 6 defective monitor 
photohelic un i t. Analy ler catlbr 6 unit replaced, 

TOLLISO.N, A. C. Carolina Power fy. Light Co, 80/12/04. 2pp. 
07210:033. 


8012100567 Forwards LER eo-094/03L-0. 

TQLUSDri, A, C. Carolina Powor it Light Co, 80/12/04. Ip, 07210:156. 


6012100572 LER 0O-O94/O3L-O: on 601 1 1 1 # p r imary containment atmospheric 
iflon i to r» 2-C AC-ATH— 1263# Dec Vman model F3i observed indicating 
upscal e . Caused by defective oxygen analyzer Ac defective 
monitor photohelic uni t. Anaiy zer ti unit replaced, 

TOLLIBDN. A. c. Carolina Power U Light Co. 80/12/04 2dd 
07210:137. 


00121502.51 Forwards LER 60-097 /03L-0. 

TOLL I SQM, A. C, Carolina Power i. Light Co. 00/12/06. Ip, 07240:324. 
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8012150256 LEfi QO-077/03L-0 on 801112 suppression pool level eiceedeil 
olloi^oble limits Caused bt/ failure ol 2D RHR pump 
discharge check valve ZEl 1-F031 to fully reset follouing 
operation of pump Check valve reset 1. returned to sve 
TOLL iSONi A. C. Carolina Power i. Light Co. 80/12/00. 2pp. 

07240: 325, 


8012170614 Forwards LER SO-OSS/OaU-O. 

TOLL ISON, A. C. Carolina Power ?< Light Co. 00/12/08. Ip 07264:234. 


—8012170625 LER 80-OB2/03L-0 : on 0Olll4*Unit 2 reactor scramrrted. Dur ing 
subsequent s tar tup. coolan t activity eitceeded Tech Specs. 

Caused by leaking fuel element Fuel bundles uill be 
sipped during next refueling 1 leaking bundles removed 
TQLLlSQNi A. C. Carolina Power ft Light Co 00/12/08. 6 pp. 

0726'1 : 235. 


8012220351 Nonroutine 30-doy radiological environ event rept:oTi 0OinO« 
r^dioiadine analysis results detected 1-131 increase in milk 
sa^mples at Sample Stations 35 ftt 37. Caused by apparent fuel 
element leaks in Unit 2 reactor core. 

TOLLI60N# A. C. Carolina Power ft Light Co. 00/12/09. 5pp. 

07309; 002. 


0019160433 Forwards LER 80-10 1 /03L-0. 

TOLLISON, A. C. Carolina Power Light Co, 80/12/10. Ip. 07254:165, 


— 0012160440 LER SO-lOl /03L-0: on BOt 11 5« reac tor core isolation cooling 
turbine tripped due to high turbine exhaust pressure. Caused 
t>V turbine exhaust swing check valve* S-E51-F040r fai 1 ing In 
closed position. Valve repaired. 

TOLL ISON, A. c, Carolina Pouer ft^^ Light Co, 80/12/il. 2pp. 

07254; 166. 


8012160469 Forwards LER BO-099/03L-0. 

TOLLISON, A. C. Carolina Power ft: Light Co. 80/12/U, Ip. 07254:234. 


— 0012160477 LER BO-099/03L-0: on 001 1 1 5i primary containment atmospheric 
monitor indicated erra tica 1 ly. Caused by instrument drift. 

Doth monitor oxygon analyxer ft transmitter recal ibr. Th i s 
ft similar monitors to be replaced in future. 

TaLLISOM, A, C. Carolina Power ft; Light Co. 00/12/11. Ip. 

07254:235. 


8012190525 Forwards updated LER 80-075/03U-1 , 

TOLLlSQIli A. C. Carolina Power ftt Light Co. 00/12/12. tp. 07297:192. 


—0013190536 Updated LER S0-O75/O3L-1 : on B01O22, A loop RHR Sve water sys 
low suction pressure annuciator alarmed despite normal 
pressure. Caused by cracked pressure sensing line on A loop 
RHR Sve water sys pressure switch I-SW-PS-n76. 
rOLLISON. A. C. Carolina Power ft Light Co. 00/12/12. 2pp. 

07207: 193. 


8012290349 RQ: on 001117 Unit 2 fire barrier limiting conditions of 
operation generated on two Inoperable fire doors in diesel 
generator bldg to allow repair. Due to unava i lab 1 1 1 ty of 
replacement hardware, f ire door DO 125 presently inoperable. 

TOLI ISONi A. C. Carolina Power ft: Light Co. 00/12/15. Ip. 03797:066. 


801S220425 Forwards LER 90-076/031.-0. 

TOLLlSONiA. C Carolina Power ft Light Co. 00/12/15. Ip. 07307:356. 


—001322043-6 LER eo-076/0*iL-0: on 801 1 19, swi tch 1 of 2-D2l-PB-N0aiD found 
out of cal ibr. Caused by instrument drift. Quitch recalibr ft 
returned to operation. Instrument to be replaced. 

TOLLISON, A C. Carolina Power ft Light Co. 80/12/15. Ipp 
07307:357. 


9012220403 RO; special repfc per Tech Spec 3. 7. 0a. On 001111, Unit 2 fire 
barrier limiting condition for operation generated on two 
fire doors in diesel generator 4-day tank room area. Uark not 
completed within time frame due to complexity of mod. 

TOLl ISON, A. C. Carolina Power ft Light Co. 00/12/15. Ip. 07304:111. 


G012220490 Spec ia 1 rept: on 901111, fire barrier limiting condition for 
operation was generated on two fire doors in diesel 
generator 4-day tank room area to facilitate routing welding 
cables used for work re^^uired by plant mod. 

TOLUlSOMi A- C, Carolina Power ft; Light Co. 0O/12/i5, Ip. 07304:110. 

X 

8012320324 Forwards LER 00-051 /03L-0, 

TOLLISQIft A. C, Carolina Power ft Light Co. 00/12/16. Ip. 07307:332. 


-”8013220330 LER 80-051 /03L-0 on BOt 1 16, d i scovered monitor particulate 
collector unit w/tuo missing □ rings it. misaligned 
particulate filter support surface. Caused by loose screws. 

Rings replaced ft screws properly tensioned. 

TOLLISDN, A, C, Carolina Power ft Light Co. 80/12/16. 2pp, 

07307: 333 


80 12230434 Forwards updated UER 0O-O69/O3i.- 1 

TaLLlsnji, A C Carolina Flower ft l.jght Co 00/12/1? Ip, 07314:114. 


80122:304 4 3 Updated LER 00-069/031. -1 : on 000907, dur i ng testing after 
refueling w/reaclor core isolation cooling turbine running 
ft pump at 250 p 9 i g di ictiarge pressure, no How indicated on 
reactor core isolatiori cooling flow 2-E5t-FlC-R6C0. 

T0LLISt:=?6A C Carolina Rower /. Light Co. 90/12/17. 20pp 
07314- 1 1 5 


8012230369 Forwards LER 90- 103 .'031.-0 

TOLLlSaKtA.C Carolina Flower ft Light Co 00/12/18 Ip 07311:239. 


■8012230373 LER fiO- 1 03/03L-'0. on uOl 1 16, dur i ng reactor startup while 
investigating cause or speed indication prcblema u/reactor 
rectreo lotion pump 2A- pump motor generator unit tripped 
Caused by technician inadvertently shorting electrical lead. 
TOLLISDNfA C Carolina Power ft. Light Co. 80/12/10. Ip 
07311:259 


0012230501 Forwards LER 80-OB9/O3L-O. 

TOLLISONiA C Carolina Power ft: Light Co 90/12/lB. Ip. 07316:229. 


8012230505 LER 60-089/03L-0. on 801 120< emerg ency recirculation fan 
18-14-3450 would not start during control bldg emergency 
filters ventilation sys functional test Caused by fan motor 
thermal overloads tr ipp i ng. Thermal werloads reset. 

TOLLTSCN, A. C. Carolina Power ft Light Co. 00/12/19 2pp. 
07316:230. 


0012300398 Forwards updated LER ao-075/03L-2 

TOLltSON, AC. Carolina Power ft Light Co 90/12/19. Ip. 07359:350. 


—0012300402 Updated LER 80-075/031.-2 on 001022. loop A RHR sve water sys 
lou suction pressure annunciator alarmed despite norma] sys 
pressure. Caused fay cracked pressure sensing line on pressure 
switch 2-SU-P3-1 176. Assemb ly replaced 

TOLLISON, A, C. Carolina Power ft Light Co 80/12/19. Ip. 

07359: 331. 


8012300472 RO 2-80-1 12: on 80 {2C9. while performing maint on water pump 
discharge check valve. heatup to approx 2)2 F resulted. 

ST 8 change request being considered to accam.^oda tc similar 
malnt needs in future 

TOLLISatl, A. C. Carolina Power ft Light Co. 80/i2/22. 3pp. 

073S9; 141 . 


60)2300575 Forwards LER QO- 104/03L-0. 

TOLLISON. A. C. Carol ina Power ft 1. igh t Co 00/12/23. Ip. 07362:309. 


— 8012300579 LER 0O-IO4/O3L-O 011 901 128. c onta inmen t atmospheric monitor 
2-CAC-Ar-l263 tripped due to low sample Flow. Caused by 
moisture accumulation in monitor sample inlet. air dryer ft 
photohelic uni t. Mo i sture drained ft purged. 

TOLLISON, A C. Carolina Power ft l.lght Co. 90/12/23. 2pp. 
07362:310. 


0012300583 Forwards LER 80-091/031.-0 

TOLLtSUN, A. C Carol ina Power t Light Co. 60/12/23. Ip. 07362:315, 


—0O123OO5BV LEH 80-091 /03i.-0 on 001 126. hy draul ic snubber 2-SW-142SS169 
on conventional sve water sys anti s iphon Ing stucture found 
w/looso pipe clamp allowing snubber to slide down pipe ft 
become inoperab le. Caused by vibration loosening clanp bolt. 
TOLLISON, A C, Carolina Power ft Light Co. 00/12/23. 2pp. 

07062:316 


U. Congress i onal/Es?cul i ve Correspondence 


8012010594 Responds to 800929 request that study be conducted re 
effects of oil spill near intake structure. Study initiated 
on 8C0915. Hhcn utii completes analysis of oil refinery, NRC 
ovaluatian will be performed ft results will be forwarded. 
DtRCKQi N J, Office of the Executive Director for Operations. 
80/n/lO. 4pp. 07093 C 60 


—801201058? Requests study of effects tf oil spill be cortductod due tu 
Drunswiclr Energy Corp plans to erect oil refinery In plant 
vicinity. 

ROSE,C. House of Rep. 60/09/29. Ip. 07095:064, 


DOCKET 50-329 DRLNSWfCK QTfcAM ELECTRIC PLANT. UNIT 1 


K. Ooneral correspondence 


8012230328 Advises of facility personnel change re appointment of MD 
Hill as niaint manager. Training ft. experience discussed. 

UTLEV. E.E Carolina PoL'er ft Light Co. 00/12/19, 2pp. 07314:093. 



146 


DOCKETED ITEMS 


P, Operating license akaje docu»iqnts i: Ciir respond snc e 


9012160050 Ltr to operating pliiat licenseesjQL applicants CP holders. 
Foi'i/ards NO/ieG~0737 re TMl action plan rei^ui rejnente . Req^cjes ts 
operating reactor licensee c otif irma tion in *i5 days that 
Enel 1 inp 1 errienta t i on dates uill be 

ElSEliHUTi D. O, Division oP Licensing. 60-/t0/3l. 7pp, 


SO 12220358 Ltr to all CP tt QL holier s ^or Bki?s re re<lui reman t for 
implementation of QDVN code ^or licensing basis calculations 
perfarmed b GE. App 1 icab J e to all license app 1 i cat i ons S. 
proposed aiuendsi i nc lud i ng core reloads. 

ElSEriHJT.D 0. Division af Licensing. 80/11/04. •Ipp 07307:333. 


S012220332 Advises of eitenslon of containment water level monitoring 
mod to 820101, 

UTLEY, e. E. Carolina Potuer ^ Light Co. 80/12/12. 2pp. 03797:069. 


8012230470 Forwards commitments Tor to.mpletion oT items In NUREG-0737 j 
''C larification of Till Action Plan Req,ul remantsi " In response 
to 801031 retiuest. 

UTLEY/ E.E. Carolina Power ^ Light Co. 80/12/15, 22pp. 07314; 141. 


0012220295 Advises that util uill provide schedule for required SWFl 
scram sys mods within 30 days of receipt of final SER. 

UTLEY. E. £. Carolina Power tt Light Co. BO/12/16. ip. 03797:071. 


8012220563 Ltr to all power reastor licensees forwarding NyRE0-0619( 
Feedurater Mo i 1 1 e t Contra) Rod Drive Return Line 
Mosile Cracking." Confirmation that impiamentat i on dates 
will be r.et must be sent within 45 days U/a enc 1 . 

ElSElirCUTi D. G. Division of Licensing. 80/11/13. Ip. 


6012020643 Forwards HUH owners group design U operational criteria for 
scram discharge sys. Criteria viewed as being responsive to 
requirement of providing assurance of reliahle 6: safe 
operation of sys- 

WATERS. D. 0. Carolina Pewar Light Co. 80/11/24 4pp, 07148; 013. 


6012030721 Notifies that on 601029. to instaJi modi fire barrier 
penetration limiting condition for operation was generated 
on portion of diesel generator inta'ke ventilation sys.VlDrli 
completed beyond designated time fra<re. 

TOLLlSONiA. C Carolina Power 6 Light Co. 30/11/26. Ip. 07151:233. 


6012090436 Advises that schedule for testing adequacy of electrical 
distribution sys voltage. as detailed in 601015 ltr. will not 
be completed until 810131. Data will be compared to analysis, 
w/results submitted to KRC by B10331. 

UTLEYjE.E. Carolina Power L Light Co. 80/12/02. Ip. 07171:313. 


6012100495 Informs NRC that ubil will attempt to meet 620630 deadline 
re qua 1 i f icat i on of safety-related electrical cqu i pmvnt. In 
response to NRC 601024 orders 

UTLEY.E.E Carolina Power S: Light Co 80/12/04. 2pp. 07218:309. 


60122S0465 Responds to 800911 memo requesting that Ofe of Nuclear 
Reactor Regulation inforn licensees of need to comply 
w/revlsed Agreement State burial site condi tJ ons. Forwards 
results of IE survey. 

DENIONiH R Office of Nuclear Reactor Regulatlour Director. 
80/12/04. 2pp. 


'SOI 2220506 Forwards tabulation sum.mary of IE survey on tow level 
i.;asbe at 51 r eactor s . l.ou level waste storage facilities 
have been eipanded at 37X of reactors surveyed w/71>i 
planning or considering increasing storage capacity, 

DANSART. R. L. Effluent Treatment Systems Branch. 80/11/06. 0pp. 


Q, Inspection reports. IE Bulletins i; correspondence 


00120907:01 Forwards IE Insp Repts 90-y29/a0'-39i S0-324/B0-36 U 
50-261/00-27 an 800904. No noncompliance noted. 

STOHR. J. P. Region 2. Atlanta. Fuel Facility (fc Katerials Safety 
Branch. 80/10/21. 2pp. 07202:264. 


— 0012090210 IE Insp Rept 50-325/80-39.50-324/80-36 6 50-261/00-27 on 
800904. Ma noncompliance noted. Ha jor areas inspected: 
circumstances surrounding erroneously recorded personnel 
exposures. 

WRAY.J.R, , OIDSON.A F. Region 2, Atlanta. Office of the Director. 
aO/lO/21. 5pp. 07202:266. 


0012150190 Forwards IE Info Notice 80-37. "Containment Cooler Leaks ft 
Reactor Cavity Flooding At Indian Point Unit 2," No written 
response required. 

O'REILLY. J. P, Region 2, Atlanta, Office of the Director. 80/10/24. 
Ip. 0/240:287. 


B0120405SI Forwards Vols 1 & 2 to Revision I of 90-day rept re IE 
Bulletin 79-010. "Environ Qual 1 f icat ion of Electrical 
Equipment." Rept contains data of original rept plus addl 
data developed since 800919. 

FURR. B. O'. Carolina Fower 6 Light Co. 80/10/30, 600pp. 07153:103. 


8012170705 Forwards IE Info Notice 00-39. "Kalfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. " No written response 
required , 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 80/10/31. 
Ip 07264; 122. 


QO12230D45 Forwards IE Circular 00-23. "Potential Defects in Beloit 
Power 6ys Emergency Generators. " No written response 
required. 

O'REILL V. J. P. Region 2, Atlanta. Office of the Director. 80/10/31. 
Ip. 


0012110767 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Melcelm 
Foundry Co. Inc. " Written response required. 

Q 'REILLVi J. P. Region 2. Atlanta, Office of the Director. 60/11/06 
Ip, 07225:191, 


G012U0552 Respends to KUREO-0737. "Clarification of TMI Action Plan 
Raqulrenent* •’ Item II. K 3. 30. re small break LOCA methods to 
show compliance w/ICCFRSO App K. GE, vendO'r for BNRfWill 
discuss w/NRC approach to requirement by 001215 

UTLEY. E. E. Carolina Power 6 Light Co. 80/12/10. Ip. 07223:104. 


8012160319 Responds to NRC 800924 request for commitment to install OE 
design package to provide Class IE power supply to reactor 
protection sys at fat j 1 Ity. Package will be installed during 
neirt refueling outage. 

UTLEYjG.E. Carolina Power Light Co. 80/12/10, Ip. 07262:007. 


8012030367 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Causa 
Reactor Depressur I lat ion " No written reiponit required. 

O'REILLVi. J, P. Region 2. Atlanta, Office of the Director, 60/11/07. 
Ip. 071S0: 147. 


8012080316 Forwards IE Info Notice BO-41, "Failure of Swing Check 
Valve In Decay Heat Removal Sys at Davis Beise Unit 1." No 
respniise required, 

D'RElLLYrU. P, Region 2, Atlanta, Office of the Director, 60/11/10, 
ip. 07182:294. 


B012160460 Responds to request for info re effect of spillage on ECCB 
performance. Also respar.ds to IE Bulletin 79-Olfl, "Environ 
Qualification of Class IE Equipment." 

UTLEY, E.E. Carolina Power % Light Co. 00/12/10. 2pp. 07263:045. 


8012220256 Forwards Amends 31 4 52 to Licenses DFR-71 6 DPR-6a, 
respectively 6 notice of issuance 1: availability. 

IPPOLITO. T. A. Operating Reactors Branch 2. 00/12/10. 3pp. 

07306: 221. 


’B012&20265 Amends 31 52 to Licenses 71 Jk 62, requiring malnt of 

safeguards contingency plan to be implemented within 30 
days of -Commission approval. 

IPPOLITO, T. A. Dperatlag Readtors Branch 1. 89/12/10. 2pp, 

07306:224. 


— 8012220271 Notice of issuance t availability of Amends 31 4; 52 to 
Licenses DPR-71 L DPR-ba. respect* ve ly. 

IPPOLITO, T, A, Operating Reactors Branch 1. B0/I2/I9. 2pp. 

07306:228. 


8012080047 Submits immediate rept per IS Bulletin 80-17. On 001112, 
while performing periodic test 2. 1 . BP, determined that 
channels A ft: C would not trip turbine on high exhaust 
pressure. Channe Is A 8i G recallbr ft sys returned to sve, 

TOLL I SON, A. C, Carolina Power ft Light Co. SO/ll/13, Ip. 07109:177. 


B012040157 Forwards l£ Bulletin BO-23, “Failures of Golenoid Valves 
Mfg by Valcor Engineering Corp." Requires estimate of 
ntanpo-jer associated u/corrective actions. 

O'REILLY, V. P. Region 2, Atlanta, Office of the Director. 60/11/14. 
Ip. 07138:071. 


B012040468 Forwards lE Bulletin 80-24, "Prevention of Damage Due to 
Natar Leakage Inside Containment," Written response • 

required. Reques ts info on manpower expended. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 00/11/21. 
Ip. 07163:354. 


6012150029 Ack receipt of 801030 ltr responding to IE Bulletin 79-OlBi 
Suppl 2, "Envirion Qual 1 f I cat 1 on of Glass IE Equipment." 

MURPHYrC.E. Region 2» Atlanta. Reactor Construction ft Engineering 
Support Branch, 80/11/21. Ip, 07240:351. 
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9012090621 Farwards IE Info Notice 0O-42p ‘'Effect of Radiation on 
Hydraulic Snubber Fluid." No written reaponse required, 

D 'REIU, Vp P. Region 2- Atlanta* Office of the Director. 80/11/24. 
Ip. 07174:111. 

8012230018 Supple 801105 reeponse to IE Qulletin 60-11 re masonry wall 
design deficiencies. A1 1 multiple wytho walls will behave a« 
composite walls (Item 2b(lli)al. 

FURRfB J. Carolina Power Ia Light Co. BO/11/29. 4pp. 07311:101. 


— 8012100432 LER QO-OSB/OOL-O cn 80 1020* dor Ing nortral surveillance# 
containment atmospheric monitor oxygen ana 1 y i er" ob served 
indicating downscale Causal by loss of sample flow to 
analyxer unltidue to excessive condensate in air dryer. 
T0LLI80M. A. C. Carolina Power «# Light Co. 80/11/10. app 
0721?: SS?. 


G012020565 Faruiards LER 80-085/03L-0. 

TOLLlSONi A. C. Carolina Power h Light Co. BO/ll/26 Ip. 07145:255. 


8012170496 Forwards IE Info Notice 
Tarry Turbine Steam Inlet Flange, 
retiulred. 

O'REILLY# J. P. Region 2. Atlanta# 
Ip. 07268:078. 


60-29# Suppl 1# "Rrolien Studs on 
■' No written response 

Office of the Director. BO/ll/26. 


— B012020569 LER BO-OaS/OaL-'O: cn 001030- swi tch 3 of 1-B21 “HS-N03ia & D 
activated out of tole> ante. Caused by instrument drift. 

Instruments recallbr. 

TOLLISON# A. C. Carolina Power 6 Light Co. 00/11/26. 2pp. 

07145:296. 


8012310490 Responds to IE 3ulletin 80-21. "Valve Yokes Supplied by 
Malcolm Foundry Co# Inc, ” Valve parts mfg by Malcolm Foundry 
Co. Inc are not in use at facility. 

FURR. B. V. Carolina Power 4; Light Co. 80/12/08. Ip. 07370:024. 


9012310494 Responds to IE Bulletin 00-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " No valves or valve parts 
mfg by Valcoi' Enginsaring Corp are in use at facility. 

FURHj B. J. Carolina Power t* Light Co. 80/12/09. Ip, 07370:029. 


9012160460 Responds to request for info re effect of spiUaoe on ECCB 
performance, Also responds to 16 Bulletin 79-010# "Environ 
Qualification of Class IE Equipment. " 

UTLEY# E.E. Carolina Power t. Light Co. 00/12/10. 2pp. 


8012190414 Ack receipt of 001030 Ur Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-325/00-36 (i 
50-324/00-33. 

9T0HR#J.P. Region 2. Atlanta# Fuel Facility 4( Materials Bafety 
Branch. 80/12/10, Ip. 07286:246. 


— 0019190426 Responds to NRC 801010 Itr re violations noted in IE Insp 
Repts 50-325/80-36 50-324/00-33, Correc t ive actions: 

evaluation Implemented for comparison 6 documentation of 
TLD t pocket dosimeter results. 

TOLLISON. A. C. Carolina Power L Light Co. 00/10/30, 2pp. 

07206: 247. 


8012220351 Nonroutine 30-day radiological environ event rept; on BOkllO# 
radioiodine analysis results detected 1-131 increase in milk 
samples at Sample Stations 39 tc 37. Caused by apparent fuel 
element leaks in Unit 2 reactor core. 

TOLLISON# A. C. Carolina Power L Light Co. 80/12/0?. 3pp. 

07309: 002. 


0012220349 RO:on 801117 Vnit 2 fire barrier limiting conditions of 
operation generated on two inoperable fire doors In diesel 
generator bldg to allow repair. Due to unavailability of 
rep lacs.nent hardware# f ire door DO 125 presently inoperable. 

TOLLISON# A. C. Carolina Power & Light Co. 80/12/19. tp, 03797:066, 


0012220483 RO: special rept per Tech Spec 3. 7. Sa. Gn BOlllhtlnlt 2 fire 
barrier limiting condition for operation generated on two 
firs doors in diesel generator 4-day tank room area. Work not 
completed within time frame dye to complexity of mod. 

TOLLISON# A. C. Carolina Power 8# Light Co. 00/12/15. Ip. 07304:111. 


8012220490 Special reptron aoilllifire barrier llrnttlng condition for 
operation was generated on two fire doors in diesel 
generator 4-day tank room area to facilitate routing welding 
cables used for work required by plant mod. 

TOLLISON# A. C. Carolina Power L Light Co. 80/12/19. Ip 07304:110. 


8012230401 Forwards LER ao-0B9/O3L-0. 

TOLLISON# A. C. Carolina Power 6 Light Co. 00/12/16. Ip. 07311:269. 


—8012190430 Forwards IE Insp Repts 50-329/00-36 6 50-324/80-33 on 
800902-04 ii notice Of violation. 

8T0HR# J.P. Region 2i Atlanta# Fuel Facility it Materials Safety 
Branch. 80/10/10. 2pp. 07286:249. 


— 8012190434 Notice of violation from insp on 800702-04. 

» Region 2# Atlanta- Office of the Director. 80/10/09. Ip. 
07206:291. 


—0012190440 IE Insp Repts 30-325/00-36 i: 50-324/00-33 on 000902-04. 
Noncompliance noted ; fa i lure to determine whole body 
radiation dose. 

PUCKETT# J.M. Region 2. Atlanta- Office of the Director. 

OIBSONrA. F. Region 2# Atlanta# Fuel Facility U Materials Safety 
Branch. 80/10/09. 9pp. 07206:252. 


R. Periodic operating reports & related correspondence 


0012150005 Forwards monthly operating repts for Nov 1900. 

TOLLISON, A. C. Carolina Power U Light Co. 00/12/08. Ip. 07107:001. 


"8012150006 Monthly operating repts for Nov 1980. 

WILLIS# E. Carolina Power t* Light Co. 00/12/02. 13pp. 07187:001. 


8. Reportable occurrences- LERs related correspondence 


0011180692 Forwards LER 80-004 /03L-0, 

TOLLISON. A. C. Carolina Power h Light Co. 00/11/11. Ip. 06991:279. 


—0011180703 LER BO-O04/O3L-O: on 801016# during normal surveillance, 
containment atmospheric monitor oxygen analyitr l-CAC-AT- 
1259-2 was Indicating upscal a. Caused by instrument drift. 
Monitor was recalibr <4 will be replaced during outage. 

TOLLISON# A. C, Carolina Power U Light Co. 00/11/11. Ip, 
06991:280. * 


0012100449 Forwards LER 80-08a/03L-0. 

TOLLISON# A. C. Carolina Power Light Co. 80/U/18. Ip. 07219:358, 


— 8012230406 LER aO-oa9/03L-0: on BO 1 120, dor 1 hg visual Imp of snubbers en 
safety-related sys- Dergan Paterson HSSA3# located on 
conventional sve water header anti-siphon piping structure- 
determined inoperable, Caused by excessive wear an piston, 

TOLLISON# A. C. Carolina Power ti Light Co 80/12/16. Ip. 

07311:266. 


8012300425 Forwards LER SO-073/03L-0. 

TOLLISON, A. C, Carolina Power fit Light Co, 80/12/19. ip. 07360:333. 


— 8012300433 LER B0-O73/03L-0; on 801122, RHR flow indicator signal 
converter l-El l-FY-3a38 would not respond to Input signal. 
Caused by remote shutdown panel RHR sys flow indicator 
l-Ell-FI-33a8 loading converter to give Inaccurate response, 
TOLLISON- A C. Carolina Power V Light Co, 60/12/19, 2pp. 
07360:334, 


8012300371 Forwards t0R B0-O77/O3L-O. 

TOLL I BUN, A. C. Carolina Power & Light Co. BO/12/19, Ip-. 07359:082. 


--0012300590 LER 0O~O77/O3L-O; on 601 120# snub b or l-E4l-28aiOS found not to 
be connected to pipe clamp on HPCI sys main pump discharge 
piping. Caused by porsonnel error . Personnel to be 
re instructed. 

TOLLISON, A. C. Carolina Power Light Co. 80/12/19. 2pp. 

07359: 003, 


U. Congressional/Executive Correspondence 


8012010584 Responds to 800929 request that study be conducted re 
effects of oil spill near intake structure. Study initiated 
on 800915, When otil completes analysis of oil re finery, NRC 
evaluation will be performed 4- results will be forwarded, 
DIRCK9-H, V, Office of the Executive Director for aperations, 
BO/ll/10, 4pp. 07099:060. 


— 0012010589 Requests study of effects of oil spill be conducted due to 
Brunswick Energy Corp plans to erect oil refinery in plant 
vicinity. 

ROSE#C. House of Rep. 80/09/29. Ip, 07095:064. 
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DOCKE,! ^0-326 UN5V, OF CALlFORMtA AT IRVUJE RES. REACTOR 
J. Iniurance V irdemnity i nTorr^atiorv 


SOJEOJOSa? Forwai-iJi eiec-jted Afnends 0 to Indemnity Ajreanants E-16 U 
E-53. Aneprf a soj(«r»edea Amend 7rth&reForB eiecution of 
superseded ameti-ds not -lecessary. 

DErixSS, S. J California. Univ. of, Berkeley. BO/ 1 1 724 3pp 


J. Insurance indemnity infornaticn 


0012020473 Forwards Endorsement 13 
FIEI-D^'ft. J. I^arsh 5: McLennan, Inc. 
Div. 00/11/25 2pp. 07141:257. 


to MAELU Policy MF-102. 

I M it M Nuclear Consultants, Inc. 


0012100511 Forwards Endorsement 17 to ANI Policy NF-247, 

FIELDER, J. Marsh i< McLennan. Inc., M i; M Nuclear Consu 1 tan ta . I nc 
Dlv. BO/ 12/04 2pp. 0/218. 2S5. 


DOCKET 50-327 SEQUaTAH NUCLEAR PLANT, UNIT 1 

A. App I i cat 1 on/c cn s true t i 0 a stage docunents 4: corresp ondenc e 


0012160307 Forwards Endorsement 14 to MAELU Policy MF-102. 

FIELD;. R,J, American Nuclear Insurers. 80/12/0?. 6pp. 07240:243 


0012040187 Informs of approving 800623 request to perform only peak 
pressure containment integrated leak rate test h 
perfo*narice of full pressure pr eaperational containment 
before ice is loaded into condenser. 
SChWEKCER, A. Licensing Branch 2 BO/E 1/17. 2pp. 07170 219 


8012160301 Ac k receipt of 801 lOS Itr requesting add I info re ftCS vent 
sy». RC3 vent sys design 4 analysis 4 response to BOl 105 Ur 
will be submitted by 810701. 

rilLlS,L.H. Tennessee Valley Authority. 80/12/10. Ip. 07263:143 


F. Security, medical, emergency 1: fire protection plant 


GO12OBO035 Not 1 Pi cation of 801121 meeting u/util in QelhesdarMO to 
discuss util position on centra! emergency response ctr 4 
plans for emergency engt. 

STAHLE.C. Licensing Branch 2 80/11/19 6pp. 


8012080545 Releases public version of FEMA certification flndinos 4 
determination re State of TN mult i- jur i sdic t ional 
radiofogical emergency response plan. 

FELTO.N, J. M. Division of Rules and Records. 00/12/01 Id 

07169 - 050 


O^^Advisory Committee on Reactor Safeguards reports 4 correspondence 


8012020531 Summary of Subcommittee on Structural Engineering 000902 
meeting in' Washing ton, DC re facility containment capacity 
when subjected to static or quaststatlc uniform internal 
pressure caused by hydrogen burn. 

*07147^173*'*'^***^*''^ Reactor Safeguards. 00/09/22. 12pp. 


8012020097 Summary of Subcommittee on Sequoyah Nuclear Plant* 000602 
meeting u/ut i I , Wes tlnghouse t. ORML In Wash ington, DC re DL 
application. 

'' “ “ 00/10/03, SOpp, 


- ACR8 - Advisory Cemmittee on Reactor Safeguards 
06916:001. 


8012020033 Suminary of Subcommittee on Sequoyah Nuclear Plant 000709 
meeting u/hest inghouse re status of open review items, 


hydrogen control & implementation of near-term DL 
requir enents. 

« ACftS - Advisory Committee on Reactor Safeguards 
06916:001. 


00/10/10. 24pp. 


P. Operating license stage documents 4 correspondence 


--8012030550 Foruards public version of certification of findings & 
da terfnira 1 1 on re TH mu i fci-jur Isd I c tiona I radiological 
emergency response plan for facility. 

Emergency Management Agency. BO/OB/07. 29pp. 

07137 ; 060 . ” 


piani 43censees,OL applicants & CP 
Forwards NUREG-0737 re TMl action plan requi rements. Requests 
operating reactor licensee confirmation in 43 days that 
End 1 implementation dates will be met. 

E ISENHUTr D. 0. Division of Licensing. 00/10/31. 7pp. 


--0012000556 "Sequoyah Nuclear Power Facility Esert f*e, 800616-17, " 
testing State of TM. 1 1 1 - jut j sd ic ti ona 1 rad i oloo i cal 
emergency response plan. 

* Tennessee, State of. 60/06/17. ‘ISpp. 07168 007 


ioi 3 tore degrading program, 

Vo 1 2, fr-sm Containment Sys Branch discussed at 001016 
meeting. Requests response by 001107. 

07130^232 Director For Licensing. 00/11/04. lipp. 


•0012030563 "Evaluation of TN Mu 1 1 i -Jur i sdlcti ona 1 
Sequoyah." Related info end. 

NEWTON, F. Federal Eiisergency Management Agency. 
07186: laa » •* 


REP-Plan* PI ant 
BO/OS/04, 5app. 


8012040391 Forwards public version of State of 
FELTON, J.M, Division of Rule* and Records 
07156:039. 


TN emergency plan. 
ao/12/03. Ip. 


—8012040393 Public version of State of TN mul 1 1- jur i sdict ional 
Pojer Fad lity'^*'''^*"'^ response plan for Sequoyah Nudoar 
* Tennessee, State of 80/06/02. 6a6pp. 07156 040. 


plan items addressed in util 
000801 Itr . Promp t notification sys fur public ulll be 
operational by ei'OTOl 4 will meet requirements of final rule 
re emergency planning. 

CRG3S,J.L. Tennessee Valley Authority. 80/12/17. 3pp. 07314:01 


G Adjudicatory correspondence 


8012020701 Discusses facility hydrogen control program. Allocate* 
various areas of review to appropriate Nuclear Reactor 
by^a01205” SER inputs to project manager required 

EI5ENHUT, D, 0. Division of Licensing. 00/11/20. I 2 pp. 06916:001. 

8012010334 Notifies that util maintains central file for safety-related 
equipment qua I i f icatian repts. Roqu irements per License 
Condition 2.C. 12, b have been met. 

HIlLS,L. M. Tennessee Valley Authority. 00/11/25. Ip, 07098:030. 


J" ■»"<« in," <•. NRC 

review of util rept, Sequoyah Oor® Degradation Program, Vot 
2. Facility containment would prevent resultant pressure 
during hydrogen burn akin to that at TMI-2. 

MILLS, L.M, Tennessee Valley Authority. 00/12/01 
07175:075. 


200pp. 


draFt changes to FSAR. Section 17. 1 A. U. 3. c lartf y ing 
util control of const L preliminary testing. Matl will be 
incorporated into Amend 60 

MILLS, L.M. Tennessee Valley Authority. 80/12/01. 3pp. 07109:291. 


which Commission may act to revi 
r" *<^E^«2.206 has expired. Commission has 
SOlllS became final agency action on 

iy."'''o7173:339.''‘" "<• Comis.lon. 80/12/04. 


8012220314 Request* notification af 
exceptions to NRC 801009 Initial 
to revoke QL. 

BATES, A. The Nuclear Regulatorg 
07303:255. 


final order re intervener 001016 
decision denying petition 

Commission. 00/12/05. Ip, 


planned changes to FSAR Chapter 17 h TVA rept, 
const ^ preliminary testing. 

MILLS, L,M. Tennessee Valley Authority. 80/12/01, 3pp. 07201:174. 


80121B0148 Forwards 001119 FR notice of revised 10CFR50. 40 new App R 
of program requir ements. Rule effective on 

B10217 6 ul n supersede effective dates for previously 
approved mods given in license condition* (4SFR71569). 

07272 ^ 24 &’^ Assistant Director for Licensing. 00/18/03. 2pp. 


0012190065 Summary of 801127 meeting w/ufcil re settlement monitoring of 
emergency raw cooling water pipe* & conrfui t*. Damaged 
settlement markers a*an)ined 4: ERCW facility visited. Util 
position on matter discussed 4: engineer info reviewed, 

KEWTQN, r, J. Licensing Branch 2. 00/12/04. Gpp, 07279:039. 
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B012S204S5 Responds to 800911 neiiio requesting that Ofc of Nuclear 
Reactof Regulation inform licensees of need to comply 
u/revised Agreejient State burial site cond i t ions. Foruard s 
results of IE survey, 

DENTDNiH, R, Office of Nuclear Reactor Regulation- Director. 
80/13/04. 3pp. 


-“8012220506 Forwards tabulation 1. summary of IE survey on low level 
waste at 51 reactors, Low level waste storage facilities 
have been expanded at 37’A of reactors surveyed w/717, 
planning or considering increasing storage capacity. 

BAflDARTi R. L. Effluent Treatment Systems Branch. 80/11/06. 0pp. 


0012290413 Forwards document rebutting J Mathews 801111 op-ed piece- 
"Desplte TMl" in Washington Fos t. Requests that end be 
considered for op-ed page or as Itr to editor. 

HENOR lEi J. M. Commissioners. 80/12/04 5pp. 07345:330'. 


8012090311 Forwards "Wfltoral Circulation Test." Info fuUfills 
renuirement of Section 5.3.2 of Suppl 1 to SER. 

M1LLB#L.I1 Tennessee Valley Authority. 80/12/05. Ip. 07207:150. 


8012230451 Forwards draft Tec 
interim distributed ignjtio 
request. 

CRGSSi J. L. Tennessee Valle 


— 8012230453 Draft Tech Spec 
distributed Ignition sys 
surveillance requirements 
» Tennessee Valley Aoiho 


h Spec 3/4- 6, 4. 3 re hydrogen control 
n sys in response to NRC B01209 

y Authority 80/12/18. ip 07312:369, 

3/4643 le hydrogen control interim 
limiting condition for operation l< 

rity. 00/12/18, 2pp. 07312:270 


8013390238 Forwards discussion 
requ iremonts. Exc luded items 
documentad in earlier corres 
amends forthcoming. 

MILLS. L.rl. Tennessee Valley 


of remaining open items of NUREO-0737 
have been resolved by util as 
poodence Proposed license 

Authority 80/12/19. 20pp. 07345:147. 


8012300566 Forwards info re equipment survivability for facilityrper 
commitment made at 801218 meeting u/NRC on hydrogen issue. 

MILIS.L.M. Tennessee Valley Authority, BO/12/24 I3pp- 07346:222. 


Q. Inspection reports. IE Bulletins <1; correspondence 


— 8012090312 "Natural Circulation Test. " 

Tennessee Valley Authority. 80/12/05. 3pp. 07207:151. 


0012150280. Notifies of plans to provide mobile liquid raduaste 
deiTilr.eral i lati on facility to Increase processing capacity of 
existing plant liquid radwaste sys. 

HH_L8fL.M. Tennessee Valley Authority 80/12/08. Ip. 07240:295. 


8012160327 Responds to NRC 801001 request 
qualification testing of safety-related 
be available by 810201. 

MILLS. L.M. Tennessee Valley Authority. 


for info re environ 
equipment. Info will 

00/12/09- tp. 07243:339. 


8012170316 Forwards planned changes to Chapter 17 of F8AR for Sequoyah* 
Watts Bar ^ Bellefonte ^ TVA-TR75-1 A. Changes supersede 
601201 Itr. Changes will be included in applicatloTi for Ot 
for Har tsvi 1 1 e. Ph ipps Bend it Vellou Creek plants. 

NlLLS.L-M, Tennessee Valley Authority. 80/12/09. 5pp. 07266:132. 


8012170306 Forwards Revision 3 of response to NUftEO-O570i "11*11-2 
Lessons Learned Task Farce Status Rept L Short-term 
R e cammenda t i one. " Revisian changes response to Item 2.1.8a 
re improved post-accident sampling. 

MILLS. L. 11. Tennessee Valley Authority. 00/12/10. 5pp. 07270:015. 


8012130107 Forwards documents re TVA program on hydrogen effects fc 
control in facility containment per HO Parris 801104 
request. 

CROSSiJ.L. Tennessee Valley Authority. 80/12/11. 2pp. 07238:001. 


—6012150108 "Research Program on Hydrogen Combustion t Control. " 
quarterly progress rept. Draft program plan for hydrogen 
central studies end. 

* Tennessee Valley Authority. 80/12/15. i27pp. 07238:003. 


— 8012150110 "Proposed Research on Methods of Analysis for Core Meltdown 
Accidents." Prepared for TVA. 

* Battella Memorial Institute. Columbus Laboratories. 80/06/19. 
60pp. 07238: 130. 


8012150201 Forwards IE Info Notice BO-37. "Containment Cooler Leaks 8c 
Reactor Cavity Flooding At Indian Point Unit 2. '• No written 
response required. 

O'REILLY. J. P. Region 2- Atlanta. Office of the Director. 80/10/24. 

Ip 


8012180035 Forwards IE Info Notice 80-36. "Cracking in Charging Pump 
Casing Cladding." No written response required. 

O'REILLY/ J, P. Region 2. Atlanta. Office of the Director. 80/10/30. 
tp. 03790:090. 

8012170004 Forwards IE Info Notice 80-39. "Half unction of Solenoid 
Valves f1fg by Valcor Engineering Corp. " No specific action 
or response required. 

O 'REILI. Yr j, P. Region 2. Atlanta. Office of the Director. 00/10/31. 
Ip. 


8012230030 Forwards IE Circular BO-23. "Potential Defects in Beloit 
Power Sys Emergency Oenerators. " No written response 
required. 

□ 'REILLYp J. P. Region 2. Atlanta. Office of the Director. 80/10/31. 

Ip 


8012110066 Requests assessment ? corrective actions taken re control 
room celling constructed w/apparently flammable tiles within 
20 days. 

TEDE8CQ.R.L Assistant Director for Litonsing. 0^/11/04. 3pp. 

8012110907 Forwards IE Bulletin 80-21. "Valve Yokes Supplied by Malcolm 
Foundry Co. Inc. " Written response required 

Q'REli.LYi %f. P. Region 2. Atlanta. Office of the Director. BO/ll/06. 
Ip. 

8012030837 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurliatlon " No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director, 80/lt/07. 
Ip- 


—8012150111 "Core Degradation ProgramrVol 2. Rept on Safety Evaluation of 
Interim Distributed Ignition Sys." 

« Tennessee Valley Authority, 80/12/15. 2C0pp, 07238.107. 


8012180055 Forwards IE Insp Ropts 50-259/80-37,50-260/80-31, 
50-296/80-31 V 50-327/80-40 on 801006-07. No noncompliance 
noted. 

KENNA,U. B. Region 2. Atlanta, Safeguards Branch 80/11/07. 


2pp. 


— 8012150112 "Evaluation of Phase 1 t 2 Tests Performed W/IDI8 Igniter at 
Ftnualr Inc Labs. " 

WILDER, J, J. , TURNaULL. K. R. r LAU, L. H, Tennessee Valley Authority. 
80/11/26. eapp. 072J9:044. 


— 8012150113 "Determination of Ignition Performance Characteristics of 
Glow Plug Hydrogen Ignitor. ” Prepared for Westlngbouse. 

DALZELL, W. 0. , 0IUL18. J. P. Wa 1 ter Kiddo 4: Co. , Inc. f Fenual, Inc. 
PBR-914. 80/11/10. 175pp. 07237:131. 


--8012150114 "Progress Rept on Verification of CLA8IX. " 

a Offshore Power Systems (subs, of West inghoose Electric Corp. >. 
BO/00/29. IBpp, 07239-334. 


eOt223015B Forwards addl info re local detonation pressure profile ^ 
analysis of survivability of air return fan sys, in response 
to NRC 801209 request. Info re CLASIX calculations will be 
docu.nented by 801219. 

CROSS, J.L. Tennessee Valley Authority. 80/12/17, 3pp. 07314:008. 


—8012180069 IE Insp Repts 50-259/80-37,50-260/80-31.90-296/80-31 fc 
50-327/80-40 on 801006-07. No nonco.:ip 1 iance noted. Major areas 
Inspoc ted: unsscor ted access clearances 4 intrusion of plant 
protected area. Details withheld (ref 10CFR2. 790). 

TOBIN, If J, Region 2, Atlanta, Office of the Director, 
50-296/80-31. B0/11/C6. Ip. 


8012060276 Forwards IE Info Notice 80-41. "Failure of Swing Check Valve 
In Decay Heat Removal Sys at Davis Desse Unit 1. " No 
response required. 

O'REIIJ V. J. P. Region 2. Atlanta. Office of the Director. 80/11/10. 
Ip. 

80120.40143 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpawar associated w/corrective actions. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. QO/11/14. 
Ip. 


8012080610 Advises that mods described in util 000922 6 1016 responses 
to IE Bulletin 00-10. re min flow through centrifugal 
charging puinps, cons ti tute unreviewed safety question. 

Resolution in progress. 

MILLS,L. 11. Tennessee Valley Authority. 00/11/17- tp 


071BB: 2U. 
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80120B0616- Forwards ujxlated response to IE GuMstan 0O-O9i ‘-'Hgdratnotor 
Actuator De # i c i anc i« s . " Util 4ii 1 1 contact major valvo 
-Aoppli^r; to determine- it^ addl deficient actuators ujere 
supplied. 

MlUS.t M Tennessee Vaneij Authoritv ao/tl/17. 3pji, 071B8:212. 


80120SQOi^7 Forwards lE Bull-ctin GO-24« "Prevention of Damage Due to 
Hater Leakage Inside Containment. " He written response 
T e qu ir e d . 

O 'REILl-V. J P- Region 2- Atlanta. Office of the Director. 80/11/21. 
iP- 


8012000004 Forwards IE Info Notice 00-43, "Effect of Radiation on 
Hydraulic Snobter Fluid.” No written response required. 

0 'REU-LTi J. P. Region 2, Atlanta. Office of the Director. 80/11/24, 
Ip- 


601217035^ Forwards JE Info Notice 80-39, Sopp I I, "Broken Studs on 
Terry Turbin* Steam Inlet Flange. " No written response 
required, 

O'REILl Y, J. P. Region 2. Atlanta. Office of the Director. 80/11/2^. 
IP 


G012190574 Act receipt of GOlOO? I tr informing KIRC of steps taken to 
correct violations rioted in IE Insp Repts S0-327/flD-30 & 
30-338/80-17. 

5T0HR. J.P. Region 3. Atlanta. Fuel Facility U Materials Safety 
Branch. 60/13/00. Ip. 07360:303. 


—6012190575 Responds to NRC G00917 1 tr re violations noted in Insp 
ftepts SO-327/80-30 50-320/80-17, Corrective actions: 

shlp.TiPTits secured u/tie-down chains t* shipping casks braced. 
MILLB. L. M. Tennessee Valley Authority, 60/10/09. 2pp. 

07268: 206 


-8013190576 Forwards IE Insp Repts 50-337/00-30 U S0-328/B0-17 on 000729 
2c notice of vioMti-on 

STOrlRj J. P. Region 2, Atlanta. Fuel Facility Materials Safety 
Branch. 90/O9/17. 2pp 07260:208, 


— 6012190570 Notice of violation from Insp on 0DO729. 

* Region 2. Atlanta. Office of the Director. 60/09/16. Ip. 
07256 : S 1 0. 


— G013190S82 IE Insp Repts 50-327/80-30 t< 50-328/00-17 on 800739. 
Noncomp L lane e noted: two shipments received found u/o 
required bracing. 

MAC ARTHUR. T, C. . POTTER, J.P. Region 3* Atlanta, Fuel Facility 
Materials Safety Branch. 00/09/16. 3pp. 07288:311. 


GOI2.310104 Respaniis to I£ Bulletin GD-Sl. *'Valve Yokes Supplied by 
Malcolm Foundry Coitnc."' No active valves at facility have 
parts cast by foundry. 

MILLS. L. 11. Tennessee Valley Authority. 80/12/09. Ip. 07370:018. 


R. Periodic operating reports h related correspondence 


6012020256 "NPDES Discharge Monitoring ReptiAug 1980." 

EL-ASHRV- H. T. » STEINER, 0. ft. Tennessee Valley Authority. 60/11/28. 
e7pp. 06506:003. 


0012160330 Forwards (nonthly operating rapt for Nov 1960. 

BALLENTINE, J. M. Tennessee Valley Authority. 60/12/10. Ip. 
07353: 303. 


— 8012160333 Monthly operating r«pt for Nov I9fl0. 

DUPREE. D. Tennessee Valley Authority, 00/12/03. 14pp. 

07253:304. 


S. Reportable occurrences, LERs related c-orres pandence 


6012240127 Part 2t ropt re jaflimlng of 4-lnch L 6-lnch suing valves into 
□pen posi t ion. Caused by disc nut lock-wire jammed against 
machined reliaf in body. Vekan has replaced 4-lneh valves Sc 
re-oriented lock-wire on 6-lnch valve. 

VELANrP. 6. Velan Valve Co. 80/ll/OS. 4pp, 07197:001. 


0012020625 Forwards LER G0-179/03L-0. 

OREtH/H.J. Tennessee Va I ley Authority, 60 / 11 / 21 . Ip. 07145:279. 

0012020633 LER BO- 1 79/03L-0; on 901023, rev of surveillance 
instructions revealed that 81-137. 2, RC6 water inventory, 
performed prior to entering Mode 4 & not again until flOlOtS. 
Caused by failure to revise 81-137.2. Instruction revised. 

COTTLE, W.T.r KIRK. 0. B. Tennessee Valley Authority. 60/11/21, 
2pp, 07145:200. 


8-012040359 Fourth interim deficiency rept re environ qualification of 
Class IE equipment initially reported cn 800616. Several 
Class IE components lacking documentation re ability to 
operate in ambient conditions. 

MILLS, L.M. Tennessee Valley Authority GO/ll/21. Spp. 07170:147. 


8012020610 Forwards LER G0-174/O3L-0. 

GREEN. H. J. Tennessee Valley Authority. 80/11/26. tp. 07143:272. 


—6012020621 LER aO-t74/03L-Oron 601029, during Mode 3, auxiliary control 
room containment pressure indicator 1-PI-3O-30C 
observed to be erroneous when compared to other pressure 
Ind Icators. Caused by incorrect installation of sense line. 

COTTLE. W.T., NlLKEViA. M. Tennessee Valloy Authority. 80/11/26. 

Ip. 07145:273. 


8012030669 Forwards LER QO-lBO/OlT-0. 

OREEN.H. J. Tennessee Valley Authority. 80/11/26. Ip. 07149:353. 


— 6012030674 LER BO~1QO/Ol T-0: on 801 1 14, determined that both containment 
spray pumps could be jeopardliad by blockwall failure during 
seismic event. Caused by nonr e Inf orced concrete block walls 
not being designed for seismic events. 

COTTlE, N, T. I WILKEV, A, M. Tennessee Valley Authority. 60/11/26. 

2pp. 07149:354. 


8012080423 Forwards LER ao-lS2/03L-0. 

OREtN.H.J. Tennessee Valley Authority, 00/11/20. Ip. 06506:003. 


— 8012080430 LER B0-182/03L-O: on 801031 , conta Inment hydrogen analyier 
1-H2AN-43-2I0 (train b) declared Inaperable after failing 
weekly functional tost. Caused by improper reagent f low. Flou 
read justed 

COTTLE, W. T. , HILKEYiA. M. Tennessee Valley Authority. 60/11/29. 
Ip. 06566:003. 


8012020629 Forwards LER eo-106/O3L-O. 

GREEN, RJ, Tennessee Valley Authority. 80/12/01. Ip. 07145:202. 


— 6012020636 LER B0-1S6/03L-0: on 001 102, during Mode Irrod position 
indicator E-13,SD bank A, became erratic then failed low. 

Caused by defective connector on indicator E-13. Spare 
connecter F -12 used until defective connector repaired, 
e Tennessee Valley Authority. 80/12/01. Ip. 07145:283. 


0012040392. Forwards LER 60-161 /03L-0. 

GREEN, H.J, Tennessee Valley Authority. 00/12/01. Ip. 07169:136. 


—8012040396 LER 00-181 /03L-O: on 0OUOI,loop I OT* delta T 84 OP delta T 
b Istabl e s, T8-6B-2D/E tf, -20/Fi found out of tolerance. Caused 
by shift in calibr resulting form elevated room temp. Room 
temp returned to normal 4c recal Ibr performed. 

COTTLE, W, T, , WILKEY, A. M. Tennessee Valley Authority, 00/12/01. 

Ip. 07169:137. 


8012070355 Forwards LER 0O-1B4/O1T-O. 

OREENrK.J. Tennessee Valley Authority. 80/12/02. tp. 07199:355. 


— B012090388 LER 80-184/011-0: on 001120, in mode l,at 94X power, aux ll iary 
bldg gas treatment sys was declared Inoperab It. Caused by 
nitrogen supply line being run under railroad door to cask 
loading area, preventing door from completely closing, 

COTTLE, |J, T. , KIRK, O.B. Tennessee Valley Authority. 80/12/02, 

2pp. 07199:356. 


0012150165 Forwards LER 0O-t03/O3L-O. 

GREEN, H. J. Tennessee Valley Authority. 00/12/08. Ip, 07237:299. 


— B012150170 LER aO-ie3/03L-0: on 801115, found diesel generator 
survoillance schedule not In compliance w/Tech Spec*. Caused 
by inadequate procedural guidance. Eng inter assigned to 
review generator starts tt surveillance frequency increased. 
COTTLE, U, T. , MADDDXiS 0. Tennessee Valley Authority. 80/12/06. 
app. 07237:296 


8012160447 Forwards LER aO-189/03L-0, 

OREEN,H. J. Tennessee Valley Authority. 60/12/10. Ip. 07254:202. 


— 8012160454 LER 80-ia5/03L-Ot on 801 11 1, output breaker for vital inverter 
l-I tripped 8; vital instrument power board declared 
inoperab 1 c. Caused by blown output fuses on inverter. Puses 
replaced. 

COTTLE, N.T.i MADD0X,3.0. Tennessee Valley Authority. 80/12/10, 

Ip. 07254:203. 


8012170602 Forwards LER G0-187/O3L-O. 

OR£EN,H.J. Tennessee Valley Authority. 00/12/15. Ip. 07264:257. 
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— 6012170605 LER BO-187/03L-0; on BOltlB. found vital instruroont power 
board 2-III being powered from maint power *upp li|. Caueed by 
failure of vital Invertor 2-1 1 1. I nverter restored. 

COTTUEi W. T. r MADDOXiS.O, Tennessea Valley Authority. 80/12/13. 
4pp, 07264:250. 


6012040187 Informs of approving 000623 request to perform only peak 
pressure containment integrated leak rate test 6 
performance of full pressure preoperational containment 
Integrated leak test before ice is loaded into condenser. 
SCHWEKCER.A, Licensing Branch 2 BO/ll/17. 2pp. 07170:219. 


8012230362 Forwards LER 0O-1B8/O3L-O. 

OREEN/ H. J- Tennessee Valley Authority. BO/12/16. Ip. 07318:231. 


—8012230363 LER B0-l8a/03L-Oi on 001 1 1 7» determined that refueling uater 
storage tank boron cone entrat Ion was too high. Caused by 
atcessive addition of boron. Boron free makeup water added to 
■pestore boron concentration to allowable limits. 

COTTLE ( W. T. 1 KlRKiO.B. Tennessee Valley Authority, 00/12/16. 

2pp, 07310:252 


8012230306 Forwards LER 80-189/03L-0. 

OREENi H. J. Tennessee Valley Authority. 80/12/16. Ip. 07318:259. 


0012080314 Forwards draft changes to FSARi Section 1 7. lA. 1 1 . 3i c lar I f y ing 
util control of const preliminary testing. Matl will be 
incorporated into Amend 66. 

MILLS* L. 11. Tennessee Valley Authority. BO/12/01. 3pp. 07189:291. 


0012090370 Forwards planned changes to FSAR Chapter 17 6 TVA rapt* 
TVA-TR75-I re const it preliminary testing. 

MILLS*L.M. Tennessee Valley Authority. 80/12/01. Spp- 07201:174. 


0012120597 Motification of 801211-12 meeting w/util in Soddy Daisy. TN 
for performance of caseload forecast to determine priorities 
for allocation of NRC manpower ^ 

KENYOhf. T. J. Licensing Branch 2. 00/12/02. 6pp. 07237:156. 


— 8012230393 LER 80-189/03L-0: on 801 1 19i c onta inment sump valve to 
containment spray pump IB-B. l-FCV-72-20* fal led to open. 

Caused by dirty contacts on valve switch. Contac ts cleaned St 
valve tested. 

CQTTLEjU.T. i KiRKrO 0. Tennessee Valley Authority. 80/12/16. tp, 
0731G: 260. 


0012190065 Suminary of 801127 meeting w/util re settlement monitoring of 
emergency raw cooling water pipes 4: condui ts. Damaged 
settlement markers examined K. ERCW facility vis 1 ted. Util 
position on matter discussed 4; engineer info reviewed. 

KENVOMrT. J. Licensing Branch 2. 00/12/04. 3pp. 07279:039 


8012300419 Forwards LER 80-196/01T-0. 

OREENrH. J. Tennessee Valley Authority. 00/13/23. Ip. 07349:354. 


0012300424 LER 80-196/01T-0: on 00121 1 . during IE Bulletin 79-14 review* 
discovered heat transfer cement installed In area of pip* 
hangers could restrict relative movement between pipe 
hanger. Error made during const. Cement removed. 

COTTLEjW. T. * QELBTON* A. H Tennessee Valley Authority. 00/12/23. 

Ip. 07349:355. 


0012300541 Forwards LER e0-19l/03U-0. 

GREEN* H. J, Tennessee Valley Authority, 00/12/33. Ip, 


07361:339. 


— 8012300548 LER 00-191 /03U-0: on 001 124. component cooling water pump C-8 
motor breaker failed to c lose, render Ing 0 train component 
cooling water inoperab le. Caused by blown fuse in control 
circuit. Fuse replaced. 

COTTLEfW. T. . WILKEY.A. M. Tennessee Valley Authority. 80/12/23. 

Ip. 07361:340. 


0012220485 Responds to 800911 memo requesting that Qfc of Nuclear 
Reactor Regulation Inform licensees of need to comply 
w/revlsed Agreement State burial site cond 1 1 ions. Forwards 
results cf IE survey. 

DENlONfH. R. Office o# Nuclear Reactor Regulation* Director. 
90/12/04. 2pp, 


— 8012220506 Forwards tabulation 4; summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 377. of reactors surveyed w/7r-« 
planning or considering increasing storage capacity. 

0ANGART*R.L. Effluent Treatment Systems Hranch. 80/11/06. Bpp. 


0012090311 Forwards "Natural Circulation Test." Info 
reiiulremenb of Section 5.3.2 of Suppl 1 to SER, 
MILLS* L.H. Tonnessee Valley Authority. 00/12/05, 


fullfllls 
Ip. 07207: 150. 


— 8012090312 "Natural Circulation Test. " 

a Tennessee Valley Authority. 00/12/05. 3pP' 


07207: 151. 


6012300438 Forwards LER 0O-197/OIT-O. 

GREEN. H.J, Tennessee Valley Authority, 80/12/24. ip. 07349:349. 


— B012300444 LER 0O-197/OIT-O: on 801212* dur Ing Node 5* notification 
received that solenoid valves for vaJvo operators on six 
containment Isolation valves not qualified for accident 
environ. Af fee tod valves replaced by valves qualified. 

COTTLE*N.T.i OELSTGN* A ii. Tennessee Valley Authority. 80/12/24, 
tp. 07349:350. 


8012160327 Responds to NRC SOlOOt request 
qualification testing of safety-related 
be available by 010201. 

MILlSiL. h. Tennessee Valley Authority. 


for info re environ 
equ ipment. Info will 

80/12/09. Ip. 07243:359. 


8012160301 Ack receipt 
sys. RC8 vent sys desl 
will be submitted by 
MlLtSfL.M. Tonnessee 


of 801105 Itr requesting addl info 
gn K-. analysis 6 response to 801105 
010701. 

Valley Authority. 80/12/10. Ip. 


PC RCS vent 
Itr 

07263: 143. 


3012300510 Forwards LER 80-t95/OiT-0. 

OREEN*H. V. Tennessee Valley Authority. 00/12/24. Ip. 07360:360. 


— 8012300535 LER 80-195/OlT-O; on 001212* util notified that interlocks on 
emergency feeder breakers to 6. 9-kV shutdown boards could 
allow diesel generators to connect to shutdown boards w/o 
operating load stripping relays 6 cause generator overload. 
CQTTLEiW.T. * OELSTONrA.H. Tonnessee Valley Authority. 80/12/24, 

Ip. 07360.361. 


8012170306 Forwards Revision 3 of response to NUREG-0S7Br 
Lessons Learned Task Force Status Rept 4* Short-term 
Recommendations." Revision changes response to Item 2, 1. 
re improved post-accident sampling. 

MlLL8i.L. M. Tennessee Valley Authority. 00/12/10. 5pp. 


"TM3-2 

Ba 

07270:015, 


112190125 Informs NRC that leakage measurements required by task 
action plan Item III. D. 1,1 will be made before full power 
op era 1 1 on. Tes t results will be provided within 30 days of 
comp I o 1 1 on . Te 5 1 procedures have been transmitted. 


8012300533 Forwards LER 80-190/03L-0. 

OREENrH. J. Tennessee Valley Authority. 00/12/24, Ip. 07361:356. 


— 8OL2300564 LER 80-190/03L-0. on 001 l£6f containment purge isolation 
valves found not leak rate tested within 24-h of stroking. 

Caused by delayed maint request. Valves tested within 4l-h 
It personnel relnstruc ted, 

COTTLE.W.T.r KIRK*0.B. Tennessee Valley Authority. 00/12/24. Ip, 
07361:357. 


DDCKer 50-320 SEQUOYAH NUCLEAR PLANT* UNIT 2 


8012190503 Notifies that licensee has completed mods to al 
testing of containment isolation valves per BERiSgppl 1. 
MILLQjL, N. Tennessee Valley Authority. 80/12/15. Ip- 


low air 
07285; 320. 


F. SBCUTity* medical* emergency I fire protection plans 


0012080835 Notification of 0OU21 meeting w/util in Bethesda* MD to 
discuss util position on central omergency response ctr t 
plans for emergency mgt. 

BTAHLEiC. Licensing Branch 2. 00/11/19. 6pp. 


A. App I Icatlon/construction stage documents 4: correspondence 


QO121600S0 Ltr to operating plant llcensees*PL applicants <c CP holders. 
Forwards NUREO-0737 re TMI action plan requiromants, Requests 
operating reactor llcansee confirmation in 45 days that 
Enel 1 implementation dates will be met. 

EIBENHUTi D. 0, Division of Licensing. 00/10/31, 7pp, 


0Ot2O4O391 Forwards public version of State of TN emergency plan. 
PELTDN. J. N, Division of Rules and Racords. 80/12/03, Ip. 
07156:039. 

— B01204039B Public version of State of TN mul tl- jurisdi ctional 
radiological emergency response plan for Sequoyah Nuclear 
PoLjer Fac i lity. 

■e Tenn'fissee* State of. BO/06/02. 696pp, 07156:040. 
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Forwards st-atus of er.©r9iencv plan items addressed in util 
6i>0a0l Itr.Pronpt notification sifS for public uill be 
operaticral by Qt070l will meet requirersents of final rule 
re energencij planning 

CfiOSS. J L Tennessee Valley Authority 60/13/17. 3pp. 07314:O15 


G. Adjudicatory correspondence 


8013230314 Requests notiFication of final order re intervenor B01016 
eirepticns to K'RC 601003 initial decision denying petition 
to re vole DL 

BATES* A. The Nuclear RegoiatoT-j Co-nission. BO/12/0&. Ip. 

07303: 3&5 


J, rnsurar.ce 5i indemnity infor^atien 


8013020473 Forwards Endorsement J3 to I1AELU Policy MF-102. 

FlELDERiJ. flarsh t KcLcnnani Inc i M i M Nuclear Consu 1 tants* Inc . 
Div 30/11/35 3pp. 07141:357 


6012100511 Forwards Endorsement 17 to ANI Policy Nr-247. 

FIELDER/ J. Karsh i hcLennan. Inc > II K Nuclear Consultants* tnc. 
Div. 80/12/04. 3pp. 0/318:235. 


0. Advisory Committee on Reactor Safeguards reports it correspondence 


8012020031 Summary of Subcommittee an Structural Engineering 600902 
meetins Wa s h t rg ton . DC re facility containment capacity 
when subjected to static ar quaslstatic uniform internal 
pressure caused hy hydrogen burn, 

•* ACRS “ Advisory Committee or Reactor Safeguards. 80/09/22. 12pp- 

07147: 173. 


8012020037 Sumutary of Subcommittee on Sei^uoyah Nuclear Plants 800602 
meeting u/ul 1 1 , West irghouse U QRNi- in Nash ington* DC re OL 
app 1 icat ion 

« ACRS *' Advisory Committee on Reactor Safeguards. 80/10/03. 50pp. 

06916:001 


G01302G033 Summary of Subcommittee on Sequoyah Nuclear Plant 800709 
meeting u/Wbs t i nghouse re status of open review items* 
hydrogen control implementation of near-term OL 
r equlrsinents. 

a ACRS -* Advisory Committee on Reactor Safeguards. SO/10/10. 24pp. 

06916: 001 . 


P. Operating nccnse stage documents t correspondence 


8012030300 Forwards requests for add! info re care degrading program* 
Val 2. from Containment Eys Drench discussed at 801016 
meeting. Requests response by 801107. 

TEDESCOiR.L. Assistant Director far Licensing. 00/11/04. 11pp. 

07150: 232. 


0012020701 Discusses facility hydrogen control program. Al locate s 
various areas of review to appropriate Nuclear Reactor 
Ragulaticn branches. 6ER inputs to project manager required 
by 801209. 

EISENHJT/ D. 0. Division of Licensln-g. GO/H/20. 12pp. 06916:001, 


8012190020 Cor.PiriTis 601119 meeting re resumption of preopera tional fc 
related const testsiunder mutually agreed upon controls. 

Lists points of unders t and i ng . Add 1 controls will be 
applicable to other plants owned by util. 

O'REILLY/ J.P Region 2- Atlanta* Office of the Director. BO/U/30. 
2pp. 07241:052. 


8012180146 Forwards 801119 FR nattca of revised lOCFRSO. 4B ;$( neu App R 
re fire protection program requir enents. Rule effective on 
810217 i* will supersede effective dates for previously 
approved nods given In license conditions C45FR71569). 

TEDSSCQjR.L Assistant Director for Licensing. 80/12/03, 3pp. 
07272: 246. 


Q. Inspection reports* IE Bulletins L correspondence 


6013150201 Forwards IE Info Notice B0*-37i “Containment Cooler Looks S: 
Reactor Cavity Flooding At Indian Point Unit 2. '• No written 
response required. 

O'REILLY/ J. P. Region 2. Atlanta- Office of the Director. 88/10/24. 

Ip. 


8012180035 Forwards IE Info Notice 00-38, ^'Cracking in Charging Pump 
Casing Ciadding. " No written response required. 

O'RElLLViJ P. Region 2- Atlanta, Office of the Director. 80/10/30- 
Ip. 03790:098, 


8012170004 Forwards IE Info Notice 80-39, 'Malfunction of Solenoid 
Waives Mfg by Valcor Engineering Corp. " No specific action 
or response require-d. 

□ 'REILLY, J.P Region 2, Atlanta, Office of the Director. 80/10/31. 

ip. 


8012230030 Forwards IE Circular 00-23* "Potential Defects in Beloit 
Power Bys Emergency Generators." No written response 
required. 

□ 'REILLY* J. P, Region 2* Atlanta, Office of the Director. 80/10/31. 

Ip 


8012110066 Requests assessment i- corrective actions taken re control 
room ceiling constructed w/ap par ent ly flammable tiles within 
20 days. 

TEDESCO, R. L Assistant Director for Licensing. 80/11/04. 3pp. 


8012110607 Forwards IE Hullatin 80-21* "Valve Yokes Supplied by Malcolm 
Foundry Cd, Inc. " Written response required. 

O 'REILLY* J. P. Region 2- Atlanta* Office of the Director. 00/11/06. 

Ip 


6012030837 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur i lat ion " No wr i t ten ' res p ons e required. 

O'REILLY* J. P. Region 2, Atlanta* Office of the Director. 80/11/07. 
Ip. 


6012080^76 Forwards I£ Itifo Notice 80-41, "Failure of Bwing Check Valve 
in Decay Heat Removal Sys at Davis Desse Unit 1. " No 
response required. 

□ 'REILI Y, J. P. Region 2, Atlanta, Office of the Director. 80/11/10. 
Ip. 


8012040143 Forwards IE Oulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp." Requires estimate of 
manpower associated «/corroctive actions. 

O'RElLLViJ.P Region 2, Atlanta* Office of the Director. 80/11/14, 
Ip. 


8012080616 Forwards updated response to IE Bulletin 80-09* "Hydramotor 
Actuator Deficiencies." Util uill contact major valve 
suppliers to determine if addl deficient actuators were 
supp 1 ied- 

MrLLS,L.M. Tennessee Valley Authority. 80/11/17. 3pp. 07108:212. 


8012090023 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Centainment. " No written response 
requi red. 

0 'REILLY* J. P. Region 2, Atlanta* Office of the Director. 00/11/21. 
Ip. 07173:072. 


6012030C04 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid, " No written response required. 

O'REILLY, J, P, Region 2- Atlanta* Office of the Director. 00/11/24. 
Ip. 


8012170359 Forwards IE Info Notice 00-29* Suppl 1* "Broken Studs on 
Terry Turbine Steam Inlet Flange. " No written response 
required. 

O'REILLY, J. P. Region 2/ Atlanta, Office of the Director, 00/11/26, 
ip. 


8012190574 Ack receipt of 001009 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-327/00-30 i 
50-328/80-17. 

BTCHR* J. P. Region 2* Atlanta, Fuel Facility & Materials Safety 
Branch. 80/12/OB. Ip. 07263:205. 


— 8012190575 Responds to NRC 000917 Itr re violations noted in Insp 
Repts 50-327/60-30 i. 50-320/80-17. Correc t Ivo actions: 
ship.ments secured w/tie-down chains 8< shipping casks braced. 
KILLS, L.K, Tennessee Valley Authority. 80/10/09, 2pp. 

0728B: 206. 


—8012190576 Forwards IE Insp Ropts 50-327/80-30 i? 50-328/80-17 on 800729 
4: notice of violation. 

CTCHR*J, P. Region 2* Atlanta* Fuel Facility 6 Materials Safety 
Branch, BO/09/17. 2pp. 07288:208. 


-801219D57B Notice of violation fro,m insp on 600729. 

^ Region 2, Atlanta* Office of the Director. 00/09/16. Ip. 
07288; 210. 


— 8012190562 IE Insp Repts 50-327/80-30 50-328/80-17 on 000729. 

Noncompliance noted: two shTp.nents received found w/o 
required bracing. 

MACARTHJR, T. C. , POTTER* J. P. Region 2, Atlanta, Fuel Facility 
Materials Safety Branch. 80/09/16. 3pp. 07208:211. 
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S012170316 Faruiards pl.inneJ changes to Chapter 17 of FSAR for Scquoyahi 
Uatts flar ft BeUEfonLe TVA-TR75-t A. Chang es supersede 
Q01201 Itr. Changes will be included in application far GL 
for Hartsvi 11 e* Ph i pps (lend i-. Vellou Creek plants. 

MILLSjL II. Tennessee Valley Authority B0/t2/09. 5pp 07266:132. 


R, Periodic operating reports 6 related correspondence 


9012020256 '‘NPDES Discharge Monitoring Itept.Aug 1930." 

EL-ASHRYi 11, T- » STEINER- G. R Tennessee Valley Authority 00/11/23. 
a7pp. 06586:003. 


S. Reportable occurrences- LERs 6. related correspondence 


□012040359 Fourth interim deficiency ropt re environ qua! i-f icati on of 
Class IE equipment initially reported on 600616. Severa 1 
Class IE components lacking documentation re ability to 
operate in ambient conditions. 

{iIL.C5.L.M. Tennessee Valley Authority. 60/11/21. 5pp, 07170:147. 


8012010416 First interim deficiency rept re inadequate dacumenta t i on 
to verify qua 1 i f icat i on levels for harsh environs initially 
reported on 601024. Env iron documentation on components still 
being gathered. Nex t rept by 310123. 

MILLS- L. 11. Tennessee Valley Authority. 80/11/25. Spp. 07170:126. 


8012030694 Revised final deficiency rept re safety Insection sys train 
f 1 owj ini tial 1 y reported on 800322. RHR heat exchanger outlet 
valves opened at 79 degrees* a 11 ouing flou rate to fall in 
acceptable 4*500-5.000 gpm range 

MILLBrL.M. Tennessee Valley Authority. 00/11/26. 2pp. 07151:235. 


BO121OO540 Final deficiency rapt re broken spring In presstiriaer safety 
va 1 ve* Ini t ial ly reported 801029. Part 21 is also applicable. 

Failure apparently caused by quench cracks in spring matl. 

Replaced v/Crosby Valve // Gauge Co spring. 

MILLS* L. II. Tennessee Valley Authority. BO/11/26. 2pp, 07220:115. 


8012150257 Part 21 rept re Crosby Valve 6 Gage Co defective 2-RV~6B~565 
pressuriier safety valve. Caused by broken spr Ing . Spring 
re p Lac <d . Pr eoperat i ona I testing u/i 1 1 be completed by 610301. 

HIULS.L. H. Tennessee Valley Authority. 80/11/26. 3pp. 07237:354. 


B012100460 Second interim deficiency rept re analysis of intermediate 
break locat ions. Evai ua t ion of possible consequences of V 
postulated breaks has not been comp 1 eted . Ne x t rept ulll be' 
submitted by 810121. 

MIL18.L.M. Tennessee Valley Authority. 80/12/02. Ip. 07219:027, 


0012170515 Final deficiency rept* ini tia I ly reported 000407* re environ 
qual if i cati ons of valve room Class IE instruments. 

Differential pressure suiitches ui 1 1 be modified to upgrade 
qualification level transmitters uii 11 be replaced. 

MIUS-L.H, Tennessee Valley Authority 00/12/10. Spp. 07269:229. 


V. Operator Examinations 


8012230390 Advises that results of Unit 1 special test program re 
operator training compared to simulator program shoued 
agreement u/plant parameters that existed In natural 
circulation mode under varying conditions. 

MILLSrL.M. Tennessee Valley Authority. 60/12/16. Ip. 07314:113. 


DOCKET 50-329 MIDLAND PLANT. UNIT I 


A App I i ca t i on/cons true t i on stage documents i. correspondence 


8012160050 Ltr to operating plant licensees, OL applicants 4: CP holders. 
Forteards NUnEG-0737 re TMl action plan requ irements, Reques ts 
operating reactor licensee confirmation in 45 days that 
End I implementation dates uill be mot, 

EISENHUTi D. G. Division of Licensing. 00/10/31. 7pp, 


8012090133 Notification of 601205 meeting u/util 4? consultants in 
Bethasda-MD to discuss se i smol og i cal input for site pursuant 
to I^RC 801014 end Itr.W/o end. 

HDQDr D Licensing Branch 3. 00/11/14. 4pp. 07199:202. 


8012020106 Confirms 801124 meeting in Jackson*MJ to discuss regional 
evaluation of regulatory performance at facilities. 

KEPPLERiJ, G. Region 3* Chicago Office of the Director. 80/11/19. 
Ip. 07148:359. 


8012030366 Forufaids request for addl info t: c Ear i f i c at i ons needed to 
complete independent confirmatory piping an a ly s i s. Requests 
justification of several stress intensity values for piping 
compenents 4 sys reported in F£AR Tables 3 9-15 6 3. 9-15A 
TEDEECO, R L. Assistant Director fer Licensing 80/11/20. 6pp, 
07196: 199. 


GC12060305 Foviiards aid! info 4 clar i f icat ions needed to complete 
indepeitdeni confirmatory piping analyiis at facility* 
request justification for several str^^ss intensity values 
for piping components 4 sys reported in FS.AR tables 
AUGE* L. J. Energy Technology Engineering Center. 8G/11/20. 6pp 
07187:074 


0012020323 Forwards "Site Specific Response Spectra for SSE* " providing 
preliminary info for presentation * discussion at util 
801205 meeting w/NHC. 

CGC'K* J N Consumers Power Co 00/11/29. Ip. 0/142: 029 


— 8012020326 Preliminary rept* "Site Specific Response Spectra for BSE." 
♦ Western Geophysical 60/11/26. 19pp 07142:030. 

6012050322 Forwards affidavit confirming distribution of Amend 65 to OL 
app L ication 

QUD2IK*P.I1 Consumers Power Co 80/12/02 5pp. 07175:053. 


8012060400 Advises that Amend 05 to util application for CPs 4 GLs 
was sent under separate cover 

QUDZIK-D.M Consumers Power Co 80/12/02. Ip. 07184:281. 


60121707/5 Forwards request for addl info re tornado missile protection 
4 containment seismic analyses far FSAR reviaw. 

TEuESCO* R L. Assistant Director for Licensing. 60/12/04. 3pp. 
07264.050. 


G012100679 Confirms 601202 meeting in Olen Ellyn* IL to discuss recently 
reorganited QA unit. 

FIORELLI.G. Region 3, Chicago' Reactor Construction 4 F.ngineering 
Support Branch. 0C/12/C9. Ip 


8012160443 Responds to 800613 4 0825 meetings between util 4 NRC re 
timely resumption of formal docket review of plant. OL 
application is ready for post-TKI review. Proposes 
expeditious review 4 requests comment. 

C00K,J.l^ Consumers Pouer Co 60/12/10. 3pp. 07263:136 


F Security* medical* emergeticy 4 tjre protection plans 


8012040114 Public version of "Independent Assessment of Evacuation 
Times far Midland Nuclear Power Plant' Vol 7* prepared for 
FEMA. 

CD3QV-J.C. , SHEPPARD.W. V BANCROFT* J R Wilbur Smith S: Associates. 
00/06/30 58pp. 07 1 5G 206 


6012040065 Forward i public venion of "Lvcicuation Time Assessment of 
Nine Nuclear Power Plants Einergency Planning Zones*'' 
executive summary 

FELTON. J. II. Division of Rules and Records. 00/12/03. Ip 


- -8012040083 Public version of 'Evacjatiof* Time Assessment of Nine 
Nuclear Power Plants Emergency Plannisig Zones. " executive 
sum.nary, prepared for fema 

•» Wilbur Smith t. Assacistes 00/06/30. I7pp. 


--8012040155 Public version of program rept, "Evacuation Time Assessment 
of Nine Nuclear Power Plants Fmergency Planning Zones*'* t^ol 
li prepared for FEMA 

CQSBVrJ. C, Wilbur Smith A Associates 80/06/30. 43pp 


G Adjudicatory correspondence 


8012020649 Appeal from ASl.ri 801027 order. Order stands moot re 
jurisd ic tioii. Too many factors have not been reported re 
drainage .V groundwater pressure. Cort i f i cate of Sve end. 

MARSHALL* U. H. Mapleton Intervenors. 80/11/19, 17pp. 07143:296. 


8012050432 Notice of ASLA9 constitution R3 Sa 1 1 man. chairman L JH Buck 
4: CN Kohl* panel members. 

BIEHOP.C J Atomic Safety and Licensing Appeal Panel. 00/11/24. 

Ip 07173:305 


8012050443 Notice of G01209-11 depositions of W Ferris* B Dahr it T 
Th ir uvengadam* al 1 of Bechtel Assoc iates . Sub | will concern 
issues in A8L3 791206 irder modifying CPs. Cor fc i f icato of Sve 
end. 

PATON.H. I). Hearing Branch 2 80/11/25. 4pp, 07173:309. 
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0012030^20 I nterrojdtoT i “3 j inc 1 Lfd i ng- ven^u^sts for docuir.entE. directed to 
CPC' addr e&sing selsnijc i -structural j-a^ues plus renedial 
ac t i on*. Cerfci f i cate of Svc er.-J, 

PATQN, U. Hearing! Branch 2 B0/lt/2&. tlpp. 07173; 291. 


C01203C&&2 Forwards unc o-rrec ted transcript of D Mood G01008 deposition 
i: 0 OalJagher 001117-18 dep ositi on. U^o ends. 

.^CMrS. 8.11, Hearing Branch 2, B0/11/2A, 2pp. 07173:320, 


0012050670 Carfirrus G0n24 telcon informing that IJ2C ufill attempt to 
answer 801112 in terrog atorl « s» al though not technically in 
conpliance u/Cocirrii a s 1 on rules. 

JDM.-S' B- 11. Hearing Branch 2. GO/ 11/26 tp. 07173; 319, 


3012020694 Reg^uest for extension until 810123 for termination oP 
discovery due to campleiifty of issues. Prehearing conference 
should be held on B10126-30 Certificate of Svc end. 

PATOIl'U. D. Hearing Branch 4. 00/11/26. 3pp. 07147:236. 


a0l22'?(!>l07 Forwards to MidJand Technical hearing participants listing 
of forcal re<|oests for info re soil settlement problem. 

Date corresponds to issuance of KRC order prohibiting 
certain const activities until amend to Ci>s is granted. 

HOOD'D. Licensing Branch 3 90/12/01. Upp. 07337:037. 


--3019290109 Confirms 001124 conversation at Bechtel that NflC will 
attempt to answer 001112 i nt e rroga t or 1 e s . Resp n uses util 
be provided as soon as possible. 

jorieSi a. W office of the General Counsel. 00/11/26. tp. 
07337: 096. 


6013590170 Notice of ASL3 constitution RS Salzman appointed Chairman & 
JH Bbd 6 CM Koh i . member s . 

BISHOP, C.J- fliministrativff Branch. BO/12/01. Ip, 07343:362. 


6012S3C016 Informs that info re effect of change in MftC position 
concerning seismic design requirements on other structures 
in Hi Dasinds nou available. 

UARREti'S.K. Atomic Safety and Licensing Board Panel. WARRENrS. K. 
Atofliic Safety and Licensing Appeal Panel. 60/12/02. Ip, 07311:176. 


8012230533 Order granting MRC 001123 motion to extend discovery to 
810123 Prehearing conference set for 610105-09 L;ill be 
rescheduled at later date. 

BECHHOEFER* C . Atomic Safety and Licensing Board Panel. 60/12/04. 
2pp. 07317:270 


8012990140 Document requests td util for Interim Rept 1 fHCAR 24) % 
i-nfo re soil settlement Issue t. Interrogatories re 
cansultan-t role in soil settle':>ent rat ter a. Re lated 
correspondence. 

STAHIhIS.S, Affiliation Uninojjn. 80/12/04, 3pp. 07300:001. 


8012290305 Brief in opposition to UH Ifarshall 001119 appeal from ASLB 
001024 order denying petition to I ntervene. Moves ASLAB to 
affirm denial of petition in mod order proceeding. 

Certificate of Svc enc 1 . 

PATON. W. D. Hearing Branch 2. 00/12/04. 12pp, 07341:214. 


6012300^33 Motion for protective order re further deposition of 
J Kane. In alternative, further discovery should be conducted 
via uritten Interrogatory. Draf t protective order L 
Certificate of Svc end. 

3,13.11. Hearing Branch 2. 80/12/04 6pp. 07397:050. 


8013240016 notice of Q OaJlagher.O Fiorelli U H Singh 001216, 17 18 

depos iticns, respec tive I y, re Issues contained in 791206 
order L contentions in 801024 order app. 

FARWElL, A. 8. Consumers Power Co. 6-0/13/09. 4pp, 07324:203. 


8013230304 Hat ice of 3 Dahr of Bechtel 801337 deposition re 
issues sat forth in A8LD 791206 order modifying CP* U 
Stamiris i Warren content! ons. Certif 1 cate of Svc end. 
PATOIMI. D, Hearing Branch 4. &0/I5/II. 4pp. 07310:077. 


aai2«i90l48 Forwards Comptroller General J tr informing that transcripts 
will no longer be provided to intervenops but will be 
available at PBR.W/o end. 

JDNt^S. B. II, Hearing Branch 2. 60/12/15. Ip, 07344:052. 

0013300069 Order directing prehearing conference to coftiTience 010128 in 
HldlandiMI. 

BECHHDEFERfC. Atomic Safety and Licensing Board Panel. 80/12/19. 
3pp. 07338:346, 


8012290243 Motion for extension to 0-1 01 09 to file reply In opposition 
to WRC motion for protective order. Draft order V Certificate 
of 8vc encl. 

Power Co: 2AMAR|N,R. Isham, Lincoln l< Beale. 
00/12/17. 5pp. 07341.162- 


Q0122903AS llernorandum t order affirming ASLB 601024 order denying 
NH Marshall petition for leave to intervene in mqd order 
proceeding instituted to amend CPs. 

BISHOP. C. v/. Atomic Safety and Licensing Appeal Panel. 00/12/17. 
9pp. 07343: 136 


80i2300P0S Request far documents including record of CPC 001107 telcon 
concerning soil settlement matters, IE Insp Repts 
50-329/77-05 8* 50-330/77-08 // Region III 790500-11 mid-const 
QA insp rept. Related correspondence. 

STAKIRIS, B. Affiliation IUnknown. 80/12/10. 2pp. 07356:357. 


6012290567 Responds fc-o 601112 questions on dewater ing . Nater from 
dewatering sys is not being pumped into Tittabauasse River, 
but Into facility cooling pond. 

JON^S, B, U Hearing Branch 2. 60/12/23. 2pp. 07332:249. 


K. Utility Final Safety Analysis Report <F9AR) 6 amends 


0012300557 Forwards affidavit of svc of Amend 06, Revision 31 to FSAR* 
to application for CPs it: QLs. 

BU02IK, D. M Consu<rers Power Co. 00/12/22. Ip. 07357:333. 


Q. Inspection reports* IE Bulletins & correspondence 


0012170271 Forwards Supp 1 3 to IE Bulletin 79-OlB, "Environ 
Oua I i f 1 cati on of Class IE Equl pment. -• No written response 
required. 

KEPPLER, J. 0. Region 3, Chicago* Office' of the Director. 00/10/24. 
Ip. 07266:251. 


8012170537 Forwards IE Info Notice 80-37, “Containment Cooler Leats t 
Reactor Cavity Flooding at Indian Point Unit 2," No written 
respanse required. 

K.EPPLER, J. O. Region a, Chicago* Office of the Director. 00/10/24. 
Ip. 07269:144. 


6012020/43 Forwards three Performance Appraisal Branch Insp repts L 
mgt evaluation tree u/user guide so that facility can 
compare program to program already reviewed 6 {rake 
appropriate ad justments U/o end. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 00/ll/lB. 
4pp. 


6012040649 Forward* IE Bulletin 80-24, '‘Prevention of Damage Due to 
Water Leakage Inside Containment." No uritten response 
required. 

KEPPLER, J.G. Region 3, Chicago, Office of the Director, 0O/'ll/2i, 

2pp. 07169. 104. 

3012060941 Forwards IE Info Notice 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No uritten response required. 

KEPPLER* vf. 0. Region 3, Chicago, Office of the Director. 80/11/24. 

2pp 07162:169 


8012170545 Forwards IE Info Notice 00-29, Suppl I, "BroVen Gtuds on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

KEPPLER. J.O. Region 3, Chicago, Office of the Director. 00/11/26. 
2pp. 07264:276. 


0012230330 Forwards response to items of noncomp 1 lance noted in IE 
Investiga tion Repts 50-329/00-13 8< S0-330/8O-I4. Fai lure of 
anchor bolts indicative of quality prob 1 em. Ongoing remedial 
actions necessary for correction 

COOK, J. U. Consumers Power Co. 80/12/16. Upp. 07316:219. 


R. Periodic operating reports 4, related correspondence 


0O1231OP2S Forwards monthly rept per ALAB-106. Sechte 1 nonconformance 
rept s r Bech tel nonconformance rept log, Bechtel quality action 
requests* BLN repts of nonconf ormi ty , inservice insp 

nonconformance repts t; util nonconformance repts encl. 

CODKi i/. H. Consumers Potaor Co. 80/12/23. 350pp. 07308:001. 


S. Reportable occurrences, LERs 4^ related correspondence 


8012130292 Part 21 rept re potential defect In ASTM A-540, Or B23, C I 3 
heavy hex bol ts, supp 1 1 ed by 5out,hern Bolt Fastening Corp. 

Caused by use of faulty matls during forging operation. Final 
rapt uill be sent, pending replacement part OC, 

HARD ISDN, ©, NP8 Industries, Inc. 80/11/14. 14pp. 07240:055. 


6012020577 Interim deficiency rept re HELDA restraint design. First 
reported In JW Cook 800919 I tr. C ivi I group has Initiated 
reanalysls of pipe whip restraints using peak thrust forces. 
Interim rept will be provided by G1O403, 

CODK,s>. W. Consumers Power Co, 80/12/01. 12pp. 07140:052. 
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a0iat00502 interim de^iciencij rept re coirponenfc qualification test 
d ocuirpiitat ioni i n i t ially reported on 781 120. Status of Oechtcl 
conponent qualification program Bechtel final rept enc 1 . 

Meit rapt uill be foruarded b<^ 010327. 

COOWiJ. W. Consumers Powsr Co Q0/t2/05. £(9pp, 07218:311. 


80121A0353 Interim deficiency rept re reactor vessel anchor bolt 
fai lure, completing design package of proposed mods. Prestress 
levels of studs have been lowered Next rapt uill be sent by 
910331. 

CQOKiJ. N Consumers Power Co. BAlLEy* K. D. Bechtel Power Corp. 

(subs, of Bechtel Corp. ). 00/12/10. S4pp, 07235:037 


G012230P77 Deficiency rept ro emergency core coating actuation sys. 
first reported on BOl 1 17. Wi r ing inconsls tone les exist in 
four decay heat valve automatic closure interlock trip 
buffer analog subsys.Next rept will be filed by 010227. 

CQOKi J. N. Consumers Power Co. 80/12/17. 3pp. 07317:357. 


8012300460 Deficiency r epti or ig ina I ly reported on 001 1 17i conf irming 
anomalies identified in NSSS seismic t- LCCA analysis of 
primary sys, Reactor pressure vessel supporting sys being 
modified due to reactor vessel bolting problems, 

CODKi J. W- Consumer4 Power Co. 00/12/10. 2pp. 07346: 125. 


T. Hearing transcripts on non-ant i trust matters 


8012240001 Forwards transcript of JD Kane 801014-16 depos I tlon. W/o 
enc 1 . 

PATONfW. D, Hearing Branch 4. 80/12/05. Ip. 07324:193. 


0012270104 Proposed corrections 
Certificate of Sve end. 
PATQNi W. D, Hearing Branch 4. 


to JD Kane 001015-16 deposition. 
00/12/05. 1 1pp. 07343:074. 


V. Qptrator Examinations 


8012000400 Advises that Amend 85 to util application for CPs fti GLs 
was Sant under separata cover 

DUOZlKiD. H Consumers Powar Co. 80/13/03 If 07184:201. 

0012170775 Forwards request for add! info re tornado missile protection 
4 containment seismic analyses for FSAR review. 

TEOESCOiR. L. Assistant Director for Licensing. 00/12/04, 3pp. 
07264:050. 


8012100679 Confirms B01302 meeting in Glen EllyndL to discuss recently 
T eorgani led QA unit. 

FIORElUIiO. Region 3. Chicago. Reactor Construction «c Engineering 
Support Branch. 80/12/09. Ip 


8012160443 Responds to 
timely resumption of 
application is ready 
expeditious review Is 
CDCKs J. U. Consumers 


800613 f/ 0825 meetings between util U NRC re 
formal docket review of plant. OL 
foi post-TMl revi ew. Propo BBS 
requests comment. 

pQuer Co. 80/12/10. 3pp 07263:136. 


F. Security* medical, emergency t fire protection plans 


8012040J14 Public version of ''Independent Assessment of Evacuation 
Times, for Midland Nuclear Power Plant." Vol 7. prepared for 
FEHA 

COSBVpJ. C. . SHEPPARD. W V. . BANCROFT. J R. Wilbur Smith & Associates. 
00/06/30. 58pp. 07150:206 


8012040065 Forwards public version of ^'Evacuation Time Assessment of 
Mine Nuclear Power Plants Emergency Planning Zones." 
executive summary. 

FELTGN. J. M Division of Rules and Records. 00/12/03, Ip. 


--0O12O4OO88 Public version of 'Evacuation Time Assessment of Nine 
Nuclear Power Plants Emergency Planning Zones." executive 
suaimary. prepared for FEKA. 

a Wilbur Smith b Associates. 60/06/30. t7pp 


9012020383 Summary of B01027 meeting u/util in Dctbesda.MD re operator 
training t qual I f icati on. Lists variations approved by NRC 6 
notes request for 70 cold license e xaminat i ons. 

JABBQURiK. N. Licensing Branch 3. WILSON. B, Operator Licensing 
Branch. BO/lt/17. 6pp. 07143:173. i 


--0O12O4O155 Public version of program rept. "Evacuation Time Assessment 
of Nine Nuclear Power Plants Emergency Planning Zones." Vol 
1. prepared for FEHA. 

COSBY. J.C. Wilbur Smith Associates. BO/06/30. 43pp 


DOCKET SO-330 MIDLAND PLANT. UNIT 2 


A. App 1 icatlon^construc tlon stage documents & correspondence 


8012160080 Ltr to operating plant licensees. OU applicants V CP holders. 
Forwards NUREO-0737 re TMl action plan requirements. Requests 
operating reactor licensee confirmation in 45 day* that 
End 1 implementation dates will be met. 
eiSENHUT, D. G. Division of Licensing. 80/10/31, 7pp, 


8012090133 Notification of 901205 meeting w/util consultant* in 
Defchesda.HD to discuss se ismo log ical input for site pursuant 
to NRC 801014 end ltr. W/o end, 

HOOD. D. Licensing Branch 3, 0(J/ll/14. 4pp. 07199:202. 


8012020106 Confirms 001124 meeting In Jackson. MI to discuss regional 
evaluation of regulatory performance at facilities. 

KErPLER.J. G. Region 3. Chicago. Office of the Director. 80/H/19. 
Ip. 


8012080366 Forwards request for addl Info t, clarifications needed to 
complete independent confirmatory piping analys is. Requests 
juitif Ication of several stress Intensity values for piping 
components sys reported in FSAR Tables 3.9-15 3. 9-15A. 

TEDESCOiR.L. Assistant Director for Licensing. 00/11/20. 6pp. 
07196: 199. 


80120B0805 Forwards addl info ^ c lar i f 1 cations needed to complete 
independent confirmatory piping analysis at facility* 
request justif ication foi' several stress Intensity values 
for piping components sy< reported in FSAR tables. 

AUCE. L, J. Energy Technology Engineering Center, 80/11/20. 6pp. 
07187:074. 


G012020323 Forwards "aite Specific Response Spectra for 8SE. " providing 
preliminary info for presentation t; discussion at util 
801205 meeting u/NRC. 

CODKi J. W. Consumers Power Co. 00/11/28, Ip. 07142:029. 


—8012030320 Preliminary rept. "Site Specific Response Spectra for 6SE. ’• 
■» Western Geophysical 80/11/20. I9pp. 07142:030. 

8012050322 Forward* affidavit confirming distribution of Amend 85 to OL 
application, 

BUDZlKiD, IL Consumers Power Co. 80/12/02. 5pp. 07175:053. 


Q. Adjudicatory correspondence 


BOI203O649 Appeal from AGLB 001027 order. Order stands moot re 
jurisdiction. Too many factors have not been reported re 
drainage L groundwater pressure. Cert i ficate of Sve enel 
MARSHALL. W.H Mapleton fntervonars, 00/11/19. I7pp. 07143:296. 


8012050432 Notice of ASLAD consti tot ion. RS Sal tman. chairman tt JH Duck 
fe CN Kohl. panel members 

BISHOP. C,J. Atomic Safety and Licensing Appeal Panel. 00/11/24. 
Ip. 07173:305. 


8012050443 Notice of B 012 n?-ll depositions of W ferrlsiB Bahr it T 
Th i r uvengadam. a 1 1 of Bechtel Assoc iates. Sub j will concern 
issues In ASLD 791206 order modifying CP* Cer fc 1 f icate of 8vc 

PATOILW. D. Hearing Branch 2. 00/11/25. 4pp. 07173:309. 


8012050420 Interrogator les. inc lod ing requests for documents, d irected to 
CPC. address log seismic structural issues plus remedial 
acti ons. Cer tl f icate of Sve oncl. 

PATOM. W, Hearing Branch 2. 80/11/26. lipp. 07173:291. 


8012050662 Forwards uncorrected transcript of D Hood 801000 deposition 
0 Oallagher 801117-10 depos i t ion. W/o ends. 

JQN>-S<B.tJ. Hearing Branch 2. 80/11/26. 2pp. 07173:320. 


0012050670 Confirms B0U24 telcon informing that NRC will attempt to 
answer 001112 interrogator ies. a 1 though not technically in 
compliance w/Commiss i on rules. 

JGN&8. B. W Hearing Branch 2. 00/11/26 Ip. 07173:319. 


0012020694 Request for extension until 010123 for termination of 
discovery due to complexity of issues Prehear ing conference 
should be held on 010126-30 Cer tif icate of Svc end. 

PATQNi W. D. Hearing Branch 4. 00/11/20 3pp. 07147:206. 

B012290107 Forwards to Midland Technical hearing participants listing 
of fo.nal requests for info re soil settlement problem. 

Date corresponds to issuance of NRC order prohibiting 
certain const activities until amend to CPs is granted. 

HOOD. D. Licensing Branch 3. 00/12/01 UpR 07337:007, 
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— Q0l22y0l09 Corifirnt> Q0Li24 ccnver sa-t ion at Qecht&L tfiat l^jRC util 
attaint to ansuer 801 il2 intarrogatories. Responses ui 1 1 
be provided as soon as possible. 

vO?j£S»B W, Office of the General Counsel. SO/Il/2^. Ip. 
073J7 : 098 


50t22?0170 'Notice of A5L8 c a ns t i tu t i on. R5 Salzcnan appointed Chairoiati & 
JH flock i; CW Uchl. me.Tvbers- 

BISHOP. C,J Administrabive Branch, 80/12/01. Ip. 07343:362, 


8012230016 Informs that info re effect of change in NRC position 
concerning seis-'^iic design requirements an other structures 
in Ml Gasin. is now available 

UARREhirS K. Atomic Safebg and Licensing Board Panel. UARHEN« S, K, 
Atorric Safety and Licensing Appeal Panel BO/13/02. Jp. 07311:173. 


SQ12230233 Order granting NRC 831126 motion tn extend discovery to 
B10123. Prehearing conference set for fll0105‘-09 ui i I be 
rescheduled at later date. 

BECHK3SFEH.C Atomic Safety and Licensing Beard Panel. SO/12/04. 
2pp. 07317:270. 


Q Inspection reports. I£ Bulletins L correspondence 


8012170271 Forwards Soppl 3 to IE Bulletin 79-018. "Environ 
Oual if icat ion of Class IE Equipment." No written response 
r equ i red. 

KEPPLER.J. 0. Region 3* Chicago, Office of the Director. BO/lO/24, 
Ip. 07260:251. 


6012170537 Forwards IE Info Notico 0O-37i "Containment Cooler Leals JSi 
Reactor Cavity Flooding at Indian Point Unit 2. " No written 
response required, 

KEPPLER, J. 0. Region 3. Chicago. Office of the Director. 00/10/24. 
Ip. 07369:144. 


8012030743 Forwards three Performance Appraisal Branch insp repts L 
mg t evaluation tree w/uscr guide so that facility can 
cactparc program to program already revletued 6 make 
appropriate ad jus tment S- N/o g.tcI. 

HEPPLER. J. C. Region 3, Chicago. Office of the Director. BO/ll/ia, 
4pp. 


8013590140 Docoinent requests ta util for Interim Rep t 1 CMCAR 24) & 
tnio re soil settlement issue L in t err ogator i e s re 
consultant role in soil settlement ratters. Re lated 
correspondence. 

STAMlRIS-a. Affiliation Unknown. 83/12/04. 3pp. 07308:001. 


e(>125'?0305 Srief in opposition to UH Marshall 901119 appeal from ASLB 
301024 order denying petition to intervene. Moves ASLA9 to 
affirm denial of petition in mad order proceeding. 

Certificate of Svc end, 

PAiaiLU. D- Hearing Branch 3. 80/12/04. 19pp. 07341:214. 


6012300233 Motion for protective order re further deposition of 
J Kane In a I te mat ivei f u r ther discovery should he conducted 
via uritten interrogatory Draft protective order b 
Certificate of Svc enc I 

■JC.VrS. B. II. Hearing Branch 2. BO/12/04. 6pp. 07337:050, 


B012230304 Notice of B Dahr of Sechtel 601217 deposition re 
issues set forth in ASLS 791206 order modifying CPs L 
Sbamiris L Warren content ions. Cerbif icate of Svc end. 
PATOILILD. Hearing Branch 4. 60/12/11. 4pp. 07310:077. 


6012040649 Forwards IE Bulletin 90-24, "Prevention of Damage Due tn 
Uater Leakage Inside Ccntainment. " No written response 
required. 

KEFPLER,J.G. Region a, Chicago. Office of the Director. GO/11/21. 
2pp. 07IA9. 104. 


B019080Q4I Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid. " No written response required. 

KEPPLER.J.O. Region 3, Chicago, Office of the Director. GO/Ll/24. 
2pp. 07182: IC8. 


0012170545 Forwards IE Info Notice 80-29, Suppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
requ i red. 

KEPPLER.J.O. Region 3, Chicago, Office of the Director. 80/11/26. 
2pp. 07264:270. 


0012930330 Forwards response to items of noncompl ianc e noted In TE 
Investigation Repts 30-329/80-13 4: 50-330/80-14. Fa i lure of 
anchor bolts indicative of quality problem. Ongoing remedial 
actions necessary for correction 

COOKi-J.R Consumers Power Co. BO/12/16. llpf. 07318:219,. 


9012290146 Forwards Comptroller General Ifer informing that transcripts 
will no longer b-e provided to i n t erv'cmors but will be 
available at PDR. H/o end. 

B.N Hearing Branch 2. 60/13/15. Ip. 07344:052. 


B01230006B Order directing prehearing conference to commence 810120 in 
Ki.d land. 111 . 

BECHHDEFER, C. Atomic Safety and Licensing Board Panel. 80/12/15 
3pp. 07358:346. 


8012290242 Motion for eztension to 610109 to file reply in opposition 
to NRC notion for protective order. Draft order U Certificate 
of Svc end 

sjr’ i-incu & s.,!.- 


R. Periodic operating rep.orts & related correspondence 


0012310225 Forwards monthly rept per AI^B-106. Bcch tel noncon f ormenca 
repts, Bechtel nonconformance rept log, Bechtel quality action 
requests, BtH repts of nonconf ormi ty , BLW inservice insp 
nonconf ormance repts & util nonconformance repts cncl. 

CODKrJ, M. Consumers Power Go, 00/12/23. 350pp. 07308:001, 


S. Reportable occurrences, LERs It related correspondence 


0012150252 Part 21 rept re potential defect in A3TM A-540, Or D23, C 1 P 
heavy hci bolts, supp lied by Southern Bolt Fastening Corp, 

Caused by use of faulty natls during forging opepation. Fltia I 
rept will be sent, pending replacement part QC. 

HARBISQIhO. riPS Industries. Inc. 00/11/14. I4pp, 07240:053. 


^ order affirming ASLB 801024 order denying 
UH Marshall petition for leave to intervene in nod order 
proceeding instituted to amend CPs. 

BISHOP, C. J. Atomic Safety and Licensing Appeal Panel. 80/12/17. 


8012020577 Interim deficiency rept re HELBA restraint design. First 
reported In JW Cook 00091? Itr, Civil group has Initiated 
reanalysis of pipe whip restraints using peak thrust forces. 
Interim rept will be provided by 010403. 

COCK, J. H. Consumers Power Co. 80/12/01. I2pp, 07148:052. 


6012300P-05 Request for doc uiT=ents including record of CPC 001107 tele 
cance.-ning soil settlement matters* IE Insp Repts 
30-329/77-05 i 50-330/77-OS L Region III 7903OB-U mid-const 
□A insp rept. Related correspondence. 

3TAMHIS. a. Affiliation Unlno^n. 00 / 12 / 10 . Spp. 07336:357. 


0O121OO.*O2 Interim deficiency rept re component qualification test 
docuBiantati-on, initially reported on 781 120. Status of Bechtel 
component qualification program J; Eech tel final rept end 
Nest rept ulU be forwarded by 810327. 

CGOK. J. U, Consumers Power Go, 80/12/05, 69pp. 07218:311 


8012290557 Responds to 801112 questions on dewatering. Water fr 
put^ped into Tittabawasse River* 
but into facility coaling pond. 

JONES. B.IJ. Hearing Branch 2. 80/12/23 2 pp, 07332 : 249 . 


Safety Analysis Repert (FSARJ i, amends 


GD12160353 Interim deficiency rept re reactor vessel anchor bolt 
fa I lure* completing design package of proposed mods. Pres tre ss 
levels of studs have been 1 owered. Nex t rept will be sent bu 
010331. 

CODK.a. U. Consumers Power Co, BAILEY, K.D. Bechtel Power Coro 
(subs, cf Bechtel Corp, ). 80/12/10. 54pp. 07255:037. 


- -'..'’•vui.n 3. »o 


SUDZIK. D. It. 


uonsvraers Power Co. 00/12/32. Ip. 07357:333. 


9012230277 Deficiency rept re emergency core coaling actuation 
first reported on 801U7 Wiring inconsistencies exist In 
four decay heat valve automatic closure interlock trip 
buffer analog subsys. Next rept will be filed by 810327 
COCK. J. II. Consumers Power Co. 80/12/17. 5pp. 07317:357. 


sysi 


001,^300460 Deficiency rept, or ig InaUy reported on GDI 1 17* conf i rmino 
anomalies identified in N88S seismic U LDCA analysis of 
primary sys. Reactor pressure vessel supporting sys being 
modified due to reactor vessel bolting problems. 

CCOK, J. N. Consumers Power Co. 80/12/10. 2pp.' 07346:125. 
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T. Me-aring transcripts on non-a at i trust matters 


DOI2240COL Forwards transcript of JD Kane S01014-lfi deposit ion. U/o 
eacJi. 

PATON«W. D. Hearing Branch 4, BO/13/05. Ip. 07324:193. 


Q012290104 Proposed corrections to JD Kane 801015-16 deposition. 
Certificate of 3vc and. 

PATON.W, D. Hearing Branch 4 00/12/05. lipp. 07343:074. 


6012220358 Ltr to all CP t OL holders for Slii^s re req^uircmsnt for 
inplementat ion of aDy^« code for licensing basis calcuiationi 
perfortred by G£. App 1 Icab la to all license applications Ic 
proposed amends* including core reloads 
EISEtiH-JT. D. O. Division of Licensing. 60/11/04. 4pp. 


8012090310 Forwards revised ASKS inservice testing submittal* 
incorporating answers to 601002 telcon questions 6 addl 
revisions necessary for safe & efficient operation. 

RQDTtL. D. Iowa Electric Light h Power Co. BO/ll/li. 4pp. 
07301: 177. 


V. aperator Eiaminatlons 


OD1202O36Q Buml^ar!J of 801029 meeting w/utii in Dethesda<hD re operator 
training qual if icat 1 cn. Lists variations approved by NRC 6 
notes request for 70 cold license cTatninatlons. 

JADQDURi K. N. Licensing Dranch 3. UILSQNiB. Operator Licensing 
Branch. OO/U/17. 6pp. 07143:173. 


DOCKEl 50-331 DUANE ARNOLD ENEROY CENTER 


r. Secvriti|« medical* emergency h fire protection plans 


8012040099 Forwards interim lOCFRSO. 40 suspending completion dates for 
fira protection mods< effective upon 801029 publication In 
43FR7 1 569. Role will be superseded by revised rule when 
effective, 

EISEMHUTr 0. 0. Division of Licensing. 80/11/07. 6pp. 07170:244. 


0012010481 Forwards list of deficiencies found in 800730 emergency 
plan* per review against NUnEO-0654 cr i ter ia. Plan must be 
revised to address 10CFR50 provi s i onsi effective 801103. 

IPPOLtTO* T. A. Operating Reactors Branch 2. 00/11/13. llpp- 

0709D: 130. 


Q012020092 Discusses planned mods to emergency notification sys h 
health physics network . NRC will pay for installation of 
output jacks to provide capability for adding one-way 
speakers to s ys. N/o end health physics network manual. 

KEPPLER*J 0. Region 3* Chicago* Office of the Director. 00/11/19. 
2pp. 07140:341. 


0012310006 Ltr to all power reactor licensees u/plants licensed prior 
to 790101. Forwards revised Section 10CFR50, 4S &c App R re 
firo protection features in nuclear power plants St list of 
requirements for resolution of open issues. W/o end. 

EISEUHUTi D. 0. Division of Licensing. 80/11/24. 3pp. 07371:069. 


— 8012310008 Ltr to all power reactor licensees w/planti licensed prior 
to 790101. FR notice forwarded w/0Olia4 ltr contains 
typographical error in effective date. Correct date is 
010217. FR notice & summary of facility open Items end. 

EISENMUTj D, 0. Division of Licensing. 80/11/25. 18pp. 07371:072, 


—8012090321 “ASKS Inservice Testing Program for Pumps 6 Valves for 
Period 780601-820701*'' Revision 3. 

♦ Iowa Electric Light 6 Peuer Co. 60/11/01. I63pp. 07201:161. 


80122^0563 Ltr to all power reactor licensees forwarding NUREO-O6l9r 
"SNR Feedwater Nozite t. Control Rod Drive Return Line 
Noizle Cracking." Confirmation that implemintatisn dates 
will be met must be sent within 45 days. U/o end. 

EfSENHUT* D. 0. Division of Licensing. 80/11/13. Ip. 


G0I2O5O399 Intends to respond to NURE0~0737 requirement II. K. 3.30, 
revised small break LOCA methods to show compliance 
W/CFR50 App K* through CE Requests schedule 6 scope of 
questions be directed to GE. 

ROOT. L 0. Iowa Electric Light t Power Co. 80/11/25. Ip. 
07174:023. < 


8012220485 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement State burial site conditions, Forwards 
results of IE survey. 

OENlONiH. R. Office of Nuclear Reactor Regulation. Director. 
80/12/04. 2pp. 


— 8012220506 Forwards tabulation & summary of IE survey on low level 
waste at 51 reactors. Lnu level waste storage facilities 
have been expanded at 377, of reactors surveyed u/?!'/ 
pla.mlng or considering increasing storage capacity. 

BAN'JARTi R. L. Effluent Treatment Systems Branch. 60/11/06. Bpp 


8012230297 Responds to 801031 ltr re post-T.il requirements. Schedule 
extensions for some reuirements may be needed as harduare 
availability has affected TKl related schedules. 

ROOT.L. 0, Iowa Electric Light L Power Co. 80/12/15. tp. 
07314:072. 


0012230457 Advises that results of re-evaluation of scram sys tt 
necessary mods to design 4: performance criteria will be 
provided by 810114. 

RODT*L, D. iDwa Electric Light i: Power Co. 80/12/15, Ip. 
07314: 120, 


Q. Inspection reports* IE Bulletins ie correspondence 


8012100632 Roloases public version of State of lA*Llnn County t Benton 
County evacuation time estimates. 

FELTON. J. H. Division of Rules and Records. 80/12/02. Ip. 

07222; 180. 


— 0012100635 Public version of State of lAiLinn County 6 Benton County 
“Evacuation Time Estimates." 

e Linn County. IA. * Affiliation Unknown. 00/01/31. 30pp. 

07222: 181. 


1. Financial information 


0012170634 Forwrds IE Info Notice 80-37. "Contain.-nent Cooler Leaks 6 
Reactor Cavity Flooding at Indian Point Unit 3. " No written 
response required. 

KEPPLER. J. 0. Region 3, Chicago* Office of the Director. 80/10/24. 
ip. 07264: 180. 


8011190098 Forwards final response to IE Bulletin 79-OlB* "Environ 
Qualification of Class IE Equipment*" i( responds to NRC 
801001 ltr re equipment testing Outstanding co^jponents will 
be tasted* shielded t: relocated by June 1982. 

RCOT.L. D. Iowa Electric Light 4: Power Co. 00/10/31. 2pp. 
06916:001. 


0012010366 Forwards certified projected cash flow for 1980 6 actual 
cash flow for 12 months ending Sept 1980. Nov 1980 
shareholder's bulletin util cooperative Itrs guaranteeing 
premium end. . . 

REHNSTRCJMi J. D. Iowa Electric Light 6 Power Co. 00/11/20. 7pp. 
07098:048, 


— 0012010376 Forwards Natl Rural Utils Cooperative Finance Corp 001031 
ltr approving line of credit for l2-inonth terio. Ab i 1 ity to 
respond to call for restrospec ti ve premium is guaranteed* in 
compliance w/Pr Ice-Arderson Act. *3 

NILLTAK0*E |I. Central Iowa Power Cooperative. 00/11/0/. Jpp. 
07098:056. 


— 001201052? •'Duana Arnold Energy Ctr Response to IE Bulletin 79-Olli* 
Environ Qual if ication of Class IE Equip.-nent. ■' 

* Bechtel Corp. 80/10/31, lOOpp. 07094:248. 


8012040255 Forwards IE Insp Rept 50-331/80-16 on B0090B-11 fc 1015-16 


notice of violation. 
DAVIS, A. B. Region 3 
Branch. 80/10/31. 


. Chicago, Fuel Facility L Materials Safety 
2pp. ■ 07162:320. 


%c 


— 8012040257 Notice of violation from insp on 0OO9O9-11 1015 16. 

e Region 3* Chicago* Office of the Director. 80/10/30. Ip. 
07162:322. 


P. Operating license stage docomonts i; correspondence 


0012160050 Ltr to operating plant licensees* OL applicants tc CP holders. 
Forwards NUREO-0737 re TKl action plan requirements. Reques ts 
operating reactor licenses confirmation In 45 days that 
End 1 Imp lemeiitation dates will be net. 

ElEENKUT* D. O. Division of Licensing. 80/10/31. 7pp. 


— 8012040263 IE Insp Rept 50-331/80-16 on 600908-11 *c 1015-16. 
Noncompliance noted: fai lure to rept required nuclidsa in 
effluent. 

GRArir*N.B.. JANUSKA. A- 0, . PAPER IElUO, C. Regions* Chicago, Offset 
of the Director. 80/10/30. I2pp. 07162:323, 
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DOCKETED ITEMS 


e&l2H0i^3 FoT^jarda lE Irsp Rept 50-331/80-15 on 800901-30, No 
none Dnp I iant e noted. 

rtEISH'‘!Afii R . F Region 3r Chicago^ Reactor Operations Nvclaar Support 
Branch, BO/ 11 /05 2pp 07225; 033. 


— SCH211C703 IE Insp Rept 50-331/30-15 on 0009 01 -30. No none omplianc© 
noted major areas i nsp ec k ad : p I ant operat icn*. rta lot. 
procedures! doc urrentatior V work perfarmed 

CHHISTlANSDiJ- W . CLARDV-LS, LrTTLE.W.S. Region 3. Chicago, 
Office of the Director 00/10/2*1, Bpp. 07223:055, 


8012150265 Forwards IE Insp Rept 50-331/80-20 on QOfOl 4-16. l/o 
noncC'Tip 1 1 ance "noted. 

HE I SHm/'Ni ft. F. Region 3. Chicago, Reactor Operations Noclear Support 

Branch. 80/11/06, 2pp, 07237:317, 


--0012150260 IE Irsp Rept 50-331/80-20 on a0l014-l6. No noncomp I iance 
noted, major areas dm pec ted : I icensee Itnp iementatlon of QA 
program in areas of rec eip ti storage 8t pracurenent control. 

■JACKIN, I N. , BCHULZ.fi D. Region 3, Chicago, Office of the 
Director. BAKER, K R Region 3. Chicago, Reactor Construction t« 
Engineering Support Sranch BO/li/06. 5pp, 07237:319, 


8012190271 Forwards IE Insp Rept 50-331/00-19 on 800929-1002 & 21-23. No 
nonco<*ipiiance noted. 

FIDR£LUI,0- Region 3, Chicago. Reactor Construction i Engineering 
Support Branch . eo/tl /13 2pp. 07206:026. 


— 9012190279 IE Insp Rept 50-331/00-19 on 000929-1002 t 1021-23. No 
nonccflipl ianc e noted Major areas insp acted : torus support 
re i nf orcenent ins tal lat i on, tue I tf Ing nondestructive 

eia-Ttiratlon» IE Bulletins 80-07 4 80-08 actions, 

KEY.!'!. J. Region 3, Chicago, Office of the Director. 

DANIELSON, D. H Region 3, Chicago, Reactor Construction U 
Engineering Support Branch. 00/11/12. Spp, 07206:028. 


0012020743 Forwards three Performance Appraisal Branch Insp repts St 
fTigt evaluation tree v/user guide so that facility can 
cO'^pare program to program already reviewed ^ make 
appropriate adjusfc,nents W/o enc I , 

KEPPUEfi, J 0. Region 3. Chicago, Office of the Director, 80/11/18. 
4pp. 


0012020657 Immediate action Itr re health physic* appraisal ecit 
me et i r,g. Notes unders (and ing that portable survey instruments 
uili be calibr by 001121 to meet requirements of emergency 
asslgiiment board tag duties. 

KEPPLER, vP. 0. Region 3. Chicago, Office of the Director. SD/11/21 
Ip. 07143:313. 


8012040653 Forwards IE Bulletin 80-2*^, "Pr es'ent ion of Damage Due to 
Nater Leakage Inside Conta inmerit. '* Me written response 
r equireid . 

KEPPUER.J, G. Region 3. Chicago, Office of the Director. flD/ll/21. 
2pp. 07166:316 


8012310442 Forwards I£ Insp Rept 50-331/80-16 on 801001-31. No 
ncnconp 1 iance noted. 

liEISHliAl.l, ft. F. Region 3, Chicago, Reactor Operations Nuclear Support 
Dranch. 80/11/21. 2pp. 07370:221. 


—8012310447 IE Insp Rept 30-331/80-18 on GOlOO.1-31 . No noncompHance 
noted. I^ajor areas in s p ec te d : p Ian t operat i ons,maint Ic 
p rocedur e. 

CHRIST I htlSON, W. , CLARDY, L. S. f LITTLE, N.S. Region 3, Chicago, 
Office of the Director. 80/11/21. 4pp, 07370:223. 


0O12OSCO57 Forwards IE Info Notice 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid '■ No written response required. 

KEPPLeR,J.G. Region 3. Chicago, Office of the Director. 80/11/24. 
2pp. 07102:208. 


8012110763 Ack receipt of 801024 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Jlept 5D-3I3/8D~13. 

HE I SHMAN, R . F. Region 3, Chicago, Reactor Dperatlons Nuclear Support 

Branch. 00/11/24. ip. 07225:086. 


—8012110769 Responds to NftC Q01003 Itr re violations notetf in IE Insp 
Rept 50-331/00-13. Correc fcive actions : exhaust vacuum breakers 
tested u/satis factory results. 

ROOT, L. D. Ic-wa Electric Light ft* Power Co. 80/10/24, 2pp. 


a012e:2D594 Forwards new security badge numbers k clearance levels for 
RegiCfi 3 personnel Changes should he entered on Bept 1980 
access lists 

KEHPLER, J, 0, Region 3, Chicago, Office of the Oirector. BO/H/25. 
6pp. 07309:007. 


8012170535 Forwards IE Info Notice 80-29, 3uppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange,” No written response 
required. 

KEPPLER. J, 0. Region 3, Chicago, Office of the Director. 00/11/26 
2pp, 07266: 140. 


8012090^*94 Forwards effluent rept data for 1979 k 1980, in response to 
NRC Itr re lE Insp on 800908-11. 

ROOT, t o. Fowa Electric Light k Power Co. 80/12/01. lo 
07201:103. 


— 8012090296 Effluent rept data for 1979 i. I9Q0, 

•* loua Electric Light & Power Co. 80/12/01. 2pp. 07201: 106. 


0012240^34 Act receipt of 001110 Itr informing NftC of steps taken to 
correct violation noted JE Insp Rept 30-331/80-17. 

HIND, J. A. Region 3, Chicago, Safeguards Branch, 00/12/01, ip. 
07325:113. 


--0O1224O263 Responds to NRC 601003 Itr re violations noted in IE Imp 
Rept 50-331 /eo-1 7. Corrective actions withheld 
Iraf 1*3CFR2. 790>. 

RC]aT,L. D. Iowa Electric Light k Power Co. 00/11/24, Ip 
07325:114. 


8012190210 Forwards third bimonthly status rept on IE Bulletin 79-OlD 
rs environ qualification of Class IE equipment. 

HAYE8, D. tJ. Region 3, Chicago, Reactor Construction It Engimeerlfifl 
Support Branch, 00/12/09. 2pp. 


R. Periodic operating reports h related correspondence 


a0l2090?94 Forwards effluent rept data for 1979 U 1900, In rospo-nit to 
NRC Itr ra IE insp on 80090B-11, ' 

ROOT,L.D. Iowa Electric Light 4s Power Co, 00/12/01. la. 

07201:105. 


—0012090296 Effluent rept data for 1979 e< 1900. 

•* Iowa Electric Light k Power Co. 80/12/01. 2pp. 07201:106, 


6012230311 Forurards monthly operating rept for Nov 1900. 

MINECKi D. L. Iowa Electric Light is Power Co, 80/12/15. Ip, 
07310:084, 


8012230314 Monthly operating rept for Nov 1980. 

VAN 8ICKEL, J. lou/a Electric Light L Power Co. 00/12/15. 7pp 
07310:035, 


8 Reportable occurrences, LERs 6 related correspondence 


8012010408 Informs NRC that RO initially reported on BOllll re reactor 
vessel exessive cooldown rate was not in violation of Tech 
Spec requirements. Reportable conditions did not exist. No 
further rept will be provided. 

IIINECK., D. L, Iowa Electric Light k Power Co. 00/11/19. Ip. 
07090:066. 


8012020492 Forwards LER 0O-O55/OIT-O. 

MIMECK, D. L. Iowa Electric Light t Power Co. 80/11/24 Ip 
07148: 120. 


—8012020495 L6R 80-055/01 T-0: on 8011 10, main steam relief valve stuck 
open resulting in Rx scram. Caused by wiring error during 
1900 design change work k inadequate post-insta 1 lation 
test 1 ng. Error corrected ^ test procedure revised. 

TOOKER, D, W. Iowa Electric Light k Power Co. BO/11/24 3dd, 
07148:121. 


0012020541 Forwards LER 80-053/03L-0. 

MIN£CK,0. L. Iowa Electric Light k Power Co. BO/il/24. tp. 
07148:07;. 


8012020546 LER 80-053/03L-0: on BOi I06i d 1 sc over ed that monthly 
functional test of turbine control valves fast closure for 
reactor protection sy* trip 1-. recirculation pump trip 
initiation logic had not been run for Otfc. 

RACER, M.S, Iowa Electric Light i; Power Co. 80/11/24, Ip. 
07148:078, 


0012020603 Forwards LER 60-054 /OIT-O. 

MINECKfO, L, Iowa Electric Light 4? Power Co, 00/11/24, Ip, 
07149: 037. 


80120206-13 LER 80-054/01 T-0: on 801 1 iO, during s tartup# r«l lef valve PSU-^ 
4405 began lea k ing. Cause unknown. Spare relief valve was 
setpoint tested, re-uior ked k installed. 

TOQKER, D. LV 1 obfa Electric Light It Power Co. 00/11/24. 2pp. 
07148:038. 



DOCKETED ITEMS 


8012190593 Forwards LER aO-057/03L-0. 

HlKECKiD. L. toua EUctrlc Light if Pouior Co 00/t2/13. Ip. 
07286; 154. 


— 0012190599 LER B0-O57/O3L-O: on 001 1 14< 1 pressure recorder PR 

43B4A found failed d ouns ca t e . Caus od by defective amplifier 
board. Deard replaced servo motors cleaned prior to 
recorder startup. 

RAOERiM. S. Iowa Electric Light 6 Po^er Co. 80/13/12. Ip. 

07206: 135. 


0012190643 Forwards LER 80-056/03L-0. 

MtNECKrD. L. Iowa Electric Light U Power Co. 80/12/13. Ip. 
07207:297. 


— B01219O650 LER e0-036/03L-O: on BOi t 1 4, drywe U high pressure switch 
P 8 4312C tripped above Tech Spec Caused by Instrument drift. 
Switch reca 1 i bri tested ^ returned to svc. 

RAGER.riS. Iowa Electric Light i; Power Co. 80/12/12, Ip. 
07287:290. 


8012240341 RQ: on G01217i d ur ing testing of suppression chamber level 
transmitters LT 4363B V. LT 2325.callbr error by technicians 
led operations personnel to beieve suppression chamber was 
filled to 1/200 cubic ft above Tech Specs limit. 

KINECK<D. L. Iowa Electric Light Power Co. 80/12/17. Ip. 

07323; 209. 


8012300465 Forwards LER 60-05B/03L-0. 

HINECK<D. L. Iowa Electric Light S; Power Co. SO/12/18, Ip. 
07349: 347. 


—8019300460 LER 8O-O30/O3L-O; on 8011 19i during annual testing of 
Instrument ac ^ battery bus undervoltage relays«relag 
27-Yn 1240 volt instrument ac undervoltage relayl dropout 
voltage determined under Tech Spec setpoint. Cause unknown. 
RAOEK/H.S. Iowa Electric Light Power Co. 80/12/18. Ip. 
07349:348. 


8012290410 Forwards LER aO-059/03L-0, 

HINECK. D. L. Iowa Electric Light if Power Co. 00/12/19, Ip. 
07336:315. 


—8012290414 LER 80-059/03L-0: cn 801130. reac tor coolant isotopic analysis 
not completed within scheduled time limit. Caused by 
germanluo)”! 1th ium counting sys being Inoperative. Spec trum 
amplifier replaced i coolant test completed. 

RAOER.K.S Iowa Electric Light «< Power Co. 00/13/19. tp, 

07336:316. 


8012390422 Forwards LER aO-060/03L-0, 

KINECK. D. L. Iowa Electric Light V Power Co. 80/12/19. Ip. 
07336 :,361. 


—8012290428 LER 80-'060/03L-0; on 801 138. d i schar ge vol high water level 
Instrument functional tost was not run before going to power 
operation Caused by operator error. Personne I will be 
re instruc ted. 

RAOER.H. 9. Iowa Electric Light 6 Power Co. 80/12/19. Ip. 
07336:362. 


DOCKET 50-333 JAMES A. FITZPATRICK NUCLEAR POWER PLANT 


F. Security, medical, emergency L fire protection plans 


8012040091 Forwards interim 10CFR5O. 40 suspending completion dates for 
fire protection mods, ef fee t ive upon 801029 publication in 
•+5FR71569. Rule will be suporseded by revised rule when 
effective, 

EISEliHUT. D. 0. Division of Licensirg. 80/11/07, 6 pp. 07170:236. 


6012050550 Informs that mods will be .rade to emergency notification sy« 
iti health physics netuorV equipment s. NRC will have lamps 
Installed on emergency telephones In all control rooms* 
technical support ctrs t. emergency operations facilities. 

ORIER/D.K. Region 1. Ph 1 ladelphia , Office of the Director. 

80/11/14. 2 pp. 07174:271. 


P. Operating license stage documents if correspondence 


Q0121600SO Ltr to operating plant licensees. OL applicants CP holders. 
Forwards NUREO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
End I Implementation dates will be net. 

EI 8 ENHUT 1 D. 0. Division of Licensing. 80/10/31. 7pp. 


8012320339 Ltr to all CP i OL holders for aNRs. re requirement for 
imp 1 omenta t ( on of ODYN code for licensing basis calculations 
performed by OE. App ] i cab I e to all license applications i 
proposed amends. 1 nc 1 ud ing core reloads 

EISEI-JHUT. D. G. Division of Licensing. 80/11/04, 4pp, 


Q012220563 Ltr to all pawer reactor licensees forwarding NliRE0-D61?i 
"Divrt Feeduater Nocile t Control Rod Drive Return Line 
Nocxlo Cracking." Confirmation that i mp 1 emon tat i on dates 
will be met most be sent within 43 days N/o encl. 

itlTi D. G. Division qf Licensing. 80/11/13. Ip. 

0Ot22i>O405 Responds to B00911 memo requesting that OPc of Nuclear 
Reac tov Regulation inform Licensees of need to comply 
w/revi-sed Agree.ment State burial site c and 1 1 i ons . Forwards 
results of IE survey. 

DEN1QN<H. R. Office of Nuclear Reactor Ragulabion. Director. 
00/12/04. 2 pp. 


— 9012230506 Forwards tabulation 4. summary of IE survey on low level 
waste at 31 reactors. Lew level waste storage facilities 
have been expanded at 377, or reactors surveyed u/7l^ 
planning or considering increasing storage capacity. 

DAIJDAR r. R. L. Effluent Treatment Systems Branch. 60/11/06. 0pp. 


8012230381 Discusses imp Umenta t i on of NUnEG-0737. "Clarification Of 
TMI Action Plan Requirements “ Lists actions to be taken 
when required equipment is unavailable. 

DAVNE. J.P. Power Authartty of the State of New York. BO/12/16. 
4pp. 07312:247. 


GD12300SB4 Submits supplemental info per 001024 ltr 4« provides addl 
info in response to GOlOOl ltr re plans to modify plant 
to meet design U performancs criteria by end of 1985. 

DAYNE. J.P, Power Authority of the State of New York. 80/12/16, 
2pp, 07357:330. 


Q Inspection reports. IE Bulletins i: correspondence 


8012090149 Ack receipt of 800910 ltr informing NRC of steps taken to 
correct violations noted in IE Naste Packaging Insp Rept 
15000039/80-14. 

SMITHiG.H. Region 1. Ph t lade 1 ph ia. Fuel Facility 6 Materials Safety 
Branch. 80/10/20. tp 07200:101. 


—90120901155 Responds to NRC 800619 ltr re vioUtions noted in IE Ifaste 
Packaging Insp ROpt 1 5000039/BO-14, Correct i ve actions; 

Standing Order IB. Exhibit 9. l.will be revised adding insp 
requirements. Revi Sion issued hy 001031 

PASTERNAK. R. J. Power Authority of the State of New York. 

80/09/18. 3pp. 07200: IDS. 


—8012090158 Forwards IE U'aste Packaging Insp Rept 15000039/00-14 on 
B0D619 h notice of violation 

SMITHfO.H. Region 1. Philadelphia. Office of the Director, 
60/09/03. app. 07200: IDS 


—9012090163 Notice of violation from insp on B00619. 

e Region 1. Philadelphia! Office of the Director. 00/08/07. app. 
07200: 107. 


—9012090167 IE Waste Packaging Insp Rept 15000039/80-14 on 800619. 
Noncomp 1 ianc e no bed ; auts 1 d e of Hcdel 14-195-4. Number lO 
shipping cask not stencilled or otherwise marked to identify 
as radioactive. 

MAC ARTHUR. T. C. r POTTER. J. P, Region 2. Atlanta. Fue I Fac 1 Uty It 
Materials Safety Branch. 80/03/07. 3pp. 07200-: 109. 


8012190710 Forwards IE Insp Rept 50-533/E0-I6 on 800908-12. No 
noncompliance noted. 

BRUNMCR»E. J, Region 1. Ph i 1 ad e 1 phia. Reactor Operations Nuclear 
Support Branch. BO/10/31 2pp , 07208:018. 


—9012190712 IE Insp Rept 50-331/80-16 on 800909-12. No noncompliance 
noted. Major areas inspec ted; administrative controls for 
facility procedures conformance to Tech Specs. 

CHUNOiJ.W 4 MCCANN* J. Region It Ph i ladelp h ia* Office of the 
Diract-o-r. DREENMAN. E 0. Region 1. Philadelphia. Reactor 
Operations Nuclear Support Branch. 8D/I0/S9. 10pp. 07208:020. 


8012030933 Forwards response to IE Bulletin 79-01D» "Environ 
dual 1 fic.atl 0(1 cf Class IE Equipment." Components* uhere 
qual i f ic-ation data is incomplete or missing^uJlll be tested 
or replaced 4 in full compliance by 020630. N/o end. 

FASTERNAKfR. J. Power Authority of the State of New York. BO/tl/OI. 
2pp. 07149:065. 


8012090003 Responds to IE Bulletin 80-11. "Masonry Nall Design," 
Re-»va luation program will be completed by 810415, 

PABTeRh!AVt;R J. Power Authority of the State of New York. 80/11/04, 
2pp. 07199,342. 
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DOCKETED ITEMS 


'0.0121200*18 For'uard? IG Bulletin BO’&li '‘Valve Yokes Supplied by Malcolm 
Foundvif Coi Iric. '* Written reisponae required. 

0R1ER< B. M Region !• Ph i lad e 1 ph i a ■ DYfice of the Director. 
a 0 /U/ 0 & tp. 07230: 2&6. 


8012190362 Informs util of iss*;ance of neu IwRC personnel identification 
badges^ ef f ec tive after ROt 130. Evamp 1 e encl. 

rtARTlls!,lv, j. Region !« Philadelph ia* Safeguards Branch. 80/11/06. 
app. 07236: 129. 


3012030794 Foruards IE Info Notice BO~40» ‘’Encessive Nitrogen Supply 
Pres jure Actuates Safety Relief Valve Operation to Cause 
Reactoi- Depressur i lation, ” No written response required. 

CRIER< B. H. Region 1 j Philadelphia) Office of the Director. 
00/11/07. Ip. 07150:220. 


B0120S0433 FoTwards IE Inf-n Notice B0"''4lr ‘'‘Failure qf Ewing Check Valve 
in Decay Heat Removal Cy s at Davis Besse Unit I.'* No 
respcnse required. 

GRIER 4 B. H Region I 4 Ph i 1 ade J p h iaj Office of the Director. 

00/11/10. Ip. 07182.312. 


0012040062 Forwards IE Bulletin e0’23» “Failures of Solenoid Valves 
Mfg by Valcoi Engineering Corp . “ Requires estinate of 
manpoJer associated ui/correcti ve actions. 

CRtERi D. H. Region li Philadelphia* Office of the Director. 
80/11/14. Ip. 07157:278. 


0012220676 Advites that written response is required to I£ Qulletin 
80-S3p “Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp. '* First paragraph erroneously stated ne 
written response required, 

CR1£R«6. H. Region 1< Ph i la de 1 pb i a« Office of the Director. 
30/11/19. Ip. 07293:128. 


8012040514 Forwards IE Bulletin 80-24j "Prevention of Damage Due to 
Hater Leakage Inside Contai ament. llritten response 
required. Requests info on manpower expended. 

ORIERfB.H. Region 1* Phi ladelph ia« Office of the Director. 
aO/lt/ 21 . 2 pp. 07169:214. 


Q0120S05B0 Forwards Info Notice 80-43. “Effect of Radiation on 
Hydraulic Snubber Fluid. ” No written response required. 
ORIERjB.H. Region I« Philadelphia. Office of the Director. 
00/11/24- Ip. 07174:071.^^ 


0012100^24 Forwards 'Mnservice Insp Suomarg 4: NI3~l Data Rept for 
Spr ing/Sunner 1930 Outage. “ Includes results of weld b pipe 
suppo.'t eiams ii. inservice insp of reactor pressure vessel 
internals* core spray sparger ic jet pump beams. 

BAYNE. J.P. Power Authority of the State of New Yorli. 0O/12/OS. Ip. 
07246: 196. 


--8012100229 "InservjCB Insp Su»^-narv NiS-i Data Rept for Spring /Summer 
1930 Outage. “ 

NUZIOiD.O. . SAHICKViU. Ebasco Services. Inc. (subs, of Enserch 
Corp. >. aO/lO/lO- 429pp. 07246:197. 


R. Periodic operating reports & related correspondence 


eOl31609D2 Forwards monthly operating rept for Nov 1900. 

PASTERNAA* R. J. Power Authority of the State of New York 00/12/09 
Ip. 07261:153 


. --8012160505 (Honthly operating rept for Nov 19B0. 

ZUFElT.E. Power Authority of the State of New York. 80/12/09 
Bpp. 07261:154. 


S. Reportable «c c urren c es* LERs I; reletad correspondence 


8012010409 Forwards LER 80-083/0 1T~0. 

PASTERNAK. R, Power Authority of the State of New York. 00/11/25. 
tp. 07093:087. 


■ 3'012010429 UER 80-063/01 T-0-: on GOl 118* average power range monitor sys 
operated u/lesa than min allowed channels operable. Caused by 
inadvertent wiring error Inside primary containment. Problem 
to be corrected during next containment entry, 
a Power Authority of the State of New York. 80/11/25, 3 pg, 

8012050431 Forwards LER ©0-082 /OSL-O. 

PASTERNAK. R. J. Power Authority of the State of New York. 80/12/02. 

Ip. 07173:306. 


8012050444 LER 0O*-OD2/O3L~O: on 801 1>!)2. so i eno i d pilot valve 16-1-SOV-lOi 
Bi associated ui/c onta indent isolation valve 16-1-AOV-lOl B. 
failed causing ADV to fail. Caused by worn plunger b dirt 
in valve. Parts cleaned 1 replaced, 

CHILDS* W. V. Pouer Authority of the State of New York 80/12/02 
ip. 07173:307. 


8012080435 Forwards LER C0-084/03L-0. 

PASTERNAK. R. J. Power Authority of the State of New York. 80/13/03 
Ip. 07186:321. 


0012000459 LER 80-0B4/03L-0; on three occasions during 001 i 03-25. reactor 
water level switch 02-3-LIS-101 0 or 1010 found set less 
c on seri/a t i ve than Tech Sp ec s. Probab 1 y caused by personnel 
errar. 

CHILDS. U.V. Power Authority of the State of New York. 80/12/03 
2pp. 07186:322. 


8012150127 Forwards LER S0-O50/03X-1. 

PASTERNAK. R. J. Power Authority of the State of New York, 80/12/05. 
Ip, 07237:291. 


"8012150130 LER ao-050/03X-l : cn 80050?. four MSIV* failed leak rate 
requirements o.r needed repair. Caused by normal wear. Valvas 
repaired 4: tested- 

CHILDS. N. V. Power Authority of the State of New York. 80/12/09. 
Ip. 07237:292. 


9013160530 Forwards LER 90-096 /03L-0. 

PASTERNAK. R. J. Power Authority of the State of New York. 80/12/10 
Ip. 07261:167. 


'8012160536 LER ao-086/03L-0: on 001110. fire detection lys for reecter 
core made inoperable to allow required electrical conduit 
rerout ing. Caused by implementation of required fire 
protection mod. Fire watch established while sys repaired. 

CHILDS. N.V. Power Authority of the State of New York. 80/12/10, 
ip, 07261:168, 


8012290432 Forwards LER eO-O80/O3L-O. 

PASTERNAK* R. J. Power Authority of the State of New York, 80/12/17. 
Ip. 07337:006. 


8012290437 LER aO-O80/O3L-O: on 801124. water level instrument 
02-3-LI3-72D switches 3 L 4 were found set outside Tech 
Spec I ini ts. Caus ed by Instrument drift. Instrument callbr & 
surveillance frequency increased. 

CIULDS»(f.V. Power Authority of the State of New York. 80/12/17. 
Ip. 07337:007. 


601229043? Forwards LER 0O-O89/O3L-O. 

PASTERNAK* R. J. Power Authority of the State of New York. 80/12/17, 
ip. 07336:284. 


■—0012290447 LER 0O-OB9/O3L-O: on 801 126. reactor core isolation cooling 
stea.-!i line low pressure switch 13-PS-a7B found set outside 
Tech Spec 1 imtts. Caused by instrument drift. Switch adjusted 
6 surveillance frequency increased. 

CHILDS. H.V. Power Authority of .the State of New York. 80/12/17. 
Ip. 07336: 285. 


8012290441 Forwards LER 80-090/03U-0. 

PASTERNAK* R. J. Power Authority of the State of New York 80/12/17 
ip. 07336:206. 


—0012290451 LER e0-090/03L-0: on 801130. KSIV 29-A0V-80A 90X opan limit 
switch did not reset when valve was fully opened. Cause 
undetermined. Fuses for follower relay pulled to keep channel 
tripped while being repaired. 

CHILDS. N.V. Power Authority of the State of New York. 80/12/17. 
ip. 07336:287. 


8012290443 Forwards LER 80-041 /04X-i . 

PASTERNAK. R 'J. Power Authority of the State of New York. 80/12/17. 
Ip. 07336:288. 


—8012290453 LER 80-04 1 /04X-1 ; on 000513,1-131 release 30X in excess of 
Tech Specs occ urred. Cause not stated. Isolated normal 
ventilation 6 operated standby gas treatment to limit 
release. 

* Power Authority of the State of New York. 00/12/17. Ip. 

07336: 209. 


8012290460 Forwards LER 00-085/01 T-0. 

PASTERNAK. R. J. Power Authority of the State of New York. 80/12/17. 
Ip. 07335:050. 
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— B0t2290474 LER QO-0Q5/01T-0: on B01203»HPCI supply outside IW 

operator motor f a i led . Ca used by mechanical failure of torque 
stiiitch assembly. Kotor reuaurd ^ assembly parts replaced. 

CHILDS. W.V. Power Authority of the State of |4eu» York. 80/12/17. 
Ip. 07335; 051. 


SOI 2300655 Forwards LER 80-038/ 03X- 1 . 

P ASTERN Ait I. fi. J. Power Authority o# the State of Neu» York, SO/ia/l/, 
ip. 07359:282. 


— 0012300662 LER BO-03a/O3X- 1 : on 000410. dur ing normal operation & as 
result of surveillance tes t ing. pr itrary containment isolation 
valve tQ-K0Y-S7 was found incapable of fully closing in 
response to close s igual . Caused by worn i galled seats. 

Kt Pouer Authority of tfve State of New York. 60/12/17. Ip. 
07359:203. 


8012300342 Forwards LER eo-O/O/OaX-t. 

PASTERNAK. R. J. Power Authority of the State of Netu York. 80/12/10. 
Ip. 07361:336. 


— 8012300546 LER 80-07a/03X-l : dur ing 030010-15. at various ttftios during 
plant shutdown# number of intermediate range nonitor sys 
problems encountered. Prob loms detailed in end. 

CHILDS# M.V. Power Authority of the State of Neiu Vorl. 80/12/10. 
3pp. 07361:337. 


0012300630 Forwards LER B0-O9t/O4T-Q. 

PASTERNAK. R. J. Power Authority of the State of New York. 80/12/23. 
ip. 07359:204. 

— 8012300638 LER 80-091 /04T-0: an 80121 1. dur ing normal aperatlon. as result 
of environ radiological moni tor ing. rad { oac tive t— 131 was 
detected In mi Ik. Apparently caused by atmospheric weapons 
test conducted by China on 801016. 

Power Authority of the State of New Vork. 00/12/23. 4pp. 

073S9: 285. 


\f. Operator Eiaminations 


8012100457 Responds to NRC 800731 Itr re amended IWREO-0737 re shift 
staffing 6 overtime restrictions. Administrative procedures 
will be revised to meet now restr Ictions. Add I operating 
positions created. Revisi ans will be completed by 821103. 

BAYNE. J.P. Power Authority of the State of New York. 80/12/04. 
3pp. 07218:209. 


DOCKET 50-334 BEAVER VALLEY POWER STATION- UNIT 1 


F. Securltyi medical, emergency i: fire protection plans 


8012040118 Public version of '• Independent Assessment of Evacuation 
Times far Beaver Valley Nuclear Poubt Plant." Vol 3. prepared 
for FEHA. 

C0S9Y.J. C.. SHEPPARD. H. V. . DAY. R. A. Wilbur Smith «« Associates. 
60/06/30. 56pp. 07150:264. 


0012290006 Notifies of mods required re facility emergency notification 
sys & health physics network, as result of NRC review. NRC 
will install lanps near emergency h telephones It output 
jacks In corrimunication lines. 

CRIER. B.H. Region 1. Philadelphia. Office of the Director. 

80/11/ 14. 2pp. 07330:231. 


0012050197 Informs of Interim 10CFR50, 40 suspending completion dates 
for previously approved fire protection mods, Revised 
10CFR50, 48 will contain schedules for completion of all fire 
protection mods, 

E18ENHUT. D. G. Division o f L icens ing . 80/11/17. 5pp. 07175:030. 


8012080456 Requests extension until 600131 to provide complete 
description of changes to security plan. in response to NRC 
aOlOOI request re vital area analysis, 

DU'^N.C.N, Duquesne Light Co. 80/12/02. Ip. 07194; 174. 


6012040065 Forwards public version of "Evacuation Time Assessment of 
Nine Nuclear Power Plants Emergency Planning Zones." 
executive summary. 

FELTON. J.M. Division of Rules and Records. 60/12/03. Ip. 
06915:001. 


— 8012040003 Public version of "Evacuation Time Assessment of Nine 
Nuclear Power Plants Emergency Planning Zones. *• executive 
summary^ prepared for FfcKA. 

^ Wilbur Smith I* Associates. 80/06/30. I7pp. 06915:001. 


--0012040155 Public version of progra.^ rept. ’‘Evacuation Time Assessment 
of Nine Nuclear Power Plants Emergency Planning Zones." Vol 
1» prepared for FEMA. 

COEBV-J. C.i 5HEPPAR0.W. V Wilbur Smith Associates. 80/06/30. 

43pp. 07160:313. 


0012290312 Forwards review of facility 600310 emergency plan. Add I info 
6 com'Ri tment s required before onsite emergency preparedness 
program meets c r t ter i a. P 1 a n revisions requested. 

VAROAi S. A. Operating Roactars Branch 1. 60/12/04. Upp- 

07346: 101. 


0012170463 Discusses NRC 801009 site visit to observe progress of 
emergency operations facilities const L details of site 
Layout re conduct of emergency operat'i ons. Emergency 
operations facklltii drawing encl. 

0UM4,C, If. Duquesne Light Co 00/12/12. 3pp. 07269:236 


P. Operating license stage docu-nents 6 correspondence 


8012020/53 Forwards seismic qualifications of auiiliary feedwater sys 
in operating PWRs lit describes program NRC is undertaking 
to review capability of operating PWRs to remove decay 
heat following earthquake. 

ElSEliHUT, D. O. Division of Licensing. 80/10/21. 4pp. 


8012090486 Responds to 001031 tel con. Enumerates actions taken by util b 
requests response if such actions differ frara actions 
actually planned by util. 

GRIER-B.H, Region 1- Ph i ladel ph ia# Office of the Director. 

00/10/31. 2pp. 07207:027. 


0012160050 Ltr to operating plant licensees-OL applicants 4 CP holders. 
Forwards NUREO-0737 re T«I action plan requirementi- Requests 
operating reactor licensee conf irnat ion in 45 days that 
End 1 inpl ementation dates will be ret. 

ElSENHvJt# D- 0. Division of Licensing. 80/10/31. 7pp. 


0012220563 Ltr to all power reactor licensees forwarding NUflEG-(l6194 
♦'HWR Feedwater Nacile & Control Rod Drive Return Line 
Noule Cracking." Confirmation that Imp lem.Bntat ton dates 
will be met must be sent within 45 days, ll/o encl. 
eiSEWOT, D.O. Division of Licensing. 00/11/13 Ip. 


8012120012 Forwards Amend 33 to License DPR-66# safety evaluation & 
notice of issuance & availability. 

VAROA-S.A. Operating Reactors Branch I 00/11/15. 2pp. 07237:165. 


— 8012120020 Amend 35 to License DPR-66r mod i fy ing Tech Specs re operatioi 
L surveillance of control rod indicator channels. 

VAROAfS. A Operating Reactors Branch 1. 80/11/15. 10pp. 

07237; 167. 


--801212002S Safety evaluation supporting Amend 35 to License DPR-66. 

4 Office of Nuclear Roacto. Regulation. Director. 80/11/13 5pp. 
07237: 177. 


— 8012120020 Notice of issuance & availability of Amend 35 to License 
DPR-66 

VARDA# 8. A Operating Reactors Branch 1. 60/11/15. 2pp 

07237; 1B2 


6012120363 Supiiiiary of 801112 meeting u/uti 1 at site re safe operation 
of pressurlier relief L safety valves. 

ROSSdIl. J. Operating Reactors Branch 1. 00/11/21. 5pp- 07236:319. 


8012020355 Forwards results of testing performed on check valves 
installed in Event 5 configuration per NRC 600223 ltr util 
0CO317 response. Valves tested on Bontl-14 fc retested on 
60i£IB following plant trip 6 safety injection. 

DUNNiC.N Duquesne Light Co. 80/11/25- 5pp. 07140:166. 

0012240135 Forwards Amend 36 to License DPR-66j safety evaluation It 
notice of issuance L aval lab l 1 i ty. 

VARCA# S. A. Operating Reactors Branch I. BO/ 11/26. 4pp. 07107:001. 


— 8012240142 Amend 36 to License DPR-66. revls ing radiological Tech Spec* 
on installation of hydraulic snubbers.# surve illance of 
auiiliary feedwater pumps Zt auiiliary feedt^ator flaw 
Indicators. 

VAR0A«8.'A. Operating Reactors Branch 1. 00/11/28. 21pp. 

07107:001 


— a’Ol2240145 Safety evaluation supporting Amend 36 to License DPR'’66, : 

« Office of Nuclear Reactor Regulation- Director. 00/11/28. Spp.: 
07107:001. 
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Qi issuartca 4 avai Utility of Amend 36 to License 
o5lR7'oot ^^peratinj Reactors Branch i. 60/11/20. 2pp. 


>12220435 Responds to &009U 
Reactor Regulation inform 1 
w/reviaed Agreeaieiit State t 
results of (E survey. 

Denton. H. fi office of wuci 
80/12/04. Spp. 0729<y:205. 


nemo requesting that Ofc of Nuc 1 
icansees c# need to comply 
urial site c ond i ti ons. Forutards 

ear Reactor Regulation* Director. 


ear 


6012 S 20 S 06 Forwar 
>/asts at 51 rea 
have been evpan 
planning or con 
BANKART, R.L. E 
07a?9: 207. 


ds tabulation 4: sunrary o# IE survey on low 
ctors Low level v^aste storage facilities 
tfod at 37’/, of reactors surveyed w/7lX 
sidering increasing storage capacity, 
ffluent Treat.nent Systems Branch. 60/11/06. 


leve 1 


app. 


12230i>99 Responds to 001031 It 
itnpleflientation dates contained 
ectension for proposed tnnds re 
punps. 

DUNN. C.U. Duqueane Light Co. 


r ro c anf 1 rmation of commitment to meet 
in f.*URE<5-07a7. Requests 
auto trip of reactor coolant 

00/13/17. 4pp. 07311:099. 


1S300409 Submits list of Westinghouse documents to be marked as 
proprietary 4; removed! from PDH. Docusnents also identified In 
Ifeiting b ous* 801003 ktr. 

DirMN.C.N. Buquesne Llgiht Co. 00/12/19, 2pp. 07349:350. 


Inspection reports* lE Bulletins 4 correspondence 


DG210481 Roquests delay to 000901 C3j.mtt.nent for implementation of 
revised administrative pTOceduras* required by Enforcement 
Conference 79-21, 

DUKNiC.ll. Duquesne Light Co. 60/06/06 2 pp, 06334:117. 


12100077 Ack recBipt of 301013 
:orrect violations noted in IE 
irU.'iNER* E. J. l^egion 1* Philade 
Support JJrsnch, 80/10/20. Ip. 


Itr informing MRC of steps taken to 
Insp Rept 50'334/B0-l6, 

Iphla. Reactor Operations Nuclear 
07219: 108. 


3012100083 Responds to NRC 000917 Itr re violations noted in IE Insp 
Rapt 50-334/60-16, Co rrec 1 1 ve ac t Ions ; shi f t supervisors 
directed to notify operations ctr of future safeguards 
av’enta, 

DWN*C.N. Duquesne Light Co GO/iO/13. Spp. 07219:109. 


10I51000B7 Ark receipt of 601009 Itr informing NRC of steps taken to 
correct violations noted in. IE Insp Kept 80-334/60-16. 

DRUNNHR* E, J, Region I* Philadelphia* Reactor Operations Nuclear 
Support Branch. QO/ll/07, Ip. 07219:114, 


1012100090 Requests proprietary status be accorded to portions of IE 
Insp Rapt 50-334/00-16 per 10CFR2. 790 tfue to security 
nature. 

U'OOlEVERi E J. Duqoeine Light Co. 00/10/09, Spp. 07219: J15, 


I0I21 00094 Forwards IE Insp Rept SO-334/BO-16 on 600601-36 U notice of 
vlo I ation. 

aRU.f<!NERi £ , J. Region !> Ph lladelph ia. Reactor Operations Nuclear 
Support Branch. 00/09/17. 2pp. 07219:110. 


012100096 Nntice nf violation from insp on 800601-30. 
e Region 1. Philadelphia. Office of the Director. 00/09/12, 2pp. 
07SI7I20. 


012100102 IE Insp Rapt 50-334/00-16 on 000601-30. NoncompI iance noted; 
failure to notify NRC of tmmed iate ly reportable event. 

Portions withheld Iref I0CFR2. 790). 

BECKITAN, D. a: f HECflER* J. D. . MOB.REARTV^. R. A. Region 1* Phi ladelph la* 
Office of the Director; 00/09/12. 22pp, 07219:122. 

2170403 Forwards IE Info Notice 80-30* “Cracking in Charging Pump 
aslng Cladding. “ No written response required. 

RIER,a.K. Region i* Phllatf elph la* Office of the Director. 

0/10/30. ip. 07269: 121. 


3240048 Forwards IE Insp Rept 50-334/60-24 on 000923-29, Mo 
oncomp 1 i ance noted. 

^UMNERjE. J. Region J* Ph I iadeiph t ai Reactor Operations Nuclear 
upport Branch. 80/10/30, 2pp. 07324:243, 


512240049 IE Insp Rept 50-334/00-24 on 8C082S-29, Np noncomp I lance 
noted, riajor areas inspected ; design change approvals* QA I* QC 
interface w/de*ign changes 4 onsite safety committee meeting 
minutes, 

TROSKOdi^ 1 , W. Region 1. Philadelphia* Office of the Director. 
CAPNrONi D. L. Region I* Ph I tadelph la* Reactor Operations Nuclear 
aupport Branch, 00/10/20. 6pp. 07324:247. 


B012090001 Responds to IE Bulletin 00-11* "Masonry Wall Design. 
Util unable to meet bulletin schedule for completion of 
re-evalua t ion . Port ion of work should be completed by 810131. 
DUb:N*C. N. Duquesne Light Co. 80/10/31. Ip. 07199:346, 


0012100057 Immediate Action Ltr 00-43: d i scusscs util 000014,0911 1020 

Itrs re IE Qulletin 79-14. Enumerates actions taken or 
planned by util Requests response if actions differ from 
actions described. 

<fRlER*a.H. Region 1, Ph t lad olph la. Office of the Director. 

80/11/03 3pp. 07217:016. 


0012190485 Ac k receipt of uOO0O6 ltr re IE Enforcement Conference 
30-334/79-21, Proposed schedule extension of imp Umenta tlon 
of neu station administrative procedures acceptable. 

GRIER, D.H. Region 1, Philadelphia, Office of the Director, 

80/ 1 1/04. Ip. 07207:093, 


0012120034 Forwards IE BoUettn 80-21, “Valve Yokes Supplied by Malcolm 
Foundry Co* Inc. “ Written response required. 

GfiIEft*B.H. Region 1. Philadelphia, Office of the Director. 

80/li/06. tp. 07230:297. 


8012190379 Informs util of issuance of neu NRC personnel Identification 
badges, effective after 801 130. E xamp le , one 1. 

MARflN.W. J, Region 1. Ph t lade Iph ia* Safeguards Branch. 00/11/06. 

2pp. 07286; 1 4t. 


00120307/6 Forwards IE Info Notice 00-40* "Excessive Nitrogen aupplu 
Pressure Actuates Safety Relief Valve Dpepation to Cause 
Reactor Depressuri tati on. " Nn written response required. 

QRIER.D. H. Region I* Ph I lad e Iphia* Office of the Director. 
BO/tl/07. Ip. 07190:296. 


0012090010 Submits supplemental rasponse to IE Bulletin 79-OiB re 
pressurlrer level transmitter LT-RC-4S9 failure |< 
replacement transmitter failure. Sys component work sheet 
enc 1 . 

DUi/N,C.fL Ouquesne Light Co, 80/ 1 1/07, 3pp. 07199:331. 


0012000539 Forwards lE Info Notice 00-41. "Failure of Suing Check Valve 
in Decay Heat Removal Sys at Davis Desse Unit 1." No 
response required. 

GRIER, B.H, Region 1, Philadelphia* Office of the Director. 
eO/il/10. Ip. 


0012040104 Forwards 1£ Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. ■* Requires estimate of 
manpower associated u/corrective actions. 

GRIER, 0.H. Region 1. Philadelphia, Office of the Director. 
aO/n/ 14 . Ip, 07158:030. 


0012220647 Advises that written response is required to IE Bulletin 
00-23, "Failures of Solenoid Valves Mfg by VaUor 
Engineering Corp," First paragraph erroneously stated no 
written response required, 

GRIER.O. H. Region 1* Philadelphia, Office of the Director. 
80/11/19. Ip, 07295:049. 


8012040531 Forwards 16 Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment." Written response 
required. Requests info on manpower expended. 

ORIER.fi, If Region 1* Ph 1 lade 1 ph la. Office of the Director. 
00/11/21, 2pp, 07169:138. 


6012050996 Forwards Info Notice 80-42, "Effect of Radiation on 
Hydraulic Bnubber Fluid." No written response required. 

CRIER, B.H, Region 1* Philadelphia, Office of the Director. 
BO/ll/24. tp. 07174:041. 


0012110037 Notification of 001202 meeting w/utll in Bethesda.MD to 
discuss deficiencies in licensee responses to IE Bulletin 
79010. "Environ Qualification of Class IE Equipment," 
ftOSS.H, J. Gp era ting Reactors Branch t. BO/tl/26. 2pp. 07223:277. 


R, Periodic operating reports It related correspondence 


8012030SB8 Submits NPDES rept for Dct 1980. 

MOORE, O.lf Duquesne Light Co. BO/ll/28. 13pp. 07191:171, 


B0121S0273 Forwards "Semiannual Effluent Rept: Offsite Dose Estimates* 
First 6 Second Quarters 1980. " 

DUNN, C. N. Duquesne Light Co. 80/12/10. Ip. 07240; 307. 


— B012190277 "Semiannual Effluent Rept; Offsite Dose Estimates, Fin t |< 
Second Quarters 1980. " 

^ Duquesne Light Co. BO/12/iO. 3pp. 07240:308, 



DOCKETED ITEMS 


163 


6012170567 Foruarda monthly operating rept for Nov 1980. 
DUNN»C,N. Doqueane Ltght Co. B0/t2/l2 Ip- 07264:144. 


— 8012170572 Monthly opsrating rept for Nov 1980. 

TIMKOf D. R. OuquBsne Light Co. 80/12/03. 8pp. 07264:145. 

S. Reportable occurrences. LERs fc related correspondence 


B012020527 FoUouup rapt re RQ on 000225. tuio frequoncioe on peak shock 
annunciator sys actuated visual alarns. Caused by transmitter 
reed switches within cantainment. Sys chocked i- calibr hy 
vendor. Procurement request submitted for more reliable sgs. 

MERLINO.J. A Duqoesne Light Co. 80/11/21. 2pp. 07130:305. 


a0120'?0?69 RO followup on 000403 rept: on 000225. two 
shock annunciator sys actuated visual alarms w/o 
of seismic event. Problem traced to reed switches 
containment transmi tier. Sys checked 6 recalibr. 
WERLINO. J. A OuquBsne Light Co. 80/11/21. 2pp. 


frequencies 

occurrence 

in 


07187:001. 


on peak 


8012010300 RO EO-OBS/OlP: on 801120 operator observed that N-41 t* N''42 
channels read 37,. power, wh I le N-43 N 44 read OK. Caused by 
lack of high voltage to detectors of N**43 N-44 channels. 

Circuit re-energized, 

WERLINOfJ. A. Duquesno Light Co. 00/11/24. 


channo 1 
2op. 06915:001. 


8012010303 RO 80-086/01 P : on 801 121 . overstress condition found on seal 
injection header from discharge of high head safety 
injection pumps. Mod of pipe support completed prior to 
entering Mode I on 001122, 

HERLINOiJ. A Duqoesne Light Co. 00/11/84. 2pp. 06915:001. 


B0I2O50416 LER 80-001 /03L“0. cn 8O1029. three MSIVs failed surveillance 

testing of valve closure tinie Probably caused by valve 
sitting idle for U mouths prior to test. Pac k i ng adjusted. 

WLRLINO/ J. A. Ouquesr.e Light Co 60/11/28. 2pp 07173:280 


0012090309 Forwards LER Q0-087/03L-0. 

WERLINO, J. A. Doquesne Light Co. 00/12/01. 


2pp. 07203:016. 


-8012090392 LER 0O-OB7/O3L-O: or GOi 1 13 . op e rator attempted to perform 
ope.’ation surveillance test on intermediate range nuclear 
instrument while reactor was critical Caused by operator 
error 4: possible inadequate situational analysis guidance. 

LACEV.N, S Duquosne Light Co 80/11/25. 6pp. 07203:020. 


8012120522 Forwards LERs 
WERLItiO. J. A. Duquesne 


80-085/01 T-0 4: 80-006/017-0. 

Light Co 80/12/05. 2pp. 07237:049. 


0012120530 LER 00-005/0 J T-0: on 801124. two nuclear power range 

instruments indicated zero power. Caused by actuation of high 
voltage protection c Ircui t. de-onerg i z ing detec tar s. Sh if t 
turnover checklist changed to increase chocking frequency. 
LACEY. IL S. Duqoesne Light Co 80/12/05. 2pp. 07237:051, 


0012120535 LER 80-086/017-0: on 901121. pipe support on seal injection 

header from discharge af high head safety injection pumps 
determined to be in overstressed cond 1 tton. Cause unknown. 

Support mods made, 

LACEYi 14. S, Duquesne Light Co. 00/12/05. 2pp 07237:053. 


8012120539 Forwards LER 8O-0a4/03L-0 

WERLING(J. A Duquesne Light Co. 00/12/05. 2pp, 


07227:298. 


8012020526 RO a0-O96/OtP: on 001 121. Tech Specs 6. 9, 1. 8. i analysis of 
structures has less conservatism than originally calculated. 
Overstress condition exists on seal injection header from 
dlecharge of high head safety injection pumps, 

WERLIUO. J, A, Duquesne Light Co, 80/11/24. 3pp, 07141:267. 


8012030652 Forwards updated LER BO-073/017-l. 
MERLIUO.J, A. Duquesne Light Co. 80/11/24. 


2pp. 07149:222. 


—8012030659 Updated LER 80-073/017-1 : on 801003. vendor advised util of 
potential unrevlewed safety question involving blowdown 
of all three steam generators due to single line break In 
steam supply to turbine driven auxiliary feedwater pumps. 

LACEYrW, B Duquesne Light Co. 00/11/24. 2pp. 07149:224. 

8012040645 Part 21 rept re BVW installation of synthetic insulated 
switchboard cable Inside containment w/o proper 
documentation, possibly affecting pressuriter power operated 
relief val ves. Or igina I ly reported on 790017. 

WILDjP.A. Stone Webster. Inc. 80/11/24. 4pp. 07165:350. 


8012100462 Forwards LER 0O-O0O/O3L-O. 

WERLINO. J. A. Duqoesne Light Co. 00/11/25. 


app. 07210:035. 


— 6012100463 LER BO-OSO/OSL-O; on 601029. channel 0 refueling water storage 
tank level indicator found reading high. Channel declared 
inoperable. Caused by indicator drifting out of calibr. 

Indicator repaired. 

LACEY. W. 9. Duquesne Light Co. 80/11/25, 2pp. 07218:037. 


6012080436 Forwards LER aO-079/03L-0. 

WERLINO. J. A. Duqoesne Light Co. 80/11/26. 2pp. 


07103: 127. 


—8012190345 LER 0O-O84/O3L-O: on B0UO7. boron 
annunciation rece i ved. Caused by ground in 
trace c i rcut t. Ground eliminated. 

LACEY. 14, S. Duquesne Light Co, 00/12/03. 


injection tank low temp 
inservice heat 

2pp. 07227:300. 


6012160401 Forwards LER 00-008/017-0. 

WERLiNOi J. A. Duquesne Light Co. 80/12/10. 2pp. 


07235: 333. 


— 8012160489 LER 00-080/01 T-0: on 001126. IE Bulletin 79-14 review revealed 
low head safety injection pumps discharge relief lines 
overstrossed. Cause unknown. Temporary mods to remove 
restrictions on pipe thermal expansion completed. 

LACEY. W. B. Duquesne Ltght Co. QO/12/iO 2pp. 07235:337. 


0012190501 Forwards LER 00-089/03L-0, 

WERLINO. J. A Duquesne Light Co, 00/12/12. 


07287: 065, 


0013190509 LER G0-0a9/03L-0 on 001024. pressur I lad level transmitter 

LT-RC-459 t spare failed. Cause unknown. Orig ina 1 plant 
equipment reinstall ed. Add I review resulted in Westinghnuse 
submittal re IE Bui I et in 79-OIB. 

LACEY. ii.B. Duquesne Light Co. 00/12/12, 2pp. 07207:067. 


6012190597 Forwards LERs 90-090/03L-0, 00-091 /03L-0. 0O-O92/O3U-Oi 


0O-O93/O3L-O 6 eO-l03/03L-0 
uroi irift. 


n.ifliiaKna I 4 h 4: Cfi 


ori/ 1 O/t O 




—8012190590 LER GO-090/03L-0; on 801112. two of three chlorine detectors 
failed surveillance tests Caused by dirt on wicks fc glass 
orifices preventing flow of e lec troly te. Detec tors cleaned 

returned to svc. 

LACEYrIf. 3. Duquesne Light Co. 90/12/12. 2pp. 07286:162. 


— 8012000439 LER 0O-O79/O3L-O: on 001020. low level annudator on safety 
Injection sys a larmed. Caused by running pumps on 
recirculation while maintaining reactor coolant pomp seal 
injection flow, 

LACEYiU. 8. Duquesne Ltght Co. 00/11/26. 2pp- 07103:129. 


— 0012190592 LER aO-09l/03L-0: on 001 1 13. samp I i ng of boron injection tank 
indicated low boron concentration After adding 100 lbs of 
boron. high concentration ind icated. Low concentration thought 
to be caused by inleakage through isolation valves. 

LACEY. U S, Duqoesne Light Co. 00/12/12 2pp. 07206:164. 


e0>l20a0469 LER 80-088/01 P-0: on 801126. evaluation «t roanalysls raqulred 
bu IE Bulletin 79-14 showed overstress condition exists on 
low bead safety Injection pumps Sl-P-IA 6 8I-P-1B discharge 
lines at relief valve branch lines. 

WERLINO. J. A. Duquesne Light Co. BO/it/26, 3pp. 07184:252. 


—8012190596 LER BO-092/03L-0: on 0011 14. rad iatlon monl tor. RM-LW-104, 
alarmed h igh. c leared . then realarmed. Caused by failure of 
printed circuit board. mak irg high alarm input to control 
room annunciator Inoperab la. Printed circuit board replaced, 
LACEY.W. S. Duquesno Light Co. 00/12/12. 2pp. 07206:166, 


9012030402 Forwards LER 80-083/03U-0. 

WERLINO* J. A Duquesno Light Co. 80/11/29. 


2pp, 07173:276. 


— 8012050407 LER 80-083/03L-0; on 801030. low pressure In 1C safety 
injection accumulator 81-TK-lC indicated. Caused by small 
nitrogen leak ^ nitrogen regulator on supply header 
pre/entlng repressor i lation. 

LACFYrW 8. Duquesne Light Co. 0O/il/26. 2pp. 07173:278. 


8012050413 Forwards LER 00-081 /03L-0. 

WERLINOiJ. A. Duquesne Light Co. 80/11/20. 


2pp. 07173:206. 


— 0012190600 LER 00-093 /03L-0: on 801116. during surveillance test on fire 
protection sys. timer in west cable vault found defective. 

Fire watch posted 6 defective ti.ner replaced. 

LACEY. 14, S. Duquesne Light Co 80/12/12. 2pp, 07206:160, 


— 8012190602 LER 80-103/03L-0: on 601203. boron injection tank determined 
to be out of spec high. Plant shutdown Initiated ft. tank 
d 1 luted. Caused by temp controllers for tank set too high. 

Temp controllers set to lower temp. 

LACEY. 14. S Duquesne Light Co. 00/12/12. 2pp, 07206:170. 
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*"60112233553 LER aO-Q 95 / 

'■'3L-0 or* R'llioi j 

atcunulator lA leva! cha-iaal T ^ “'"‘I® ‘“•’etv injactlon 

'8012230533 LER 80 ~ 096/034. '-O oi' 

^eiiri regulating valves caused tJlnl i w/ 4 i«|pa 5 s (. main 

»iat be controlled ui th in 1 1 

LA«r,i n°’' va?ver tuned 

vev.us Du,„.„a Co B0 /.j ,15 Bpp. 073.6 300 

80-110/031,-0 

8ESL,^...7.A Ooauoane Co eo„07.6 2pp. 073,0:270 

" 801201. charcoal t.st CPU in IB oain 

6 V uorknen error in not resi ac inn f * H»"i t. Caused 

replaced. epjacing cell in June 19B0. Cel 1 

■.6Ct-7,WS. 8o,„psn, L.aht C. 60/127,6 2pp 073,8:280. 

BO-lSo/ 03 [- 5 “rBO-io:^/ 3 L-o'’‘’'^°^'“‘ ^‘’'“’^■'“'-O, ao-09»/03u-0, 

ME«L„,.0 .J.A Ou.opppp Clpn. CO. ao/ia/,8 app 07362:354. 

''-6012300667 LER B0'097/O3l- 0 cn SOI I2l • 

improperlu natir/i <?Dai ^ 3 c e jt inner door Darings 

FJ-«S-4a4''u«^pigJpi°,j"“t"|] '*'>“ Indlcitor 



8u,0„n. L.,h* Co a3/,2„8 app. 07262:358. 

in(licatot^FI-RC.?24''5Po‘°p'" = '>'»nnel t tlou 

«.AC8 V.».s Du,„.,„e Cii66 c. aO/,2/,0 2,p, 07362:360. 

--8013300681 LER 80-100/03^-0: on G 0112 S ore • ^ 

IJnjt. Caused faultg se^ i jatii in^e?+ '’’ecli Spec 

valves. Valves replaced injection filters «. drain 

lace,, a s, 0u,op.p. Cig6t Co 3,/, 2/, 8 2pp. 07362:362. 


ForwarUs NUfiSO-ow'^re *TKI "ic Uoil'p I Applicants t CP holdart 

■rSrr¥-":A:.-SF::' 

.EI.HJT,D O Division of Liconsir., BO/ 10 / 3 ,. 7 pp. 

"B14» Feeds:atsr°NoMle'’f’'control°Hoi'n'"*"B Po'-vardin) NUF)EO-OAIV. 
Nowu Cracking •• Conf.'rnaJion 

t*»ill be net .rust be sent with ^ ‘*^tes 

EISEL-HJTpD G Division I days. N/o end. 

ivision of Licensing, 00/11/13. Ip. 

8012010106 Responds to NRC nnini'? 

nalora. circolaUon co 2 ldo^ ivan^Sni f°''d*‘'''} 80061. 

-,O.B.S. P.arldaPri”rj;^rc\‘-‘®,??-- 

8012320495 Responds to HD 09 I t mnistcs i_ 

Reactor Regulation inform I i censees’^oP^i^d Nuclear 

u*/r*vised Agreement State burial ^ 6 - “ 

results of IE survey. condi tions. Foruards 

ao/ 13 / 04 ; Nuclear Reactor Regulation. Director. 

t-aste at arreldoJ^Low^leve 1 was’trst^^ survey on low level 
have been eipanded at 377 ! storage facilities 

Planning or censide^nf^nc^IdL I! 

BA-OART.R l. 8 ff.„.nt\raat:“;''|,:J:::rir:n?r “go/.,/06 8PP. 

Analvai. CdPpleUd'^B^Honrg Vjatt^Co^al *■ •♦p*«b 

— B.8 ?.oti;a"pL:r-i-?g\'rcr-^s;.i:;5J.-‘i;p‘'®V240:.23. 

8012240179 Submits supp i to util GOifin 

lass of power. clarifying RerOunl 1 BOlOiO I tr re 

UMfi, 0 .R.E. P.arida Pa..c 6 Ught Co. B 0 /. 2 /. 6 , 3 pp. 07323:052. 

o?”Sr 8 S:s; 37 .‘*"* *■ "" ■’»* 

.« e- Florida Pow„ 6 Light Co. 80/, 2/23. 6 pp. 07357:057. 
aPllPBio. l c.rr„pond.nc. 


•8012320686 LEB 80-10./03 -o a- finiiBi . DlA^l’n^" No wrlttan *" Charging Pupp 

‘8 “'''‘Pa’p/th. Diract.r. 80/10/30. 


UCEV.B.S Oo,oa.rrt\:irc" 

^'^8IE PLAMr, uvj.r . 

“i:^_*«r 9 a„c^^ i Pira protaction plan. 

8 . 8 B.H 37.0 0 O.vi.iJro? ui^na'-.r-”^.^,;;;-" 

UHRIG.R, E. FI«i. 4 H= nl - an sources. 

Ip 07142.101. 


PI H "n ■ ■ ■* " sources, 

Florida Pou/e, t Light Co. 80/1 l/a&. 


J^Jn.Prar.ca tjnjeranitg infornatian 


Div, 80/11/25. 2pp o/lM-ipB ' " * ” Inr. 

in^o^'ratinrPWSs ”<»«r it e**p‘^^,“BB“iUc°i 
ElBEIftvJT.D O D.vl.i.n 0, Lic,„,i„, eo/,0/21. 4 pp. 


Ip. 07364:138. Office of the Director. 00/10/31, 

i'equiretf. <?«eTors No written response 

?p“ 3 ;^ 232 ,'"’‘'’" =• af Up Dir.ctpv. 80/10/31. 

Ip. 07235:311, Atlanta. Office of the Director. 00/11/06. 

Pre.purf Actuates Saf JtJ*Re°fef 'va We °0 Nitrogan Suppig 

Ip 07150:117, Orfice of the Director. BO/Il/07. 

Ip. 07162:26..”^****” 8 **aata, Office of the Director. 80/11/10. 

“K“^?i®?.UorEi,\ie,Hig*“ci?p®^“ 90 -n;"“^ "f Solenoid Velve. 

s-s^r^j rr'‘ 2 ‘"’ “^“Jr.ctJv. ac?ii".‘ 

Ip. 07158:071. ^hiaPta, Office of the Oirector. 80 / 11 / 14 . 
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B^>l2^20579 AcV receipt of S01006 Itr inforfliing NRC of steps taken to 
correct violations rtoted in IE Insp Ropt 50-335/BQ-29. 

W.a. Region 2, Atlanta. Safeguards Branch. 80/11/14. Ip. 
07237: 146. 


— 0012120500 Forwards IE Insp Rept 50~335/80“29 on 800019-22 It notice of 
vlolat i on. Hot i c E of violation utthheld (ref I0CFB2. 7901i. 

KEUMA.U. B. Region 2. Atlanta. Safeguards Branch. BO/09/12. 2pp. 
07237: 147. 


— 8012120584 IE Insp Rept 50-335/80-29 on 000019-22. Nonqomp 1 iance noted, 
inadequate procedures for searching packages t failure to 
control access points at vital areas. Deta i Is uithheld 
Iref IOCFR2. 790). 

PERKY. C.D . KCGUIRE.D R. Region 2. Atlanta. Office of the 
Director. 80/09/10. 2pp. 07237: 149. 


0012040477 Forwards IE Bulletin 80-24. “Prevention of Damage Due to 
Mater Leakage Inside Containment. “ Written response 
required. Requests info on manpower expended. 

O'REILl Yi J. P. Region 2. Atlanta. Office of the Director. BO/11/21. 
Ip. 07163:339. 


0012080024 Forwards Info Notice 80-42. “Effect of Radiation on 
Hydraulic Snubber Fluid " No written response required. 

O^REILUV. J- P. Region 2. Atlanta. Office of the Director. 80/11/24. 
Ip. 07182: 165. 


8012170512 Forwards IE Info Notice 00-29. Suppl ii "Broken Stucts on 
Terry Turbine Steam Inlet Flange, " No written response 
required. 

O'RElLLYr J. P. Region 2, Atlanta. Office of the Director, 80/11/26. 
Ip. 07268:103. 


8012310410 Responds to IE Bulletin 80-23. “Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " No Valcor Engineering Corp 
valves or parts are in use at facility, 

UHRIO.R.E. Florida Power 6 Light Co. 80/12/09. Ip. 07369:825. 


R. Periodic operating reports & related correspondence 


6012160466 Forwards monthly operating repts for Nov 1900. 

SCIWIOT. A. D. Florida Power & Light Co. 80/12/06. Ip. 07254:216. 


— B012160468 Monthly operating repts for Nov 1980. 

CHILBON. V. T. Florida Power 6 Light Co, 80/12/06. 17pp. 

07254:217. 


8012180258 Forwards monthly operating repts for Nov 1900. 

SCHMIDT. A. D. Florida Power Light C*. 00/12/06. Ip. 03794:006. 


— 0012100265 Monthly operating repts for Nov 1900. 

CHILSON. V. T. Florida Power i: Light Co. 00/12/06. I6pp. 
03794:007. 


6> Reportable occurrences. LERs I: related correspondence 


0012100522 Forwards LER 0O-O37/O3L-O. 

SCHMIDT. A.D. Florida Power i Light Co. 80/09/11. ip. 07187:001. 


—8012100520 LER aO-037/03L-0: on 800012. during normal full power 
op erati on- conta i nmen t radiation charmed HD failed low. 

Caused by failure of two capacitors in -6.0 volt power 
supply. Capacitors replaced. 

PACE.P.L. Florida Power 6 Light Co. 80/09/11. Ip. 07187:001, 


0012100532 Forwards LER 0O-O38/O3L-O. 

SCHMIDT. A.D. Florida Power 6 Light Co. 00/09/12. ip. 07219:355, 


— B0121C0407 LER 80-043/03L-0 on 80C031 . during normal operati on, CEDM 39 
fai led. dropping CEA to full insertion Cause of failure 
undeterr'ined Power supply unit replaced CEDh 3? returned 
to nornal operations. 

PACE.P.L Florida Power I- Light Co 00/09/ IB. Ip 07219:045. 


8012020551 Forwards LER 8C-057/03L-0 

SCHMIDT. A D. Florida Power i Light Co. 80/11/06. Ip, 07143:309, 


— 8012020557 LER 80-057 /02L-0: on 801008. 3- inch rip noted in fire hose & 
equivalent copacity hose not routed to unprotected area 
within i“h. Caused by pror.edural def it iency. Piacedure 
.-lod i f ied. 

PACt.P.L. Florida Power 4 Light Cn 80/11/06. Ip. 07143:290. 


B012020561 Forwards LER eC-05S/03L-0 

SCHMIDT. A.D. Florida Pojer 4 Light Co 00/11/18. Ip. 07145:252. 


— 8012020567 LER BO-OOB/OSl-O on 801019. target A- 1 6 alarned (diesel 
generator IB failure to start) Caused by open feeder breaker 
to PP-U2. Feeder breaker closed 

PACE.P.L Florida Powor I Light Co BO/ll/lB. 2pp. 07145-253. 


8012020534 Forwards updated LER B0“046/03L“t 

SCIMIDT. A. D. Florida Power 6 Light Co. 00/11/19. Ip. 07143:273. 


— 0012020542 Updated LER B0-046/03U-0 on 800827. wh i 1 e at 100:( power, 
control element assembly 33 dropped to fully inserted 
posi tion. Caused by foiled 15-volt dc power supply in coil 
pouer program.mer. Power supply replaced. 

PACE.P.L. Florida Power 6 Light Co 00/11/19. Ip. 07143:274. 


6012020501 Forwards LER 80-059/031-0. 

SCHMIDT. A.D, Florida Power t Light Co. 00/11/24 Ip, 06586:003. 


--8012020509 LER 00-059/03’.- -0 on Q01024. pr imary DOPS computer failed, 
causing loss of control element assembly position 
i nd i cation. Caused by program software error Position info 
nanvally reloaded into backup computer. 

PACE.P.L. Florida Power 4 Light Co. 80/11/24. Ip 06586:003. 


8012020548 Forwards revised LER 79-014/09L-1. 

SCHKIOT. A. D. Florida Power i Light Co. 80/11/24. Ip. 07143:237. 

— 0012020555 Revised LER 79~0l4/09L-1 : on 790409. diesel generator vendor 
notified util of potential failure of crankshaft coupling 
for coaling fans on diesel generators. Cause unstated. 

Couplings replaced w/coup 1 ings of improved design. 

PACf.P. L. Florida Pouer 6 Light Co. 83/11/24. Ip. 07143:280. 


3012050452 Forwards LER 80-061/031.-0. 

SCHMIDT. A. 0. Florida Pouer 4 Light Co. 00/11/26. Ip 07173:313. 


— 8012050470 LER 80-061 /03L-0 an a01027.de electric buses were switched 
into cenf i gurat ion such that one dc bus provided control 
power for both component cooling water loops. Caused by 
electrical cnaint activity. 

PACE.P.L. Florida Power 6 Light Co. 00/11/26 2pp. 07173:314, 


DDCKEf 50-536 MILLSTONE NUCLEAR POWER STATION. UNIT 2 


F. Security, medical, e.nergency i fire protection plans 


B01204Q106 Public version of "Independent Assessment of Evacuation 
Times for Millstone Nuclaai Power Plant. “ Vol B.prepared for 
FEMA. 

COBBY. J.C.. SHEPPARD.U. V . L AM AON A. F Wilbur S^ith 6 Associates. 

80/06/30. 72pp. 07161:209. 


— 8012100538 LER 80-038/03L-0: on 800013. during normal operati on. CEDM 7 
fal led. dropp ing dual control element assembly to full 
insertion. Caused fay failed timing module. hodule uas 
replaced. CEDM 7 was operationally tested 4: returned to svc. 
PACE.P.L. Florida Power It Light Co. 00/09/12. Ip. 07219:356. 


80-12 100476 Forwards LER 80-039 /03L-0. 

8CHMI0T,A.D. Florida Power fr. Light Co. 80/09/15. Ip. 07219:020. 


— B012100479 LER aO~039/03L-0: on 0OO0l4i dose equivalent iodine exceeded 
Tech Spec 3.4.0a limit. Caused by dropped control element 
assembly. 1-131 level decreased ta nominal levels after 
96-h. 

PACE.P.L. Florida Power L Light Co, 80/09/15. 4pp. 07219:021. 


0012100404 Forwards LER 80-043/03L-0, 

SCHMIDT. A. D. Florida Power i Light Co. 00/09/18. Ip. 07219:044. 


8012030716 Informs that mods will be made to emergency notification 
sys L health physics netuork equipment. NKC will have lamps 
installed on emergency telephones in all control rooms, 
technical support ctrs ^ emergency operations facilities. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director. 
BO/U/14. 2pp. 07196:142 


0012110012 Advises of interim 1CCFR50. 48 suspending completion dates 
for fire protection mods previously approved by NRC.Rule 
became affective upon publicalton (n 801029 FR (45FR71569). 

Revised 10CFR50- 48 & App R will supersede interim rule. 

EISEKKOTi D. G, Division of Licensing. BO/ll/14. 5pp. 07226:055. 


0012040639 Transmits emergency planning info for placement in LPDR. 
W/o end. 

SQUuER.J. L. Division of Rules and Records 00/11/19. Ip. 

07170: 056. 
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aDl22'904l5 FortjariJ^ revise-d l0CFfl5O 4B fj/ App R tc 10CFR50 re five 
protection feat^jres of unclear po'iier p iantt, Ru 1 ei take 
effect 91021 7. Sur'^arij lilting of open iten^ re fire 
protection feature! of facilit(j end. 

EISE-IWi>r. D J. Division of L icens i r.g . a>J/Uya4. 22pp. 07345:308. 


0Oi2D4OO£i5 Foruards public version of 'Fva4oation Time Asseisflient of 
Nine Nuclear PajjfiT Plants Eme. gencii i^lanning ZoncBc " 
executive suirfriary 

FELTON, J.rr Division of Rule? and Records. 00/12703. Ip. 


'-80120400E3 Public varaion of ’’Evacuation Time Assessment of Nine 
Nuclear Po^er Plants Emergency Planning Zones,’* executive 
summary p px epar ed for FEflA, 

■* Uilbur Smith & Associate? 80/>7&/30. 17pp. 


--8012040I55 Public version of progran rept, ''Evacuation Time Aoeessment 
of Nine Nuclear Pouer Plants Emergency Planning Zones, " Vol 
1. prepared for FEMA. 

COSSV, J. C. Ifilbur Smith Associates. 60/06/30. 43pp. 


Q. Ad judicatory correspondence 


Q01208C172 Requests hearing to determine necessity of environ 
q.ual if ication of all safety-re la ted alectricat «>quipment at 
f ac i I i ti esr at required by NRC 001024 orders for mod of 
I icenset 

CGL'NSIL, If. D. Connecticut Yaniee Atonic Pouer Co. 80/12/04. 3pp. 
07300: 131. 


P. Oparating license stags documents 6 correspondence 


6012020/53 Foriuards seismic qual if i cations of ausltiary fceduater syi 
in operating PWRs describes program NRC Is undertaking 
to rei'leu capability of operating Pl/.^s to remove decay 
heat following earthquake 

E I &EN: I'/T, D. 0. Division of Licensing. 60/10/21. 4pp. 


6012220405 Responds to 000911 menio requesting that Ofc of Nuclear 
Reactor Regulation inform Licensees of need to comply 
tif/revised Agreement State burial site cond 1 ti ons. Forwards 
results of IE purvey. 

OENIOtliH. R. Office of Nuclear Reactor Regulation, Director. 
BO/12/04. 2pp. 


— Q01S22D506 Forwards tabulation i summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 37'/, of reactors surveyed w/7iy. 
planning or considering increasing storage capacity. 

BAUOARTiR.L. Effluent Treatment Systems Branch. 80/11/06, Opp 


6012230262 Forwards response bo NUREG-0737 re implementation statu* of 
TMJ-related requi remonts. 

CQUN81i,«. G Connecticut Yankee Atomic Power Co. COUNBIL, U. 0, 
Northeast Nuclear Energy Co (subs, of Northeast Utilities!. 

80/12/15. 4ipp. 07314 023. 


Q, tnapectic.n reports, IE Bulletin? correspondence 


8012190652 Forwards IE Inap Rept 50-336/80-18 on 800923-26. No 
noncump L iance noted 

CARLSDN, R. T. Region I, Ph i lade Iph ia. Reactor Construction & 
Engineering Support Branch. 80/10/14. 2pp. 07287:300, 


—8013190655 IE Insp Kept 50-336/80-10 on 800923-26. No noncompl lance 
noted, Major areas 1 nsp ected; aux i 1 iary bldg ventilation sys 
fuel handling fan U reactor bldg component cooling water 
reactor coolant pumps. 

PAQlINO, R. U. Region 1, Philadelphia, Office of tho Oirectov. 
EBNETCRiS.D. Region 1, Ph 1 ladetph la, Reactor Construction U 
Engineering Support Branch. 00/10/09, 3pp. 07287:302. 


8012190673 Forwards lE Insp Rept 50-336/00-12 on 800026-28, No 
nonconp 1 lance noted. 

SMITH/ O.H. Region I, Philadelphia, Fuel Facility & Materials Safsby 
Branch. 80/10/17. 2pp, 07287:314. 


8012160050 Ltr to operating plant licensee?, DL applicants 6 CP holders. 
Forwards NUREO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 inp 1 ementatioTi dates will be net. 

EISENH'JT* O. C. Division off Licensing. 80/10/31. 7pp. 


8012270563 Ltr to all pouer reactor licensees forwarding NUREO-0617, 
"Bl^S Feedwater Noiile t- Control Rod Drive Return Line 
Noiile Cracking.*' Confirmation that implementation dates 
will be met must be sent within 45 days, If/o encl. 

EISENHUTa D. 0. Division of Licensing. 60/11/13. Ip. 


8012020336 Inform? that current fuel supplier more suited to handle 
small break LOCA model upgrade Expects slimilation changes by 
820101 6 completion by 630101 

COUNCIL, IJ 0. Northeast Nuclear Energy Co. fsubs. of Northeast 
Utilities). 80/11/14. 2pp. 07148:172. 


6012120521 Forwards Amend 62 to License DPR-6S & notice of Issuance 
L avaxlabi lity. 

NQUAK, T. H, * LAIMAS, C. C. Assistant Director for Operating Reactors. 
aO/ll/19. 4pp. 07237:055. 


--3013120528 A^^end 62 to License DPfi-65, c lar i f y ing meaning L actions bo 
be Te use of term operable in def in i tions, I Imit Ing 

conditions for operation Si related bases. 

* Assistant Director for Operating Reactors. 60/11/19. iOpD 


— 8012120533 Notice of issuance availability of Amend 62 to License 
DPR-65. 

CLARK, R, A Operating Reactor? Branch 3, 80/11/19 2nA 

07237:069. 


8013020253 Advises of erro- in gCN Iff code used for feed line break 
analysis sutmitted 0OO6It in response to ,NRC 791022 request 
for addl Info re auxiliary feedwater sys flow reqoirefnents 
Forwards reanalysis using SGN III code. 

Woytheast Nuclear Energy Co. (sobs, of Northeast 
UtlittiesJ. BD/ll/20. 6pp. 07148:177, 


GDI2090172 Requests hearing to determine necessity of environ 
2'^*} safety-related electrical equipment at 
facTlitlesras required by NRC 001024 orders for mad of 
licenses. 

07^0*131*' Yankee AtO:ric Rower Co. 80/12/04. Gpp. 


—8012190680 IE Insp Rept 00-336/00-12 on 000826-20, Mo noncamp 1 ianc* 
noted. Major areas i nsp ected ; Uni t 2 refueling outage 
including radiation protection program, procedures, p lanning 
preparation. 

LOVENDALE/^P. C. Region 3, Chicago, Office of the Director, 
KNAPh,P. J, Region 1, Philadelphia, Fuel Fee 1 U ty << Mater 1*1 1 
Safety Branch. 80/10/14. 7pp, 07287:316 


8012230044 Forwards IE Insp Rept 50-336/80-21 on 80^930-1003. No 
noncomp 1 lance noted. 

CARL8DN,R,T. Region 1, Philadelphia, Reactor Construction & 
Engineering Support Sranch. 80/10/17. 2pp. 07311:237. 


— 8019230049 IE Insp Rept SO-336/80-21 on 000930-1003. No noncomp 1 iance 
noted. Major areas inspected, inservice insp activities. 

MALTONf 0. A. I TRTPP»L.E. Region 1, Philadelphia, Reactor 
Construction t. Engineering Support Branch. 00/10/15. 5pp. 
07311:239. 


B0ia04O|5l Submits addl response to IE Bulletin 00-06, "Engineered 
Safety Features Reset Control," Circuit mods to reset logic 
associated w/ltems 6,48,132,136,180 tc util 000613 ltr not 
required. Mods for other items will be completed by 810101. 
COUMSlLrlJ, 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities!. 80/10/20. 2pp. 07170:233 


0012020320 Requests that response to IE BuUetln 00-15, "Possible Uois 
of Escergency Not if i cation Sys (ENB) N/Loss of Offsite 
Foueri he resubmitted w/oath or affirmation within 10 days 
of receipt of ltr, per 10CFR50. 54. 

0RIER,B.H. Region I, Ph 1 lade Iph la. Office of the Director, 

80/10/23. ip. 07143:114. 


0012220071 Forwards IE Insp ftepts 50-245/80-17 50-336/80-19 on 

800907— 1004. No noncompliance noted. 

QRUNf,lER, E. J.‘ Region 1, Ph i 1 ade 1 p h 1 a. Reactor Operations Nuclear 
Support Branch. 80/10/29. 2pp. 07306:337, 


— 8012220077 IE Insp Rep is 50-245/00-17 ?t 50-336/00-19 on 000907-1004. 
No noncomp 1 iance noted. Major areas inspected: control room 8< 
accessible portions of Unit I reac tor, turb i ne, radu/aate k gas 
turbine generator, 

SHEDLOSKY, J. T. , ZIMMERMAN, R, P. Region 1, Philadelphia, Office of 
the Director, KEIMIQ.R.R. Region I, Philadelphia. Reactor 
Operations Nuclear Support Branch. 00/10/27. 12pp. 07306:339. 

8012170402 Forwards IE Info Notice 00-30, "Cracking in Charging Pump 
Casing Cladding. *' No written response required. 

OSIER, B.H. Region 1, Philadelphia, Office of the Director 
00/10/30. tp. 07269: 111. 
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6012080530 Responds to IE aulletin “Kasonry Wall Design." 

Re-evd luattcn of concrete masonry calls it any resulting mods 
uiill be completed by 610501. 

COUNSII. I W- 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 60/11/04. 300pp, 07194;237. 


B012120113 Foruards IE Bulletin 60-21, "Valve Yokes Supplied by MaltoLtn 
Foundry Co, Inc. " Written response rey,oired. 

ORIERjB.H. Region li Ph i lade 1 ph ia, Office of the Director. 

60/11/06., ip. 07230:221 


0012190377 Informs util of issuance of new NRC personnel identification 
ba dgesr flf f ec t ive after 801 130. Etamp 1 e oncl. 

MARTIN, W.J, Region 1. Philadelphia, Safeguards Branch. 00/11/06. 

2pp. 07266:139 

8012030787 Forwards IE Info Notice 00-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to <:ause 
Reactor Depressuri nation " No written response re<iuired, 

CRIER, a. H. Region 1. Philadelphia, Office of the Director. 
eO/n/07. Ip. 07130:207 


0013080474 Forwards IE Info Notice a0-4li "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Basse Unit 1." No 
response required, 

GRIER, B.H. Region I, Philadelphia, Office of the Director. 
eO/11/10. Ip. 07182:330. 


a0120'l0092 Forwards IE Bulletin 60-23, "Failures of Solenoid Valves 
lifg by VaUop Engineering Corp, " Req,ulres estimate of 
manpouer associated w/corrective actions. 

ORIER,H.H. Region 1, Philadelphia, Office of the Director. 
00/11/14. Ip. 07137:333. 


6013230304 Forwards LER Q0-038/03L-0, 

mOCZKA, E. J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities) BO/12/15. ip. 07316:257 


— 8012230389 LER 0O-O3a/O3L-O: on 801116. leak found in C svc 
strainer. Caused by c orrosicn. Stra i ner bodies scheduled 
replacement. 

■* Northeast Nuclear Energy Co, (subs, of Northeast Uti 
BO/12/15, Ip. 07310:258. 


water 

for 

lities). 


0012230489 eTS-WR/50-245/80'03 t 50-536/80-03: on 001 105. Ag-l 10m 
activity exceeded control station average by factor greater 
than ten. Caused by oyster trays being maintained uithln 
q.uarry bondaries in plant liquid vol Increase. 

MRDCZKA, E. J. Northeast Nuclear Energy Co. <subs, of Northeast 
Utilities). QO/12/15. 5pp 07318:322 


0012300635 ETS-NR/50-245/50-336/00-03: on 001 lOS, I eve 1 5 of Ag-llOm 
activity observed in fourth quarter sample of oysters 
exceeded control station average by factor of ten. Caused by 
increase in plant liquid di scharges. New Tech Specs proposed. 
MROCZKAiE. J. Northeast Utilities. 80/12/15. 3pp. 07346:102. 


8012230465 Forwards LER ao-039/03U“0. 

MRQCZKA, E. 3. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 00/12/17. ip. 07310:290. 


) 


— 8015230471 LER e0-039/03L~0: on 8011 17, hy drog en analyier 0 declared 
t noperab 1 0 . Caused by failure of operational analyier 
amplifier (Struthers-Dunn. lnc« Model ISA), Mai function 
Isolated, correc ted surveillance completed, 

a Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
00/15/17. Ip. 07310 291 


80122P06i6 Advises that written response Is required to IE Bulletin 
a0-23i "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required. 

GRIER, B.H. Region 1, Philadelphia. Office of the Director. 
eO/H/19. Ip. 07300: 35«, 


8012040495 Forwards IE Bulletin 00-24, "Prevention of Damage Due to 
Mater Leakage Inside Containment. " Mritten response 
requir ed. Reques ts info on manpower expended. 

GRIER, D.H, Region I, Philadelphia. Office of the Director. 
60/11/21. 2pp. 07169:166. 


0012050573 Forwards Info Notice 00-42, "Effect of Radiation on 
Hydraulic Snubber Fluid. " No written response required. 

CRIER, B.H. Region 1, Ph i ladelph ia. Office of the Director. 
60/ 1 1/24. ip. 07174:062, 


8012170224 Notification of 001212 meeting w/util in Bethesda,MD to 
discuss 1980 steam geneT'ator Insp results. 

CONNER. E.L. Operating Reactors Branch 3. 00/12/09. 3pp. 

07260; 200. 


R. Periodic operating reports 4: related correspondence 


DOCKEI 90-330 NORTH ANNA POWER STATION, UNIT 1 
F. Security, medical, emo,’ 9 ency tt fire protection plans 


8012010602 Notifies of completion of privacy review of emergency plan 
documentation. Enc I Info may be made publicly available. 

FELTON, J. M, Division of Rules and Records. 00/11/13. Ip. 
07091:202, 


— 8012010607 Forwards public version of response to NRC review of 
emergency p Ian. Sect ion 4 re emergency action levels, 

SYLVIA, B.R. Virginia Electric in Power Co, BO/10/29. I2pp, 
07091:204. 


— 8012010614 Public version of emergency plan, revised Tables 4. lA 
through 4. ID< chang Ing initiating conditions for 
notlf Icatien. 

a Virginia Electric t Power Co. 00/10/29. 16pp, 07091:216. 


0012090007 Informs of approval of revised final version of lOCFRSO. 59 & 
App R containing schedules for completion of all fire 
protection mods. No present implementatl on required. 

EISENHUT, D. 0. Division of Licensing. 00/11/14. 5pp. 07197:210. 


Q012230346 Forwards monthly operating rept for Nov 1900. 

MROCZKA, E. J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). eo/12/12. Ip. 07310:239. 


6012110652 Summary of 801107 meeting u/utll 
plans. 

NEIGHBORS, J. D. Operating Reactors Branch 


In Bethesda-MD re emergency 
i. ao/M/19. 2pp. 


—0012230347 Monthly operating rept for Nov 1900. 

HQWLETT, 0. H, Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 80/12/00. 6pp. 07310:240. 


S, Reportable occurrences, LERs te related correspondence 


8012020529 Forwards LER 0O-O37/O3L-O. 

MflQCZKA, E. J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 00/11/24. Ip. 07140:079. 


8012290419 Forwards revised 10CFR50. 40 tr. App R to 10CFR30 
protection features of nuclear power plants. Rules take 
effect 010217. Summary listing of open I ter,« re fire 
protection features of facility end. 

E ISENHUr, D. 0. Division of Licensing, 80/11/24. 20pp. 


r® five 


07345:267. 


8012050421 Forwards amended pages to approved security plan. End 
withheld (ref 10CFn2. 790). 

SYLVIA, E.R. Virginia Electric i Power Co. 00/12/02. Ip 
07173: 0S4. 


— 8012020535 LER 0O-O37/O3L-O: on 801025. dur Ing routine surveillance, 
bistable setpoint that instates channel D local power 
density loss of turbine trips found above required 
setpoint, Caused by normal bistable d rift. Bistab le recalibr. 
CLEMFNT, C. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities), 00/11/24. Ip. 07148:000, 


6012100164 PNS-I-eO-25: on 801 126. Unit 2 supervisory control room 
opei-ator (licensed senior reactor operator ) fatal ly shot 
Individual three times w/shotgun. Operator in custody. 

Identification badge site access lifted. 

MCKEOWN, L.i DEVLIN, J., MARTIN, W. Region I, Philadelphia, Office of 
the Director. 80/12/01, 2pp. 07218:303. , 


8012230286 Forwards draft NURE(5-0696, "Implementation Plan" for 
establishment of emergency response fac i I i t les. Detai Is on 
emergency operations facility estab I Ishnment, not Included in 
p Ian, being finalized St will be submitted at later date. 
SYLVIA. S. R, Virginia Electric It Power Co. 00/12/10. Ip- 
07311:270. 


— 8012230293 Draft NVREG-0696, "Implementation Plan" for establishment of 
emergency response facilities. 

a Virginia Electric Jl; Power Cq. NUREG-0696. BO/12/10 47pp, 

07311:271. 
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aol2£90a74 Forwards alternate shutdown sys desigTv description re 
fire protection, per NRC 60(124 Itr.Util reviciiif App fl to 
((KFfiSO concludes that plants are in convpliance u/ejtception 
of B-h oj-nergencij lights in egress routes. 

STLVIApB P Virginia Electric r, Po^er Co. 80/12/23. 5pp. 
073fl5: 133. 


G. Adjudicatory correspondence 


8012170S19 Requests. on behalf of ut i I ■ e » tens 1 on until OlOlOB for 
hearing on 001208 order for nod of licenses re environ 
qualification of safety-related electrical equipment to Tech 
Specs of facilities. 

ClfRlSf«Ai4. H, Hunton t: «ii liams. a0/l2/ea. 2pp, 072&9; 227, 


P. Operating license stage docu<nents t correspondence 


8012020753 Forwards seismic qual if ications of auiilLarg feedwater sys 
in operating Pl/Rs tt describes ppogra.'R NRC is undertaking 
to reyieij capability of operating Pl-iRs to remove decay 
heat following earthquake. 

ElSEfjft+JT.. D. G. Divisian of Licensing. 80/10/21. 4pp- 


6012020050 Notification of 601107 meeting u/S&W 6 util Iti DethesdaillD 
to discuss resolution of amplified response spectrum 
concerns. 

EN3LE,L- Operating Reactors Branch 3. BO/lO/31. 3pp. 07147:195, 


aOI21i6005D Lfcr to operating plant licensees<OL applicants U CP holders. 
Forwards MUREC''0737 re TMI action plan requ irements. Requests 
operating reactor licensee confirmation in 4S days that 
Enel 1 implementation dates 4jill be net. 

EI&ENHJTf D. G. Division of Licensing. BO/10/31. 7pp. 


S01233D5&3 Ltr to all power reactor licensees foruardlng ffUR£Q-0619r 
"Bun Feedwater fioiile t: Control Rod Drive Return Line 
Koizie Cracking." Confirmation that implementation dates 
will be met must be sent within 45 days.U/o end. 

EISEWVTr D. G- Division of Licensing. BO/11/13. Ip. 


a012O50v>36 Trip rep t of 601(13 visit to site to Inspect LFDRt discuss^ 
update U provide continuity on active ongoing actions & tour 
plant. 

ENCLEfL. Operating Reactors Branch 3. 80/11/19. 4pp. 07173:087. 


8012230121 Forwards Amend 21 to License NFR— 4, safety evaluation Se 
notice of issuance U availab i 1 i ty . 

CLARKiR. A. Operating Reactors Branch 3. 80/11/19. 3pp, 07316:330. 


— 0012230! 27 Amend 21 to License NPF-4f requiring certain Barton Lot 1 
transmi tters inside containment be modified or replaced as 
soon as practicable. 

ClARK^lt. A. Operating Reactors Branch 3. BO/tl/l?. 2pp. 

07316: 340. 


— 80113230134 Safety evaluation supporting Amend 21 to License NPF-4. 
a Office of Nuclear Reactor Regulation, Director. BO/il/19. Sod 
07316:342. ^ 


— 0012230139 Notice of issuance 6 availability of Amend 21 to License 
lif-F-q. 

CLARK, R. A. Operating Reactors Branch 3. 80/11/19. 2pp. 

07316:344. ^ 


60121.70492 Confirms licensee co«T,si tments to NRC 791023 "Interim 
Position on Containment Purging L Venting Pending Resolution 
of Isolation Valve Operability. " Con-ai tments are adequate Ic 
wilt remain in effect pending long'^term review. 

CLARK, R. A, Operating Reactors Branch 3. &0/11/21. 2pp. 07270:330. 


8012170494 Forwards safety evaluation re operational steam generator 
chemistry . Proposed long-term corrective actions are 
acceptab le. Inservice insp results must he reported. 

CLARK. R, A. Operating Reactors Branch 3. 80/11/21. 2pp. 07270:334. 


8012170495 Safety evaluation re operational steam generator chemistry. 
PrppDiBd long-term corrective actions are acceptable. 

Inservice insp results must he reported. 

= O 3 aO/U/21. 2pp. 07270:336. 


neijio requesting that Ofc of Nuclear 
censees of need to comply 

*ite Condi t ions. Forwards 

ictor Regulation, Director. 


—8012220506 Forwards tabulation S; summary of IE survey en low level 
waste at 31 reactors. Low level waste storage facilities 
have been eipanded at 37X of reactors surveyed w/7lX 
planning or considering increasing storage capacity. 

OAKGART.n. L. Effluent Treatment Systems Branch. 80/11/06. 8pp. 


8012ISD033 Advises ttiat extension of Cycle 2 in coastdoun mode for 
approx 13 effective full power days beyond licensed end 
of cycle burnup will not require changes to Tech Specs. 
SVLVIA.E.R. Virginia Electric L Power Co. aO/12/OB. Ip. 

07239; 356. 


8012310015 Forwards safety evaluation re installation Of steam 
generator upper insp parts during second refueling outage at 
fac i 1 ity. Lie ensee should commit to installation during third 
refuel tng ou tage . 

NOVAK, T. M. Assistant Director for Operating Reactors. 80/12/08, 
2pp. 07371:094. 


— 8012310019 Safety evaluation re installation of steam generator upper 
Insp ports during second refueling outage. Licensee should 
com'iit to installation during third refueling outage, 

« Assistant Director for Operating Reactors. BO/12/OB. 3pp. 
07371:096. 


8012190334 Forwards response to NUREO~0737 post-TMl requirements. 
SYLVIA, a. R. Virginia Electric tt Power Co. 80/12/15. 430pp. 

07202: 262. 


G012230714 Requests ref to Item 7 in 800924 ltr. Documents completion of 
referenced work on both 34. 5 kV buses during Nov 1930, 

SYLVIA. 8. R. Virginia Electric It Power Co. 80/12/17. Ip. 

07317:056. 


6012290264 Suppls 801015 request for OL amend. Requests Tech Bpec 
change for nanrad i olog ical ETS to be revised to latest 
environ protection plan. 

FERGUSON, J. H Virginia Electric b Power Co. QO/12/23. 3pp. 
07345: i42. 


8013290260 Confirms there is sufficient conservatism in calculations to 
permit continued operation of turbines until 010101 w/b < 
undue risk of fai lure. Major areas of conservatism provided.' 

Unit Hill not be subjected to cyclic operation. 

SYLVIA. B.R. Virginia Electric L Power Co. 80/12/33. 2pp. 

07342: 323. 


B012290292 Requests amend to License hlPF-4 supplementing 801015 amend 
request 6 providing documentation methodology for 
establishment of operational history data base on challenges 
to relief & safety valves. 

FERGUSON, J. M. Virginia Electric L Power Co. 00/12/23. 3pp- 
0734 S: 126. 


— a01229'0297 Proposed revisions to Tech Spec 6. 9. 1. 6, providing 
docufnontation methodology for establishment of operational 
history data base on challenges to rollef it safety valves. 

* Virginia Electric L Power Co. BO/12/23. 3pp. 07345:129. 


8012310633 Notification of 00122? meeting w/util in Bethesda.MD re 
potential turbine cracking. 

ENGLE. L.B. Operating Reactors Branch 3. 00/12/24. 2pp. 07371:097. 


0012300585 Forwards response to NRG 790925 request for Info re Burry 
auxiliary fecduater sys design basis info L pump flow 
verification. Documents North Anna I pump test verification 
of 340 gpm delivered to steam generator. 

SYLVIA. B.R. Virginia Electric it Power Co. 00/12/26. 15pp. 

07346: 134. 


0O1231O?u6 Forwards response to 790925 request for info re auxiliary 
feedwater. sys design basis U pump flow ver 1 f i cat! on. 

Discrepancy discovered during North Anna review addressed 
in LER 00-061/017-0 prior to 001006 response. 

BYLVIA.fi, B. Virginia Electric U Power Co. 00/12/26. ISpp. 
07361:293. 


Q. Inspection reports# IE Bulletins 4: correspondence 


8012160036 Forwards IE Info Notice 00—37, "Containment Cooler Leaks 
Reactor Cavity Flooding At Indian Point Unit 2.'' No written 
response required. 

O'REILLY# J. P. Region 2. Atlanta, Office of the Director. 0O/iO/24. 
ip. 07262: 100. 


6012170021 Forwards IE Info Notice 00-30, "Cracking in Charging Pump 
Casing Cladding.** No written response required. 

O'REILLY# J, P. Region 2, Atlanta, Office of the Director. 00/10/30. 
Ip. 07266:266. 
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8013180020 Foruards IF Info Notice 80-39« “Malfunction of Solenoid 
Valves Mfg bg Vaicor Engineering Corp. ” Np written response 
Is rGq.ulre(t. 

O'REILLY, J. P. Region 2. Atlantar Office of the Director. 80/10/31, 
ip. 


8013230070 Foruards IE Circular Q0-‘23< "Potential Defects in Detoit 
Power Stjs Emergency Generators.'* No written response 
reno irod. 

O'REtLLV, J. P. Regions. Atlanta. Office of the Director. 80/10/31. 
Ip. 


eD{3I10794 Forwards IE Bulletin 80-21. “Valve Voices Supplied by Malcoln 
Foundry Co, Inc. " Written response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 80/tt/0&. 
ip- 07225: 1Q7. 


8012030849 Forwards IE Info Notice 80-40, “Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressor i la ti on " No written response required. 
a'RElLLY. J. P. Regions, Atlanta, Office of the Director. 80/11/07. 
Ip. 07130: 103. 


8013080359 Forwards IE Info Notice 00-41. “Failure of Swing Check Valve 
In Decay Heat Removal Sys at Davis Qesse Unit 1. “ No 
response required. 

D'FEIU Y»J. P. Region 2. Atlanta, Office of the Director. 80/11/10. 
Ip. 07182: 2Q2. 


8012100319 Forwards IH Insp Repts S0-333/80-3& & S0-339/B0-34 on 
801021-24. No noncpmpliance noted. 

iiURPHfiC.E. Region 2, Atlanta. Reactor Construction & Engineering 
Support Branch. 80/11/10. 2pp. 03792:012. 


— B0I21Q0145 Forwards IE Jnsp Repts 50-330/80-30 L 50-339/80-29 on 
800712-0820 it notice of deviation. 

LENIS. R. C Region 2. Atlanta, Reactor Qperations Nuclear Support 
Branch. BO/lO/02. 2pp. 03791:251, 


— 8012180146 Notice of deviation fron insp on BOQ712-0320. 

* Region 2, Atlanta. Office of the Director. 80/09/30- Ip. 
03791:253 


— 8012180149 IE Insp Repts 50-338/80-30 L 50-339/80-29 on 800712-0820. 
Noncomp I iance noted; fai lure to nsaintain portable radios for 
fire brigade use. 

WeSSTER, E. H. , TATTERSALL, A. P. Region 2. Atlanta, Office of the 
Director. KELLDCC. P. J. Region 2< Atlanta. Reactor Operations 
Motlear Support Branch. 80/09/30. 17pp. 03791:234. 


8012080541 Forwards Revision 2 to response to IE Bulletin 79-OlB. 
"Environ Qualification of CLass IE Equipment" tc NRC B00829 
order for mod of license. 

SYLVIA, S.R. Virginia Electric K Power Co. BO/12/01. ISSOpp, 
07184:314. 


8012180188 Act receipt of B0092J Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-330/80-19 tt 
50-339/80-20. 

LEWIS, R. C. Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch. 80/12/01. Ip. 03791; 296. 


— 8012180192 Forwards revised response to regaining open item re 
violations noted in IE Insp Repts 50-338/00-19 6 
S0-339/GO-2O. Correc tive actions; review wade of const QA 
manual, station QA manual 6 OC Procedure 26 1. 

SYLVIA, B.R Virginia Electric & Power Co. 80/09/23. 2pp. 
03791:297. 


— 8012180222 IE Insp Repts 50-338/00-36 it 50-339/80-34 on 801021-24. No 
noncompl iance noted. Nadot' areas inspec ted: instal led 
equlpa»ent review ui/respect to IE Bulletin 79-OlB. 

OlDSQNSiT.D. Region 2, Atlanta. Office of the Director, COLON, T, E 
Region 2, Atlanta, Reactor Construction it Engineering Support 
Branch. OO/U/lO. 3pp. 03792:014. 


—8012180195 AeV receipt of 000320 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-338/80-19 & 
50-339/00-20. Supp I ementa 1 response will be submitted by 
800919. 

LEWIS.R.C, Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 80/09/09. Ip. 03791:299. 


G01204013S Forwards IE Bulletin 80-23, “Failures of Solenoid Valves 
Mfg by Vaicor Engineering Corp, “ Requires estimate of 
manpower associated u/correc tive actions. 

O'REILLY^ J, P. Region 2, Atlanta, Office of the Director. 00/11/14. 
ip. 07158:061. 


— 8019180201 Forwards IE Insp Repts 50-338/00-19 6 50-339/80-20 on 
800414'0530 6 notices of violation h deviation. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Noclear Support 
Branch. 00/07/21. 2pp. 03791:301. 


B012080652 Forwards response to NRC request for addl Info re IE 
Bulletin 79-02, “Pipe Support Base Plate Designs Using 
Concrete Enpanslon Anchor Bolts.*' Overview of engineering 
analysis sys ti finite element modeling technique Included, 
SYLVlAiB.R. Virginia Electric h Power Co. 80/11/17. 3pp- 
07188:230. 


8012050070 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment. '* No written response 
r equ 1 red. 

D'REILLY* J. P. Region 2, Atlanta, Office of the Director. 80/11/21. 
Ip. 07173:230. 


8012080018 Forwards IE Info Notice 80-42- "Effects of Radiation on 
Hydraulic Snubber Fluid," No written response required. 

O'REILLY- U. P. Region 2- Atlanta, Office of the Director. 00/11/24. 
tp. 07182: 161. 


8012170839 Forwards original OOltOl I tr, apparently lost in mail sys, 
responding to IE Dullotin 79-OlB re environ qualifications 
of Glass IE equipment. 

HUNTER, R.H. Virginia Electric L Power Co. BO/li/24. Ip. 

07266: 027. 


B012170387 Forwards IE Info Notice 80-29, Buppl I. “Brolen Studs on 
Terry Turbine Steam Inlet Flange.** No written response 
r e qu i r e d . 

□ 'RElLt Yr V. P. Region 2, Atlanta, Office of the Director. 80/11/26. 
Ip. 07269: 080. 


8012180140 Ack receipt of 801024 Itr informing NRC of steps taken to 
correct deviations noted in IE Insp Repts 50-338/00-30 8e 
30-339/80-29. 

LEWIS, R.C. Region 2, Atlanta* Reactor Operations Nuclear Support 
Branch. 80/11/20. ip. 03791:240. 


-8012180142 Responds to NRC 801002 Itr re deviations noted In IE Insp 
Repte 30-338/80-30 8i 50-339/80-29. Corrective actions:addl 
radios assigned to control room. 

BYLVIA,B.R, Virginia Electric t Power Co. 80/10/24. 2pp. 

03791; 249. 


— 8012160204 Notice of violation from insp on 800414-0530. 

* Region 2, Atlanta, Office of the Director. 00/07/21. Ip. 
03791:303, 


— 8012180205 Notice of deviation from insp on 800414-0530, 

a Region 2, Atlanta, Office of the Director. 00/07/21. Ip. 
03791:304. 


— 8012180200 IE Insp Repts 50-338/00-19 L 50-339/00-20 on 000414-0530. 
Noncamp 1 iance noted : fai lure to conduct surveillance test at 
required frequency & to provide instructions for re- 
establishing ventilation flow after seismic event. 

KIDOJI. S. , TATTERSALL, A. P. Region 2, Atlanta, Office of the 
Director. KEILQOO. P J. Region 2, Atlanta, Reactor Operations 
Nuclear Support Branch. 80/07/21. 22pp. 03791:305. 


8012110543 Forwards response to IE Bulletin BO-aS, "FailurE-s of 
Solenoid Valves Mfg by Vaicor Engineering Corp." Two Vaicor 
valves eelst for each North Anna unit 6 Sorry does not have 
solenoid valves described in bullcting. 

SYLVIA, S.R. Virginia Electric 6 Power Co. 80/12/04. 3pp. 
07225: 245. 


8012170023 Ack receipt of 001107 Itr informing NRC nf steps taken to 
correct violations noted in IE Insp Rept 50-338/00-33. 

MURPHY, C.E. Region 2. Atlanta- Reactor Construction L Engineering 
Support Branch. 80/12/04. Ip- 07268.161. 

—8012170031 Responds to NRC 801014 Itr re violations noted in IE Insp 
Rept 50-338/00-33. Corrective actions: weld ing procedures 
Involving combination processes amerded to include weld 
, -natal thickness range. 

SYLVIA, E.R. Virginia Electric & Power Co, 00/11/07. 2pp. 

07260: 162. 


— 8012170036 Forwards IE Insp Rept SO-33B/80-53 on 800911-12 h notice o-f 
violation . „ , , 

MURPHY, C.E. Region 2, Atlanta. Reactor Construction it Engineering 
Support Branch. 00/10/14. 2pp. 07260: 164. 


— 8012170041 Notice of violation from insp on 800911-12. 

e Region 2, Atlanta, Office of the Director flO/10/09. Ip. 
07268: 166. 
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— 8015170048 IE Itiap ftept 50-038/00-33 Non comp 1 lance note^ : comml tment to 
corrective action per 000315 notice cf violation not 
ac canpl 1 shed. 

ECQfJOMDS>N- Rejion 2, Atlanta. O^tfico of the Dlrectar. HERDT.A, R. 

Region 2i Atlanta. Reactor Constroction & Engineerlnj) Support 
Dranch- 8D/I0/09. -Ipp. 073&8: 167, 


8012230091 Forwards response to IE Dulletin 60-23. '’Failures o# 
Solenoid Valves ^;fg bij Valcor Engineering Corp.’" Specified 
valves are not in use at facilities. 

SYLVIA. B,R. Virginia Electric i fouer -Co. BO/lS/04. 3pp. 
073:11 : 0B4. 


8012240503 Foruards response to tE Bulletin B0-S3« “Failures of 
SoleTieid Valves Hfg bg Valcor Engineering Corp.” Two Vatcor 
valves in use dg not bave cited part ntur-ber. 

SYLVIA. E.R. Virginia Electric Power Co. 80/12/04. 3pp. 
07324 : 320. 


60-t21204bi7 Forwards response to IE Dglietln S0*-2li "Valve Yokes 
Supplied by Malcolm Foondrg Coi Inc, ’■ No subj valve i/sed or 
planned for use in saf ety-rc lated sys at facilities. 

SYLVIA. E.R. Virginia Electric it Power Co. 80/12/05. 3pp. 
07230:325. 


G01231C033 Act receipt of 601008 Ibr responding to IIRC 800915 Itr re 
llaste Packaging Insp Rept 50-338/00-31 . Not i ce of violation 
ui thdr awn. 

0 'REILLYf J. P. Region 2, Atlanta. Office of the Director. 80/12/10. 
ip. 0 7369 r 057. 


— 8012310033 Act receipt of Uaste Packaging Insp Rept 50-338/80-31 on 
800619. No proprietary info Disagrees la/NRC re notice of 
violet i an. L i censed mati was properly labeled. 
aVLVIA. S. R, Virginia Electric t Power Co. BO/IO/OS. 3pp. 

07369: 058. 


—0012310042 PoT-i-ards Waste Packaging Insp Rept 50-338/80-31 on 800619 & 
notice of violation 

STOHR< J, P. Region 2t Atlantaj Fuel Facility & tleterlals Safety 
Branch. 80/09/15. 2pp. 07369:061. 


■001231004+ Notice of violation from Insp on 800619. 

* Region 2, Atlanta. Office of the Director. 80/09/15. Ip. 
07369:063. 


— 80123100 + 7 Waste Packaging Itiap Rept 50-330/80-31 on 600619. 
Noncump 1 lance noted : raduias be shipment not properly labeled. 
HACARTHVRj T. C. f POTTER.J. P. Region 2. Atlaata^ Fuel Facility 
Materials Safety Srancb. 00/09/15. 3pp. 07369:064, 


ft, Periodic operating reports & related correspondence 


8012190508 Forwards monthly operating ropts for Nov 1980. 
SVt.VlA. B. R. Virginia Electric Potier Co. B0/I2/1S. Ip, 
07207: 070, 


--8012190513 Monthly operating repts for Nov I960. 

FELLOWS.H. E. Virginia Electric JU Power Co. BO/12/09. 9pp. 
07287; 079. 


S. Reportable occurrences. LERs k related correspondence 


B0I2040669 Part 21 rept re SJ.W notification that owt-of-phase transfer 
might occur when emergency buses are transferred from 
offsite power source to Hmergency diesel generators after 
reaching rated speed it vo 1 tage. Grig Inal ly reported 001114, 

SYLVIA. B.R. Virginia Electric U Pouor Co. BO/ll/19. 4pp 
07169; 070. 


8012010363 Forward* LEH 80-096/0 1 T-0. 

CARTWftlQHr.il R. Virginia Electric i. Power Co. B0/ll/2t Ip 
07092:170. 


6012010373 LER 80-096/01T-0: on aOll|4.&5<W determined significant out-of 
-phase transfer could occur uhsn emargent-y buses transferred 
to emergency d ies b 1 generator «. Cause not determined. Time 
delay circuit installed on generators. 

CARTWftlGHTj W. R. Virginia Electric Power Co. 80/11/21. 3pp. 

07093 ■ 1 VQ 


9012010376 Forwards LER e0-O95/O3L-O. 

CARTWR IO-HTj W, R. Virginia Electric Pc-uer Co, 80/11/24. Ip 

07001 - 0031 ■ 


—8012010390 LER 0O-O95/O3L-O: on 801027, fire doors 871-7,-17 -19 found 

nonfunctional due to inability to fully close ti latch on 
free swing from full open. Caused by excessive use. Doors 
temporarily repaired it hew design submitted. 

C^nrURlGHT.U R. Virginia Electric it Power Co, 80/11/24. 2pn. 
07091:293. 


8012020623 Forwards LER BO-092/03L-0. 

CARTlrJRtOHf , W. R. Virginia Electric 6 Power Co. 80/11/24. Ip. 
07149:005. 


— B012020631 LER BO-092/O3L-O: on 801030, water found Leaking from weld 
joint connecting drain valve l-CH-497 to piping that tees 
into suction line of charging pump I-CH-P-IA. Caused by bad 
weld. Weld ground out & rewelded per approved procedures. 

CARTUn lOHTi 11. R. Virginia Electric & Power Co. B0/11/S4. 2pp. 

07 1 49:006. 


8012020662 Forwards LER ao-OS9/03L-0. 

CARTWRICHT, W. ft. Virginia Electric it Power Co. 00/11/25, Ip. 
07147:275. 


8012020712 LER BO-089/03L-0; on B01029, while Invest! gating causa of high 
steam flow line setpoint drl f t, setpoint instrument calibr 
schedule error d 1 scovered. Caused by Improper scheduling of 
surveillance testing. 

CARTWftlOHT, W, R. Virginia Electric it Power Co. 80/11/25. 3pp. 
07147:276, 


8012150033 Part 21 rept re design of emergency bus residual voltage bus 
transfer. Caused by lack of definitive phase relationship 
between onsite tt offsite sys. Timers ware installed. 

WILD, P, A. Stone it Webster Engineering Carp. 00/12/02. 4pp. 
07240:347. 


6012090401 Forwards tER 80-097/03L-0. 

CAftTWRlOHIr W, R. Virginia Electric (t Power Co. 60/12/03. Ip. 
07200:007. 


— BOI2090408 LER 0O-O97/O3L-O: on 001114, while operating in Mode I, LI-1474 
Indicated greater than 5*/. higher than average of three 
channels. Caused by high transmitter output, due to leaking 
Isolation valve. Valves furmanited. Channel check performed. 

CARTWRIGHT, W. R. Virginia Electric ti Power Co. 80/12/03. 2pp. 
07200:008, 


6012090315 Forwards LER aO-09a/03L-0, 

CARTWRIOHIi W. ft. Virginia Electric +, Power Co. 80/12/04. Ifl. 
07201:121. 


—8012090319 LER eO-O90/O3L-O: on G0U23, while operating in Mode 1, neutron 
flux dlstrlbutian exceeded axial flux difference target 
band. Caused by xenon trans 1 ent. Control rods inserted, caui ing 
flux distribution to shift downward. 

CARTWRIGHT^ W. R. Virginia Electric it Power Co. 00/12/04. 2flp. 
07201:122 


8012090390 Forwards LER 80-099/03L-0. 

CAflTWRIGHr, M. ft. Virginia Electric Jt Power Co. 80/12/04. Ip. 
07199; 392. 


—8012090391 LER BO-099/03L-0; on 801124, while operating in Mod* l^at BSX 
power, samp le analysis of safety injection accumulator 1C 
revealed boron concentration in excess of Tech 8pec. Caused 
by stagnant solution strat i f i cation in accumulator. 

CARTWRIGHT* W. R. Virginia Electric Power Co. 60/12/04. 200, 

07197:353. 


8012090362 Forwards LER 80-093/01 T-0, 

CARTWRIGHT, W. R. Virginia Electric It Power Co. 80/12/04. Ip. 
07199: 358- 


-8012090365 LER 80-093/01 T-0: an 801126, util learned that manufacturer 
gave erroneous value for weights of two valves in RHR sys. 

Caused by manufacturer error. Support will be modified to 
increase safety factor of anchor bolts to correct value. 

CAR rWRiGHT, W. R. Virginia Electric it Power Co. 80/12/04. 2pp. 
07199; 359. 


8012230423 Forwards LER 80-101 /03L-0. 

CARIURIOHT, W. R. Virginia Electric 6 Power Co. 0O/L2/17. Ip. 
07311:267, 


—8012230428 LEft 80-101 /03L-0: on 801207 while operating In Mode I at 70X 
power, containment HlHi pressure alarm channel 2 was 
rsce (ved. Caused by signal comparator card falling low out of 
tolerance. New card Insballed, 

CARTWRIGHT, W. R, Virginia Electric tc Power Co. 00/12/17. Ig, 
07311:268. 
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8012310316 Faruards LER 00-100/03L'0. 

CARTURlOHTi W, 8, Virginia Electric 6 Power Co. 80/12/22. Ip. 
07369 : 042 . 


— 8012310333 LER Q0-100/03L-O: on 801201 . LI-1474 steam generator A level 
channel I indicated higher than average of three channels. 

Caused bij high transmitter output duo to leaking root 
Isolation valve. Will be repaired in next refueling outage. 
CARTWRIOMT* W. R. Virginia Electric Power Co. 00/12/28. 2pp. 
07369:043 


a0U2003?7 llot I f ication of 001203 meeting gj/util in DethesdaiMD to 
discuss Jtil plans in area of core reload licensing in 
upcoming gr. 

BEROGRENf J S. Standardization i: Special Projects Branch. 80/11/06. 
2pp. 07020:068. 


6012040414 Submits addl info re low head safetg injection outside 
recirculation sprag pump oparab i li tgj per f-iRC 801105 request. 
Package of 12 illegible oversiie drawings end. 

SYLVIAiS.R Virginia Electric 6 Peuer Co. 80/11/26- 4pp, 
06915:001. 


0012310325 Forwards LER 80-103/03L-0. 

CARTWRlOHr# W R Virginia Electric 6 Power Co, 80/12/22. Ip. B012170432 Responds to NUREO-OSSSr "Environ Qualification of Safety- 

07369;034. Related Electrical Equipment." Forwards package revising 

BOllOf submi ttal • provid ing evaluation results of equipment 
qual i f Icat i on w/ insuf f ic i ent info, l^/o end. 

— 0012310330 LER 0O-1O3/O3L-O: on 001 1 13i c enta i nment mat! seismic recorder SYLVIA. S. R. Virginia Electric t Peuer Co 00/12/01. 3pp. 


ER-0Q2 failed periodic test PT-39. 5. Caused bg electronic 
fault in field sending unit. Total component replaced. 
CARTWRIGHT. W. R. Virginia Electric 5i Pouer Co. 80/12/22. 2pp. 
07369:055. 


DOCKET 50-339 WORTH ANNA POWER STATION. UNIT 2 


F. aecurltgj mudical. emergency 1. fire protection plans 


BD12010602 Notifies of completion of privacy review of emergency plan 
docu.nentat i on. End Info mag be made publicly available. 

FELTON* J. 11, Division of Rules and Records. SO/ll/13. ip. 

07091: 202. 


07245:223. 


0012220485 Responds bo 800911 memo requesting that Ofe of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement State burial site conditions Foruards 
results of IE survey. 

DENTOrMH. R. Office of Nuclear Reactor Regulation, Director. 
00/12/04. 2pp. 


— 8012220506 Forwards tabulation t summary of IE survey on low level 
waste at 51 reac tors. Low level waste storage facilities 
have been expanded at 377. of reactors surveyed u/7t7. 
pla.ifiing or considering increasing storage capacity. 

BAlWARTiR.L. Effluent Treatiment Systems Branch 80/11/06. 0pp. 


— 8012010607 Forwards public version of response to NRC review of 
emargency plan/Sectlon 4 re emergency action levels. 

3YLVIA, B.R Virginia Electric 6 Power Co, 80/10/29. I2pp. 
07091:204, 


—8012010614 Public version of emargency plan, revised Tables 4. lA 
through 4. ID. chang ing initiating conditions for 
noti f lea tion. 

a Virginia Electric i- Power Co, 00/10/29, i6pp. 07091:216. 


8012310162 Advises that results of endurance test for steam driven 
auxiliary feedwater pump are acceptable ftt that license 
condition has been met. 

TEDESCQjR.L. Assistant Director for Licensing. 00/12/09. 2pp. 
07371: 182. 

8012190096 Nfltification of 010107 meeting w/util in BethesdarHD to 
discuss isolation valve leak testing. 

DROMERICK.A W. Licensing Branch 1. GO/12/tl. 3pp. 07279:144. 


8012110652 Summary of B0U07 meeting w/utll in Dethesda,MD re emergency 
p Ians. 

MEIOHDOHSr J. D, Operating Reactors Branch I. 00/11/19. 2pp. 


8012110178 Forwards FR notice re revision to lOCFRSO. 40 it new App R to 
10CFR50 re fire protection features at nuclear power plants. 

TEDE6C0, R. L. Assistant Director for Licensing. 00/11/26. 16pp, 

07224; 060. 


8012190354 Forwards response to NUREO-0737 post-TMl requirements. 
SYLVIA. B.R. Virginia Electric K Pouar Co. 80/12/15. 430pp. 


8012190370 Forwards addl info re util 801120 proposed amend to License 
NPF-7r In response to NRC request. Impact of changes 4: 
equipment delays on implementation dates for THI 
requirements 5; plant mods per IE Bulletin 79-27 discussed. 

BYlVIA. S.R. Virginia Electric it Power Co. 80/12/15. 7pp. 

07204: 040. 


8012050431 Forwards amended pages to approved security plan, End 
withheld (ref 10CFR2. 790). 

SYLVIA. B.R. Virginia Electric Power Co, 80/12/02, Ip. 
07173: 054. 


6012230206 Forwards draft NUREO-0696, "Implementation Plan” for 
establishment of emergancy response f ac i I i ties. Detai Is on 
emergency oporatlons facility estab 1 Ishnment/ not included in 
plan. being finailied will be submitted at later date. 

SYLVIA. B.R. Virginia Electric ti Power Co. 00/12/18. Ip. 

— 8012230293 Craft NUREO-0696. ” Imp 1 emen fcation Plan” for establishment of 
emergency response facilities, 

e Virginia Electric i'. Power Co, NUREG-0696. 80/12/10. 47pp. 


8012230439 Application for amend to License NPF-7. chang ing Item (ii) of 
Condition 2 C. 21. i of 801120 application re NVREG-0737 
implementation date requirements. Change involves containment 
water level. 

FEROVSHHiJ. H Virginia Electric 4; Power Co. 00/12/18. 3pp. 
07312:266. 


0012290316 Application to amend License NPF-7. chang ing App 
Specs, to provide for consisteMcy w/lateat environ protec 
plan. Class 1 fee end. 

FEROttSON. J. H Virginia Electric 6 Power Co. 00/12/23- 
07339:081. 


B Tech 
ti on 

3pp. 


Q. Inspection reports, IE Bulletins correspondence 


G0I2E90974 Forwards alternate shutdown sys design description re 
fire protect ion, per NRC 801124 Itr.Utll review of App R to 
lOCFRSO concludes that plants are in compliance w/exception 
of a-h emergency lights in egress routes. 

SYLVIA. B.P. Virginia Electric it Power Co. 00/12/23. 5pp. 


8012160036 Forwards IE Info Notice 00-37, 
Reactor Cavity Flooding At Indian Point 
response required. 

O'REILLY, J. P. Region 2. Atlanta, Offic 


"Containment Cooler Leaks h. 
Unit 2. No written 

e of the Director. 00/10/24. 


IP- 


O. Adjudicatory corr espondenc o 


8012170819 Requests, on behalf of ut 1 1, ex tens Ion until 810100 for 
hearing on 801200 order for mod of licenses re environ 
qual iflcafc ion of safety-related electrical equipment to Tech 
Specs of facilities. 

CHRISTMANf N. Affiliation Unknown- 00/12/00. 2pp. 


P. Operating license stage documents 6 correspondence 


0012170021 Forwards IE Info Notice 80-30, "Cracking in Charging Pump 
Casing Cladding. ” No writtan response required- 

O'REILLY, J. P, Region 2. Atlanta, Office of the Director. 30/10/30. 
ip. 


0012100020 Forwards IE Info Notice 00-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. ” No written response 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 00/10/31. 
IP 


8012020050 Notification of 0OUO7 meeting w/SWJ 6 util in BethesdaiMD 
to discuss resolution of amplified response spectrum 

ENOLeI'l^ Operating Reactors Branch 3. 00/10/31. 2pp. 07147:195. 


0012230070 Forwards IE Circular 80-23, "Potential Defects in Beloit 
Power 8ys Emergency Generators. " No written response 

O'REILLY, J, P. Region 2- Atlanta, Office of the Director. 80/10/31. 
^p, 07313:236. 
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3012110794 Forwards IE a-.U-tin 00-21. "Valve Yoltes Supplied 
Foundry Coi ] nc ‘ Iriritten response required 
0'iREri,LV.J P, Region 2. Atlanta, orfite of the Director. 


bq Malcolm 
GO/U/Oi. 


8012030949 Foruards IE Jnf, Notice BO-40. ‘'Eifcr sfrive Witrooer. 
Presvjre Actuates Safety Relief Valve Operation to Cause 
Reactor Depressor i ;at ( on. " No written response required. 
O'RElLLYiJ P. Region 2, Atlanta, Office of the Director. 


Supply 
BO/ 1 1/07. 


3013080:559 Forwards IE Info Notice 00-41, "Failure of Suing Check Valve 
in Decay Heat: Removal Sga at Davis Beaso Vnit 1." No 
response required. 

O^RE ILLY. J. P. Region 3, Atlanta. Office of the Director. 00/11/10. 


Repts 50-328/00-36 t 50-339/80-34 on 
aoioai-a*!. No noncQinp I ianc e noted. 


MURPHif', C. E Region 3. Atlanta, Reactor Construction t 
Support Sranch. SO/U/IO 2pp. 03792:013. 


Eng ineer 1 ng 


"6012160222 lE Insp Repts 50-338/80-36 1: 50-339/80-34 on B0lO2l-24.No 
nonconpl i ance noted. Major areas inspec ted . i nsta 1 1 »d 
equipment review w/rsspect to IE Dulletir 79-OlB. 

OISDON3, T. D. Region 2, Atlanta. Office of the Director. CQLONj T. E 
Region 2. Atlanta. Reactor Construction i- Engineering Support 
Branch. 80/11/10 5pp ■03792:014. 


0012040135 Forwards JE Bulletin 00-23. "Failures of Solenoid Valves 
Mtg by Va 1 c or Engineering Corp." Requires estlirate of 
Pianpower associated w/correc t i ve actions, 

O'REILLY, J.P Regiofi 2, Atlanta. Office of the Director. 00/11/14. 


--0O1218O192 Forwards revised response to rernaining open item re 
violations noted in IE Insp Repts 50-338/00-19 U 
50-339/00-30 Corrective ac t tans : review made of const QA 
.Tianual, station QA manual ii QC Procedure 26. 1. 

SYLVIA. B.R Virginia Electric 6 Power Co. 80/09/23. 2pp 
03791 ;S97. 


--0013180195 Ack receipt of 800520 Itr informing NSC of steps taken to 
correct violations noted in IE Insp Repts 50-338/80-19 & 
50-339/60—20 Supplemental response will be submitted bu 
800919. 

LEWlSrR. C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch. SO/09/09. Ip. 03791:299. 


— 0012180201 Forwards lE Insp Repts 50-338/60-19 «* 50-339/00-20 on 
800414-0530 !< notices of violation ^ deviation. 

LENIS.R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 80/07/21 2pp, 03791:301. 


— 0013180204 Notice of violation from insp on 000414-0530. 

* Region 2. Atlanta. Office of the Director. 00/07/21, Ip 
03791:303. 


'Q012180205 Notice of deviation from insp on 000414-0530. 

^ Region 2, Atlanta. Office of the Director. 00/07/21. tp, 
03791:304. 


— aOl2l0O2Oa IE Insp Repts 50-338/80-19 ij. 50-339/00-20 on 000414-0530, 
Non c onp I ianc e noted : fai lure to conduct surveillance test at 
required frequency to provide instructions for re- 
establishing ventilation flow after seismic event. 

KIDDrK. S. . TATTER5ALL, A. P Region 2, Atlanta, Office of the 
Director. KELLOGG. P.J. Region 2. Atlanta. Reactor Operations 
Nuclear Support Branch. 00/07/21. 22pp. 03791:305, 


8012050070 Forwards IE SuUefcin 00-24. "Preventian of Damage Due to 
Water Leakage Inside Containment. " Ns written response 
requ i red. 

0 'RE ILI Yi J. P . Region 2. Atlanta, Office of the Director. 60/11/21 
Ip 07173 230 


8012080018 Forwards lE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

BAREILLY. J. P. Region 2. Atlanta. Office of the Director. 8Q/11/24. 


0012110543 Forwards response to IE Bulletin 80-23i "Failures of 
Solenoid Valves Mfg by Valcor Engineering Corp. " Two Valcor 
valves exist for each North Anna unit t: Sorry does not have 
solenoid valves described in bulletin. 

SYLVIA, S.R, Virginia Electric t< Power Co. 00/12/04, 3pp. 


0012230091 Forwards response to IE Bulletin 80-23, "Failures of 
Solenoid Valves Mfg by Valcor Engineering Corp. " Specified 
valves are not In use at facilities. 

SVLViA,B. R. Virginia Electric t/ Power Co. 00/12/04, 3pp. 


Q012170337 FoTuards IE Info Notice 80-39, Suppl 1. "Brokin Studs on 
Terry Turbins Steam Inlet Flange.*’ No written response 
required. 

O'RE ILLY. J. P . Region 2, Atlanta, Office of the Director. 00/11/26 
Ip. 07269:060 


8012240503 Forwards response to lE Bulletin 80-23, 'Failures of 
Solenoid Valves Mfg by Valcor Engineering Corp." Two Valcor 
valves in use do not have cited part number. 

SYLVIA. B.R Virginia Electric tn Power Co. 00/12/04. 3pp. 


0012160140 Ack receipt of 601024 1 br informing NRC of steps taken to 
correct deviations noted »n IE Insp Ropts 50-335/80-30 if 
50-339/ 80-29 

LEWIS, R.C. Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch. 00/11/29. Ip 03791:248. 


-eOI2i0£>l42 Responds to NRC 901002 Hr re deviations noted in IE Insp 
Repts SO-3-18/80-30 V. 50-339/60-29. Correc t ive actions: addl 
radios assigned to centro] room. 


SYLVIA. B.R Virginia Electric 8. Power Co. 80/10/24 2pd 
03791:249. 


8012120467 Forwards response to IE Bulletin 00-21, "Valve Yokes 
Supplied by Malcolm Foundry Co, Inc. " No subj valve used or 
planned for use (n saf ety-re lated sys at facilities. 

SYLVIA, B.R. Virginia Electric Power Co. 80/12/05. 3pp< 


fl Periodic operating reports i; related correspondence 


8012190SOB Forwards monthly operating repts for Nov 1980. 
SYLVIA, B,R. Virginia Electric t. Power Co. 00/12/13. Id 
07287:070. 


--0012160145 Forwards IE Insp Repts 50-338/B0-30 1 50-339/BO-29 on 
600712-002-0 notice of deviation. ■ 

LEIMS,R C. Region 2. Atlanta- Reactor Operations Nuclear Support 
Branch. BO/lO/02 2pp 03791:251. 


8012180146 Notice of deviation fro,n insp on 000712-0020. 

■* Region 2, Atlanta, Office of the Direefcur. 60/09/30. Ip 
03791:253. 


-SOJ 2180149 IE Insp Repts 50-338/80-30 h 50-339/80-29 on 800712-0020. 
Nancomp I lane e noted ; fa i lur e to maintain portable radios for 
fire brigade use 

WEBSTER, E. H. . TATTEREALL- A. P. Region 2. Atlanta- Office of the 
Director. KELLOGG. P J Asgion 2, Atlanta, Reactor Operations 
Nuclear Support Branch 80/09/30. I7pp. 03791:254. 


0012180180 Ack receipt of 800923 Hr informing NRC of steps taken to 
correct violations noted in It Insp Repts 50-338/00-19 ?< 
50"3a9/GO-2O 

LEWIS. R.C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 00/12/01. Ip 03791:296. 


'0012190513 Month ly operating repts for Nov 1980. 

FELLOWS, N. e, Virginia Electric 4; Power Co. 80/12/09. Rod 
07207:079. 


S. Reportable occurrences. LERs t: related correspondence 


0012010277 Forwards L£R eo-O04/O3L-O, 

CARTWRIGHT, W R. Virginia Electric Power Co. 80/11/19 Id. 
07092: 139. 


0012010200 LER 80-084/03L-0: on 801027-29, d if ferenti a 1 qf greater than 
12 steps discovered between rod position indication for rod 
cluster J-3 demand post tt on. Caused by instrument drift, 

Channel recallbr. 

CARTtlRIGHT, W. R. Virginia Electric t: Power Co. 00/11/19 2pp 
07092: 140. 


8012010333 Forwards LER aO-O03/O3L-O. 

CARTWRIGHT, WR, Virginia Electric i: Power Co. BO/tl/19, ip. 
07092: 171, 


—6012010362 LER 80-083/03L-0; on 0O1O27,F(Q) limit aicceeded twice. Caueed 
by rod movement at beginning of core life when F<Q> limit 
margins in cote c tr are at min. Power reduced. 

CAR rWRIOHT, W. R. Virginia Electric 6 Power Co. QO/ll/17 2pq 
07092: 172. 
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801204066*? Part 21 rept ru 34-W notification that out-of-phase transfer 
might occur ii/hon emergency hoses arc transferred from 
offsite poiasr source to emergency diesel generators after 
reaching rated speed vo I tage , Or ig inal 1 y reported 801114 
SYLVJiA^E R, Virginia Electric A Pauer Co. 00/11/19. 4pp. 


8012010352 Faruards LER 80-076/&3L-0 

C ARTUR IGHF, w. R Virginia Electric i Pouer Co. 80/11/24. Ip. 

07092: 16S. 


-3012160524 LER 00-035/ ‘ O on GOl t27> i le operatirg in Mode Qj steam 
f I oij indications on loop K.Fl-c!4Ql */ F 1-2405. d J ffered from 
each other by 2 E»-5 lb / hr Caused by circuit card being 

out of calibr.Cat'd replaced /. calibr 

•* Virginia Electric I Po'jer Cq aOv'13/lO 2pp 07261 165. 


80122J0371 For-jards LER GC -091 /03L -0 

CARTURlGHr. U. R Virginia Electric I Foyer Co SO/ 12/ 17. Ip 
07312.236. 


■8012010359 LER 0O-O76/O3L'O. on 901 t06i steam generator level transmitter 
LT-486 gave high indication of 4. 7X Caused by instrument 
dr i f t. Transmi t ter recalihr. 

CABTWR I CUT. W. R. Virginia Electric 6 PosJor Co. 00/11/24. 2pp. 

07092: 169. 


— 8012230376 LER 80-091 /OjI-O on GOU30.u)hile operatirg in Mode 3. rod 
positiOin indicatior* for rods 003 L J33 in banV A i, GO? G09 
in bar.V B differed from demand position b-y greater than 12 
steps. Caused by instrument drift Channel adjusted. 

CARTWR IGHT. W. P Virginia Ele-itric t Payer Co. 60/12/17. 2pp- 
07312 237 


0012020423 For wards LER 80-093/ 03L-0. 

CARTWR I OH f/ U' R. Virginia Electric Power Ca, BO/U/24, Ip. 
07140: 297. 


6012230412 Forurards LER aO-Og2/03L“0 

CARTWR I CHr.W R Virginia Flee trie « Pourer Co 60/12/17. ip. 

07312:255. 


— 0012020426 LER aO-093/O3L-0: cn 601 lOl , d i ese I 
nn n-f V n c t i ona 1 more than set/en days. Caused 
while room was under vacuum from operation 
rep Laced. 

GAR rWR IQHT. W. R. Virginia Electric 4; Power 
07148: 290. 


2H room fire door had been 
by using door 
d iesel . Door 

Co. 80/11/24. 2pp. 


— 8012230416 LER SO-Oe^/O^L-O 001 125 p dor ing degraded voltage test/ 
breaVer 24J1-2 failed to open upon receiving undervoltage 
test signal t a-RS-P-l” inoperable for 3-h. Caused by 
stuck linSiage arm.LinVage pivot points oiled 

CARTWRIGHT. W. R Virginia Electric Pojer Co. 80/12/17. 2pp, 
07312: 256 


0012020581 Forwards LER eo-0'90/03L-0. 

CARTWRIGHT, W. R. Virginia Electric 4. Power Co. 80/11/24, Ip. 
07140: 223. 


8012230419 Forwards LER 00-095.^031.-0 

CARTWRICHf. W R. Virginia Electric K-. Pover C-o. 60/12/17 Ip. 
07312: 250 


— 0012020590 LER aO-090/03L on 001102, pressur i ler power operated relief 
valve declared inop erab 1 e. Caused by lou nitrogen pressure 
due to excessive nitrogen usage Pressure restored by 
renewing supply. 

CAR rwRIGHT, W R. Virginia Electric i; Power Co. 00/11/24. 2pp. 
07148: S24. 


— 8012230424 LER aO“095/03L’0. on 801 202i while operating in Mode 3, rod 
position indication fo>’ rod cluster C-13 differed from 
demand position by greater than 12 steps Caused by 
instrument drift due to change in temp of control rod drive. 
CARTWRIGHT. W R Virginia Electric K-. Power Co. 00/12/17 2pp. 
07312: 259. 


0012020596 Forwards LER 80-092/03U-0. 

CARTWRIGHT, W. R. Virginia Electric 4 Power Co. 00/11/24. Ip. 
07148: 220. 


— 8012020602 LCR QO-092/03L-0. on 801103. train » of safety injection sys 
failed to- reset following functional test. Caused by binding 
in latching mechanisms resulting in failure of relays to 
reset. Relays cleaned i: tested satisfactorily. 

CAR rWR IGHT, W, R Virginia Electric I- Power Co. 00/11/24. 2pp. 
07140:221. * 


8012100563 Forwards LER 8O-O07/O3L-O. 

CARTWR IGH r, W. R Virginia Electric h Power Co. 00/11/24. Ip. 
07210: IS3. 


—6012100570 LER 0O-O87/O3L-O; on G01029 axial flux difference twice 
deviated greater than 57. from target. Caused by 10*/. load 
suiing & SOV. load rejection from 1007. power for startup 
tes t ing . Powe r control rod .lanipulat ions performed, 
CARTWRIGHT, «, R. Virginia Electric 6 Power Co. 80/11/24. 2pp. 
07218: 154. 


0012150033 Part 21 rept re design of emergency bus residual voltage bus 
trars fer. Caused by laeV of definitive phase relationship 
between onsite i; offsite sys. Timers were Installed. 

WILD, P. A. Stene V Webster Engineering Corp. 00/12/02. 4pp. 

07240: 347. 


DOCKET 50-341 ENfllCO FERMI ATOM I C PONER PLAfU. UJilT 2 


A. App Heat i on/ctins t rue t ion stage documents 1 correspondence 


8012160050 Ltr to operating plant 1 i censees. OL, applicants t CP holders. 
Forwards NUREG-0737 re TMl action plan rei^u i Tenants. Requests 
operating reactor licensee confirmation in 45 days that 
Enel I inp lementa t ion dates will be -rjet. 

EISERHVT. D. 6. Division of l.icensing. QO/lO/31. 7pp. 


8012220350 Ltr to all CP ? GL hoi-lers for fn^Rs re requirement for 
implementation of 8DYN co.le for licensing oasis calculations 
performed hy GE. Applicable to all license applications fy. 
propose-d amends, i nc lud mg coie reloads 
EISENHJT, D. G Division of Licensing 80/H/04 4pp. 


0012100214 »otif icati-on of COU’OS meeting u/BWR licensing review group 
in Bethesda.MD to discuss status of group issues 
UlLSQrj* -..f. Licensing branch 1 0OM1/2O 9pp. 07217:304 


8012170283 Su.rniary of GO 120? .rest mg w/BWR licensing review group, 
Bechtel i in netheidOrMll re current status of issues 

i. fire protect.iOfi concern s. Rep t on LaSalle specific issues 
end. 

UlLSOH, H Licensing Branch I 80/12/05 2lpp 


6012150173 Forwards LER 00-073/03L-0 

CARTWRIGHT, W. R. Virginia Electric 4: Power Co. 00/12/04. Ip. 

072 . 37 : 304 . 


--8012130176 LER 80-07S/03U-0: CK G01123. loop A flow transmitter FT-2413 
found to be 2. 39'/{ higher than Tech Spec requirement. Caused 
by instrutneiit drift. Transfiil tter rccalibr h. verified. 

CARTWR IGHT, W. R Virginia Electric i Power Co. SO/12/04. 2pp. 
07237: 305. 


8012220131 SumraTy of 800514-0828 m^'etings w/DWR Licensing Review Group 
in QcthesdarMD re i dent i f ication of generic issues, formation 
of cOiise«isus positions i resolutions that will apply to all 
six plants. Draft uiorling paper end 
WILSON, J.N Licensing Di anch 1 00/ 12/05 99pp. 


e012l90/>7l Notification :f >301 223 meeting w/util in 
discuss scope h. schedule for co.rpletion of review 
application to operate facility 

KINTNEH.L L. Licensing Branch 2 03/12/09 3pp 


Bethesda, MD to 
of 


07279:091. 


0012160459 Forwards LER 8O-O80/O3L-O. 

CARTWRIGHT, W. R. Virginia Electric i. Power Co. 80/12/10. Ip. 
07254:213. 


—8012160467 LER B0-088/03L-O: on 801127, c onta inment pressure channel HI 
failed high. Caused by defective card in c ircui t. C ircui t card 
replaced V. channel III restored tp operation, 

CARTWRIGHT. W. R. Virginia Electric t. Power Co. 80/12/10, 2pp. 
07294: 214- 


9012160514 Forwards LER 8O-O05/O3L-O. , 

CAftTUR lOHl ' W. fi, Virginia Electric i: Power Co. 80/12/10. Ip 
07261 : 164. 


F. Securityi medical, emergatir.^ fj. fire protection plans 


8012040171 Public version of "Independent Assessment of Evacuation 
Times for Enrico Fermi Nudear Pojer Plant. " Val 4, prepared 

COSBY, J.C., SHEPPARD.W Y . WATER?:, E L. Wilbur Smith Associates. 
80/06/30. 49pp 07161 1«9 


80121 60-31 4 Suiti.-^avy of 601125 meeting w/uttl at site 
emergency response fac i I i t ies. Viewgraphs encl. 
KINTNSH, L. L. Licensing Branch 2. 80/12/02 5pp. 


re plans for 
07262: 334. 
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30t204C065 Foruards publjt of ’P.vaic *ja ti on Time Asiossment oF 

Uire riucUar Powsr Plants Ene.'q er.ct^ Planning Zone-sp “ 

EicecoU-.'6 5!.':’’i’^ar4. 

FEUTO;Jp J. }<- Division of Rules and Records QO/12/03. ip. 


--80120400S3 Public versioTi of "tvacoat;ion Tirne Assessment of Nin-e 
Nuclear Pojor Plants Emergency Planning Zones." executive 
sULTirary p pr a pared for FEUA 

^ Uitbur Snitt i Associates. BO/06/30. 1 7pp. 


5 Repoi'table occun encesr UERs i. related correspondence 


fi0l2ia0459^ Interim deficiency rept re defective GE-ItSE L;elds . 1 nit 1 a 1 1 y 
reported 801024. Uti I is analyiing prob 1 em. Fina 1 rept will be 
sotnltted 810224. 

HIUtSpE. Detroit Edison Co. 80/11/25. Ip 07230:320. 


DOCKEl SO-344 TROJAN NUCLEAR PLANT, PCRTLAND GENERAL ELECTRIC 


--3012040155 Public version of program lept, '“Eva-c uat J on Time Assessment 
of Nine Nuclear Power Plants Eflpiergency Planning Zones," Vol 
1. prepared For FEKA 

COBBY, J. C. Wilbur Smith V Associates 80,^06/30. 43pp. 


Q Inspection reports, ZE Sulletii's *; correspondence 


F, Security, medical, emergency i fire protection plans 


8012300267 Requests that site emergency plan be revised to address 
volcanic ac t i vi ty . Evac uat i on plans should consider such 
adverse cortdltians as asih Fal 1 , mud f lou, f lood s 4' landslides. 

CLARK. R. A. Operating Reactors Branch 3 80/1 1/24. 3pp, 07350:234. 


8012310514 Fpruards IE loves tiiga t i on Rept 50-341/80-13 on 000720-31. No 
nonco.np Itance noted. « 

KEPPLERp J C Region 3 j Chicago, Office of the Director. 80/10/21. 
2pp. 07365: 269. 

— 0012310518 iE Investigat i on Rept 50-341/80-13 on 800720-31, No 
noncompliance noted. Major areas inspected : a 1 1 egations re 
Improper pipe & structural steel welding QC 

FOBTERpJ. E.p WARD, K. D. , NORELrUB. C. E. Region 3, Chicago* Office of 
the Director. 80/10/14. 23? p 07365:271. 


— 8012300272 Requests FEMA review state t. local planning oFforfe* for 
areas around CA nuclear power plant sites ui/respect to 
c omp 1 i cations arising In- event of extrene natural pltonomora. 
ORIHESB. K. Emergency Preparedness Program Office fafter 801119 
see 16EJ. BO/ll/03. 2pp. 07398:287. 


8012310051 Forwards ‘’Emergency Preparedness Evaluation Rapt" for 
Fac 1 1 1 ty. Revi sed plan addressing volcanic activity U 
c onm t t.mants must be implemented. 

CLARK, R. A. Operating Reactors Branch 3 80/12/02. 3pp. 07371:131. 


&OJ2040602 Forwards IE Insp Rept 50-34 1 /flO- 1 7, on 001 OOb- 09. No 
noncompliance noted.^ 

FIDSELLI,0 Region 3- Chicago* Reactor Construction Engineerin-g 
Support Branch SO/IO/24. Sfp. 07169:114. 


— B0120 406S8 IE Insp Kept 50-341/30-17 on 801006-09. No noncamp 1 lane e 
noted. Major areas i nspec ted: RCP3 piping work activities ?» 
sa f etg-related piping welding activities. 

LEE-E. WK . DANIELSON, O. H. Region 3, Chicago* Office of the 
Diractor. 80/10/23. 3pp. 07169:116. 


GCrl2l70671 Forwards IF. Info Notice 80-37, '’Containment Cooler Leaks U 
Reaetpr Cavity Flooding at Indian Point Un i t-2, " No written 
resp-oiise required. 

KEPPLERr J. 0. Region 3, Chicago, Office of the Director. 00/10/24. 
ip 07266:065. 


--0OI231OO5S "Emergency Preparedness Evaluation Rept," 

•< Office of Inspection 5? Enforcement, Office of the Director, 
00/11/30. 24pp. 07371:123. 


8012300299 Forwards physical security plans. Plan withheld 
<ref 10CFR3. 790), 

NITHERS. E.D. Portland General Electric Co. 80/12/23. 2pp. 
07349:336. 


0. Adjudicatory correspondence 


GO123OO1B0 Forwards JL Crew 001014 ) tr encl setting forth results of 
first systematic appraisal of licensee performance. 

NOVAK* T.h. Assistant Director for Licensing. 80/11/24. 3pp. 
07356:302. 


8012310636 Forwards IE Irsp Rept 50-341/80-15 on 800901-30. No 
nonconj,! lane e not«d 

HEISKMAN, R,F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch. 80/10/30 2pp. 07227:194 


00120204*16 Forwards brief in opposition to exceptions Filed by State 
of OR, 

AXELRAO, H. Lowenstein, Neuman* Rei s. Ax el rad 4; Toll. 00/11/26. ip. 

07148; 137. 


--B0121 10646 IE Insp Rept 50-341/30-15 on 800901-30. No nancompUanc e 
noted. Major areas inspected: IE Bulletin t. circular followup 
6 licensee action on previous Insps. 

LrTTLE,D.H , bVROtJ. P II , LITTl.E. »/. S. Region 3. Chicago, Office of 
the Director. 60/10/27 3pp 07327.196. 


S012020743 Forwards three Performance Appraisal Drench insp repts tt 
mgt evaluation tree w/user guide »o that facility tan 
compare program to program already reviewed ir. make 
appropriate ad jUS tments, N/o encl. 

KEPPl.ER, J. G. Region 3. Chicago, Office of the Director. 00/11/lS. 
4pp. 


S012310506 Forwards IE lr,sp Rapt 50-341/80-18 on 001001-31, No 
none onpl ianc a noted. 

HEISmiAt/., R. F. Region 3/ Chicago, Reaclop Operations Nuclear Support 
Branch. 80/11/20. 2pp 07365 262. 


-SO12310511 IE Insp Kept 50-341/Q0-JG on 001001-31. No noncompt lane e 
toted. Major areas i nsp ec ted . p rev ious insp findings fallowup, 
safety work activities review 4: instrumentation review. 

LlTILErD H , SYRON.P. M , LITTLE, W S. Reflto-n3, Chicago* Office of 
the Director. ao/ll/19. 3pp. 07365:264. 


0012040647 Forward* IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment. " No written response 
required. 

KEPPLCR, J. 0 Region 3, Chicago, Office of the Director. 80/11/21. 
2pp. D7169: 109. 


eC)l20BOOS6 Forwards IE Irfu Notice 00-42, '^Effect uf Radiation on 
Hydraulic Snubber Fluid. " No ‘.^.ritten response refiuired. 

KEPPLEfl, J. G. Region 3, Chicago., Office of the Director, 00/11/24. 
2pp. 07183:203 


8012170540 Forwards IE Info Notice 00-29, 5opp I 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange. '“ No written reipo-nse 
required. 

MCPPLEft.J. G Region 3. Chicago* Office of the Director. 80/11/26. 
2pp 07364:266- 


-eC>l2020<l£0 Brief in opposition to exceptions filed by State of OR 
asserting that control roam design mods require accalerated 
reporting For adequate review. License conditions ft 10CFR57 
provide significant c ons tra ints. Cert i f iuate of Sve encl. 
jaH^4S0N»R. M. * AXELRA1>, H. Portland General Electric Co. AXELRAD# K 
Uouenste 1 Rt Neuman, R e i s* Axe I rad Ic Toll. 80/11/26. 20pp. 

07140: 130 


0012090325 Notifies of ty p ograph lea 1 error in licensee brief In 
opposition to State of OR exceptions Footnote 13 on Page 19 
should road, "fire protection Conditions <d) ft <k>," 

Certificate of Sve end. 

AXELRAD, h Loweriste in* Neuman, Re i s. Axe I rad ft Toll. 00/12/04, 3pp 
07201. I 16. 


0012150231 Response in support of State of QR 000723 motion For 
reconsideration of ASLB 800711 order modifying OL ft 001022 
amended exc ept ions. New info showing licensee change review 
process favors accelerated reporting. N/Cert if £ cate of 0vc. 
GRAY, J. R. Hearing Brooch 1. 80/12/00. 27pp. 07240:029. 


OOi23OO}20 Order directing HflC to file supplemental tnemDrandum oji 
question of Board authority to decide appeal on basis of 
matter net Included in record underlying AELB decision. 

Henoranduin due by BO1210. 

BIBHOPjC.J. Atomic Safety and Licensing Appeal Panel, 80/12/09, 
2pp. 07356:257. 


0012290040 Requests that ASLAB defer filing of responsive pleadings 
State of OR ft licensee until ABLAB has had opportunity to 
review encl unexecuted stipulation re accelerated reporting 
raq.uirementB. N/Cer t if lea to of Sve. 

AZELRAD,!'!. Lowene fcoln* Newman, Reie, Axe J rad ft Toll. 80/12/10 9pp, 

07344:001, 


8012300110 Supplemental memorandum per ASLAB 601209 order re question 
of Board authority to decide State of QR appeal on basis of 
matter not included in record underlying dec 1 s Ion, A6LA& 
lacks such authority. Certl ficate of Sve encl. 

GRAY, J, 0. Nearing Branch 1. 80/12/18. 0pp. 07356:236. 
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8012590^75 Order extending feitne for filing of responaea to ASUAB 
80120? order due to repreaontot i ons contained in licensee 

aoiaie itr. 

BiSHQPpC. J. Atomic Safety and Licensing Appeal Panel. 80/12/19 
tp. 07341 r I 02. 


B0l23'0045l Forwards atipulatlon (nation re accelerated reporting 
reiiu i r enen tn . 

AKELRADi 11. Lo'jjetistein< Neitiman# Re i s> Axe Irad 1 : Toll. GO/12/24. Ip. 
07357: J93. 


— 8012300-497 Stipulation 8- motion on accelerated reporting requirements 
re State of OR 800923 exceptions ^ brief on exceptions. 

Parties agree to modify License Condition 2. C. (12) re 
control bldg mod. Cer t i f Icate of 8vc end. 

AXELRAOjM. Lomenstein, Newmani Rflla, Axelrad «dToll. OSTRANDER, F. W. 
Oregoni State of. GRAY, J. R. Hearing Branch 1. 80/12/22. 7pp. 

07397: 194. 


P, Operating license stage documents it correspondence 


8012020753 Forwards seismic qualifications of auxiliary feedwater sys 
In operating PVIRs tt describes program NRC is undertaking 
to reviou capability of operating PtJRs to remove decay 
heat folLoujlng earthquake. 

eiSENKUT, D. <7. Division of Licensing. 00/10/21, 4pp, 


80121^005-0 Ltr to operating plant llcenseesiOL applicants ir. CP holders. 
Forwards NLiR£0-0737 re TMI action plan requ Irements, Requests 
operating reactor licensee confirmation in 45 days that 
End 1 Inp 1 ementat ion dates will be net. 

EISEUHUT^ D, «. Division of Licensing, 80/10/31. 7pp. 


80122^09^3 Utr to all power reactor licensees forwarding NUREG-0A19, 
"BUR Feeduafcar Noiile Control Rod Drive Return Line 
Noiile Cracking." Confirmation that implementation dates 
will be (net must be sent within 45 days,H/o end. 

ElSENHOTi D. O. Dlvi s Ion of Li cans ing. 80/11/13, Ip. 


B0l2O2O5i6O Responds to NRC QOtOOl request for info re environ equipment 
qua 1 if i cat 1 on tests. Pressure transmitter tests conducted by 
Util Trarssfn 1 tter Qua 1 1 f icat ion Group, safety valve flow 
monitoring tested by Technology for Energy Corp. 

WITHERS, B-D. Portland General Electric Co, 80/11/25. 2pp. 
07141:272. 


G0120B04fxl Forwards response to actions requested In NRC 800930 ltr re 
Inadvertent boron d i lut ion. Return to criticality due to 
boron dilution event during operational Modes 4 & 5 wilt not 
occur, No ravlsion to plant procedures are necessary. 

WITHERS, E.D. Portland General Electric Co. 00/11/26, 5pp. 

07109’, 274. 


80122P0439 Responds to 000911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/revlsed Ag^reement State burial site cond 1 tlons. Forwards 
results of IE survey. 

DENlONiN R. Office of Nuclear Reactor Regulation, Director. 
SD/12/04. Spp. 


— 0012220906 Forwards tabulation Ac summary of IE survey on low level 
waste at 91 reactors. Low level waste storage facilities 
have boon expanded at 377. of reactors surveyed tj/717. 
planning or considering increasing storage capacity. 

BAN-JAfir* R, L. Effluent Treatment Systems Branch. 00/11/06. 0pp. 


8012090215 Forwards Amend I to PQE'-1022, "Inservice Testing Program for 
Pumps At Valves.*' Amend incorporates resolution of Internal 
A-. NRC coir.rnents on program. 

WITHERS, B-D. Portland General Electric Co. 80/12/08. Ip. 

07200:345. 


— 8012090217 "InserviCB Testing Program for Pumps h Valves. " Constitutes 
Amend 1 tro POE-1022. 

OERLTiD. H, Portland General Electric Co. 80/12/31. 92pp- 

07200; 346. 


8012160437 Responds to 001104 Ur. Util intends to amend F8AR to includo 
control bldg mod A: masonry wall design criteria by 010525. 

WITHERS. B. D. Portland General Electric Co. 80/12/10. 2pp. 
07263:139. 


8012230313 Forwards supplemental response to NRC 801023 request for 
info re auxiliary feedwater sys. Condensate storage tank 
level Instrumentation Ac alarm switches Installed & are now 

in SVC, 

WITHERS, B.D. Portland General Electric Co. 80/12/12. 6pp. 
07311: 120. 


8012300561 Responds to NRC 801031 ltr requesting response to NUREO-0737 
re implementation of TMI'-2 action items Util intends to meet 
requirements i schedules except where stated Hardware 
availability problems could cause delays 

WITHERS, E D. Portland 'General Electric Co 00/12/23. 18pp. 

07346:235 


0. Inspection reports, IE Dulletins L correspondence 


8012170708 Forwards IE Ir.fo Notice 80-37, "Containment Cooler Leaks U 
Reactor Cavity Flcoding at Indian Point Unit 2. ' No written 
response required 

EN3ELKFN, R. H. Region 5. San Francisco, Office of the Director. 

SO/ 10/24. Ip. 07266 081 


0012170415 Forwards IE Info Notice 80-38. "Cracking in Charging Pump 
Casing Cladding " Mo written response required. 

ENGELKFN. R H Region 5, San Francisco, Office of the Director. 

60/ 1 0/30. Ip. 07264:050 


8012090097 Forwards IE Health Physics Appraisal Rept 50-344/80-16 i 
notice cf violation A significant appraisal findings. 

ENGELKEN, R. H Region 5, San Francisco, Office of the Director. 
80/10/31. 9pp 07190:116 


— 6012090090 Notice of violation from health physics appraisal on 
800707- IB. 

•* Region 5, San Francisco. Office of the Director. 00/10/31. Ip. 
07198; 121. 


—8012090095 IE Health Physics Appraisal Kept 50-344/B0-16 Noncompliance 
nated:RCS degassed A. no evalaution made of change to 
determine existence of unreviewed safety question. 

NORTH, H.S., YUHAS.G.P. Region 5, San Francisco, Office of the 
Directar. SMATHERS, J. Q. California. Univ. of, Los Angeles. 
80/10/31. 96pp. 07198:122. 


8012170941 Forwards IE Info Notice 80-39. "Malfunction of Solenoid 
</alves Mfg by Valcor Engineering Corp." No written response 
is required. 

ENGEL«FN, R H Region 5. San Francisco, Office of the Director, 
80/10/31. tp. 07266:031. 

8012100128 Forwards IE Insp Rapt 50-344/80-25 on 801020-23. No 
none onp I iance noted. 

CREVfS.J. L. Region 5. San Francisco. Reactor Operations Nuclear 
Support Branch. eo/ll/05. 2pp 07219.261. 


— 8012100134 IE Insp Rept 50-344/00-25 on 801020-23. No noncompliance 
noted. Major areas inspectedr.naint, design organiiation 
admlnistrati on. 

STERNSERO, 0. M. Region 3, San Francisco, Reactor Operations Nuclear 
Support Branch CARLSON. J. 0 , WILLETT, D >1. Region 5, San 
Francisco, Office of the Director. BO/ll/03. 6pp. 07219:263. 


9012120232 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. " Written response required. 

EHGELFFNr R. H. Region 3, San Franc i sco, Office of the Director. 
00/11/06. Ip. 07227:338. 


9012030935 Forwards IE Info Notice 80-40, ''Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurl tatlon " No written response required. 

ENOELKFN, R. H. Region 5, San Francisco, Office of the Director. 
80/11/07. Ip. 07150 141. 

8012060629 Forwards IE Info Notice 80-41. "Failure of Swing Check Valve 
in Decay Heal Removal Sys at Davis Besse Unit 1." No 
response required. 

ENCELKEN, R.H Region 5, San Francisco, Office of the Director. 
80/11/10. Ip. 07183:029 


8012040221 Farwards IE BulUtin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Carp. " Requires estimate of 
rrtanpouer associated w/corrective actions. 

ENGELKFN, R . H. Region 5, San Francisco, Office of the Director. 
80/11/14. Ip. 07150:141. 


80J23102P7 Forwards IE Insp Rept 50-344/80-27 on 801027-31. No 
noncompliance noted. 

SPENCER, 0. S. Region 5, San Francisco, Reactor Construction it 
Engineering Support Branch. 89/11/19. 2pp. 07369:352. 

— 801231022? IE Insp Ropfc 50-344/80-27 on 801027-31. No noncomp I iance 
noted. Major areas inspected : act ivi tics re IE Bulletin. 

79-OlB. 

ELIM, J.O, Region 5, San Francisco, Office of the Director. 
DDDDStR. T. Region 5, San Francisco, Reactor Construction t 
Engineer Ing Support Branch. 80/11/18 4pp. 07369:394. 
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S'j 1.23K>?35 F-:r'*'ar<!s IE Insp 50-344/90-26 on 801001-31. No 

none cnp I tare e noted 

Cf?EW5- J L Rejian 5. Franc iscoj Reactor Dperattons Nuclear 

Support Branch SOMlr^^O. 2pp OTOiS £99, 


B0l23t0533 IE Insp Rept 50-344/eC-26 on fiOlCOl-Bl No nonconpl iance 
noted-Kajor area^^ inspec te-d p lant ope rations-* aurvei 1 lance 
testing, ph ij Sica I security t procurement. 

riAU'.RC'i. K H i JOHNSrC?/.'! W Region 5* San Francisco* Office of the 
Director STERN3ERS. D. H. Region 5. San Francisco. Reactor 
Operations Nuclear Support Branch -SD/ll/lS. 7pp. 07365:301. 


uOl204'C'J*j3 FoTuardi IE Bulletin 60-24. “Prevention of Oamage Due to 
Water LeaVage Inside Contain-nent “ Written response 
regu ired. Requests info on nar.pouer expended. 

EN3EL><£N. R H Region San- Francisco. Office of the Director. 
80/11/21, Ip. 07163 321 


b0l2l60'j'?£ Fortuards !E Info Notice 30-42. "Effect of Radiation on 
Ngdraulic Srutber Fluid '' Ng response required. 

ENSELKffli fl. H Region 5. San Francisco. Office of the Director. 
90/11/24 Ip 07262:103 


S01216012I Forwards Supp I I to IE Info Notice B{>-29i “Broken Studs on 
Tertq Turbine Steam Inlet Flange “ Nc uritten response 
required 

ENOSLKEN/ R. H Region 5. San Francisco. Office of the Director. 
eO/n/26 ip 07262:079 


8012530469 RO; on 801212. leak occurred in fire sys yard loop h^adetr. 
resulting in part of fire suppression sys being inoperable, 

Caused by expansion joint slippage on hydrant exposed 
during eicavat ion. Prob I em previously occurred G01211. 

VUNOTrC.P. Portland Oeneral Electric Co, 00/18/lS. Ip. O7li€>3:00l. 


3012300405 RO: on 001212. leaSc occurred in fire sys yard loop header* 
rendering in part of fire suppression sys inoperable. 

Caused by expansion joint slippage on Fire hydrant which was 
exposed during e xcavat i on. P ipe repaired. 

YUNfiT.C.P, Portland General Electric Co. 80/13/15, Ip, 072349:361), 


3012300616 RQ: sys operability per Liniting Condition for Operation 
3. 7. a. 1 uill not be met during relocation of yard hydrant, 
eipected to require three days, during which yard loop header 
will be out of SVC. Work to be completed by 801224. 

YUNOT.C.P Portland General Electric Co. 80/12/17, Ip, 07357:325. 


8012300553 Forwards updated LER BO-O I 9/03L- I , 

VUiNOT.C, P. Portland General Electric Co. 80/12/19, 3pp 
07361:353. 

— 0012300553 Updated LER B0-O19/03U- 1 : on Q00934. reac t or trip letpolnts 
for high steam flow found set Incorrec tly^ Caused by error in 
manual. Setpoints readjusted. Manual checked for similar 
errors. 

PERRY* J.C. Portland General Electric Co. 80/12/19, ip, 

07361:355. 


5012180313 Ack receipt of SOI 126 Hr informing NRG of steps taken to 
correct violations noted in IE health physics appraisal 
rept 

ENGELKENi R. H. Region 5. San Franclscoi Office of the Director. 

SO/ 12/04. Ip. 03794:054 


"0012180325 Responds to N9C 601031 Itr re violations noted in lE health 
physics appraisal on £00707-iB Corrective ac ti ons: jumper 
between pressurised vapor ipace 6 coolant vo I control sys 
holdup tanks disconnected 4 training program revised. 

UIThERSi 8. D. Portland General Electric Co. 83/11/26. 9pp. 

03794: 055. 


0012180032 Forwards marked-up portions of IE Health Physics Appraisal 
Rept 50-344/80-16. not j ce of violatign it significant 
appraisal findings highlighting apparent weaknesses. 

NOVAK, T.M. Assistant Director for Gperating Reactors. 80/13/05. 
I6pp. 0376S OvI 


R Periodic operating reports i related correspondence 


8012150056 Foruards monthly operating rapt for N-av 1980. 

YU.YUT. C P Portland General Electric Co. 60/12/02. ip. 07237:258. 


8012150057 Monthly operating rept for Nov 1983. 

SAIR.O C Portland General Electric Co. 80/12/03 4 od 
07237:259 


S. Repo.-fcable occurrences. tEBs t related correspondence 


S012150061 Special 20-day rept re peretraftions through 3-h fire 
barriers protecting safe ty -related areas rendered 
no.sf urc t ion a I for more than seven days Personnel are being 
trained re instaliatior 4 insp techniques. 

VijNOT. C P. Portland OareraS Electric Co. 80/12/04. 3pp. 


8013530466 RB: Uniting cordjfci-on for operation re nonfunctional fire 
barrier Temporary barriers to be provided for addl 
protection as coitibusticn 5m3Ve detectors are operable. 

Barrier should be functi-onally operable in seven wks. 

YUNDT, C P, Portland General Electric Co. eG/12/lG. Ip. 07314:140. 


ewl25303u5 RO; on 801210. break eccured in Fire sys yard loop header, 
resulting in partial ir,op er ab i li ty of fire suppression sys 
Caused by const personnel error Firewatch was stationed in 
etnergeiicy diesel generator rcor;. 

YUNDT.C.P. l^ortland Ganoral Electric Co, 80/12/Jl, jp. 07311:103. 

8013230453 Fonuards LER «a-025/03L-0. 

07314-117 Ganaral Electric Co. 80/12/11, 2pp. 


during periodic tost. found vital 
preferred 120 volts ac snstrument buses YH»Y13 L V24 
powered firom same emsrgcncy power source train. Caused bg 
•allure ,n determining alternate electrical supply lineup. 


SAIR.O, G. 
07314: 119 


Portland Gsnoral Electric Cp, 80/12/11, Ip. 


0012300560 Forwards LER a0-027/03L-0. 

YUNOT, C.P. Portland General Electric Co, QO/12/19. 2pp. 
07362: 292. 


—0012300565 LER 00-027 /03L-0: on 001 127, d i scovered that generator Joclout 
relay apparently tripped on east emergency diesel generator. 

No cause determi ned. Re lay reset A; request for design change 
to add relay to alarm submitted. 

PERRY, J.C. Portland General Electric Co, 00/12/19, Ip. 

07362:294. 


8012300560 Forwards LER 80-026 /03L-0. 

YUNDT.C.P. Portland General Electric Co. BO/12/22. 2pp, 
07362; 300. 


— 8012300573 LER B0-026/03L'-0; on 801 1 26, d ur 1 ng engineering review of 
P0T-25-2fi c losure of containment hydrogen sample valves 
h3-S677/5670 was not verified upon receiving containment 
Isolation s ignal. Caused by drafting error. 

QAlKfO. 0. Portland General Electric Co. 80/12/22. Ip. 

07362: 302. 


DOCKET 50-346 DAVIS-BESSE NUCLEAR PONER 8TATIQN. UNIT 1 
F. Security, medical, emergency 4 fire protection plans 


0012020110 Discusses planned mods to emergency notification ly* fi< 
health physics network. NRC will pay for installation of 
output jacks to provide capability for adding one-way 
speakers to sys, U/o end health physics network manual. 

KEPPLER,J.O. Regions, Chicago, Office of the Director, 00/11/19- 
2pp. 07149:001. 


301202Q270 Forwards revised guard training plan U response to NRC 
800026 comments re plan. Plan i. response withheld 
(re# lOCFfl2. 790). 

CRO'JSE.R. P. Toledo Edison Co, 00/11/24, Ip. 07134:219. 


G Adjudicatory correspondence 


6012110354 Requests, on behalf cf uti 1, er t ens ion until aiOlOB to roquett 
hearing re NRC 001110 order for mod to 1 icensv. Requested 
extension would allow for better unders tand ing of order 
requirements. 

SILBEROiJ. E. Shaw, Pittman, Potts L Trowbridge. 80/12/05, 2pp. 


O^^Advisory Committee on Reactor Safeguards reports correspond »nc* 


B0120207B4 Responds to 790727 requests that ACR8 address conslstoncy of 
failure experience w/that projected in 
Wft6H-i4JOO S; that ACRS determine probabilities of occurrence 
re Davis-Desse 770924 4: Rancho Seco 780320 events. 

Committee on Reactor Safeguards, 

80/02/20. 0pp. 07130:348 
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— G012020797 FoTiiards "Analysis of ffl3dwatev Transient Sequences in D!cW 
WBSS. “ to altf in formulating reapanse to M Udail 7*70729 Itr. 

Using {MSH-t400 event trees i-. data directly gives 
meaning less results. 

AdQOTT.E-. BICWEL.J. / KASTENSERG* W. ACRS " Advisory Committee on 
Reactor Safeguards QO/02/07- Ip-. 07141:015. 


— 0Ol2O2OiSO4 "Analysis of Feedwater Transient Sequences ,in D&W MSS8. 
ADBOrr-E-E , BICHEL.J- . KASrENBERO. W. E ACRS - Advisory Comnilttee 
on Reactor Safeguards. 80/02/07. 21pp. 07141:016. 


— 8012030011 ' Evaluation of Davis-Desse U Rancho Seco Fcedufatcr 
Transients on 7 70924 4; 780320 Using WASH- 1400 Data. " 
a C ommi ss i oner ». fiO/02/20. t6pp, 07141:037. 


P. Operating license stage documents correspondence 


6012020753 Fortuards seismic qualifications of auciliary feedtuater sys 
in operating PMRs t describes program KRC is undertaking 
to revleij capability of operating PWRs to remove decay 
heat foltouing earthquake 

ElSEMHUTi D. 0. Division of Licensing. 80/10/21. 4pp. 


6012140050 Ltr to operating plant licenseesiQL applicants <c CP holders. 
Forwards KUREO-0737 re THI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
End 1 imp 1 ementa ti on dates will be met. 

EISeriHUT, D. 0. Division of Licensing. 80/10/31. 7pp. 


6012220563 Ltr to all power reactor licensees forwarding NUREO-0619, 
"JQWR Ffledufater Noixle 4. Control Rod Drive Return Line 
Morile Cracking,'' Confirmation that implementation dates 
will be met must be sent within 45 days.W/o end. 

EISEHHUTj 0. 0. Division of Licensing. 80/11/13. Ip. 


6012090047 Requests addl info needed to complete review of 601009 ltr 
re adequacy of station electric distribution sys voltages. 

Also requests that info bo submitted within 45 days of 
receipt of ltr. 

RETD^R.U. Operating Reactors Branch 4. 80/11/14. 3pp. 07199:292. 


8012240093 Forwards Amend 34 to License NPF-3 notice of issuance U 
availab il ity. 

REID^R.IV, Operating Reactors Branch 4. 80/11/18. 3pp. 07324:294. 


— 8012240094 Amend 34 to License NRr-3« mod i f y ing Tech Specs to include 
fire detection instrumentation mods. 

REID/R U. Operating Reactors Branch 4. 00/11/18. 10pp. 

07324: 296. 


— 8012240100 Notice of issuance h aval Ub i 1 i t(| of Amend 34 to License 
NPF-3. 

RElDf R. IT Operating Reactors Branch 4. 60/11/18. SfP- 

07324: 304, 


S012180314 Confirms NRC 601117 oral author i zat ion to temporarily aeiend 
Tech Speci Table 4.3-2 by adding that provisions of Section 
3.0.3 are not applicable for first test of each channel 
fo-llouing first refueling outage 

NQ'^^AKi T. li. Assistant Director for Operating Reactors. BO/1 1 /2Q. 

Ip. 07163:001. 


— 8012180318 Discusses emergency Tech Spec change requested 4: granted on 
BOl i 1 7i add ing to Table 4.3-2 that provisions of Section 
3.0.3 are not applicable for first test of each channel 
following first refueling outage. 

0ARil6R< D. J. Operating Reactors Branch 4. 80/11/18, 2pp. 

07183: 001. 


6012020430 Responds to NRC 600924 ltr re development U installation of 
Instr umentati on sys to detect inadequate core cooling. Util 
000908 ItT concluded that acceptable instrumentation la 
I nsta 1 led . Fur ther response will be made by GlQlOl, 

CROUSE, R.P. Toledo Edison Co. 80/11/25. Ip. 07142:066. 


8012190/09 Confirms B01205 meeting in ToledoiOH to discuss evaluation 
of regulator performance re facility, 

KEPPLER, U. O. Region 3i Chicago^ Office of the Director. 60/11/26. 
Ip. 07273:291. 


8012220485 Responds to 600911 memo requesting that Ofc of Muclear 
Reactor Regulation Inform licensees of need to comply 
w/revised Agreement State burial site c ond i fciohS. Forward s 
results of IE survey. 

DENTOfJiH- R. Office of Nuclear Reactor Regulationt Director. 
80/12/04. 2pp. 


- -60 J 2220506 Forwards tabulation ft surr-nary of IE survey on tow level 
Lraste at 51 reactors Low level waste storage facilities 
have been Okpanded at 37X &f reactors surveyed U)/71X 
plaining or considering increasing storage capacity. 

BAfJGARTr R. L. Effluent Treatment Systems Branch. 80/11/06. Bpp 


S0l2220^>30 f4ot i f ica tion of 601216 iT,eettny u/BftW owners group in 
BsthesdarHI) re rcsolutioi^ programs 4. schedules of Tnr-2 
ta'sk action plan ifce.no. 

THROM, E. D. Reactor Systems Cranch. 80/12/09. 2pp, 


0012240474 Notification of 601216 meefcing w/BftN owners group for small 
breaV. LOCAs in Dethes dai i'<D for presentation of prograns U 
schedules for resolutions of TUI -2 tasV action plan items 
thro 14, E D. Reactor Syifc8.Tis Branch. 80/12/09. 2pp. 


0012310406 "Power Plant Siting 6 Design: Case Study of Minimal 
EntrainiTient ft Impingement Impacts at Davis-Bcsse Nuclear 
Power Station ” 

HICKEY, C.R. DWiaion of Eng j nearing NURE<3-0720. 00/12/31. 72pp 

07371 : 013. 


0. Inspection reports. IF Dulletins ft cor res p oinden.ee 


8012040093 Forwards IE Insp Rept 50-346/00-23 on 000714-0815 ft notice 
of violation 

HEIBHIIAN, R. F. Region 3, Chicago. Reactor Dperations Nuclear Support 
Branch 00/09/26. 2pp 07157:398 


—0012040100 Notice of violation fro,T» insp on B00714-0S15. 

a Region 3. Chicago, Office of the Director. 00/09/24. Ip. 
07150: 360. 


— SO1SO40U5 IE. Insp Rept 50-346/80-23 on 8007 H-03t 5. Noncomp 1 ianc e 
no ted: fai 1 ure to log unit tours by operations engineer ft 
failure to keep records of entry ft exit to vital areas. 

Details withheld ( lOCFRS. 790) . 

REVES,t.A. < WARNICK.R F Region 3, Chicago, Office of the 
Director. 60/09/24. ISpp. 07153:001. 


6012170542 Forwards IE Info Notice 90-37, "Containment Cooler Leaks ft 
Reactor Cavity Flooding at Indian Point Unit 2.*' No written 
response required. 

KEPPLER, -J. O. Region 3, Chicago, Office of the Director 30/10/24. 
Ip. 07264:274. 


8012020549 Act receipt of 801103 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-346/00-26. 

HIND, J. A. Region 3. Chicago. Safeguards Branch, 60/11/10 Ip. 
07130: 313, 


— 6012020559 Responds to NRC 601009 ltr re Violations noted in IE Insp 
Rept 50-346/60-26. Correc tive actions withheld 
tref 10CFn2. 790). 

CROUSE, R.P, Toledo Edison Co. GO/il/03. Ip. 07130:314. 


6012020743 Forwards three Performance Appraisal Branch insp repts ft 
mgt evaluation tree ui/user guide so that facility can 
compare program to program already reviewed ft rake 
appropriate ad'justments l^/o ercl. 

KEPPLER.J.O. Region 3. Chicago, Office off the Director.’ 80/11/10. 
4pp. 


8012310478 Forwards IE Insp Rept 50-346/00-27 on 600922-1010 ft 14-17. 
No n sneonp 1 iance noted. 

HEtSHNAN. R. F. Region 3, Chicago, Reactor Operations Nuclear Support 
Branch. 80/11/lG. 2pp 07365:213. 


—8012310482 IE Insp Rept 50-346/60-27 on 800922-1010 ft 14-17. No 
noncompliance noted. Major areas i nspec ted ; previous insp 
findings fo llowupr monthly mainfc observation ft LER follouup, 

REYE8,t. A . ROGERSitl.O. , NARNICK, R. F. Region 3, Chlcagoi Office of 
the Director. QO/ll/10 9pp. 07365:215. 


8012020587 Aclc receipt of 801103 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-346/00-23 
KEISHMAN, R, F. Region 3. Chicago, Reactor Operations Nuclear Support 
Branch. 60/11/19. Ip. 07130: 322. 


G012O2Q594 Responds to. NRC 800926 ltr re violations noted in IE Insp 
Rept 50-346/80-23. Correc tive actions withheld 
<ref lQCFft2. 7901. 

CROUSE, R.P. Toledo Edison Co. 80/11/03. Ip, 07130:323, 


8012310453 Forwards IE Insp Rept 50-346/90-16 on 0OO6O?-tt ft 1020-24. 
Mo no-rc'orvp 1 iance noted. 

HEISHMAN, R. F. Region 3, Chicago, Reactor Operations Nuclear Support 
. Dpanch, 00/11/19. 2pp. 07370:227, 
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—3012310459 IE In^p Rept 50-346/80-15 on aOOAO^-ll t 1020-24. No 
nonco.ip 1 iance noted , fijjor irisp ec ted ; ref uol ing outage 

ffaintf p operations revis'jj ?/ equiptaent calibr. 

SWAfJ-QM. E R ^ GILDNER.ML - BAKER, 5^ R Region 3, Chicago, Office 
of the Director. 80/11/10. 3pp- 07370 229. 


6012040556 Fortuards IE OJlletin 00-24. "Prevention of Damage Due ta 
WatBr Leaiiage Inside Containment. " No response 

reou i red. 

KEPPLER, J. 0 Region 3, Chicago, Office of the Director. 90/11/21. 

2pp. 07156:332 

6012030074 Forwards IE Info Uotico 80-42, "Effect of Radiation an 
Hydraylic Snubber Flui«f. '' Wo written response required, 

KEPPUCR. J. 0. Region 3i Chicago, Office of the Director. 90/11/24. 

2pp. 07192:233 

0012220591 Forwards neuJ security badje rubbers h clearance levels for 
Region 3 p ersonne I . Ch a nges should be entered on Sept 1980 

HEPPLERiJ. 0. Region 3, Chicago, Office of the Director. 90/11/25. 

6pp. 07309:352. 

6012310569 Forwards revised response to IE Bulletin 80-0& re engineered 
safefeg feature reset c ontro 1 s. Res e t alone will not 
automatically remove any component ifro.m required safety 
posi tion. 

CROUSE. R.P. Toledo Edison Co. 80/13/25. 5pp. 07366:024. 


8012170525 Forwards IE Info Notice 00-29. Suppl 1/ "Broken Studs on 
Tarry Turbine Steam Inlet Flange " No yiritten response 
required. 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 60/11/26. 
2pp. 07268: 120. 


5012310422 Forwards resutmittal of response to IE Bulletin aO-JS, 
"Possible Loss of Emergency Notification Sys (ENSl w/Loss of 
Offsite Pouer. " u/signatura under oath as required. Revls 1 on 
ta Special Order 22 was iss(fed datailing use of phones. 

CROUSE.R. P. Toledo Edison Co. 60/12/00. 4pp. 07369:267. 


8012190210 Forwards third bimonthly status rept on IE Bulletin 79-OlB 
re environ qualification of Class IE equipment. 

HAYES- D. W. Region 3. Chicago, Reactor Construction U Engineering 
Support Branch. 80/12/09. 2pp. 


R. Periodic operating reports 4- rolatad c orrespoindence 


8012150053 Forwards monthly operating rept for Mos* 1900, 
KURRAYiT.D. Toledo Edison Cg. SO/12/09. Ip. 07237:251. 


— 9012150053 Monthly operating rept for Nov 1900. 

SARSQUa.8. Toledo Edison Cq. 00/12/08. 6pp. -07237:232. 


S Reportable occurrences. i.ERs 2: related correspondence 


8012020525 Forwards LER 6O-D70/O3L-O. 

M'JRRAV.T.D. Toledo Edison Co. 80/11/26. Ip. 07130:301. 


--9012020553 LER 80-078/03L-0: on G-01027« r eactor protection sy* channel 1 
tripped on shutdoun/bypai s high pressure trip. Caused bg 
loose solder connection in lead from pressure detector 
element h .loose lock nut. Connec bion repaired. 

WERutR, J. Toledo Edison Co. 80/11/26. 3pp, 07130:302. 


G012040385 Forwards LER 60-079/01T-0. 

MURRAY. T.D. Toledo Edison Co. 80/12/01. Ip. 07169:133. 


--8012040339 LER B0-O79/01T-O: on 801117,MRC resident inspector notified 
facility that Tech Spec requiring pressure to be applied to 
contalrnent pressure transmitters duping monthly test uas 
not met. Caused by procedure deficiency. 

WERf^ERiJ. Toledo Edison Co. e0/12/-0l. 2pp. 07169: 134. 


8012120490 Forwards LER 60-053/017-1. 

MURRAYrT. D. Toledo Edison Co. 60/12/01. Ip. 07236:032. 


--9012120496 LER 80-0S3/O1T- 1 : on 600709* logic modules on sequencer steps 
2-5 tripped before being blocked by eequenc er. Caused by 
design def i ciency. Design of controls ha» been modified. 
tSLEY.T, To Udo Ed tson Co. 80/07/22. 3pp, 07236:033. 


8012120501 Forwards LER eO-064/03L-l , 

HURRAY, T.D. Toledo Edison Co. 80/12/01. ip. 07236:036. 


— a0l2i:»0512 LER 80-064/03L- 1 : on B 0082 =>. s tat i on experienced lose of 
essential instrument ac panel V2. Caused by failure of Yy-2 
invei tar input fuse I other undetermined c ause a . Fa i 1 ed fuse 
rep laced . 

ISLEY, T. Toledo Edison Co. 80/09/10 3pp. 07236:037, 


B012120614 Supplements LER 80-058 re loss oF decay heat flow. Caused by 
personnel error t procedural inadequac y. Tech Specs were 
revised to eliminate requirement for maintaining power on 
valves DHU V DH12. 

MUhtRAY. T. D. Toledo Edison Co. 00/12/01. 3pp. 07236:294. 


8012170536 Supple.T.ental info re RO NP-32-Q0-12- on 800724, w/uni t in 
Hods 5. loss of decay heat flaw observed. No indication for 
valve position of decay heat isolation valve DH12. Revision 
replaces supplemental info for RO 80-050. 

HURRAY, T. D. Toledo Edison Co. 80/12/01. 4pp. 07266:284. 


6012090360 Forwards LER e0-0a0/O3L-O, 

MURRAY, T. B. Toledo Edison Co. 80/12/02. Ip. 07200:001. 


— B0120903S7 LER 90-oao/03L-0: on 801 103, d ur i ng tos 1 1 ng , c ontrol rod drlvt 
trip breaker C did not trip. Cause could not be determined. 

Breaker was manually put in tripped position within 3 
•minutes of failure. 

RUBOLPH, J Toledo Edison Co. 00/12/02. 2pp. 07200:002. 


8013180136 Advises that 791107 rosponso to NRC 790921 Itr ro 
inadvertent safety injoction during surveillance testing 
adequately addresses concerns. Issue considered closed. 

RElDiR.W. Operating Reactors Branch 4. 00/12/02, 2pp. 07272:282. 


8012150116 Forwards LER 80-001 /03L-0. 

HURRAY, T. 0. Toledo Edison Co, 00/12/10. Ip, 07240:327. 


— 6012150118 LER 80-081 /03U-0: on 601112, unit okperiencad lots of 
essential bus V2. Caused by use of grounded oscllloscops tn 
record input voltage wave forms. YV2 inverter Input fuse 
replaced ^ essential 120-valt ac pouer restored. 

TRAVTMAN, 0. Toledo Edison Co. 80/12/10. 3pp. 07240:320, 


8012130168 Forwards LER 6O-O02/O3L-O. 

MURRAY, T. D. Toledo Edison Co. 00/12/11. Ip. 07240:025, 


—8012150171 LER 80-082/ 03L-0: on 001111 tn 1203, control room operator 
noticed simultaneous open t-. closed indication for main steam 
isolation warmup valve N3100-1 . Caused by mechanical binding 
of valve. Stem cleaned, lubricated II packing loosened. 

ONIEILL, J. , STOTZ,J. Toledo Edison Co. 00/12/11. 3pp, 

07240; 026. 


8012220446 Forwards LER 0O-O83/O3U-O. 

MURRAY, T.D. Toledo Edison Co. 60/12/15. tp. 07307:360. 


--80122204SI LER 0O-O03/O3L-O; on 801 1 16, feedwater suing caused steam 
generator 1-1 level to exceed Tech Spec 1 iml ts. Caused by 
bad relay in integrated control sys. Relay 86/110^-0 replaced. 
Relay 33X changed on 801206, 

NHITESELU* D. Toledo Edison Co. 00/12/15, 2pp. 07307:361. 


8012310319 Forwards LER 8O-O04/O3L-O, 

MURRAY, T. D. Tol edo Ed ison Co. 80/12/26. Ip. 07369:045. 


—8012310337 LER 0O-O04/O3L-O: on 801 120. swi tch P8L107D would not r»S«t 
after actuating on low steam pressure & auxiliary feedwater 
sys declared Inoperab le. Caused by defective actuation switch 
L actuator in PSL107D, Parts replaced. 

TRAUrHA76D. Toledo Edison Co. 00/12/26. 2pp. 07369:046. 


8012310321 Forwards LER 8O-O05/O3L-O, 

MURRAYiT.D. Toledo Edison Go. 80/12/26. Ip. 07369:051. 


—0012310323 LER 80-085/03L-0: on 801128 borated water storage tank low 
level bistable tripped. Apparently caused by loose connection 
at borated water storage tank level transmi tter, Lead 
tightened. 

lELEVrT, Toledo Edison Co, 00/12/26. 2pp, 07369:032, 


DOCRET 50-3 4B JOSEPH II. FARLEY NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency (4 fire protection plans 


8001030448 Forwards upgraded emergency plan In response to NRC 791010 
request, 

CLAVTONrF. L. Alabama Power Co. 79/12/28. Ip, 01678:064. 



DOCKETED ITEMS 


179 


— G001030454 FaciUty emergency p Ian. Revi s i on 3. 
Alabama Power Co. 79/12/31. 600pp. 


0012080753 Informs of interim 10CFR50, 40 suspending completion dates 
for previously approved fire protection mods. Revised 
10CFR30.4S will contain schedules for completion of all 
protection mods. 

£t 5 ENHUT. D. 0, Division of Licensing. BO/tt/17. 5pp. 07176:166. 


8O12110515 Forwards emergency planning info for placement In LPDR. M/o 
enc 1 . 

SQUOER.J. L, Division of Rules and Records. 80/12/02. Ip. 

07226: ISO. 


Q012090107 Releases public version of util emergency plan. 
FELTON. J. M. Division of Rules and Records. 00/12/08, Ip. 
07204: 133. 


~-0OlSO7Oll3 Forwards public version of util emergency plan. Revis ion 4. 
Includes States of FL t OA plans t OA county plans. 

CLAYTON. F.L. Alabama Power Co. 00/10/20. Hpp. 07204:135. 


— 0012070118 Public version of Revision 4 to emergency plan, 

Alabama Power Co. 00/10/28. 400pp. 07204: 145. 

— 0012090117 Public version of Revision 1 to State of GA radiological 
emergency operations plan. 

a Georgia. State of. 80/10/20. 400pp, 07205:030. 

— 8012070123 Public version of State of OA, Dlalto ly-Ear ly County civil 
defense emergency operations plan Oreat Southern Paper Co 
emergency disaster plan end. 

-e, a Affiliation Unknown. 80/06/30. 200pp. 07206:000. 


— 8012070130 Public version of Revision 2 of State of FL radiological 
emergency plan for fixed nuclear facilities. 

■4 Florldai State of, 77/04/30. 230pp. 07206:109, 


0012230504 Responds to NRC 001105 position re alternate hot shutdown 
capab i 1 ity. Hods will be performed re fire protection safe 
shutdown capabi I ity/ emergency lighting tt oil collection sys 
for reactor coolant pump. 

CLAYTON. F.L. Alabama Power Co. 80/12/08. 2pp. 07312:315. 


8012230476 Forwards addl info to 801028 Itr re prompt notification sys. 
metorologlcal criteria for emergency preparedness at 
operating nuclear plants ti c lar if icat ion of min staffing 
requirements. 

CLAVTONfF. L. Alabama Power Co. 80/12/16. 6pp. 07312:295. 


P. Operating license stage documents it correspondence 


8012020753 Forwards seismic qual i f Ications of auxiliary feedwater sys 
in operating PWRs 8< describes program NRC is undertaking 
to review capability of operating PNRs to remove decay 
heat following earthquake. 

EISENHUTt D. 0. Division of Licensing. 00/10/21, 4pp. 06716:001. 


0012160050 Ltr to operating plant licenseesiOL applicants CP holders. 
Forwards NUREG-0737 re THI action plan requirements. Request* 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dates will be met. 

eiSENHUTt D. 0, Division of Licensing. 00/10/31. 7pp. 07290:000. 


8012220563 Ltr to all power reactor licensees forwarding NUREO-O619i 
■'BWR Feedwater Noiile L Control Rod Drive Return Line 
Noixle Cracking.*' Confirmation that Implementation dates 
will be met must be sent within 43 days.U/o end. 

EISENHUT, D. 0. Division of Licensing, 00/11/13. IP- 07300:348. 


8012100424 Provides commitment to imp I emeiitat ion of mods to auxiliary 
feedwater ini tta tion» in response to NRC 801105 ltr. Unit 
operating procedures will be revised. 

CLAYTQN.F. L, Alabama Power Co. 80/12/04, 2pp. 07217:036. 


8012230461 Rosponds to 001105 ltr re alternate hot shutdown capability. 
Results of design eval'jotion to meat tOCFRSO App R 
requirements will be provided for review t. concurrence. 

CLAYTON. F L. Alabama Power Co 00/12/05. Ip. 07312 281- 


0012170494 Supersedes 80U26 response to NRC 001031 request for 
clarification re NUnE0--0737( THI action plan requirements. 

Util will submit Tech Specs by 901211 8t remaining items by 
810105. 

CLAYTON, F. L. Arkansas Pouer i Light Co. 80/12/09. Ip. <>7270: 272. 


9012310390 Proposed am«»nd to License l,fPF-2 to incorporate 
ad .ulnl strat i ve changes required by NUREG-0737. Forwards Tech 
Spec changes Class III amend fees. 

CLAYTON-F.L Alabama Power Co. 80/12/13. 2pp- 07367:091. 


— 8012310375 Proposed Tech Spec changes to Sections 3. 0# 4. 0 t* 6.0c 
incorporating administrative changes required by NUREG~0737. 
Supporting safety evaluation end. 

Alabama Power Co. 80/12/13 6lpp 07369:093. 


0. Inspection roportic IE Dulletins 6 cotp espondonce 


8012160031 Forwards IE Info Notice BO-37., "Containment Cooler Leaks ft 
Reactor Cavity Flooding At Indian Point Unit 2.*' No written 
response required 

O'^RElLLYi J. P. Region 2c Atlanta* Office of the Director. 00/10/24. 
Ip. 07262: 104. 


0012170279 Forwards Suppl 3 to IE Dulletin 77-018. "Environ 
Qua! if Ication of Class IE Equipment." No written response 
required. 

O'REILLY. J. P. Region 3c Atlanta* Office of the Director. 8D/10/24. 
Ip. 07268:239. 


B012170B33 Forwards IE Info Notice BO-39* "Cracking in Charging Pump 
Casing Cladding." No written response required, 

O'REILLY, J. P. Region 2* Atlanta* Office of the Director, 00/10/30. 
ip. 0/266:261. 


0019100017 Forwards IE Info Notice 00-37* "Malfunction of Solenoid 
Valves Hfg by Valcor Engineering Corp." No written response 
is required. 

O'REILLY. J, P. Region 2. Atlanta* Office of the Director. 00/10/31. 

Ip. 03770: 124. 

8012230077 Forwards IE Circular 00-23* "Potential Defects In Beloit 
Power Sys Emergency Generators." No written response 
required. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 00/10/31. 

Ip. 07313:249. 

6012110614 Forwards IE Insp Repts 50-340/90-27 tf. 50-364/00-41 on 
800901-30. No noncompliance noted. 

LEWI9»ft. C. Region 2* Atlanta. Reactor Operations Nuclear Support 
Branch. 0O/U/O3. 2pp. 07226:177. 


—8012110620 IE Insp Repts 50-348/00-27 50-364/00-41 on 800701-30. No 

ngneomp 1 tance noted. Major areas Inspee ted: plant tourst 
preoperati onal t«sting*Unit 2 plant testing status 6 Unit 1 
plant operations 

BRADFORD* W. H. , MULKEV* J. P. Region 2* Atlanta. Office of the 
Director. MARTIN*R. D. Region 2, Atlanta. Reactor Operations 
Nuclear Support Branch BO/10/3!. llpp- 07226:179. 


8012110743 Forwards IE BuMetln 00-21. 'Valve Yokes Supplied by Malcolm 
Fioundry Co* Inc. " Written response required. 

0 'REILLY, J. P. Region 2. Atlanta. Office of the Director. 80/U/06. 
Ip. 0/223:203. 


0012030830 Forwards IE Info Notice 00-40, "Escessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuri latton. " No written response required, 
a 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 00/11/07. 
ip. 07130:077. 


0012000312 Forwards IE Info Notice 80-41. "Failure of Swing Check Valve 
In Decay Heat Removal Sys at Davis Basse Unit i." No 
response required. 

0 'REILLY. J. P, Region 2* Atlanta. Office of the Director. 00/11/10. 
Ip, 07102:270. 


8012220405 Responds to 000911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement Btate burial site cond itl ons. Forwards 
results of IE survey. 

DENTON. H.R. Office of Nuclear Reactor Regulation! Director. 


8012040206 Forwards IE Bulletin 00-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp." Requires estimate of 

—9012220506 Forwards tabulation sumnary of IE survey on lou lavel manpower associated w/corrective actions. 

at 51 rcac Lour iffvol itorajo ■facllibto'^ O^REILLY# J. P, Roylon 2i O'f th# Director* 0O/il/i4. 

have been expanded at 37*4 of reactors surveyed ui/7VA Ip. 07158:121. 

planning or considering increasing storage capacity, 

BANGARTrR. L. Effluent Treatment Bystems Branch. 80/11/06. Bpp. 
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8012190708 Foruards IF Insp Repfc SO-O^B/ao-SB on 800916''19 Nd 
none cnp I idnc 9 noted!. 

-^Uantd. Reactor Gperatioris Nuclear Support 
Dranth BO/ll/M 3 pp 07236:179 

50-3^8/30-23 on 800916-19. Ho noncadip I iance 
ro.ed^Hajoi areas inspec ted : c ertr i f upa 1 charg ing/sa Petu 
Injection punp’i n/g by Patiflc Punp Div of Dresser 
Industries, 

FOSTER, L.E., SHAFER/ W. 0. Region 2, Atlanta. Office of the 
Director. BD/ll/|4. 9pp, 07236:181 

Advises that referral in B01031 cover Ur to IE Inso Rents 
^ 50-364/50-40 should b« corrected to 
50-3-^0/00-34 4 50-364/00-40. 

Branch. 80/11/18. Ip. 07223,174, ^ 

le- Insp Repts 50-348/50-34 50-364/50-40 on 

801006-10 No nancomp U anc e noted, 

STQHR.J. P, Region 2, Atlanta, Fuel Facilitg U Materials Safety 
Branch. GO/lO/31. 2pp. 07223 076. V « naceriajs bafety 

Insp ReUs 50-348/80-34 50-364/80-40 on 801006-10 No 

noncompliance noted. Major areas i nspec k ed ; erne rganc y 

support groups & emergency 
t4cilitie& €c^vlpf^6nt t: procedures. 

D^irTcllr^ 2. Atlanta, Office of the 

Director. 80/10/30. lOpp. 07223:178. 

.ppr.iwl b.,innin 9 001201. 
I personnel 4 contractors requiTing access to 
protected areas end. * 

°PP^^‘‘ 07234 !’iA 7 '’“^'“" Atlanta, Office pf tha Director. 80/11/19. 


--B013010367 LER 80-065/03L-0: on 801022, total controlled leakage d,,rlrs 
reac.or coolant pump seal controlled leakage te s t, FMP- 1 -BTP- * 

B. 0/eiceeded Tech Spec limit. Caused by failure to verify 

H^plTni'^u f procedure changed. 

tiAi>»STD,<, W. 0. Alabama Power Co. 00/11/24. Ip. 07092:164 

SO-069/01T-0, B0-066/03L-0, BO-068/03L-0. 

80' 070/05L-0/ 00-071 /03L-0 4< 80-072/03L-0. 

CLAVTONrF.L. Alabama Power Co. BO/11/26. Ip. 07143:277. 

-80I2OP0SS9 UER 80-049/01T-O: .n 001113, , 0 / lubrU.ti.. 1, cool.r, 
df A train sve water pumps round to be provided by B train * 

water header 6 vice versa Caused by design error. Design 
correct separation completed. 

KAlRSmi, u o. Alabama Power Co, 80/11/26. 2pp. 07143:270, 

LER on 801026. conta inment atmosphere 

particulate 4t gaseous radioactivity monitoring sys <Rll I, 

inoperable. Caused by clogged filter paper from 

MAlRSToVi^r J’'. ^ ®«P causing pump low flow trips, 

HAIRSTO.I, W. G. Alabama Power Co. 00/11/26. Ip. 07143:200. 

-8013020574 LER 80-06S/03L-0: on 801031,0 train river water pumps 
declared inoperable duo to inadequate lube 4, cooling water 
flow. Caused by dirty strainers, Stra iners blown down U 
c I eared . 

HAfRSTONi H. G. Alabama Power Co. 80/11/26. Ip. 07143: 2QI, 

— 801202059.6 LER 0O-O7O/O3L-O: on 801028. sve water bldg train A batttru 
sys declared inoperable due to low coll specific gravity, 
proKimity 1 poor post seal design 
HA RSTO^J Tesidue which shunted current!^ 

«A iKSia.i, w. 0. Alabama Power Co. 80/11/26. 2pp. 07143:282. 


®®M“irL«vnrr^[lb^ Buiutin B0-?4. “Pr.v.nbion of Donojo Du. to *■ 


**'*''*^' of tb« Dir.ctor. 00/11/21. 

8012050614 Forwards Info Notice 00-42, "'Effect of Radlafei,>,n nr. 

Ip. 07174:107 Atlanta, Office of the Director, 80/11/24, 

8012170400 Forward* IE Info Notice 80-29. Suppl 1, '"Broken Studs on 
Terry Turbine Steam Inlet Flange, " tio written responsr 


I... L -- f , uui pwmp crsps.uaui 

" partially opened isolation valve. 

HAIRSTON, W. G. Alabama Power Co. 80/11/26. 2pp, 07143:284. 

B01031. river water train B declared 
^ tripped it would not r e s tar t . Cau t ed by 
lockout relay i< 500 instantaneous overcUrren 
relay actuation. 

HAIR8TGN, W. G. Alabama Power Co. 80/11/26. Ip. 07143:286. 


required. 

Q ^REILLY, J. p. Region 
Ip. 07269: 108. 


response 

Atlanta. Office of the Director. 


6012100919 Forwards LER 60-073/011-0. 
CLAYTON, F.L. Alabama Power Co. 80/12/04. 


Ip. 07219:350. 


80/11/26. 


"? Sullcttn 80-Zl, "Vblvb Vok., SuppH.d b„ 

Co, Inc. ■• No volvo port, cost by Holcol™ ^ 

Foundry have been used at facilities. ^ 

CLAYTO-N.F, L Alabama Pouer Co. 80/12/03. Ip. 07271:359. 

nesponds to IE SulUtln 80-23, "Failures of SiSUnold Valves 
Mrg by Vajeor Engineering Corp. ” Ho Valcor valves used in 
sarety-related functions at facilities, 

CLAVTON/F. L Alabama Power Co. 80 / 12 / 03 . Ip. 07271:347. 

reports L related correspondence 
operating rept for Nov 1980. 

Ui_AVTCN. F. L. Alabama Power Co, 80 / 12 / 10 , jj,. 07252 : 342 . 

Monthly operating rept for Nov 1980, 

MAiRSTC,!, g, G. Alabama Power Co. B0/l2/0t. 5pp. 07252 : 343 . 

^ related correspondence 

CLAVTG\%F.L. Alabama Power Co, 80/08/08. Ip. 07218:117. 

^ Alabama Power Co 80/08/08. Ip, 07218:118. 


ve^disc^bo?? hof« r? 901 126, during insp of HSIVs, damayi to 
J t on three valves uai 

revealed. Caused by design deficiency 4: inadequate locking 

hIiUtL"^ '>* repaired or\.plac.d. ® 

HAIRSTON, w. G. Alabama Power Co. 80/12/04, 2pp. 07219:351, 


6012160345 Forwards LER aO-074/03L-0. 
CLAVT8N, F. L. Alabama Power Co. 80/12/09. 


ip. 07252.331. 


6012010348 Forwards LER G0-065/O3L-O, 

CLAYTON, F. L. Alaba,sa Power Co. 80/11/24. 


Ip. 07092:163, 


--eolSlMasi LER e0-074/03U-0, on 80U09.,i,ond pufflp IB running 0 lA (, 1C 
“''RCS cold log t.np i„; oLn 180 F, 

I yrjj! P'-»Cf<<«rol do, iclonc,. Charging puo,g bront.n lA 
* 1C racked out 4i procedure change made. 

Alabama Power Co. 80/12/09. Ip, 07252:332. 

°“!lnt?o?^dfl!!nJ‘ “’"'"“"•''f ‘n ‘-El’ 79-017/017 to ollou autonatlo rod 
control during any rapid load reduction event. Probab 1 1 i ty Is 
extremely ow that multiple rod drop event will occur u/o 
cllirnl concurrent w/rapid load reduction event. 

Cf-AVTaoJ, F. L. Alabama Power Co. 00/12/12. 2pp, 07359:242. 

8012300533 Forwards LER 00-075 /03L-0. 

CLAYTO.NiF. L. Alabama Power Co, 00/12/22. Ip. 07361:334. 

8®-»75/03L-0: on 801181, charging pump jJign.d (or 
operation found to be lacking emergency power source. Caused 
y personnel error in performing mod on sve water sys. 

Potential consequences to be discussed. 

HAIRSTON, W. 0. Alabama Power Co. 80/12/22. Ip. 07361:335. 

8012300523 Forwards LER 80-076/0 lT-0, 

CLAYTOH, F. L. Alabama Power Co. 80/12/23, Ip. 07361:320. 

—GO 1230 3530 LER 00-076/011-0: on 801209, wall sampling tests revealed 
omission of vertical reinforcing 6/or accompanying grout. 

Caused by const activities not performed in accordanc# 
w/desigp drawings. Bloc k walls to be tested. 

HAiRBTCNrW 0, Alabama Power Co. 80/12/23. 2pp. 07361:329, 
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V. Operator Examinations 


0012230476 Forwards add 1 info to 801023 Itr re prompt notification ays, 
metoro I og ical criteria for emergencij preparedness at 
operating nuclear plants & clarification of min staffing 
req.olr ements. 

CtAYTDNi F. L. Alabama Poiier Co. SO/ 12/16. 6pp. 07312:295. 


□□CKET 50“352 LIMERICK GOCRATING STATION, UNIT 1 


A. App 1 i cation/construc t ion stage documents 4 correspondence 


S012160D50 Ltr to operating plant licensees, OL applicants it CP holders. 
Forwards NUREG-0737 re TMI action plan reqo irements. Req,uest9 
operating reactor licensee confirmation in 45 days that 
Enel 1 Implementation dates will be rot. 

EISENHiJri D. 0. Division of Licensing. 80/10/31, 7pp. 


0012230358 Ltr to all CP t QL holders for QNRs re requirement for 
implementation of ODYN code for licensing basis calculations 
performed by GE. App 1 icab le to all license applications tt 
proposed amends, Inc lud ing core reloads. 

EISENHUir, D. G Division of Licensing. 80/11/04. 4pp. 


8012020169 Notification of 801209 meeting w/applicant in Pottstown, 
PA to receive verbal presentation of results of util risk 
evaluation study. Agenda end. 

SELLS’ D. Licensing Branch 2, 00/11/14. 4pp. 07148:197. 


0012010006 Forwards Suppl I to NUREO-O'l87i "Mark 11 Containment Lead 
Plant Program Load Evaluation it Acceptance Criteria...*' 

Devi at Ions, along w/bases for de viationsi are to be documented 
in design assessment rept during FSAR review. 

YOUNGBLOOD, B. J. Licensing Branch 1. 80/11/17. 2pp. 07098:009. 


8012020471 Notifies of plan to perform tests on 801213-14 to quantify 
assumptions re determination of loads on adjacent structures 
due to hydrodynamic loads in contalnnent. 

VOLLMERi H. W. Philadelphia Electric Co. 80/11/25, Ip. 07142:080. 


3012080424 Forwards info re scheduled environ qualification testing, 
in response to 801001 ltr, 

KEMPER. J,S. Philadelphia Electric Co. 80/12/01, 3pp, 07103:059. 


8012160130 Notification of 801210 meeting w/Mark II owners group in 
Betbasda,MD to discuss status of improved chugging load 
program, 

ANDERSDNiC, Generic Issues Branch. 80/12/02. Ip. 07263:029, 


0012100493 Advises that ECCS analysis can not bo firmly established 
since OE has not been required under NRC direction to 
develop model changes suggested by K'JR£G-0630. 

KEMPER, U, 8. Philadelphia Electric Co. 80/12/04. 2pp. 07220:041. 


8012160032 Notification of 001212 meeting w/Mark 11 owners group in 
8ethesda,MD to discuss suppression pool temp Unit. 

SUi T. M. Generic Issues Branch. 80/18/05. Ip, 07263:021, 


8012300549 Forwards info supporting preliminary risk assessment 6 
viewgraphs from 801209 presontat ion. Support ing Info not 

LSoue,R.H, Philadelphia Electric Co. 80/12/11. Ip. 07346:261. 


— 6012040063 Public version of "Evacuation Time Assessment of Nine 
Nuclear Power Plants Erncrgency Planning Zones.'' executive 
summary I pr e pared for FEMA. 

■4 Ullbur Smith Associates 80/06/30. 17pp. 


*'-8012040155 Public version of program rept. "Evacuation Time Assessment 
Df Nine Nuclear Power Plants Emergency Planning Zones," Yol 
l. prepared for FEMA. 

COSDV. J. C. Ntlbur Smith h Associates 60/06/30 43pp. 


0. Adjudicatory correspondence 


8012160144 Forwards SEC Form 10'*Q> Quarterly Financial Rept t supporting 
mgt co'^mentsr in response to NFC 790921,1109 QOOSti 
requests for info re significant financial developments 
affecting utils in restart proceeding. 

CONDON, V. H. General Public Utilities. 00/11/26 3pp. 


--8012160154 Quarterly Financial Rept Sept 1980 6 supporting mgt 
comments. 

a General Public Utilities Q0/il/l4 44pp. 


0012290444 Submits questions arising from preliminary risk analysis 
hearing in Potts town, PA Ut i 1 should incorporate possible 
lowered concrete strength into probabilistic risk analysis. 
LENI5<K. I. Affiliation Unknown. 80/12/19. 3pp. 07303:001. 


Q. Inspection reports, IE Bulletins t: correspondence 


8012230034 Forwards IE Insp Repts 50-352/80-18 ^ 50-353/80-16 on 
800918, I7i 22-24. No noncompHance noted. 

CARL0DM.R. T. Region 1. Phi ladelph ia. Reactor Construction 6 
Engineering Support Branch. 80/10/15. 2pp. 07311:223. 


“8012230041 IE Insp Repts S0-332/a0“l8 50-353/80-16 on 800918,19. 

22-24. Ha noncompliance noted Major areas inspected: work 
activities 4; records associated w/OE OA program. 

OAGEiL. Region 1. Ph i ladelph ia, Office of the Director. 

EflNETER, S D, Region 1, Ph i ladelph ia. Reactor Construction L 
Engineering Support Branch. 90/10/07. 6pp 07311:225. 


9012120104 Forwards IE Bulletin 80-21. "Valve Yokes Supplied by Malcolm 
Foundry Co. Inc. " Written response required. 

GRIER. B.H Region 1, Ph 1 ladelph ia. Office of the Director 
00/ i 1/06 Ip. 07228:312. 


8012030805 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Dperation to Cause 
Reactor Depr essuri lat ion " No written response required. 


GRIER, B.H. Region 1, 

PhiUde 

iphia. 

Of 

fice 

of 

the 

Director. 

80/11/07. ip. 07150: 

248. 








8012080493 Forwards IE 1 

Info 

Not 

ice 80 

-41 

, "Failure 

of Swing Ch 

In Decay Heat Removal 

Sys 

at 

Davis 

Bes 

so Unit 

1. " 

No 

response required. 






of 

the 

Director. 

GRIER, B.H. Region 1. 

Phil 

ode 

Iphla. 

Of 

fice 

BO/ll/10. ip, 07182: 

348. 









8012040035 Forwards IE Bullettn 80-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp " Requires estimate of 
manpower associated w/corrective actions. 

GRIER, B.H, Region 1, Ph i ladelph ia. Office of the Director. 
80/11/14. Ip. 07169:332. 


D, HRC Draffc/Final Environmental Statements, swppls 4: correspondence 


8012220395 Requests confirmation that NRC plans to prepare EIS on OL 
aspect of facility as soon as possible. DE River Basin 
Corr.misslon intends to act on Point Pleasant pumping station 
project within near future. 

HANatERcG. M. New Jersey, State of. 00/12/15. Ip. 07304:141. 


F, Becurityi medical, emergency fire protection plans 


6012040145 Public version of "Independent Assessment of Evacuation 
Times for Limerick Nuclear Power Plant," Vol 5, prepared for 
FEMA. ^ , . 

COSBY, J.C., SHEPPARD, W. V. , COJuTERrG 8. Wilbur Smith 8< Associates, 
00/06/30. 69pp. 07161:070. 


B012040065 Forwards public version of ’“Evacuation Time Assessment of 
Nine Nuclear Power Plants Emergency Planning Zones," 
envcutive summary. 

FELTON, J. (1, Division of Rules and Records. 00/12/03, ip. 


80120B0581 Requests addl info re piping h instrumentation diagrams for 
review of application re inservtce insp of pressure 
isolation valves. Conformance to end Mechanical Engineering 
Branch position should be discussed. 

TEDESCO.R. L Assistant Director for Licensing, 00/11/17. 4pp. 

07 1 88: 200. 


8012220660 Advises that written response is required to IE Bulletin 
80-23. "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required. 

ORIER.D.H, Region 1, Ph i ladelph ia. Office of the Director, 
ao/U/19. Ip. 07294:223 

8012040625 Forwards IE Bulletin 80-24. "Prevention of Damage Due to 
Water Leakage Inside Containinent. " No written response 
requ ired, 

GRIER, B.H. Region 1. Philadelphia, Office of the Director. 
80/11/21. 2pp. 07165:312, 

BO12O3OS05 Forwards Info Notice BO- 42, "Effect of Radiation on 
Hydraulic Snubber Fluid." Nu written response required. 

GRIERiB.H, Region 1. Philadelphia, Office of the Director. 
00/11/24. ip. 07174:089. . 
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DOCKETED ITEMS 


S. iReportoble occurrances ► LER* t-. relatod corra'Spondenc e 


Part 51 rept re omsTgency diasal generators Model 39108-1/0, 
first reported 800116. Insp fy mod q orp Eet«d , Uni t« now free ef 
potential defect. 

rCRI ARTVi ri Colt Indus tries, Inc 80/13/0*1. app. O73O0J 001, 


S0IS340039 Part 21 rept re reactor protection sys flexible conduit 
defect caus.inQ hot shorts if inproperLij ^roundad. Caused bg 
paint on panel surfaces or high resistance connection to 
panel suTvaces wihere termination nodules are mounted. 

SHEftWOMD, O 0. Oen-eral Electric Co. 00/13/08. 3pp. 07334:29). 


8012300927 Finak deficiencij rep t, or ig i nal Ig reported bg 80111*7 teUon, 
re \rlolatians of separation criteria in power generation 
control camp lex. Final separation insp will be documented for 
each panel containing saf etg-r e lated components. 

KEMPER, J. 8. Philadelphia Electric Co. 00/13/17. 5pp. 07357:330. 


DOCKET 50-3S3 LIMERICK GEt^£R/VTl«0 8 TAT I OH. UNIT 2 


A. Appiication/conatruction stage documents & correspondence 


8013160050 LtP to operating plant licensees, OL applicants & CP holders. 
Forwards NUflEG-0737 rs TMI action plan requ irements. Requests 
operating reactor licensee confirmation in 45 dags that 
Enel I inp 1 ementat i on dates will be net. 

EIS£HHJT,D.O Division of Licensing, 80/10/31. 7pp. 


G0l22S0'358 Ltr to all CP & OL holders for re requirement for 

implementation of ODYN code for licensing basis calculations 
performed by CE. App 1 tcab 1 e fea all license applications ^ 
proposed amends, ine luding core reloads. 

ElSENMUTr 0. 0. Division of Licensing. 00/11/04. 4pp. 


G0120301A5 Notification of 801309 meeting w/appl leant in Pottstown# 
PA to receive verbal presentation of results of util risV 
evaluation studg. Agenda end. 

SELLS. D. Licensing Branch 2 80/11/14. 4pp. 07148:197. 


8012010006 Forwards Suppl 1 to NUflE0-04a7, ’'Marl fl Containment Lead 
Plant Program Load Evaluation & Acceptance Criteria..." 

Deviat ions, a ) ong w/bases for. devia tlons . are to be documented 
In design assessment rept during FSAR review. 

YGUiNODLODDpD J- Licensing Branch 1. 60/11/17, 3pp. 07098:009 


8013020471 Notifies of plan to perform tests an 80E213-*i4 to quantify 
assumptions re daterminatign of loads on adjacent structures 
due to hydrodynamic loads in containment. 

V0LL11ER , H. W- Philadelphia Electric Co. 80/11/25. Ip, 07142:088, 

8012080424 Forwards info re scheduled environ qualification testing, 
in response to 001001 ltr. 

KEMPER, J. 3. Philadelphia Electric Co. eO/12/O'i. 3pp, 07163:055, 

8012160150 Notification of 801210 meeting w/Hark IT owners group in 
Dethanda-MO to discuss status of Improved chugging load 
program. 

ANDERSON, C. Generic Issues Sranch. 80/12/02. ip. 

8012100493 Advises that ECC8 analysis can not be firmly established 
Since <J£ has not been required under NRC direction to 
develop modal changes suggested by MJREO— 0630. 

KEMPER, J.S. Philadelphia Electric Co. 80/13/04. 3 pp. 07220:041. 


8012160032 Hatiflcation of 80121? meeting w/Wark U owners group in 
Bethesda. HD to discuss suppression pool temp limit. 

SLf, T. H. Oanerlc issues aranch. 80/12/09, Ip. 


8013300549 Forwards info supporting preliminary risl assessment fc 
viewgraphs fro^u 801209 prasentafclofi Supporting Info not 
end. 

LOCUE-R.K. Phi latfeiphia Electric Co. 80/12/11. Ip. 07346:261. 


Draft/Flnai Environmenta 1 Statements, suppls it correspondence 


8012220395 Requests tonf irmation that NRC plans to prepare EIS on QL 
aspect of facility as soon as possible. DE River Basin 
Cervnlsslon intends to act on Point Peasant pumping station 
project within near future. 

HANSLERfC- K. New Jersey. State of. 80/12/15. Ip, 07304' 141 


F. Security, medical, emergonty fire protection plans 


6013040145 Public version of "Independent Assessment of Evacuation 
Tiroes for Limerick Nuclear Power Plant," Vo 1 Srprepared for 
FEMA. 

COSBY, J.C., SHEPPARD, N. V. , COULTER. 0. S Wilbur Smith Zt Associates 
80/06/30. 68pp. 07161 070. 


8012040065 Forwards public version of "Evacuation Time Assessment of 
Nine Nuclear Power Plants Emergency Planning Zones," 
executive summary. 

FELTON, J. K. Division of Rules and Records. 80/12/03. Ip, 


—"0012040088 Public version of "Evacuation Time Assessment of Nine 
Nuclear Power Plants Emergency Planning Zones," executive 
summary, prepared for FEMA. 

■* Wilbur Smith & Associates. 80/06/30, I7pp. 


6013040155 Public version of program rept, "Evacuation Time Ai 
of Nine Nuclear Power Plants Emergency Planning Zones," Vol 
li prepared for FEMA. 

COSBY, J C. Wilbur Smith it Associates. 80/06/30. 43pp, 


Q. Adjudicatary correspondence 


8012160144 Forwards SEC Form 10-0, Quarter ly Financial Rept & supporting 
mgt comments, in response to NRC 790921,1109 it 0OOB1 1 
requests for info re significant financial developments 
affecting utils in restart proceeding. 

CONDON, V.H. General Public Utilities. 00/11/26. 3pp. 


0012160154 Quarterly Financial Rept Sept 1900 supporting mjfc 
comments. 

* General Public Utilities. 80/11/14. 44pp. 

8012290444 Submits questions arising from preliminary risk analysts 
hearing in Pottstown, PA Ut 1 1 should incorporate passible 
lowered concrete strength into probabilistic risk analysis. 
LEtflSiM. I. Affiliation Unknown. 80/12/19. 3pp, 07300:001. 


Q. Inspection reports, IE Bulletins i; correspondence 


8012230034 Forwards IE Insp Repts 80-352/00-18 Si 50-333/80-16 on 
800716, 19, 32-24. No noncompliance noted. 

CARLSON, R. T. Region 1, Philadelphia, Reactor Construction & 
Engineering Support Branch, 80/10/15. 2pp. 07311:223. 


--8012230041 IE Insp Repts 50-352/80-18 & 50-353/00-16 on 800910,19, 
22-24, No noncomp I iance noted. Major areas inspected ; work 
activities S: records associated w/OE QA program. 

OAOErL. Region I, Ph i lade Iph i a, Office of the Director. 
EBNETER.a. D. Region 1, Ph i ladel ph la. Reactor Construction It 
Engineering Support Branch, 60/10/07. 6pp. 07311:225. 


8012120184 Forwards IE Bulletin 80-21. "Valve Yokes Supplied by HsIcoIm 
F oundry Co, Inc. " Written response required. 

GRIERiB.K. Region 1, Ph i ladelphia, Office of the Oirector, 

80/11/06. Ip. 07228:312. 


0012030803 Forwards IE Info Notice 00-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Dpepation to Cause 
Reactor Dep ressor i xatlon. " No written response required. 

CRIER,8. H, Region 1, Ph l ladelph ia. Office of the Director. 
80/11/07. ip, 07150:248. 


0012080493 Forwards IE Info Notice 00-41, "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Desse Unit 1. No 
response required. 

GRIER, O.K. Region 1, Philadelphia, Office of the Director. 
ao/ll/10. Ip. 07102:348, 


0012040035 Forwards IE Bulletin 00-33, "Failures of Eolenoid Valve* 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpojer associated w/correctiv« actions. 

ORIERrB, H. Region 1, Philadelphia, Office of the Director. 
80/11/14. Ip, 07169:332. 


8012080581 Requests addl info re piping I: Ins trumentation diagram* for 
review of application re inservlce insp of pressure 
Isolation valves. Conformance to end Mechanical Engineering 
Branch position should be discussed. 

TEDESCQ, R. L. Assistant Director for Licensing. 80/11/17, 4pp, 
07108:200, 
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S0l22a0£f60 Advises that written response is renuired to lE DuUetin 
90-23^< "Failures of Solenoid Valves Mfg bg Valcor 
Engineering Carp," First paragraph erroncouslg stated no 
uritten response required. 

GRIER. B,H, Region 1# Philadelphia. Office of the Director, 
aO/llZ-t?. ip. 07294: 22Li, 


6012040629 Forwards IE Bulletin 00-24. "Prevention of Damage Due to 
(later Leakage Inside Containment." Mo written response 
required. 

ORlERfB.H. Region 1. Philadelphia. Office of the Director. 
a0/tl/'21. 2 pp. 07165:312 


6012050965 Forwards Info Notice 80-42, "Effect of Radiation on 
Hgdraullc Snubber Fluid." No written response required. 
GRiERfD.H. Region 1. Ph i ladel ph ia. Office of the Director. 
80/11/24. Ip. 07174: OCJV 


S, Reportable occurrences. LERs it related correspondence 


6012310454 Part 21 rept ra emergeneg diesel generators Model SBTDQ-l/Bi 
first reported 000116. Insp 6 mod comp leted. Uni ts now free of 
potential defect. 

MQR1A??TY. J. M, Co 1 1' I nd us tr i es. Inc. 00/12/04. 2pp. 07300:001. 


8012240039 Part 2i rept re reactor protection sgs flexible conduit 
defect causing hot shorts If improperly grounded. Caused bg 
paint on panel surfaces or high resistance connection to 
panel survaccs whera termination modules are mounted. 
aHERJfOOD, Q. 0. General Electric Co, 80/12/00 3pp, 07334:291, 


8012300527 Final def icieneg rept. or ig inal Ig reported by B01U9 telcon* 
re violations of separation criteria in power generation 
control c omp 1 ex. Final separation insp will be documented for 
each panel containing saf otg-re lated components. 

KEMFER 4 O. S. Philadelphia Electric Co. 00/12/17. 9pp. 07397:338. 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION# UNIT 1 


A. Application/construction stage documents & correspondence 


8012160D90 Ltr to operating plant llcenseesrDL applicants CP holders. 
Forwards NURGO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dates will be met. 

EIBENHJT, D. 0. Dlvi s ion of Llcens ing . 00/10/31. 7pp, 


a0l22i>C»3Se Ltr to all CP ^ QL holders for DWRs re requirement for 
implementation of ODYN code for licensing basis calculations 
performed bg GE. App 1 Icab le to all license applications te 
proposed amends# including core reloads. 

EI 6 EWHUT. D. G. Division of Licensing. 00/11/04. 4pp. 


SO1224O202 Forwards info ro environ qualification test program for 
preselected equipment, in response to NRC 801001 request. 

Includes listing of equipment type# manufac turer# location in 
plant# test location test schedule. 

MITTL#R.L, Public Service Electric it Gas Co. of New Jersey. 
60/12/19. 3pp. 07324:344. 


0. Adjudicatorg correspondence 


8012190545 Notice of reconstitution of ASLAD. flS Saliman appointed 
chairman It WR Johnson CN Kohl members. 

DISHOP#C.J. Atomic Safety and Licensing Appeal Panel. 00/12/05, 
Ip. 07296:128. 

6012290196 Notice of reconstitution cf ASLAQ. R 8 Sa 1 1 iman# chalrmam 
UR Johnson T 8 Moore# members, 

DISMOPjC.J. Atomic Safety and Licensing Appeal Panel. 00/12/10, 
Ip. 07344:102. 


0 Inspection reports# IE Bulletins t\ correspondence 


6012120190 Forwards IE Dutlatin 00-21. "Valve Yokes Supplied bg Malcolm 
Foundry Co# Inc, ** Urltten response required. 

GRIERrD.H. Region !■ Ph i ladel ph 1 a. Office of the Director. 

80/11/06 Ip. 07220:306. 


6012030904 Forwards IE Info Notice 00-40# “Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Ddpressurl lat ion. “ No written response required. 

GRIER#.a.H. Region 1# Philadelphia. Office of the Director. 
00/11/07. Ip. 07130:244. 


8012030237 Forwards IF Info Notice 80-41, "Failure of Swing Check 
Valve In Decay Heat Removal Sys at Davis Desse Unit 1, " No 
respai'.se required. 

GRfER. B. K. Region i, Ph x lade ) phia# Office of the Director. 
ao/ll/lO. Ip. 071 B 2 2-/6 


6012040090 Forwards IF Bulletin 60-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/coirective actions. 

GRIER. D.H. Region 1# Ph 1 lada 1 ph ia. Office of the Director 
00/11/14. ip. 07157:348 


0012310634 Submits addl response to IE Bulletin 80-16. "Potential 
Misapplication of Rose.Ttount. Inc Models 1151 6 1152 
Pressure Transmitters w/Either A or D Output Codes." Tuo 
suppliers Indicate no problems exist re transmitter. 

MARTIN# T. J. Public Service Electric i. Gas Co. of Neu Jersey. 
00/11/14. Ip. 07370:026. 


6012310636 Submits addl response to IE Bulletin BO-20# "Failures of 
Uestlnghouse Type W-2 Spring Return to Neutral Control 
Switches." Bechtel has received response indicating no 
problem w/five contracts. 

MARTIN. T. J. Public Service Electric L Gas Co. of New Jersey. 

aO/ll/14. Ip. 07370:027, 


@012220661 Advises that written response is required to IE Bulletin 
0O-83< "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp. " First paragraph erroneously stated no 
written response required. 

GRIER#B.H. Region 1# Phi ladalph ia# Office of the Director. 
00/11/19. tp. 07294:224. 


8012040628 Forwards IE Bulletin 80-24. "Prevention of Damage Due to 
Uater Leakage Inside Containment. " No written response 
required. 

GRIER. D.H. Region 1# Ph i ladelph ia. Office of the Director. 
80/11/21. 2pp. 07165:318. 


8012050593 Forwards Info Notice BO-42, "Effect of Radiation on 
Hydraulic Snubber Fluid, " No written response required 
GRIER.a. H. Region 1. Ph i ladel phia# Office of the Director. 
80/ 11/94. Ip, 07174:083. 


S. Reportable occurrences. LERs t# related correspondence 


6012230492 Interim deficiency rept re two pieces of carbon steel pipe 
found to be lacking radiography of longitudinal weld seam 
Investigation expected to be completed 810123 instead of 
801209. 

MARTIN. T.J. Public Service Electric t Gas Co. of Neu Jersav- 
00 / 12 / 10 . 2 pp. 07310:327. 


DOCKET 50-355 HOPE CREEK NUCLEAR STATION# UNIT 2 


A. App 1 ication/cons tructi on stage documents I; correspondence 


8012160050 Ltr. to operating plant licenseeSrOL applicants & CP holders. 
Forwards NUftEG-0737 re TMI action plan requirements, Requests 
operating reactor licensee confirmation in 45 dags that 
End l Implementation dates will be ret. 

ElSEf^HUT# D, 0. Division of Licensing. 00/10/31. 7pp- 


8012220350 Ltr to all CP 4: OL holders for BNRs re requirement for 
Implementation of ODYN code for licensing basis calculations 
perfOi‘*med bg GE. App I icabl e to all license applications 1: 
proposed amends# inc ludtng core reloads. 

ElSET/HUTi 0. G. Division of Licensing, 00/11/04, 4pp. 


8012240232 Forwards info re environ qualification test program for 
preselected equipment# in response to NRC BOtOOl request. 

Includes listing of equipment type# manufacturer# location in 
plant# test location test schedule. 

MITTL. R.L. Public Service Electric t Gas Co. of New Jersey. 
00/12/15 3pp. 07324:344 


0. Adjudicatory correspondence 


80I21905>15 Notice of reconstitution of ASLAB RS Saliman appointed 
chairman 6 WR Johnson I- CN Kohl menbers. 

BISHOP, C.J, Atomic Safety and Licensing Appeal Panel. BO/12/05. 
ip. 07288; 120. 


0012290196 Notice of reconstitution of ASLAB. RS Baltiman, cha irman# 
WR Johnson %■ TS Moore# members. 

BI 6 HQP#C. J. Atomic Safety and Licensing Appeal Panel. BO/12/tB. 
ip, 07344: 1B2. 
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P Operatifkg 


license stag* .loCJ.i'ents h correspondence 


S01S290321 Fcruards Revisisn 3 to QA 
UHRIO. R E Florida Power I- Light < 


jal. 

80 / 12/17 


Ip. 07346:007. 


--eOl 2270326 Revision 3 to OAi i"3nu 
■* Florida Pauer I Light Co. 


al 

BO/07/30. 


e9pp 


07346:008. 


DOCKET &0-35a WILLIAM H ZIMMER WUCLEAR STATION, UNIT 1 

A App 1 » cati on/cons true t ion stage documents i. corre apondonc e 


SQ1216005O Ltr to operating plant licenseas.DL applicants ^ CP holders. 
For'jjards NUREO-0737 re TMI action plan renolronent s- R equea fc» 
operating reactor licensee confirmation in 45 days that 
End I implementation dates will be met 
EISEIIMJT. D 0 Division of Licensing. 80/10/3!. 7pp. 


<j Inspeitian reports. 


IE Sulletins t corresp onderc e 


ani2l20l90 Forwards IE H-Jlletin 0.j-2l. '‘Valve Vokes Supplied t v Malcolm 
Co. Inc.' Written response required 

H Region l. Ph i lade Iph ia. Office c,t the Director 
60/ 1 1/06 Ip 07226 306 


Foundry 
GRIER. 0. 


a0l203':304 Forwards IE Info Wotice 80-10, '‘Escessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depr essur i lal ion '* No written response required. 

GRIERfS H. Region 1. Ph i ladelph ia. Office or the Director. 

BO/n/07 Ip 07150.244. 


3012090237 Forwards IE Info Notice 00-41. "Failure oF Suing Check 
Valve in Decay Heat Reiroval Sys at Davis Desse ‘Jnit 1. “ No 
resporsereioired. 

CRIER. B.h Region l> Philadelphia, Office af the Director, 
00/11/10. Ip 07182:276 


aoi 20 <;O 090 Forwards lE Dul I et in 80-23. "Failures of Solenoid Valves 
Hfg by Valcor Engineering Corp ‘ Requires estirate of 
(Tsnpojep associated w/conective actions. 

CRIER- B H Region 1, Philadelphia. Office of the Director. 

BO/ 1 1/14 Ip 07197:343. 


8012310634 Submits addl response to IE Bulletin 80-16. "Potential 
Kisappl icati oTi of Rosemeunt. Inc Models 1151 ^ 1152 
Pressure Transmitters u/Either A or D Output Codas. " Tud 
suppliers indicate no problems exist rc transinl t ter. 

MARTIN. T,J Public Service Electric S: Gas Co. of New Jersey. 
00/11/14. ip 07370:026. 


8012310636 Submits addl response to IE Hulletin 60-20. ''Failures of 
Uestinghouse Type W-2 Sjiring Return to Neutral Control 
Switches. " Bechtel has received response indicating no 
problem u/five contracts. 

MARTIN,!. J Public Service Electric Gas Co. of New Jersey. 
BO/U/14. Ip. 07370:027. 


8012220358 Ltr to all CP fy OL holders for 8WRs re requirement for 
imple-Tientatiori of ODVN code for licensing basis calculations 
perfo.'irad by 0£ Applicable to all license applications & 
proposed amends, inc lud ing core reloads. 

EIEEfJH'JT, D. G Division of Licensing, BO/ll/04, 4pji, 


0012010007 Forwards Soppl I to .NUREO-OdQ?. "Mark II Con tal nment Lead 
Plant Program Load Evaluation ^ Acceptance Criteria..." 

Deviatienst along w/bases for d eviat ions, are to b« documented 
in design assessment rept during FSAR review 

VDUNGDI ODD. Q J. Licensing Dranch 1. 00/11/14. 3pP- 07097:015, 


0012080442 Requests to be advised of when corporate it plant staffing 
plans uin be submitted so that status rept can bo scheduled 
tr IE Insp date establised 

TEDSSCO. R. L Assistant Director fer Licensing. SO/lt/20, 2pp. 
07195; 003. 


0012030462 Advises of requirements that .rust be mat re NRC revleui of 
special tow power test program ^ emergency procedures for 
selected transients accidents. 

TEDESCO.R L Assistant Director for Licensing. 00/11/20. 2pp. 
07195; 001. 


eoi2tooai4 Notification of 801202 meeting w/BWR licensing review grovp 
in Bethesda.MO to discuss status of group issues. 

WILSO-N. J. ». Licensing Branch 1. 80/11/20. 9pp, 07217:304, 


6012100655 Forwards request for addl info required to complet* review 
of Sargent Ta Lundy Rept SAD-34Bi "Investigation of Effects 
of Linear Leak Chase Channel Attachments " 

TEDESCQfR.L. Assistant Director fer Licensing. 00/11/20. 3pp. 


8012020249 Forwards Certificate of Sve for 801119 submittal of Update 
of financial info & amerid to CP. 

BOROriANN, E. A Cincinnati Gas fc Electric Co. 80/ 11/24. 2p P - 
07148; 1S3. 


8015570661 Advises that written response is required to IE Bulletin 
BO-23, •Failures of Solenoid Valves llfg by Valcor 
Enginasring Corp" First paragraph erroneously stated no 
written response required. 

GRIER, B.H Region l. Ph i ladelph ia. Office of the Director. 

eO/n/19. Ip 07294:224. 


B012040622 Forwards IE Bulletin 80-24. Prevention cf Damage Due to 
Water Leakage Inside Containment " Nc written response 
required. 

GRIER. B H. Region 1, Philadelphia, Dffico cf the Director. 
80/11/21. 2pp. 07165:316 


8012050593 Forwards Info Notice 60-42, "Effect of Radiation on 
Hydraulic Snubber Fluic. " No luritten response required. 
GRIER'S.H Region t, Ph t ladelph ia. Office of the Director. 
80/ 11/24. Ip. 07174: C' 83, 


S. Reportable occurrences, l.ERs 1. related correspondence 


8012030232 Forwards response to KUREG'‘0694i "TMI-Related Requirements 
for Ueu OLs, ” 

BORO MANN. E. A. Cincinnati Gas Zi Electric Co, 80/11/26, SOpp. 

07151: 353. 


8012050389 Forwards proprietary version of computer printout re low 
pressure turbine disc info. Printout withheld 
tref 10CFR2 7901. Vendor affidavit for withholding Itifo end, 
80RG«Af^N,E, A Cincinnati Gas I Electric Co. 80/12/01. 9pp. 
01726: 332. 

8012160150 Notification of 601210 meeting u/Mark II owners group in 
Bethesda,MD to discuss status of improved chugging load 
prog ram. 

ANDERSON, C Generic Issues Branch. 80/12/02. Ip. 07263:029, 


8012170289 Forwards request for addl info re soil Structure analysis 
per review of util response to Question 130.20. 

TEDESCO, R L. Assistant Director for Licensing. 00/12/03, 3pp. 
07269; 303. 


0012230492 Interim deficiency rept re two pieces of carbon steel pipe 

found to be lacking radiography of longitudinal ureld seam 8012080520 Forwards Amend 111 to CFFR-BB, contai n Ing Revision 6Bi to 

Investigation expected to be co.iipleted 61DI23 instead of FSAR. 

801209. B0R0I1ANN. e. A. Cincinnati Gas ^ Electric Co. 60/12/05. 2pp. 

MARTIN, T.J Public Service Electric Gas Co. of New Jersey. 07190: 297, 

80/12/10 2pp. 07319: 327 


DOC/ET 50-356 UNIV. QF ILLINOIS LOPRA RESEARCH REACTOR 
F. Security, medical, emergency I- fire protection, plans 


601204019S Forwards physical security plan Plan withheld 
(r#f IOCFR2.790> 

BECK, G- P. Illinois. Untv. of, Urbana-Chatrpaign. BO/11/26. Jp. 
07170:064, 


--6012030523 Amend 111 to CPPR”G3 sub.^iitted as Revision 63 to F8AR. 
■» Cincinnati Gas Z. Electric Co. 80/12/31. 561pp. 07192: 103. 


8012160032 Notification of 801212 meeting w/Mark II owners group In 
0ethesda,MD to discuss suppression pool temp Unit. 

SU.T.M. Generic Issues Dranch, 80/12/05. Ip. 07263:021. 


8012170283 Summary of 801202 meeting w/8WR licensing revietu groups 
Bechtel in DethesdarMD re current status of issues 

it. fire protection conceriiS. Rapt on LaSalle specific issues 
enc 1 . 

WILSON, J.U. Licensing Branch 1. 80/12/05- 21pp- 07260:264, 
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8012170700 Forujardi info re nuclear pouer plants to be licensed Dec 
1900-Dec 1981 in response to request fron Nuclear Dvsrsiqht 
C orr.Tii ttee, 

KIRAGi_IAjF. Licensing Branch 3 flO/12/05 3pp. 


80l22!^0t3l Sumuiarij of G0C'bl-1-0B58 meetings w/Bvlft Licensing Revieui Group 
in Sethesda>hD re idonti f icati on of generic i ssuesi formation 
of consensus positions 4. resolutions that will apply to ail 
sii plants. Draft working paper encl. 

wrLSOM. J- M. Licensing Branch 1. 80/12/05. 99pp. 07307:053. 


6012100305 Forwards addl info re containment pressure boundary fracture 
toughness 4: cladding swelling f/ rupture models for LQCA 
analysts.in response to NRC QC0910 it 1000 requests, 
r eipec fei ve ly. 

BOROtlANH. E, A, Cincinnati Gas i-. Electric Co. 00/12/06. -Upp. 

07220. 023. 


0012170260 Forwards Certificate of Sve of Amend HI. in form of Revision 
60 to FOAR, filed w/NRC on 801205. 

DDROHAW. E. A. Cincinnati Gas L Electric Co, 00/12/11. 2pp. 

07266: 162. 


0012230291 Forwards Revision 69 to F8ARi const i tuting Amend 112 to OL 
application 

DORGMAWf^E A. Cincinnati Gas 1. Electric Co. 0O/i2/19. 2pp 
07316: 0O«l. 


— 0012230294 Revision 69 to FSAR providing change out pages. Revis ion 
constitutes Amend 112 to QL application. 

e Cincinnati Gas it Electric Co. BO/12/19. 214pp. 07316:006, 


E. I4RC Safety Evaluation Report (0£R>i suppls 4: correspondence 


6012010033 Forwards Geosciences Branch request for addl info for 6ER 
suppl re seismology section. as result of 800727 earthquake 
near site. 

TEDESCO.R.L Assistant Director for Licensing. 00/11/lB. 3pp. 
07090. 191. 


0. Adjudicatory correspondence 


6012040412 Submits correction to applicants' 601119 motioni requir ing 
justification for NRC inability to proc eed . Dead 1 Ine for 
submission of detailed eiplanaticn is 601217. not 001107. 
WETTERHAHrLM. Conner, Hoore 4 Corber. 80/11/26, 2pp. 07150:103. 


0012110346 Ack receipt of encl Gi 1 Iman 601026 i tr on behalf of Uoliver 
client D Fankhauser. Suggests Fankhauser contact Univ of 
Cinciniiiati chemical t nuclear engineering dept ra DWR 
designs i-. foreign reactor data 

QARTHiC,A. Hearing Branch 2. 80/12/01 Ip. 07223:205. 

--8012110352 Submits questions re Hark li suppression pool on behalf of 
Intervenor D Fankhauser. 

OILMAN. D. Affiliation Unknown. 00/10/26. Ip. 07224:312. 


8012190596 Response in opposition to applicant 801119 motion to require 
staff to provide just i f ication for inability to proceed 
w/finsncial qualification hearings, Outsband ing Issues not 
r esol ved. Cer ti f Icatc of Sve encl. 

BARTIf, C,A. Hearing Branch 3. 80/12/09. 5pp 07286:172. 


0012190649 Discusses review schedule re financial capability of 
applicants to construct 4 operate fac i 1 1 ty. Review completion 
ekpected during last half of Jan 1931. 

BARTH.C, A. Hearing Branch 3. 00/12/09. Ip. 07287:299. 


6012290437 Second interrogatories directed to applicants re encl 
.. '‘Preliminary Evacuation Time Study of Plume Ekposure 
Emcrgaiicy Planning Zone Around UH Zlnmer Nuclear Power 
Station. Uni t 1," W/Cor t i f I cate of Sve. 

DARTH, C.A, Hearing Branch 3. 60/12/09. 0pp. 07336:241. 


8012300494 Memorandum order denying applicant 000106 It 0225 motions 
for dismissal of Contention 13 re financial ability & 
dismissing applicant motion for summary d i spos 1 t ion. Hear ing 
tentatively scheduled for last wk In Feb. 

flGCHHOEFERp C. Atomic Safety and Licensing Board Panel, 80/12/24. 
lOpp, 07357:202. 


8012310291 Request for entenslcn until 810126 to respond or object to 
NRC second interrogator ies. Cer ti fl cate of Sve end. 

CONNER, T.S. I WETTERHAHH.H J. Cincinnati Gas 4 Electric Co. 
WETIERHAMN, M, vJ. Conner, Moore 4 Corber. 60/12/24. 4pp. 07370:151. 


I Financial infornsticn 


B012020249 Forwards Certificate of c for 001 I 19 submittal of update 
of financial info 4 amend to CP. 

BORGHAHILE A Cincinnati Gas 1. Electric Co 60/11/24. 2pp 
07140: 183. 


0012190649 Discusses review schedule re financial capability of 
applicants to construct t: operate fac i 1 i ty . Revi ew completion 
expected during last half of Jan 1931 

BARTH, C A Hearing Branch 3 GO/12/09 Ip 07207:299 


K. Utility Final Safety Analysis Report <FEAR) & amends 


60120B0520 Forwards Amend 111 to CPPR-80r containing Revision 60, to 
FSAR. 

BORGHAUN, E. A Cincinnati Gas t Electric Co. 80/12/05. 2pp. 
07190; 297. 


--8012030523 Amend III to CPPR-G3 submitted as Revision 60 to F8AR. 
* Cincinnati Gas 6 Electric Co 00/12/31. S61pp. 07192:103. 


8012170269 Forwards Certificate of Sve of A,mend III, in form of Revision 
69 to FSAR, filed u/KRC on 001205 

B0RGMANI6E. A Cincinnati Gas fv Electric Co. 09/12/11. 2pp. 

07266: 162. 


6012239291 Forwards Revision 69 to FSAR, consti tuting Amend 112 to OL 
app 1 i cation. 

QOROMAML E. A. Cincinnati Gas ^ Electric Co. 80/12/19. 2pp. 
07316:004. 


— 8012230294 Revision 69 to FSAR providing change out pages. Revision 
constitutes Amend 112 to OL application 

e Cincinnati Gas ft Electric Co. 00/12/19. 2l4pp. 07316:006. 


8012290206 Forwards Certificate of Sve confirming distribution of 
Ar^ond 112 to license app 1 icat ion, c onsist ing of Revision 69 
to FSAR. 

BORGKAHNi E. A. Cincinnati Gas ft Electric Co 00/12/32. Spp- 
07345: 131, 


M. Antitrust correspondence 


B012010582 Forwards request to update 77042? antitrust Info to address 
impacts of acquisition of Columbus ft Southern OH Electric 
Co by American Electric Power Co. Info ft public coiinants will 
be considered in supplementary antitrust review. 

SALTZMAILJ. Utility Finance branch (formerly Antitrust ft Indemnity) 
80/U/19. 2pp. 07098:107 


0. Inspection reports. IE Bolletins 4 correspondence 


8012110104 Forwards IE Insp Rept 50-350, '80-21 on 890902-05, 08- 1 0, 1 5- 1 9 
ft 22-26. tto noncompl Jane e noted. 

HEI8IIMAW, R. r. Region 3, Chicago. Reactor Operations Nuclear Support 
Branch. 80/10/21. 2pp 07224; 192. 


—8012110110 IE Insp Rept 50-358/60-21 on 800902-05, 08-10. 1 5-19 ft 22-26. 
No noncompliance noted. Major areas inspected: IE bulletin ft 
circular fol louup, f ire prevention 4 protect ion, spec ial test 
witnessing ft plant tours. 

DANIELS, F. T. , GWYNM. 1 . P , NARNlCK, R F, Region 3, Chicago, Office 
of the Director. 00/10/20. lOpp 07224:194. 


8012170661 Forwards IE Info Notice 00-37. 'Containment Cooler Leaks ft: 
Reactor Cavity Flooding at Indian Point Unit 2. '■ No written 
response required. 

KEPPLER, J.G. Region 3, Chicago, Office of the Director. 00/10/24. 
Ip. 07266:057. 


8012180130 Forwards IF Insp Rept 50-359/00-22 on 901001-02 ft: notice of 
devlat ion 

KEPPLCRrJ, 0. Region 3, Chicago. Office of the Director. BO/tO/31. 
2pp. 03791:240. 


— 8012180133 Notice of deviation from insp an 801001-02, 

a Region 3, Chicago, Office of the Director, 89/10/16. Ip 
03791 : 242 


— 8012100135 IE Insp Rept 5C"35a/80-22 on BOlOOl-02. Noncomp 1 iante noted 
failure to implement response to noncomp 1 lance items 
identified in lE Insp Rept 50-338/B0-05. 

YIN, 1. T. Region 3, 'riiicago, Office of the Director, 

DANIFLSON, D. H. Region 3, Chicago, Reactor Construction ft 
Engineering Support Branch. 80/10/16 5pp. 03791:243. 
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8{>l20aC30+ ReqijFsts add I int^a re util application for inservice insp of 
pressure it:]1ation valves Ootstanding info: list of tested 
valves 4; Ptl diagran? shoLiins RCS isolation valves, NRC 
position enc ] . 

TEDESCO/ R- L. Assistant Director for Licena ing . QO/ll/17. 3pp. 

07166; 053 


6012020743 Foiu;ar(fs thref Perfornauee Appraisal Qranch Insp pcpfcs t 
ngt evaluation tree ■u/'user guide so that facility can 
compare progiam to projra.'n already reviewed h -rake 
apprcpTlate justments, W/d encl- 

KEPPLEH-J. C. Resjion 3, Chicagor Office of the Director, 60/11/18. 

«pp- 


6012040676- Fo'^uards IE Bulletin 60-24/ “Prevention of Danagc Doe to 
Water Leakage Inside Cohtalni'ient. " Mo iwrltben response 
req.LiTed. 

KEPPLER. G, Region 3, Chicago, Cffice of the Director. 60/11/21. 
2pp. 07169:064. 


6012000036 For-i^ards IE Info Notice 60-42, “Effect of Radiation on 
Hydraulic Snubber Fluid Mo t/rritien response required 
KEPPLEHpJ.G Region 3, Chicago, Office of the Director. B0/11/S4. 
2pp- 07102: 170 


8012170555 Forwards IE Info Hoiice 80-29, SuppL It ’*0rot(en. Studs on 
Terry Turbine Steam Inlet Flatigo. “ No ur i t ten response 
r eq.uir ed 

J^EPPUER, /. G. Region 3, Chicago. Office of the Director. eo/lt/26. 
2pp. 07264:294. 


8012170502 Forwards previously sufcinitted 790608 response to IE Bulletin 
79-14- S» is (i»ic analysis applies to actual piping 
ccnf iguratiasi as part of facility const progran. 

FLVNIJiJ.D Cincinnati Gas 8; Electric Co. 50/12/09. Ip 07266:254. 


S, Repoi’table occurrencesi l.Efis ?■. related correspondence 


8012230497 Interim deficiency rept re t-lnch tfkaraefcer Hilti Kuilk-bolt 
anchors, first reported on 601 1 17. Prob 1 em evaluated by AE. 

Requests rcpt date eitenslon to 8J0116. 

BQROHANtl, E. A Cincinnati Gas t Electric Co 80/12/12, tp. 
07316:241 


801S300&09 Interim deficiency repfc re accelerated wear of svc water 
punp Inpei lers due to internal rec ir culati on. Flow elements, 
min flou control valves more rugged , redes I gned impellers 
being added to sys. 

DaRGriAE^M. E .V Cincinnati Gas 4 Electric Co. 00/12/17. 2pp. 

0734 6: 152. 


8012310367 Updates E01024 ;ntem deficiency rept re springs on ITT 
AH/NH 90 Seties ac tuatar s, supp I i ed by American Warning & 
Ventiiatirgi Inc. Rework on site by ITT is advi sad. Eng inaer i mg 
rapt has been approved 

DOROlWIU, e.A Cincinnati Gas t; Electric Co. 60/12/22. Ip, 

07369: 176. 


6012310368 Upd^ites 801104 interim deficiency rept re heatltig 
ventilation •> air condit i on ing damper actuator mounts. Rework 
will not be completed by 801231, due to Sargent U Lundy 
author i lat icr. delay, pending vendor seismic rept. 

DaRCHANW, E. A. Cincinnati Gas t Electric Co. 00/12/22. ip. 
07369: 179. 


DOCKEl 50-360 SATFELLE KEKGRIAL INST. CRITICAL FACILITY 


0. Itispectlon reports, IE Bulletins 6 corr espondence 


8012310541 Forwards IE Insp Rept 30-360/00-01 cn 001020-21. No 
nonconpUance noted. 

BOCK, HE, Region 5, San Francisco, Fuel Facility & heterials Safety 
Branch. 00/11/13 Spp. 07365:307. 


--GO 1231 0546 IE Insp Rept ^Q-360/SO-Ol an 801020-21. No noncompliance 
noted, hfajor areas i rtspected ; Fu recycle critical facility 
status in long-term shutdown 

CURTIS, JR. / HENaLAtfSK I , F Region 5* San Francisco^ Office of the 
Director. BOOK, H. E Region 5, San Francisco, Fuel Facility & 
{'Materials Safety Branch. 63/11/13, 3pp 07365:309, 


DOCAEl 50-361 SAN QNQFRE NUCLEAR STATION, U.NIT 2 


A. App 1 1 cat i or/construc t i cn stage documents 4. correspondence 


8012160050 Ltr to operating plant licensees, OL applicants A« CP holders. 
Forwards NUnEG-0737 re Till action plan requ 1 r enen ts. R equo s t s 
operating reactor licensee corif irmation in 45 days that 
Enel I implementation dates will he met 
EISENHUT, D. G. Division of Licensing. BO/lO/31, 7pp. 


0012030379 "ftevlew of Repta Dealing u/Simulation of Earthquake Orourd 
Motions for San Onofre Nuclear Generators Station Unit 1 for 
NRC. *■ 

DERNPEUTER p D. L. Lawrence Livermore Laboratory. BO/1 1/05. 6pp. 
07130: 069. 


8011210010 Forwards request for addl info needed as result of review of 
FEAR. Revised emergency plan meets requirements but needs 
revision addressing new role «i lOCFflSO schadu la. Emerg ency 
response eiercise must be conducted prior to OL issuance. 

TEOESCO, R. L Division of Licensing. 80/11/07, 62pp. 


6011250295 Advises that completion of LQCA qualification testing of 
cable u/insulated repairs identified in signflcant 
deficiency rept now scheduled for 810415, 

NUNN, D, E. Southern California Edison Co. 00/11/14, Ip. 07056:083. 


8011250549 Forwards part ic ipat ( c n agreement amotig Southern CA Edison 
Co, San Diego Gas it Electric Co 6 Cities of Riverside 6 
Anaheim, CA re owernship of facilities for amend to CP. 

BAS/.INiK.P. Southern California Edison Co. QO/ll/14. tp, 

07058: 017. 


— 3011250557 Part tc ipat i on agreement among Southern CA Edison Co, Ban 
Diego Gas !a Elec tr Ic, C t ty of Riverside, CA 6 City of Anaheim, 

CA re ounershtp of facilities. 

B JORWLU.ND, J. Southern California Edison Co. 80/ 10/23. 300pp. 

07050: 018 


0Ol2O'tO^76 Forwards review of geologic it seismologlc data submitted by 
.Southern CA Edison Co in support of position re facilities 
Units 263. 

MENARD, If U, Inter ior, Dep t. of , Geological Survey, 80/11/26, 10pp. 

07097:290. 


8012020247 Forwards proposed App A Tech Specs. Proposal Is represented 
In marked up version of STS. Approved Tech Specs will be 
Incorporated in F8AR. 

BASKtN.k. P. Southern California Edison Co, 00/11/26. Ip. 
07133:154. 


—0012020251 Proposed App A Tech Specs. Sections 1. 0. S. 0. 3. Oj 4. O. 5. 0 b 
6,0 r« safety limits 8< limiting safety sys settings. 

■r Southern California Edison Co. QO/ll/20, 200pp. 07133:155, 


8012020202 Forwards partial response to NRC 801£07 questions re spent 
fuel storage. Responses to remaining questions 6 scbedule for 
CQm>nit„ient for any unanswered questions will be submitted 
on 801205. 

BASKIN, K.P. Southern California Edison Co. 00/11/26, BSpp. 
07132:259. 


6012040420 Advises that description of revised organiiation will be 
submitted, In response to NRC 601120 request. Address 
Cvtrrectioo requested for util addressee. 

OILMAN, D.W, San Diego Gas L Electric Co. 80/11/26. Ip. 07160:357. 


8012120330 "Concentration 4: Speciation af Copper in Waters Collected 
Near San Onafre Diablo Canyon Nuclear Power Stations.” 

HARR ISDN, F. L. , BISHOP, D.J., EMERSONi R. R, Lawrence Livermore 
Laboratory,. FIN A-01 19, NUfieG/CR-0750. 00/11/30. 66pp. Available 

at NT IS. 07260:160. 


8012030577 Forwards info re environ qual i f ication tests to be performid 
within next two yrs,ir» response to NRC 801001 ltr. Testa for 
pressure * level transmitters apply to Units 1,2 3. A1 1 

other teats apply to Units 263 only. 

BASKIM, k. P, Southern California Edison Co. 80/12/01, 3pp, 

07151:216. 


8012100099 Notification of 801215-18 meeting w/utl 1, Oechtel OE in 
Bethesda,MD to discuss TKI 6 non-TMl open items. 

ROODjH. Licensing Branch 3. 80/12/02 6pp, 07Z19: 14S, 


80122^0405 Responds to 800911 me.r,o requesting that Ofe of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revlsed Agreement State burial site condi t ions. Forward s 
results of lE survey. 

DENlONiH. R. Office of Nuclear Reactor Regulation, Director. 
80/12/04, Spp. 
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— >8012220306 PgruariJs tabulation K 3un^^arv of IE survey on lou level 
Ufaste at 51 reactors l.om Level tjaste storage facilities 
have been expanded at 37'/, of reactors surveyed u/7l7. 
planning or considering increasing storage capacity. 
aAN'3ARTj R. L. Effluent Treatment Systems Branch. 00/11/06. 8pp. 


G01S090202 Forwards "Pressur i lev - Brittle Fracture Evaluation" 6 addl 
respoiisea to questions /, schedule coamitments in NRC 001107 
Itr.Rcvleu of responses u/i ] 1 be discussed u/r!RC during uk 
of BOtaiS.FSAR uiin be revised in Amend 22. 

DASKlNfK.P. Southern California Edison Co. 00/12/00. 4pp. 

07200, 172. 


--BO 1 209 OS 1 4 "Pressuriier - Brittle Fracture Evaluation. "Addl responses 
to questions in NFIC Q01107 Itr encl, 

♦ Combustion Engineering, Inc. PRS-705. 00/11/19 167pp. 

07200: 176 


G012100S36 Forwards c lar i f i cat ionsi ref s t. revised Section 4.0 of repti 
"Ifater Tight Reliability of Condensate Storage Tank & 

Concrete Encl U’ajls Under DBE i-. Tornado Eventt " in response 
to NRC request for addl info. 

BASKINjK. P. Boutherh California Edison Co. 00/12/09, Ip, 

07222; 103. 


— 8012100S39 Supplemental info to "Water Tight Reliability of Condensate 
Storage Tank 1. Concrete End Walls Under DBE 6 Tornado 
Event. " 

« Southern California Edison Co. 00/12/31. 39pp. 07222:106. 


— 801.2100542 "Validity of Cubic Lau far Fluid Flou in Deformable Rock 
Frac tur*. " 

WlTltERSPOONi P, I WANGfS. Y. L.awrence Livermore Laboratory. 
LDL-9557. 79/10/31. 33pp. 07222:144. 


0012230490 Notifies of NRC 000911 approval to terminate preoperatlonal 
uater monitoring program at facility of interim monitoring 
program imp lementat 1 on. Tab le summarixlng transition encl. 

THIERER. I. Southern California Edison Co. 80/12/09. 2pp. 

07313: 214. 


GD1224010B Requests that branch chiefs attend meeting to discuss open 
i toms . Agenda enc L. 

TEDESCOi R L Assistant Director for l.icenslng. 80/12/12. Spp. 
0732S: 131, 


8012310314 Comments on WESTEC Eves S0D930 rept entitled "Natl Register 
Assessment Program of Cultural Resources of 230 kV 
Transrftlas 1 on Line ..." Sites which should be Included; 

CA-Oro"493. □ra-496.Qra-499. CA-Clra-43a I Dra-725. 

NELLOMi K. California. State cf 00/12/18. 4pp. 07369:163. 


Ch Utility Environmental Report (ER)» amends ii correspondence 


0012240423 Forwards Amond 6 to environ rept for fac 1 J i ty. Affidavit 
uLll follow within 10 days of amend docketing. 

DIETCM^R. Southern California Edison Co. 80/12/22, Ip. 07320:132, 


— 0012240487 Application to amend OL updating* torrec tingj clari fying 
& revising ETS. 

DlETCHiR. r DEai.ETTO. J. A. Southern California Edison Co. 
COTTONiO. D. San Diego Oas Electric Co. 00/12/19. 3pp. 
07328: 133. 


'•”8012240420 Proposed Amend 6 to environ rept. 

* Southern California Edison Co. San Diego Gas Ik Electric Co, 

BO/lP/19. 49pp. 07320; 136 


D. NRC Draft/Final Environmental Statements* supple ti correspondence 


8012020684 Informs that DKS was published in Nov 1978 U FES delayed 
until revised TKI accide;it write-up is camp 1 eted. Completion 
of accident evaluation scheduled for 801201. 

MIRAOLtA. F. Utconsirig Branch 3 00/11/21. Ip. 07148:006. 


E. NRC Safety Evaluation Report <SER)i suppls 1. correspondence 


8018080609 Requests submittal of revised organization description t; how 
organisation meats NUREO-O/Bl guidelines re util mfg 
structure L technical resources in order to expedite review 
prior to Issuance of filial SER. 

TEDESCOiR.L. Assistant Director for Licensing. 00/11/20. 3pp. 
065S6: 003. 


0012300385 Forwards discussion of 8ER open items identifying actions to 
be taken by util it NRC per meetings held wk of 801215. 

BASKINrl^.P. Southern Cal IFornia Edison Co, 00/12/23, I3pp. 
07308:001. 


F. Security, medics] . ernet-.gefu'y L fire protection plans 


8012100046 Sumriary of 801020 merting lj/FEHA in Los Angeles, C A re 
emergency planning. 

ROOD.H Licensing Brancb 3 00 / 11/24 4pp 07107:001 


G. Adjudicatory correspondence 


0011250549 Forwards part i c i pation agreement among Southern CA Edison 
Co, San Diego Gas Electric Co K Cities of Riverside i( 

Anaheim, CA re owernship of facilities for amend to CP. 

0AEKIN*K. P. Southern California Edison Co 80/11/14. Ip 
07059:017 


— 8011250557 Participation agreement amopig Southern CA Edison Co, San 
Diego Gas 4 El ectr i c . C i ty of Rivers ids, CA K City of Anaheim, 

CA re ownership of facilities 

QJORKLU.'iO, J. Southern California Edison Co 80/10/23. 30Opp. 
07050:019 


8012030306 Second set of interrogatories to Friends of the Earth 
requesting info re Chr i st iani tos Fault, tone of deformation 4: 
effects of Imperial Valley 791015 earthquake. Proof of sve 
encl. 

PlGQTTiD.R Southern California Edison Co PIOOTT,D.R Chickering 
8: Gregory. BO/H/24. 27pp. 07150.001. 


8012110570 Submits resolution passed at executive board 000922 meeting. 
Resolution urges const expenditures be redirected toward 
conversion to safer*more socially acceptable fuel sources. 

CO,'iRAO*C. Affiliatien Unknown. 00/12/10 Ip. 07223:107. 


8012290309 Informs that Comptroller General notified Commission on 
001203 that NRC may not provide procedural assistance to 
interveners in adjudicatory proceedings 

chandler, L. J. Hearing Branch I 90/12/17. Ip, 07300:001. 


9012290254 Notice of appearance in proceeding. Proof of sve end. 

«EN0Ei,J. A. Southern Califamia Edison Co MENDEZ, J A. Chickering 
4 Gregory. 00/12/18. 4?p. 07341:170 


9012300509 Stipulation extending time for answers to applicants' second 
set of Interrogatories to 8101:^6. Cart if Icato of Sve encl. 

CASEY. S. Q. Southern California Edison Co WHARTON, R. J. Friends of 

the Earth. WHAftTON,ft. -J Wharton K Pogalies. GO/12/22. 4pp. 
07360:336 


H. General correspondence 


8012290262 Forwards constituent £</. Johnson Itr re location of 
fac i i i t ies. Requests response 

CRANSTON, A. Senate. 80/12/03 3pp. 07341:177. 


K, Utility Final Safety Analysis Report (F6AR) 6 amends 


0012300369 Forwards Amend 22 to FSAR, Amend 4 to ‘Fire Hazards 
Analysis " Includes 23 oversiie drawings. One illegible 
drawing end. 

DIETCH* R, Southern California Edison Co. 80/12/19. Ip. 07372:001. 


'—0012300374 Amend to application for 01 ., submi tted as A/nenrf 22 to FSAR. 
DIETCILR. Southern California Edison Co. COTTON, O D San Diego 
Gas 4 Electric Co, 60/12/19 3pp. 07372:002 


—8012300377 Amend 22 to FSAR, 

4 Southern California Edison Co •* San Diego Gas Jt Electric Co. 
80/12/31. 240pp 07372 005. 


—0012300331 Amend 4 to "Fire Hazards Analysis " 

a Southern California Edison Co * San Diego Gas I Electric Co. 
80/12/31. 33pp. 07373:155. 


— B0123G0334 "Pressur i ler -Br t ttU Fracture Evaluation." 

JQHNSON.R. E. 1 HALUDAV Combustion Eng jneer ing, Inc. . 71370. 
00/11/19. 26pp. 07373:188. 


Q Inspection reports* IF Bulletins i correspondence 


0012170695 Forwards IE Itifo Notice 80-37, 'Containment Cooler Leaks it 
Reactor Cavity Flooding at Indian Point Unit 2 ' No urittexi 
response required, 

ENOEUKEN. R.H Region 5, San Francisco, Office of the Director 
00/10/24. Ip. 07266:073- 
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aOU'04O3.?3 Forwards IE Iti'iP 
nonconp I lance noted 
CREWS- J L RegiOTi 5. San 
Support Branch 


Sopt ^r— 1 /• QO- 1 on B00aiA“O9JB. No 

Francisco* Reactor Operations Nuclear 
2pp. 071B3:25S 


>-SQl20405X9 IE Insp Rept 50-3*l/80-»6 on aOO0t6-O?ia. No noncompUance 
JotH ^a,or areas inspected p vaoperational test progrania. 
proced'jres i independent inap efFcrt. 

rllLLHR.L r . PATE.R J Region 5. San Franclscoi Office of the 
Director FAUL(^EN8EPR'» - S Region 5, San Front iaCQ. Reactor 
Operations Nuclear Support Branch. GO/ 10/24. 5pp. 07163: 2A0. 


6012170411 Forwards IE Info Notice 0O-3S* 'Cracitifig 
Casi-a Cladding " No written response required. 
ENSHLKrN.P H Region 5, San Francisco* Office of 
gO/10/30 Ip 072i9 l”4 


in Charging Pump 
the Director. 


8012310365 Final deficiency rept rc cracking in coil spool InsuJaton 
of UFA relays* inltiallg reported on 30 1 1 25 De f ec t i ve relays 
will be replaced ui/Century Series HFA relays. HFA relays w/no 
cracks ui 1 1 be given force tensile test. 

ARENAt*A. Southern California Edison Co. 80/12/23. 3pp. 

07369: 175. 


V Operator Examinations 


Q012130447 Clarifies TMI'-related min re^wirement for new OL* re 
training during low power testing. Each licensed reactor 
operator should be able to control saturation margin 6 RCQ 
pressure, 

TE06SC0*R. L. Assistant Director for Licensing. flO/li/14. 3pp 
07231: 339. 


£012170352 Forwards IE Info Notice 80-39. 
Valves Mfg by Valror Er.g ineer ing Corp ' 
IS raquired 

ENSEL/SNpR.H Region 5. 3an Francisco. 
aO/lO/31 Ip 07266 045 


y^al function of Solenoid 
No written response 

Office of the Director. 


£012120244 Forwards IE Duiletin BO-21. 'Valve VoVei Supplied by Malcolm 
Foijndry Cc, tne •• Written response reiqujred. 

ENSEUVEN.R H Region 5* San Francisco* Office of the Director. 
eO/ll/06. Ip 07227 326 


6012030716 Forwards IE Info Notice 00-40* “Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurization.” No written response required. 

EN5SLKEN.R H Region 5, San Franc Isco^ Office of the Director. 
80/11/07 Ip 07150:137 


DOCKET 50-362 SAM QNOFRE NUCLEAR STATION. UniT 3 

A. App 1 i cat ion/construc 1 1 on stage documents ir correspondence 


8012160050 Ltr to operating plant licensees. OL applicants Si CP holden. 
Forwards NUfltG-0737 re TMI action plan requlremen ts. Req^uo* ts 
operating reactor licensee confirmation in 4S days that 
Enel 1 implementation dates will be met. 

EISEls'HUT, D. O. Division of Licensing. 80/10/31. 7pp. 


6012030379 “Review of Repts Dealing u/Simulatlon of Earthquake Ornund 
Motions for San Onofre Nuclear Generators Station Unit 1 for 
NBC. >' 

DERNREUTER.D. L Lawrence Livermore Laboratory. 60/11/05. fxpp- 
07150:069. 


8012100140 Forwards IE Insp Rapt 50-361/80-17 on. 600919-1016. No 
noncQ-.p ! iance naked 

CREWS* J L Region 5* San Francisco. Reac tor Qperatlans Nuclear 
Support Branch 60/11/07. 2pp. 07219.269. 


6012010276 Forwards review of geologic & selsmologic data submlttid by 
Southern CA Edison Co in support of position re facilities 
Units 263 

HENARO, H. N. Inter ior* Dept, of * Geological Survey. BO/ll/26, lOpp. 
07097; 290. 


— SOJ 21001 47 IE Insp Rept 50-361/80-17 on a009l9-t0l6. No noncompliance 
noted, Major areas inspected preoperatlonal test program 
4: procedures. 

JQHNSCN. A D. * PATE* R J . CHAFfEE. A E Region 5* San Franc istoj 
Office of the Director BO/H/06. 6pp. 07219:271. 


6012020347 Forwards proposed App A Tech Spec s. Prop o sa I is repraeenifd 
in mai Ved up version of STS. Approved Tech Specs will be 
incorporated In FSAH. 

QASKIN»K. P. Southern California Edison Co. 80/11/26. Ip. 

07133: 154. 


6012030650 Forwards IE Info Notice 80-41* "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davts Basse Unit 1." No- 
response required 

6N3ELKFI,', R. H. Region 5* San Francisco* Office of the Director. 
80/n/iO Sp 07183:038 


8012040241 Forwards IE Qulldkin 80-23* ‘'Failures of Solenoid Valves 
Hfg by Valcor Engineering Corp “ Requires estimate of 
manpower associated u/corrective actions 

ENGEL/FN* R. H Region 5f San Francisco* Office of the Director. 
aO/U/14. Ip 07158:164. 


S012040695 Forwards IE Bulletin 80-24. “Prevention of Danage Due bo 
Uater Leakage Inside Containment. ” Nc written response 
required. 

ENOELKs-Ni R. H Region 5* San Francisco* Office of the Director. 
aO/ll/21. Ip. 07169:119 


GG12160037 Forwards IE Info Notice 80-42. "Effect of Radiation on 
Hydraulic Sr.ubbgr Fluid “ No response required. 

ENjELKEN. R H. Region 5, San Francisco. Office of the Director. 
80/11/24. Ip 07262.116. 


S012160130 Forwards Suppl 1 to IE Info Notice 00-29. "Broken Studs on 
Terry Turbine Steam Inlet Flange “ No written response 
required, 

ENCEL/.FU. R H Region 5. San Francisco* Office of the Director. 
80/11/26. Ip. 07262070 


S. Reportable occurrences. LERs 6 related correspundenc e 


GOU210432 Part 2l rept re D5RV standby diesel generator compoti-ent 
defect. Util unable ko meet schedule for insp due to 
incQ.nplete const Sve engineers will witness final detailed 
installation 4 prestart check ing. Util 801009 Kr end. 
martini. 0. Transqmerica Delaval, Inc. 80/11/11 3pp, 07034:001. 


80123005^1 Final deficiency rept re yndersiied ASME code ueldins 
dimensians for certain socket weld connec tinns. ini tially 
submittad 8-01107. Program to reinspect socket welds tn all 
AShir Section 111 piping wi IJ be completed by 610315, 

Southern California Edison Co. 60/12/16. 3pp. 


—6012020251 Proposed App A Tech Specs. Sec t ions 1. 0. 2. O. 3. 0. 4. O. 5, 0 It 
6.0 ra safety limits tf. limiting safety sys settings, 

■* Southern California Edison Co. 00/11/20. 200pp, 07133: 139. 


8012020262 Forwards partial response to NRC 801107 questions r« sp«nt 
fuel stoi age. Responses to remaining questions l« schedule for 
commitment for any unanswered questions will be submitted 
on 601205. 

BASKIN. K.P. Southern California Edison Co, 80/11/26. SOppi. 
07132:259. 


6012040420 Advises that description of revised organi la tlon bfl I I be 
submittadi in response to NRC 801120 r equest. Addra ss 
correction requested for util addressee. 

OILMAN, D.W. San Diego Gas ^ Electric Co. 60/11/26, Ip. 071A0:357. 


6012120306 “Concentration ^ 6peciatloo of Copper in Uaters Gall>OCted 
Near San Onofre & Diablo Canyon Nuclear Power Stations. '' 

HARR ISDN* FL. Lawrence Livermore Laboratory. FIN A-0119. 
NUREO/CR-0750. 80/1 1/30. 66pp. A/a liable at NT IS. 


6012030577 Forwards info re environ qua I if ication tests to be par far-mid 
within next two yrs. in response to NRC 601001 Ifcr, Tests for 
pressure I: level transmitters apply to Units 1,2 fk 3. All 
other teats apply to Units 2 6 3 only. 

0A5KIN,K.P Southern California Edison Co. 60/12/01. 3pp. 

07151.216. 


8012100099 Notification of 801215-18 meeting u/uti I / Dec h te 1 OE In 
Oethesda,MD to discuss TMI l< non-TMl open items. 

ROQD.H Licensing Branch 3. 80/12/02. 6pp. 07219:145. 


6012220465 Responds to 800911 memo requesting that Ofc of NucleMr 
Reactor Regulation inform licensees o-f neod to comply 
w/revised Agreement State burial site cond 1 tlons. Forwards 
results of IE survey. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director, 
80/12/04. 2pp. 


’-8012220506. Forwards tabulation Ic summary of IE survey on lou level 
waste at 51 reactors. Low level waste storage facllltlBi 
have been expanded at 377. of reactors surveyed w/71X 
planning or considering increasing storage capacity. 

BANGARTiR L. Effluent Treatment Bystems Branch. 60/11/06, Bpp, 
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e(>l20‘70302 Forwards "Pressor i i er ~ Brittle Fracture Evaluatiou" hi addl 
resflonses to q.uestiotis h. schedule conmi trrents in fJRC 001107 
Str Review of responses will be discussed w/NRC during iuk 
of 601215, FSAR will be revised in A'nend 22. 

BASKIN. K.P. Gouthern California Edison Co. B0/12/0B. 4pp. 

07200: 172- 


--0012090214 "Pressur I ler - Brittle Fracture Evaluation. "Addl responses 
to questions in NRC 801107 1 tr and- 

* Combustion Engineering! Inc. PRS-703. BO/ll/19 167pp. 

07200: 176. 


0012100536 Forwards c lar i f icat ions/ ref s hf. revised Section 4.0 of repfc* 
"l^ater Tight ReiiabiUttj of Condensate Storage Tank t 
Concrete End Walls Under DOE 4 Tornado Event." In response 
to NRC request for add 1 Info. 

BASKIN. K.P- Southern California Edison Co. BO/12/09. Ip. 

07222: 103. 


--0O121OO339 Supplemental info to "Water Tight Reliabilitg oP Condensate 
Storage Tank 4 Concrete Enel Walls Under DUE h Tornado 
Event. " 

*4 Southern California Edison Co. 80/12/31. 39pp. 07222:106, 


0012230490 Notifies of NRC 0OO9U approval to terminate preopera tl onal 
water monitoring program at facility V. of interim monltarlrtg 
program imp lementation. Tab le summariiing transition end, 

THlERERi 1. Southern California Edison Co. 00/12/09. 2pp. 

07313:214. 


8012240108 Requests that branch chiefs attend meeting to discuss open 
items. Agenda end. 

TEOESCO. R. L. Assistant Director for Licensing. 60/12/12. 2pp. 
07325; 131. 


6012310314 Comments on WESTEC Sves 600930 rept entitled "Natl Register 
Assessment Program of Cultural Resources of 230 VV 
Transmission Line ..." Sites which should be included: 

CA-ara-495, ara-496.Dra-'499, CA-Ora-458 U Ora-725. 

hELLON.K. California. State of. S0/I2/18. 4pp. 07369:163. 


G. Utility Environmental Report (ER). amends 4 correspondence 


0012240425 Forwards Amend 6 to environ rept for f ad 1 1 ty . Af f idavi t 
will follow within 10 days of amend docketing. 

DIEICH.R. Southern California Edison Co. 60/12/22. Ip. 07320:132. 


— 6012240427 Application to amend OL updating, correct Ing. c lar 1 fv Ing 
ie res'ising 6T5. 

DEETCHiR.t BEQLETTO. J. A. Southern California Edison Co. 

COTTON. 0. D. San Diego Gas 4 Electric Co, 00/12/19. 3pp. 
07328: 133 


—8012240420 Proposed Amend 6 to environ rept. 

« Southern California Edison Co * San Diego Gas 4 Electric Co. 
80/12/19. 49pp- 07328: 136 


D. NRC Draft/Final Environmental Statements, tuppls L correspondence 


8012020684 Informs that D£S was published in Nov 1978 t FES delayed 
until revised TMI accident write-up Is comp I eted. Completion 
of accident evaluation scheduled for 801201. 

MIRAOLIA.F. Licensing Branch 3. 00/11/21. Ip. 07146:006, 


E. NRC Safety Evaluation Report (SER). suppls 4 correspondence 


B0120G06B? Requests submittal of revised organitation description how 
organiiation meets NUREG-073t guidelines re util mfg 
structure 4 technical resources in order to expedite review 
prior to Issuance of final 6ER. 

TEDESCQ.R L Assistant Director for Licensing. 00/11/20. 3pp. 

06366: 003. 


8012300385 Forwards discussion of SER open items identifying actions to 
be taken by util Ik NRC per meetings held uk of 001219. 

BAEKIN.K.P. Southern California Edison Co. 00/12/23. 13pp. 

07309; 001. 


F, Security, medical, emergency 4 fire protection plans 


0012100046 Summary of 001020 meeting w/FEKA in Los Angeles. CA ra 
emergency planning. 

RODDrH, Licensing Branch 3. 90/11/24. 4pp. 07107:001. 


0. Adjudicatory correspondence 


8011250549 Forwaids participation agreement among Southern CA Edison 
Co. San Diego Gas 6 Electric Co 4 Cities of Riverside 6 
Anaheim. CA re owernship of facilities for amend to CP 
BASKIN. KP Southern California Edison Co 90/11/14. Ip 
07050:017. 


— 0011250557 Pai t i c i pati on agreement a.mong Southern CA Edison Co. San 
Diego Gas 4 Electr ic . C i ty of Riverside.CA 4 City of Anaheinsii 
CA re ownership of facilities 

B JORKLUND. J. Southern California Edison Co 60/10/23. 300pp. 

07050:010 


8012030306 Second set of interrogatories to Friends of the Earth 
requesting info re Chr t stian i tos Fauit.ione of deformation 4 
effects of Imperial Valley 791015 earthquak e. Proof of sve 
one 1 . 

PIGOTT.D. R. Southern California Edison Co. PIOOTTiD.R. Chickering 
4 0iegory 80/11/24. 27pp 07150:001 


8012110570 Submits resolution passed at executive beard B00922 meeting. 
Resolution urges const expenditures be redirected toward 
conversion to safer.mnre socially acceptable fuel sources. 

CONt^AD.C. Affiliation Unknown 00/12/10. ip 


6012290399 Informs lhat Comptroller General notified Commission on 
801203 that NRC may not provide procedural assistance to 
intoTvonors in adjudicatory proceedings. 

CHANDLER. L J Hearing Branch I 90/12/17. Ip 07300:001. 


6012290<254 Notice of appearance in proc ecd ing . Proof of sve end. 

MENDEZ I J. A. Southern California Edison Co. MENDEZ. J. A. Chickering 
4 Gxegory. 80/12/18. 4pp. 07341:170. 


801230050? Stipulation extending time for answers to applicants' second 
set of iTiterrogator i es to 810126. Cer t i ficate of Sve end. 

CASEY, 8.D. Southern California Edison Co. WHARTON.R.J. Friends of 
the Earth. WHARTON.R.J Wharton 4 Pogalies. 80/12/22 4pp. 

07360: 336. 


H General correspondence 


8012290262 Forwards constituent EK Johnson Ur re location of 
faci 1 i ties. Requests response. 

CRANSTON. A Senate. 60/12/03 3pp 07341:177. 


f. Financial information 


8011250549 Forwards part i c i pation agreement among Southern CA Edison 
Co.Sa.i Diego Gas 4. Electric Co 4 Cities of Riverside 4 
Anaheim. CA re owernship of facilities for amend to CF. 

DASKlN.h, P, Southern California Edison Co. 90/11/14. Ip 
07090:017. 


— 8011250557 Participation agree^’ent among Southern CA Edison Co. San 
Diego Oas 4 El ec tr ic. fj i ty of Riverside.CA t. City of Anaheim. 

CA re ownership of facilities 

DJORKLUNO. J Southern California Edison Co QO/10/23. 300pp, 

07058:010 


K Utility Final Safety Analysis Report (FSAR) & amends 


S012300369 Forwards Amend 22 to FSAR, Amend 4 to "Fire Haiards 
Analysis." includes 25 overside drawings. One illegible 
draw Ing enc i 

OIETGH.R, Southern California Edison Co 00/18/19, Ip. 07372:001, 


--0012300374 Amefid to application for OL, submitted as Amend 22 to FSAR. 
DtETCH.R. Southern California Edison Co. COTION. 0. D. San Diego 
Gas 4 Electric Co. 80/12/19, 3pp. 07372:002. 


— 801S300377 Amend 22 to FSAR. 

Southern California Edison Co. * San Diego Gas 4 Electric Co. 
80/12/3I. 240pp, 07372 005. 


'8012300331 Amend 4 to "Fire Haiards Analysis, " 

* Southern California Edison Co, a San Diego Gas 4 Electric Co. 
80/12/31. 33pp. 07373:155 


—8012300334 “Pressur i ier-0r i tt I e Fracture Evaluation." 

JOHNSON. R. E, , KALLIDAY Combustion Engineering. Int. 71370. 
ao/U/19. 26pp. 07373:188 
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Li!! :!!!*' ffoc^jnent? i to. re$pond«nce 

.^/SEP group in 

r Ji^cus.ian. on SEP p r^gram. ,chedu U for 
planar ^ ^ tompletior i 3S5igonent of i^ad Upici to 

RUSSELL. It'. T Syutematic Evaluation Progratr Branch. BO/12/1*, 2pp. 

Bulletins .• correspondence 

^^Rea-?or^avUrF?n^^*"''‘' ^'Containment Cooler Leak* 8. 

re^orJe reqi!re] ' ^ 

e 0 / 10 %" ” ^'p, '*^ 2 * 107 /“" Off"' Of »•>' Bir.ttor, 

^'^Cajino '« ''"° .-atice BO-38. 'Oractinj In Charging Puap 
rfrU. 5rf, n^S hasponaa raciuiraP. ' 

lo;fo/30 ip, “ff"' »f IXr.ct.r. 


“fla I function of Solenoid 


^'^ia 1 ves 5 f^otice 80-39, 1 la t rune 1 1 or» of Sole 

it V3i«or Engiiiearing Corp." Ko written response 

ii;/fo/3,'''’ “p ”Sla:6:oV5®" Dff*» »f '•.« Dlr.ltar, 


“F!indrrco°InrJ’Jfra‘'"‘'‘” BuppUed by tialcola. 

COdlnc. Written response required. 

ad/n/oa:" ”p "S?!!?: 3^®"' °ff"' <" «. DIr.ctpr. 

Notice 80-4Od '-Excessive Nitrogen Supply 
Pressure Actuates Eafetg Relief Valve Operation to Cause ^ 

Ef-E^Spri ^"itten response required. 

lo;u ^.57 ^p 0?;M:?d7 “' f*" «■' Olr.cbor, 

eoiaoac&so Forwards IE Info Notice 80-4lr "Failure of Suing Check Valve 
in Decay Heat Rifnoval Sy s at I>avi 5 Besse yntt 1. "■ No 
response required. 

io^U/fo:" IP. "^^85:^8®°" “ff‘" “f B'r'Cfr. 

"E Bulutin ao-aa. •■Fnll„r.. cf Sol.noid V.lv.s 
«rg by VaJeor Engineering Coip.'* Requires estimate o# 
ntanpauer associated w/corrective actions. 

io7U7?":" ';'p. '';7i 22:?;,®*" 

D«H«hln 80-ad. "Prp^nbion cf DaBPge Odd bo 
Hater Leakage Inside Containment. *• No written response 
required. 

ISyu/ll,''’ “p. Office of the Dle.tbor, 


“Bff'cb of Redtation on 

Hydraulic Snubber Fluid.'" No response required. 

^ Region 3, San Francisco, Office of tJie Director 


SO/ 1 1/24. Ip. 07262:13*. 


e0i2Ui>l3D Foruards SyppI i to IE Info Notice BCl-29, "Broken Studs on 
Ferry Turbine Steatn Inlet Flange " No written response 
required 

W/I17S'”'lp Off"' 'f *'■' Dlroctor. 


S. Reportable occurrences, LEfls i related correspondence 


V, Operator Examinations 


80121^0447 Clarifies TMI-rolated min requirement for new QLs re 
training during low power testing. Each licensed reactor 
operator should be able to control saturation margin L RCS 
pressure 

Assistant Director for Licensing, BD/11/14. 3pp 

07231 : 339 . 


DQCKEl 50-363 FORKED RIVER NUCLEAR STATION. UNIT 1 
A. Application/construction stage documents 8; correspondence 


80121.60050 Utr to operating plant licensees, OL applicants U CP holdin, 
orwar s NUREG-0737 re TNI action plan requirements. Requests 
operating reactor licensee confirmation in 45 dags that 
Enel 1 Implementation dates will be net. 

EISENHUTf D. G. Division of Licensing. 80/10/31. 7pp. 

0. Adjudicatory correspondence 

'"""f"' SEC For® CO-0, Ouarbsrlg Financial R«pb & •upporllng 
mgt conments.in response to NRC 790921,1109 it 00081 I 


requests for info re significant financial developments 
arfeettng utils in restart proceeding. 

CONDON, V.H. General Public Utilities. 80/11/26. 3pp, 


07262: 246. 


'^^co.'teits Fin.sncial Rep t. Sept 1980 f/ supporting mgt 

* General Public Utilities. 80/11/14. 44pp. 07262:249. 

reports, IE Bulletins ^r correspondence 


j.T uracKin 

Cladding. " No written response required, 
GRIER, B.H Region 1, Ph i lade Iph ia. Office of th 
aO/lO/ao. Ip. 07269:083. 


in Charging Pump 
Director, 


B0iai20l6l Torwards IE Gullotin 80-21, "Valve Vokes 
Co, Inc, " Written response required. 

Phi ladelphia. Office of the 
80/11/06. Ip. 07229:224. 


Supplied bg Halcol» 
Director, 


Pr.ssuri '-Excessive Nitrogen Bupply 

Pressure Actuates Safety Relief Valve Operation to Cause 

flR?re'’J " No uritb.n roiponi, ra, wired. 


SO 12080490 Forwards IE 1 
in Decay Heat Removal 
response required. 
GRIER, B.H. Region 1, 
80/11/10. Ip. 07102: 


Info Notice a0'41, "Failure 
Sys at Davis Gesse Unit 1. " 

Ph i ladelph ia, Office of the 
345. 


of Swing Chock Velvi 
No 

Di rec tor . 


Kfg by VaUor Engineering Corp. " Requires estimate of 
manpower associated w/corrective actions 

bSJhm,"' I>‘'«bor. 


B012020/43 Forwards throe Performance Appraisal 
mgt evaluation tree w/user guide so that faci 
compare program to program already reviewed 6 
appropriate ad jostments. N/o end, 

KEPPLERrJ. G. Region 3, Chicago, Office of thi 
4pp. 


Branch insp 
llty can 
make 

e Director. 


repts ic 

BO/tl/lB. 


eDn?S0a&5 Advises that completion of LOCA qualification 
cable u/iniulated' repairs identified in signficant 
deficiency rept now scheduled for 810415. 

KUMNfD E. Southern California Edison Co, 80/11/14. 


testing of 
Ip 07056:003. 


8012300521 Final deficiency rept re unrfersitetf ASHE code welding 
d t mens i ens for certain locket ueld c annec t i ons, ini tlai ly 
submiitsd 001107 Program to reinspect socket weld* in all 
ASNf Section III piping cjill be completed by 810315. 

Southern California Edison Co. 00/12/16. 3po 

07337: jFtS. 


8012310365 F Inal def iciency rept re cracking in coil spool insulators 
ot HFA relays, jnilially reported on SOI 125 Defect ive relays 
will be replaced w/Centvry Series H^A relays HFA relays w/no 
cracks will be given force tensile test. 


ARENAL. A. 
07369; 175. 


Southern California Edison Co. 80/12/23, 3pp. 


80l2a20.691 Advises that written response is i 
80-23, "Failures of Solenoid Valves Mfg bg 
Engineering Corp. " First paragraph erroneoi 
written response required. 

GRIER, B.H. Region 1« Philadelphia, Office 
60/11/19. Ip. 07293:122. 


uired to 

ICOT 

y stated 
tha Dire 


IE Bulletin 

no 

c tor. 


8012040612 Forwards lE Bulletin 80-24, "Pravei 
Water Leakage Inside Containment." No wrltt( 
required. 

GRIEftiB.H, Region 1, Ph i lade I ph ia. Office < 
aO/lI/21. 2pp. 07165:284. 


ion of Damage Due to 
response 

the Director. 


:a012>050537 Forwards Info Notice 80-42, 
Hydraulic Snubber Fluid." No written 
GRIER^B.H. Region I, Philadelphia, 
80/11/24. Ip. 07174:044. 


"Effect of Radiation on 
response required. 

Office of the Dir ect or. 
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DOCKS 1 50-364 JOSEPH M, FARLEY NUCLEAR PLANT, UNIT 2 


E- NRC Safettj Evaluation Report <SER), suppla i. correspondence 


8012020440 Forwards responses to 000903 memo re draft Buppl 4 to SER 
answering util 800B25 Itr discussing compliance u/NRC 
regu latlon. 

DENTON<H.R, Office of Nuclear Reactor Regulation^ Director. 
00/11/20. aOpp. 06586:003, 


—0012030443 Forwards list of util compliances W10CFR20, 50 h 100. 
AHEARNE, J. Commiss loners. 00/09/03 SSpp. 06306:003. 


F. Securlti/i medical* emergency 1. fire protection plans 


8001030440 Forwards upgraded emergency plan In response to NRC 791O10 
request. 

CLAYTON, F.L. Alabama Power Co. 79/12/2B Ip. 01678:064- 


--8001030454 Facility emergency p Ian, Revi si on 3. 
* Alabama Power Co, 79/12/31. 600pp- 


0D121 10515 Forwards emergency planning info for placement in LPDR. U/o 
one I . 

SOUDERiJ. L. Division of Rules and Records. 00/12/02. Ip. 

07226; 150. 


8012180143 Forwards 001119 FR notice of revised 10CFR50. 40 new App R 
re fire protection program requirements. Rul e effective on 
810217 h will supersede effective dates for previously 
approved mods given in license conditions (4SFR715691. 

TEDESCO, R.L. Assistant Director for Licensing. 60/12/03. 2pp. 
07272: 264. 


8012090107 Releases public version of util emergency plan. 
FELTCNrJ, K. Division of Rules and Records. 00/12/08 tp. 
07204: 133. 


--8012090113 Forwards public version of util emergency p Ian* Revi sion 4. 
Includes States of FL GA plans QA county plans. 

CLAYTON* F.L. Alabama Power Co, 80/10/20. 11pp. 07204:135. 


--0O12O9O118 Public version of Revision 4 to emergency plan, 
a Alabama Power Co. 80/10/28. 400pp. 07204:145. 


“-0012090119 Public version of Revision 1 to State of OA radiological 
emergency operations plan. 

a Georgia, State of. 80/10/28, 400pp. 07205:030. 


— 0012090125 Public version of State of GA* Blake ly-Ear ly County civil 
defense emergency operations plan. Great Southern Paper Co 
emergency disaster plan end. 

« Affiliation Unknown. 00/06/30. 200pp. 07206:008. 


— 0012090130 Public version of Revision 3 of State of FL radiological 
emergency plan for fixed nuclear facilities. 

^ Florida, State of. 79/04/30. 250pp. 07206:109. 


&012230S04 Responds to NRC 001105 position re alternate hot shutdown 
capabil Ity . Hods will be performed re fire protection safe 
shutdown capab i 1 i ty* emergency lighting 8( oil collection sys 
for reactor coolant pump. 

CLAYTON, F.L. Alabama Power Co, 00/12/00. app. 07312:315. 


0012230476 Forwards addl info to 801020 Itr re prompt notification eys, 
meterolog leal criteria for emergency preparedness at 
operating nuclear plants it c lar i f Icat ion of min staffing 
requ irements. 

CLAYTON, F.L. Alabama Power Co. 00/12/16. 6pp. 07313:295. 


P. Qperating license stage documents 6 correspondence 


0012150194 Forwards Revision 1 of "Farley Unit 2 Special Low-Power 
Tests Safety Evaluation* " performed by Nestinghouse. 

Incorporates changes of Ref 1 L min temp for criticality. 
CLAYTONrF.L. Alabama Power Co, 00/11/18. Ip. 07241:090. 


— 0012150196 Revision I of, "Farley Unit 2 Special Low-Power Tests Safety 
Evaluation. " 

a Uestinghouse Electric Corp. 00/11/18. 47pp, 07241:091. 


8012030729 Informs that review of procedures submitted for conducting 
special low power test program has been completed & approval 
is expected prior to program start License will be 
conditioned to require results of special Idwi power test. 

TEDESCO, R. L. Assistant Director for Licensing. 80/11/19. 2pp. 
06596: 003 


6012150146 Forwards addl info requested by NRC re Reactor Sys Branch 
Question 210. 2. Concerns possibility of small break LQCA & 
time frame available to mitigate consequences during startup 
or shutdown. 

CLAYTON* F L. Alabama Power Co. 80/11/21, 3pp. 07240:070. 


0012050426 Advises that util response to NUnEO-0737 is scheduled for 
910103. 

CLAVTON,F.L Alabama Power Co. 80/11/26. Ip. 07171:271. 


0012120615 Summary cf Q01030 meeting w/util k Bechtel re means by which 
power cables in containment are protected from overcurrent. 

Draft response to NRC Position 040 15 end. 

KrNTNSR,L.L Licensing Branch 2. 00/11/20. 54pp. 07107:001. 


8012190723 Forwards trip rept of 000707-10 site visit re review of 
seismic qual 1 f icatlon methods, procedures S: results for 
mecha'^ical electrical equipment. 

KINTNERpL. L. Licensing Branch 2. 80/11/28. 2pp. 07200:041. 


B012160007 Summary of 000031*0901 It 1016 meetings u/utii at Site to 
review selected emergency operating procedures. 

KirnN0t*L,L Licensing Branch 2 80/12/01. app. 07262:325, 

S012170409 Forwards "Process Control Program for Sample Collection 
Analysis & Test Solidification using Cement," FNP-O-RCP-800, 

App A, per Section 2. C. 0 of License NPF-S. 

CLAYTDN.F.L. * Alabama Power Co. 80/12/03 Ip. 07269:353. 


“-8012170412 "Process Control Program for Sample Collection Analysis 
Test Solidification Using Cement*'* FNP-O-RCP-000* App A. 

* Alabama Power Co. FNP-O-RCp-800. 80/11/20. 1 1pp. 07269:354. 


0012100424 Provides commitment to imp 1 emenbation of mods to auxiliary 
feedwater in 1 tiation* 1 n response to NRC 801105 Itr. Unit 
operating procedures will be revised. 

CLAVTQ.’i, F. L. Alabama Power Co. 80/12/04. 2pp. 07219:036. 


0012220405 Responds to 000911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revisod Agreement State buriai site cond i ti ons. Forwards 
results of IE survey. 

DCN1DN,H. R. Office of Nuclear Reactor Regulation, Director. 
80/12/04, 2pp, 


—8012220506 Forwards tabulation summary of IE survey gn low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 37'/. of reactors surveyed w/?!'/, 
planning or considering increasing storage capacity. 

DANGARTfR. L. Effluent Treat, ment Systems Branch. 80/11/06. Bpp. 


0012230309 Foruai'ils list of fire detection instruments L sprinkler sys 
to be included in App A Tech Specs issued u/fu)l power 
1 icense. 

CLAYTDN.F.L. Alabama Power Co. 00/12/04. 2pp. 07311:110 


—8012230312 Proposed App A Tech Specs Tables 3,3-12 3. 7-5* re fire 

tfetaction instrumentation in sprinkler sgs* respectively . 

* Arkansas Power t< Light Co. 00/12/04. 9pp. 07311:112. 


0012170700 Forwards info re nuclear power plants to be licensed Dec 
19aO-Doc 1901 in response to request from Nuclear Oversight 
Committee. 

HIRAGLIA. F. Licensing Branch 3. 80/12/05. 3pp. 


0012230461 Responds to 801105 Itr re alternate hot shutdown capability. 
Results o-f design evaluation to meet IGCFRSO App R 
requirements will be provided for review & concurrence. 

CLAYTONiF.L Alabama Power Co. 80/12/05. Ip. 07312:281. 


8012240151 Notification of 001205 meeting ui/Bechtel in Gaithersburg HD, 
to review drawings it design date for piping sys that 
penetrate containments as part of facility CL review. 

KtNINERiL. L. Licensing Branch 2. 80/12/05. 3pp. 07324:350. 


0012230463 Responds to request re max allowable leakage limits for sys 
outside containment that may carry radioactive fluids 
folloiulng ac c i dent. Limi t of 5 gpm proposed. 

CLAYTON, F.L. Alabama Power Co. 00/12/08, Spp. 07312:202. 
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8012590294 Submits r^c^uired for Tech Spec charge U Amend to 

License fJi=*F-& 

CUAYTO^^. F. L, fUabA-na Po jer Cci- 60/15/10, Spp. 0734A; 120. 

SOI22aO‘l22 Responds to S V^rga 000421 Itr re masonry ua 1 1 s in Category 
I s tr uctures. Uti 1 cor.t-nits to r e~eva 1 aot Ion of ua I I s by 
001215 to determine significance of design deviations. 

CLAY TOM. F. L Alabama Po-er Co. 00/12/12. Ip- 07312:261. 


0012290314 Foruards addl info re operability of ia-incfi containment 
min I - purge valves. In response to NRC 001215 telcon 
CLAYTON, F.L, Alabama Pojer Co. 0O/»a/l9. 2pp, 07346:110 


Q InspectiDrt reports, IE SuLletins 4: correspondence 


S012160031 Foruards IE Irfo Notice 80-37, "Containment Cooler Leaks 6 
Reactor Cavity Flooding At Indian Point Unit 2. “ No uribten 
response required. 

□ 'REILLY, J. P. Region £. Atlanta. Office of the Director. 00/10/24. 
Ip. 07262:164. 


0012170300 Forwards Supp I 3 to IE Bulletin 79-018/ "Environ 
Qua I kflicat Ion of Class IE Equipment.'' No ctiritten response 
required . 

O'REILLY. J.P Region 2. Atlanta. Office of the Director. 0O/iO/24. 
Ip. 07260:315. 


6012110701 Forwards IE Insp Rep t 50-264/G0-3B on a009l5**17. No 
nonco-p i I ante noted. 

KLiaPHYiC.E. Region 2. Atlanta, Reactor Construction It Engineering 
Support Branch. QO/IO/SS. 2pp. 07225:063. 


— fl0l91l0709 IE Insp Rept 50-364/00-33 on 800915-17. No noncomp J lance 
noted Kajar areas inspected . previ ous Insp findings re IE 
Bulletins 79-02 & 79-14. 

ANG,H,P. Region 2. Atlanta. Office of the Director, HERDT.A.R, 
Region 2. Atlanta. Reactor Construction «: Engineering Support 
Branch. 80/1 D/27. 3pp. 07225:065. 


8012170833 Foruartfs IE Info Notice BO-38, "Cradling in Charging Pump 
Casing Cladding." No written response required. 

□ 'REILLY, J.P Region 2, Atlanta, Office of the Director. 80/10/30. 

Ip. 07266:261. 

8012180017 Forwards IE Info Notice 80-39, "Ha 1 f unct ion of Solenoid 
Valves Mfg by Valcor Engineering Corp. " No urltten response 
is required. 

O'REILLY, J. P. Region 2- Atlanta, Office of the Director. GD/lO/31. 
Ip, >33790:124. 

GDSS230077 Forwards IE Circular 00-23, "Potential Defects in Deloit 
PouBT Sys Emergency Oanerators " Mo uritten response 
required. 

O'REILLY, J.P Region 2. Atlanta, Office of the Director. 8D/10/31. 
ip. 07313:249. 


8012110614 Foruard* IE Insp Rapts 50-340/00-29 & 50-364/00-41 on 
800901-30. No noncomp I lane e noted 

LEWIS, R.C. Region 2, Atlanta, fteac tor Operations Nuclear Support 
Branch. 00/11/03, 2pp. 07226:177. 


— 80121 106S0 IE Insp Repts 50-348/80-27 50-364/00-41 on 800901-30. Mo 

noncomp I iance noted. Major areas inspected : plant tours, 
p r e opera t i ona 1 testing, Unit 2 plant testing status h Unit I 
plant operations. 

BRADFORD. H. H. , MULKEY, J. P Region 2, Atlanta, Office of the 
Director. MARTIN.R.D. Region 24 Atlanta, Reactor Operations 
Kuclear Support Branch. 00/10/31. Ilpp. 07226:179. 


8012110745 Forwards JE Bulletin 00-21. "Valve Yokes Supplied bij Malcolm 
Foundry Co, Inc, " Written response required. 

0 'REILLY, J- P- Region 2> AtU.-ita. Office of the Director. BO/1 1/06. 
Ip, 07225:203. 


8012030830 Forwards IE Ir.fo Notice 80-40. "Eccessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuriiation " No written response required. 

O 'REILLY, J. P. Region 2> Atlanta. Office of the Director. BO/1 1/07. 
Ip, 07150:077- 


8012180214 Forwards IE Insp Rept 50-364/80-44 on BDI014-t7. No 
noncor.p 1 iance noted. 

STOHRi J. P. Region 2, Atlanta, Fuel Facility Materials Safety 
Branch. 80/11/07. 2pp. 0379S. 006 


— 8012160215 IE Insp Rept 50-364/80-44 on 801014-17. No noncompliance 
noted. Major areas inspec ted : rad iat ion protection radwaste 
ng t. 

TROUP/O. L. Region 2, Atlanta, Office of the Director. OIBBONfA F, 
Region 2, Atlanta, Fuel Facility 6 Materials Safety Branch. 
BO/U/06, 4pp. 03792:000. 

6012030212 Forwards IE Info Notice 00-41, "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Besse Unit 1. " No 
response required. 

O'RE ILLY. J. P. Region 2, Atlanta, Office of the Director. 00/11/10. 
Ip. 07182:270. 


6012190196 Forwards lE Insp Rept 50-364/80-47 on 801028-30.No 
none o.rip I ianc e noted 

6T0HR, J.P. Region 2, Atlanta, Fuel Facility U Haterlali Safety 
Branch, 00/11/13. 2pp. 07282:079. 

—8012 1 90202 IE Insp Rept 50-364/80-47 on 801020-30. No noncompliance 
noted. Major areas i nspec ted; rad iation protection 84 radwaste 
iisg t including preop erat i ona 1 testing 8 c filter 8 t adsorber 
tes ting. 

TROUP, O.L Region 2, Atlanta, Office of the Director. OIDSONI, A. F. 
Region 2. Atlanta. Fuel Facility & Materials Safety Drancb. 
aO/U/13. 4pp. 07282 081. 


8012040506 Forwards IE Bulletin 00-23, "Failures of Solenoid Valvii 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated u/corrective actions. 

O'REIU V, J. P. Region 2, Atlanta, Office of the Director, 00/11/14. 
Ip. 07158:121. 

8012000642 Requests addl info re Inservice insp of preiturt Isolation 
valves. List of valves included in testing program should be 
prov Lded . Mechanical Engineering Branch position on insp 
one 1 . 

TEOBSCO,R. L Assistant Director for Licensing. 00/11/17, 3pp. 
07100:227. 


0012110207 Advises that referral In 801031 cover Ur to IE Insp Repts 
S0-348/S0-34 V. 50-364/50-40 should be corrected to 
30-348/80-34 V 50-364/80-40. 

STOHR-J.P. Region 2, Atlanta, Fuel Facility 6 Materials Safety 
Branch. 80/11/10. Ip. 07223:174. 


— 8012110213 Forwards IE Insp Repts 50-340/30-34 50-364/30-40 on 

801006-10. No noncomp 1 iance noted. 

ST0riR,J. P. Region 2. Atlanta, Fuel Facility 4: Materials Safety 
Branch. 00/10/31. 2pp. 07223:076. 


“B0121I0222 IE Insp Repts 50-348/80-34 U 50-364/80-40 on B0t006~l0. No 
noncompliance noted. Major areas inspec ted : emergency 
p la, nning, coordination w/offsi te support groups it emergency 
facilities equipment i. procedures. 

PEROTTl, D. J. , JENKINS, OR. Region 2, Atlanta, Office of the 
Director. 00/10/30, tOpp. 07223:170. 


0O12UO371 Provides info re health physics appraisal beginning 801201. 
Lift of NRC personnel %. contractors requiring access to 
protected areas end. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 0D/H/19. 
3pp. 07224:147. 


6012020395 Ac k receipt of 601015 Ur taking exception to violation 
noted in IE Insp Rept 30-364/00-33. Disagrees 

w/interpretat ion of requirements for normal weld radiography 
per IE Bulletin 79-13. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction It Engineering 
Support Branch, 80/11/20. 2pp. 07143:210. 


— 8012020397 Responds to NRC 800910 Ur re violations noted in IE Imp 
Rept 50-364/00-33. Refutes NRC allegation of deficiency. 

Density tolerance for weld acceptable since reading not 
indicative of general weld area. 

CLAYrON,F,L. Alabama Power Co. 00/10/15. 2pp. 07143:212. 


— 9D120?0400 Forwards IE Insp Rept 50-364/00-33 on 000025-27 U not let Of 
violation. 

MURPHY,C. E. Region 2, Atlanta, Office of the Director. 00/09/10. 
2pp. 07143:214. 


— 8012020402 Notice of violation from insp on 000025-27, 

« Region 2, Atlanta, Office of the Director. 80/09/16. Ip, 
07143:216. 


— B012020404 IE Insp Rept 50-364/00-33 on 000825-27. Noncomp 1 1 anc » noted: 
for Meld C-1 ■ rad iographed to meet IE Bulletin 79-13, film 
density through base matl next to weld was more than 30^ 
darker than density through darkest penetrameter. 

CROh'LEY, B, R. Region 2, Atlanta, Office of the Director. 

HERDT. A.R. Region 2, Atlanta, Reactor Construction U Engineering 
Support Branch. 00/09/16. 4pp, 07143:217. 
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G0tSl300l& Ack receipt of IE Insp 
propri«tary info, 

CLAYTOM. F. L, Alabama Po-jer Co 


Ropt SO-OM/BO-GQ on 001038. No 
80/U/20. Ip. 03791:166 


8012300543 Forwards LER 
CLAYTON- F L Alabama 


80-003/01 T-0, 

Power Co 80/12/23. 


Ip. 


07361 : Gill , 


8012040472 Forwards IE OuJlotin 60~24. "Prevention of Dana^e Due to 
Water Leakage Inside Conta inrnent, “ Wi>itten response 
r« qu 1 re d . Reques ts info on manpouier expended. 

Q ^REILLYi J, P. Region 2. Atlanta- Office of the Director. 80/11/21. 
ip. 07163:329. 


80t2>>50064 Forwards 16 Bulletin 80-24. '“Prevention of Damage Due to 
ilater Leakage Inside Containment " No written response 
r « q.u 1 r e d . 

0 'REILLY, J. P. Region 2. Atlanta. Office of the Director. 80/11/21. 
ip. 07173:220: 


8012030614 Forwards Info Notice 80-42, ‘“Effect of Radiation on 
H^jdraulic Snubber Fluid, '“ No written response required. 

□ 'REILLY, J. P. Region 2. Atlanta. Office of the Director. 80/11/24. 
Iji. 07174:107. 


— 8012300547 LER 00-003/01 T-0 on 801209. concrete block walls found 
meet seismic operational requirements Caused bq amisston of 
portions of vertical reinforcing ii/ov accompanying gruut per 
original drawing. Correc ti ons to be approved. 

HAIRSTON. W G. , Alabama Power Co 80/12/23 2pp 07361:342. 


not 


to 


V. Operator Examinations 


8012530476 Forwards addl info to 801023 Itr re prompt notification sys. 
meterolog i ca 1 criteria ♦or emergency preparedness at 
operating nuclear plants 1: c 1 ar i f i cat i on of min staffing 
requirements. 

CLAYTON. F.L Alabama Pouar Co. 30/12/16 6pp. 


DOCKET 50-366 EDWIN I HATCH N'JCLEAR PLANT, UNIT 2 


6012170400 Forwards IE Info Notice 80-29, Suppl 1. “’Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

Q'REILLY. J. P. Region 2. Atlanta. Office of the Director, 80/11/26, 
ip. 0 7269:100. 


80121B0S96 Responds to IE Bulletin 00-21. "Yalve Yokes Supplied by 
Malcolm Foundry Co. Inc." No valve parts cast by Malcolm 
Foundry have been used at facilities. 

CLAYTO.'lr F. L. Alabama Power Co. 00/12/03. Ip. 07271:359. 


8012180611 Responds to IE Bulletin 80-23, “Failures of Solenoid Valves 
Mf} by Valcor Engineering Corp. “ No Valcor valves used in 
saf ety-re lated functions at facilities 

CLAVTQN, F, L. Alabama Power Co. 80/12/03. Ip. 07271:347. 


8012180379 Act receipt of 801202 Itr Informing NRC of steps taken to 
eorreeb violations noted in IE Insp Rept 50-364/00-33. 

MURPHY, C.E. Region 2. Atlanta. Reactor Construction 6 Engineering 
Support Branch. 80/12/11. Ip. 03794:226. 


— 8O1210O3B4 Responds bo NRC 801120 Itr re violations noted In IE Insp 
Rapt 50-364/80-33. Correc 1 1 ve actionsiWeld C-1 radiographed 
w/accaptable results. Retna i ning portions of feedwater welds 
will be radiographed par IE Bulletin 79-13. 

MCDONALD, R. P. Alabama Power Co. 00/12/02. 3pp. 03794:227. 


R. Periodic operating reports & related correspondence 


P Operating license stage docuf^ents 1; correspondence 


S012120066 Requests addl fees re 801010 itr trane.rittlng test 
confirmation rept on seismic qual i f icat ion & 801017 Ibr 
requesting Tech Spec changes 

MILi ER. U □ License Fee Management Branch. 80/10/30. 2pp. 
07231; 346. 


0012160050 Ltr to operating plant licensees, GL applicants fc CP holders. 
Forwards NUfiEG-0737 re TMI action plan requirements. Reques ts 
operating reactor licensee conf irmation in 45 days that 
Enel 1 implementation dates will be .let. 

EISEt^HUT, D. G. Division of Licensing. BO/lO/31. 7pp. 


8012220358 Ltr to all CP OL holders for DWRs re requirement for 
Implementation of ODYN code for licensing basis calculations 
performed by GE Applicable to all license applications C, 
proposed amends. Inc lud ing core reloads 
EIEENHUr. D. G. Division of Licensing. 80/11/04. 4pp. 


8012010421 Forwards Amend 19 to Liconse HPF-5. safety evaluation t 
notice of Issuance tt aval labl I i ty . 

REID, R Operating Reactors Branch 4. 80/11/12. Spp. 07095:093. 


— 8012010431 Amend 19 to License NPF-S. revising Tech Specs for fire 
protection sys bo reflect addition of newly installed sys at 
facility as required by prior licensing actions. 

REID, R. U. Operating Reactors Branch 4. 80/11/12. 7pp. 

07095:095. 


801S16039B Forwards monthly operating ropt for Nov 1980. 

CLAYTO.N. F. L. Alabama Power Co 00/12/10. Ip. 07252:337, 


“—8012160400 Monthly operating rept for Nov 1900. 

HAIRSTON. W. 0, Alabama Power Co, 80/12/01. 4pp. 07252:339. 


8. Reportable occurrences. LERs related correspondence 


8012020512 Forwards LER 80-001 /01 T-O. 

CLAYTON,F.L. Alabama' Power Co. 80/11/26. Ip. 07143:266. 


--0012020519 LER 80-001 /OlT-0; on 801112. water for lubrication ic cooling 
of A train sve water pump* found to be provided by D train 
*vc water header vice versa. Caused by design error. Design 
change to provide correct separation completed. 

HAIRSTON, H. O. Alabama Power Co. 0O/U/Q6. Ip. 07143:267. 


8012100556 Forwards LER 80-002/0! T-0. 

CLAYTON, F.L. Alabama Power Co 80/12/04, Ip. 07219; 018. 


--8012100562 LER 80-002/0 JT-0; on 801 126, dor ing insp on MSlVs, damage to 
valve disc bolt holes t. disc arm bolting on three downstream 
hSIVi d 1 scovered. Caused by design deflc iency. Design change 
will be implemented prior to initial startup, 

HAIRSTO.N. W- 0. Alabama Power Co. 80/12/04. Ip. 07219:019, 


0012150235 Initial deficiency rept re 000814 hydrogen dilution fan 29 
trip. Caused by blade mounting bolt fracture.Fan hubs 6 
blades returned to Joy Mfg Cp for testing. 

CLAYTON.r, L Alabama Power Co, 00/12/08, 3pp, 07240:276. 


0012300627 Amends commitment in LER 79-017/OlT to allow automatic rod 
control during any rapid load reduction event, Probab 1 L 1 ty Is 
oitremaly low that multiple rod drop event will occur u/o 
reactor trip concurrent w/rapid load reduction event, 

CLAYTON, F.L. Alabama Power Co. 00/12/12. 2pp. 07359:242. 


— 0012010435 Safety evaluation supporting Amend 19 to License N.PF-5, 

•* Office of Nuclear Reactor Regulation. Dlrecfcor. GO/11/12. 2pp, 
07095: 101. 


— 8012010441 Notice of issuance t availability of Amend 19 to License 
NPF-5. 

REIDiR. U. Operating Reactors Branch 4. 00/11/12. 2pp 

07095: 103 


0012220563 Ltr to all power reactor licensees forwarding MJREG-0619r 
"BUR Feedwater Nottle t Control Rod Drive Return Line 
Noxxle Cracking." Cor.f i rr.at ion that Implementation dates 
will be met must be sent within 45 days.H/o end. 

EIBENHiJT, D. G. Division of Licensing 80/11/13. ip. 


8012000607 Informs that refund has been authorlted for 801015 Classes 
I K: II liconse amend application fees. Review of FSAR 
revisions not necessary 

HILLER. N.Q. License Fee Management Branch. 90/11/25. Ip 
07106:350. 


8012090395 Advises of co.Tpliance w/order for mod of licenses concerning 
environ qualification of safety-related electrical 
equipment. Compl ete auditable records fiie of environ 
qual 1 f ication method per IE Bulletin 79-010 established 
KELLY, R.J. Georgia Power Co, 80/12/01. Ip. 07207:143. 

8012220405 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation Inform licensees of naed to comply 
w/revised Agreement State burial site cond i ti ons. Forwards 
results of IE survey. 

DENTON. H.R Office of Nuclear Reactor Regulation, Director. 

80/12/04, 2pp. 


— 0012220506 Forwards tabulation h su.Tbnary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 377, of reactors surveyed u/71/i 
planning or considering increasing storage capacity. 

DANGART.R.L, Effluent Treatment Syste.ni Branch. 80/11/06. Opp. 
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Forwards cor.ir irna 1 1 on -of co.Tipl 
"Clarification of THI Action Piati Reovi 
G01031 r?q^uest 

WIDNER^W, A 0?orQia Power Co. SO/’ 12/1 


i snc e re 
re.Tierits. "■ 

5 9pp. 


items in NUREG-0737, 
per NRC 

0731'?: 104 


0012340235 Responds to IE Sulletin 00-33 re 
V70 900-2 1-1.V70900-2 1-2 « V70900-31-3, mf g 
Engineering Corp. Valves not used at f ac i 1 
UlDt?ER«W. A. Georgia Power Co 80/11/21, 


solenoid valves 
bij Vale or 
i tl es. 

Ip. 0732(3:217. 


Q^^lnspection reports. IE EuUetirs cot r espcntfence 


0012090513 Forwards IE Ir.sp Pepts 
8C 0924-2 5 Wo none omp 1 i ante noted 
MVftPHifMC.E Region Z. Atlanta, 
Support Sranch. 00 / 10/22 2pp. 


50-321/00-40 U 50-3i6/ao-40 on 

Reactor Construction L Engineering 
07306:203. 


—0012090517 It Insp fiepts 5Q-321/S0-4O 6 50-366/00-40 on 000934-25. Nc 
noncomp UancB noted. lla^oT- areas inapec ted: contaipwenfc liner 
perxetrat j ?n j louup of none oap 1 iance-s re inservlce 

in ftp L c 6 r t i f i c ^ t i on of in^ppctors. 

l Director. HEHDT.A.R. 

egion c., Atlanta, Raactar -.onstruefcion 6 Engineering Support 
Branch 90/t0/l7 4pp 07206:205 ouppori; 


8012030317 Forwards ufeit 601015 I tr to Direc 
Regulation requesting approval of eiceptio 
to co.rect infractions noted in IE Insp Re 
50-366/00-26. 

MIDNER. N, A. Georgia Rawer Co. 00/10/23. 


tor of Nuclear Reactor 
ns to ANSI stds 
pts 50-321/00-30 b 

Ip 07149:264. 


0012150198 Forwards IE Ins’o Notice 60-37, "'C 
Reactor Cavity Flooding At Indian Point Un 
respai.se required 

O'RElLLy, J. P Region 2* Atlanta. Office o 
Ip. 07240:283 


ontainmerit Cooler Leaks & 
it 2. *• No uir i tten 

f the Director, 60/10/24. 


0012080029 Forwards I£ Info Notice 60-42, 
Hydraulic Snubber Fluid," No written res 
O'REILLV. J. P. Region 2, Atlanta, Office 
Ip. 07162: 169. 


"Effect of Radiation on 
ponse required, 
of the Director. HO/I 


I 


/24. 


SOI 211 0529 AeV receipt of 801113 
correct violations noted in IE 
50-366/00-36 

HURPHV, C. E. Region 2, Atlanta, 
Support Branch. BO/ll/26 Ip, 


Itr informing NRC of steps taken to 
Insp Repts 50-321/80-36 & 

Reactor Construction 6 Englneerinfl 
07226: 1 53. 


S0I02’ Itr re violation, noted In IE In.r 
R pts 50 3e.l/0O-36 it 50-366/80-36. Corr ec t ive actions: fire 
protection 1. loss prevention audit conducted 6 fire watch 
estab 1 1 sbed. 

NiDKfeR.N.A Georgia Power Co. 00/11/13. 2pp. 07226:154, 


*0012110534 Forwards IE Insp Repts 
000916-19 & notice of violation 
O'RETLLVt J. p. Region 2, Atlant 
80/10/27. 2pp. 07226: 156. 


50-321/80-36 U 50-366/00-36 on 
a. Office of the Director. 


-80121 10337 Notice of violation 
« Region 2, Atlanta, Office 
07226; i50 


from insp on 000716-19. 

of the Director. 00/10/21, Ip. 


a0l2l70»a6 Forwardis SuppI 3 to IE Bulletin 
Oualif ication of Class IE Equip, :ient. " Wo 
required. 

0'RH|LLV,J.P Region 2. At I anla.' Of f I c e 
Ip. 07243:295 


79-01 Q, "Environ 
written response 

of the Director. 


00/ 10/24. 


Forwards VoU I 4 2 of response 
79-013, 'Environ Qual i f j cat i on of Class 
Reiponse demnstrates that equipment is 
satisfying safety requ i reiren ts. 

WiDNERdN A. Georgia Rower Co 60/10/31 


to Items 1-6 of IE Bulletin 
IE Eqg I pnent. “ 
capable of 

BQOpp. ■07134:220. 


— 80121105J9 IE Insp Repts 50-321/80-36 4c 50-366/00-36 ori' 0009X6-19, 
Koncompl lance noted : fai lure to conduct annual audit of fire 
program U presence of nonf unt tional fire doors. 
rnbrnM I! r 2. Atlanta, Office of the Director^ 

Reactor Construction & Engin«*rlng 
Support Branch. GO/lO/21. 8pp. 07226:159. 


8012170517 Forwards fE Info Notice 
Terry Turbine Bteem Inlet Flange, 
requ Ired. 

0 'RElLLVp J. P. Region 2. Atlanta, 
Ip 07268; 109. 


80-29, Suppl ir "Broken Studs on 
" No written response 

Office of the Director, r 80/1 1/26. 


0012170016 Forwards IE Info Notice 
Valves Mfg by Vale or Engineering 
or response required. 

□ 'RE ILI y, J P. Region 2, Atla-nta, 
Ip. 07264:130. 


eO-39. "Kalfunc tion of Soienoid 
Carp." I/O specific action 

Office of the Director. 80 / 10 / 31 . 


8012230067 Forwards 
Power Sys Emergenc 
required. 

□ 'REILLY, J.P. Reg 
Ip. 0-7313; 234 


JE Circular 80-23, 'Potential Defects in 
y Generators. " No written response 

ion 2, Atlanta, Office of the Director. 


Delo 1 t 

ao/xo/3i. 


8012110732 Forwards TE Dul 
Foundry Co, Inc.’* Wi-ittaii 
O'REILLY, J. P. Region Z. 
Ip. 07225:215. 


letin GO-21, "Valve 
response required. 
Atlanta, Office of 


Tolas Supplied by llelcolm 
the Director. B^D/U/06. 


8012030957 Forwards IE Info Notice 8G-40, 
Pressure Actuates Safety Relief Val\'e Op 
Reactor Depressuri la t i on, ■' No written re 
0 'REII l.Y, V P. Region 2, Atlanta, Office 
Ip. 07150:109. 


"'Excessive Nitrogen Supply 
era t ion to Cause 
spouse required, 
of the Director, 80/11/07. 


0O12GBO3O3 Forwards IE 
in Decay Keat Removal 
response required, 
O'REILLY, J P. Region 
Ip. 07102:288. 


Info Notice 00-41, 
Sys at Davis Desse 

2, Atlanta, Office 


■'Failure of Suing 
Unit I, No 

Q-f the Director. 


Check Valve 
SO/I i/io. 


V. Ui/order far mod of, licenses concernlna 
environ quaUrlcatlon of saf ety-re lated electrical 
equipment. Complete fy. auditable records file of environ 
Bulletin 79-OlB established. 

K6LLY,R. j. Georgia Power Co. 80/12/01. ip. 


®°il,??f2‘’.'"' IE BuJI,Un 80-S4. ■•Prevention of Demage Oo* to 

m Containment (Dct 17,1900 Indian Point -S? 

event!. Containment insp for water leakage will be 
perforred at first cold shutdown. 

KELLY, R.J, Georgia Power Co. 80/12/01. Ip. 07311:000. 


^ operating reports related correspondence 


monthly operating rept for Nov 1980, 
I1A.WY,M. Georgia Power Co. 00/12/10. Ip. 07310:053. 


Monthly operating rept for Nov 1980. 
UNDt.RNQaDaP R. Georgia Power Co. 00/12/10, 9pp 


073 IB.- 034. 


^ related correspondence 


8012010307 Forwards LER B0-13a/03L-0. 

MANRY.K, Georgia Power Co. 00/11/20. Ip. 07092:142. 


0012010189 Forwards IE Bulletin 00-23, "Fall 
Hfg by VaUor Engineering Corp."- Requires 
manpauer associated w/cor rect i ve actions. 

□ 'REILLY, J.F Region 2. Atlanta, Officeo 

Ip, 07150: lOO, 


ures of Solenoid Valves 
esfcifiate of 

f the Director, 80/11/14, 


J -w on ouiurf/, leakage on torus purge i 

outboard isolation valve 2T48-F324 found such that test vo 1 
could not be pressur i xed. Caused by worn 0 rings, Shaft & 
cleaned, 0 rings replaced, 

LUULIN/C.L Georgia Power Co. 80/11/20. Zpp. 07092; 143, 


8012020903 Aci receipt of 8-01015 Itr fc -check ii 
penalty Imposed by NftC 600924 order, 

STElLO.V- Office of Inspection i. Enforcement 
Director. 00/11/17. 2 pp 07145 312. 


payment 

Office 


of 

of 


civil 

the 


8012040474 Forwards IE 
Water Leakage Inside 
required. Requests itif 
O'REIL* Y. J, P. Region 
Ip. 07163:334, 


Bui Ut in 00-24, "Preventi 
C onta ( nmen t. " (Written res 
0 on manpower eipended. 

2, Atlanta, Office of th 


on of Damage Due to 
ponse 

« Director. 80/ll/ai. 


8012010371 Forwards LER eO-t50/03L-0. 

MAN«V4«. Georgia Power Co. 00/11/20. Ip. 07071:203. 


—0012010303 LER 0O-15O/O3L-O; on 0OUO2,HPCI steam line 
did not autolsolate until Tech Specs exceeded. Cause 
Further investigation planned. 

HIZ,R.T. Georgia Power Co. 00/11/20. 2pp 07091* 


pressure 

unknoun. 

284 . 


A 


logic 


8012010306 Forwards LER a0-I47/03L-0. 

MAURY, K. Georgia Power Co. 00/ 11/20, Ip, 07091:300. 
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— 0012010393 LEW 00- 1 47/03L-0 on 801029, dr U hydrogen <fioiide 
analyiers 2-P33-P001A B found Inoporat: ive, Cause onknown. 
Vendor it. util i nve iti gating failure. 

NlXiR.T. Georgia Power Co. 00/11/20. 2pp. 0709l;30l. 


6012010349 Forwards LER 0O-146/O3U-O. 

MAhfRYiM. Georgia Power Co. 80/11/24. Ip. 07092:165. 


— 0012010357 LER aO-146/G3L-Oi on 001029. excess ive noise vibration 
observed from lR43-900ia. emergency diesel generator. Caused 
by scavenging air b lower, 0 lower replaced- 
nlX.R T. Georgia Power Co 80/11/24. 2pp. 07092:166. 


0012020500 Forwards LER 30-145/03L-0. 

Georgia Power Co. 80/11/26. Ip. 07140; 117. 


--8012240285 LER 80-1 51 0 on 801 120 . c oo rd ina tor reviewed data from 
831118 LLRT on primary feeduater isolation valve 293l”FOlO0 
4; dotermjned leakage rate “jtceedad lech Specs Caused by 
scratches on valve seat. Seat polished 

COOOJN. C U Georgia Power Co SD/13/16 2pp 07103:001. 


8012240297 Forwards LER 00-16 W03L-0. 

HAN^Y. H. Oeorgia Power Co. 00/12/16, Ip 07107:001. 


— 801224030 4 LER a0-i6l/03v-0 '..n 801126. eight relief valves. 2Q2l-F013A''M. 
failed due to pilot seat leakage i high *0* pressure. Cause 
«nd eterm i nod, Valves repaired 4 retested, 

COOOIKi-C.L Georgia Power Co 00/12/16 Ip. 07107:001. 


0O1229O24B Forwards LER GO- 1 98/03L-0 

MAf<RVirt. Georgia Power Co. 80/12/19. Ip. 07341:167. 


— 8012020507 LER 80-145/03L-0 on 801029. standby sve water pump flow U 
dynamic head data found out of compliance w/AS«E Code 
Section 11. Table lWP-3100-2 Cause not stated. Correct We 
.raint performed t pump retested. 

COGGIN. C-L Georgia Power Co 00/11/26 2pp. 07148:110- 


0012020511 Forwards LER G0-149/03L-O. 

MAM4Yj M. Georgia Power Co, QO/ll/26. Ip. 07149:114. 


— 8012070516 LER B0-149/O3L-O: on 801 101 . leak ing RHR pump suction 
isolation valve 2Ell-F004tl prevented test vol 
pressuri lation. Caused by sci-atches on seat of valve. Valve 
seat polished to remove scratches. 

CQOGIU.C L Georgia Power Co. 00/11/26. 2pp. 07140:115. 


8012090371 Forwards LER 80-152/03L-0. 

HAI/hY.II, Georgia Power Co. 80/12/02. Ip. 07203:004. 


— 8013290253 LE« BO-158/03L-0 on 801 136. drywel 1 pneumatic return 
isolation valve 2P70“F020 found leaking at 659? acem. Caused 
by scratches on seat of valve probably due to valve closing 
on debr i s. Scratc hes remov'ed. Rates t successful. 

COGOKLC.L Georgia Power Co 80/12/19. 3pp. 07341:168. 


0012290256 Forwards LER 60-1 59/03i.-0. 

MAWYiH. Georgia Poijter Co. GO/12/19. Ip 07341:174. 

— 0012390266 LER 80-159/03L-0 on 801 1 26. engine for diesel generator 2C 
failed during testing. Caused by broken cotter pins uhleh 
lock connecting rod nuts in p lace. Fol I ouup rept to be 
submitted when generator repaired, 

HlX.R. T, Georgia Power Co. 00/12/19. 2pp. 07341:175 


DOCKET 50-367 SAlLLY GENERATING STATION 


— G012090377 LER Q0-152/O3L-O; on 001 104. review of test results Indicated 
excessive leakage from RHR min flow valve 2Ell*"F007A HPCI 
turbine exhaust valve 2E41-F049. Caused by faulty closing of 
valve 2E1 1-F007A. Valve 2E41-F049 teak cause undetermined. 

COOGIN. C. L Georgia Power Co, 80/12/02 2pp. 07203:009. 


0012290740 RO: on 001031. at l400-h it was determined that smoke 
detectors were not installed per NFPA Coda 720. Cause not 
s bated. Analy 5 is being made of all detection ays & design 
work for affected sys initiated. 

HANKY. M. Georgia Power Co. 80/12/04, 2pp. 07342:339, 


8012150104 Forwards 
HANKY. M. Oeorgla 


LER 80-154/03L-0, 
Power Co. eO/12/05. 


Ip. 07241:145. 


--8012150107 LER B0-154/O3L-0. on 001106. during cold 
primary feedwater isalation valves 2B21-F010A 6 
revealed that total leaVagea exceeded Tech Spec 
Caused by scratches on valve seat. Valve seat pel 
CDOGIN. C.L. Georgia Power Co. 60/12/09. 2pp, 


shutd own« tests 

2D21-FQ77A 

limits. 

Ished. 

07241: 146. 


of 


8012150189 
HANRY. M. 


Forwards LER B0-1S3/03L-0. 
Georgia Power Co. 80/12/05. 


Ip. 


07241:087. 


— B0121S0195 LER 0O-153/O3L-O en 601 I07i during cold shuttfowni test of 
reactor core isolation cooling turbine exhaust isolation 
valve 2E81-F040 revealed that leakage exceeded 10CFR50. App 0 
acceptance criteria Caused by scratches on valve seat. 

COGOni.C.L Georgia Power Co. 00/12/05. 2pp. 07241:000, 


3012170629 Forwards LER 80-155/03L-0, 

HAf^RYrll. Georgia Power Co, 80/12/09. Ip. 07264:105. 


—8012170637 LER aO-l55/03L-0: on 001 III. RHR test line isolation valve 
2F11-F024D ft: condensate drain isolation valve 2B21-F16 found 
to be leaking. Cause unknown, 1 nvestigation underway. Valves 
will be repaired prior to startup. 

COGCIN. C.L. Georgia Power Co. 80/12/09. 2pp. 07264:106. 


8012230542 Forwards LER BC-156/03L-0. 

MAflKY.M. Georgia Power Co. 00/12/11. Ip. 07316:304, 


—8012230549 LER ao-156/03L~0: on 6011 13. determined RHR return inboard 
outboard th arms I . e x pans i on hellojs leaking in excess of 
spec. Caused by cracks in test connection tub ing, Retest to be 
performed. 

CaOGIfl.C-L, Georgia Power Co 00/12/11, 3pp. 07316:305, 


8012240280 Forwards LER 00-151 /03L-0. 

KANKY.H. Georgia Power Co. 80/12/16. Ip. 07183:001- 


A. App 1 ica ti on/coostruc t i on stage documents ft: correspondence 

8012160050 Utr to operating plant licenseea.OL applicants ^ CP holders. 
Forwards NUReO-0737 re THI action plan reqo irements. Re^ue sts 
operating reactor licensee confirmation in 45 days that 
Enel I 1 Fip I ementat ion dates will be met. 

ElSEkHOT. D. 0 Division of Licensing. 00/10/31. 7pp. 


8012220358 Ltr to all CP ft CIL holders for BWjis re requirement for 
implementation of ODYN code for licensing basis calculations 
performed by GE. App 1 icab lo to all license applications ft 
proposed amondsi inc lud xng core reloads. 

EIBENHUr. D. G. Division of Licensing, 80/11/04. 4pp. 


8012020695 Forwards balance of documents discoverable pursuant to 
800910 request for product! on. Privl ieged t oretmonicati ons not 
included. 

OOLDBERO. S. C. Hearing Branch 2. 00/11/20 3pp. 06596:003. 


—0012020703 Forwards 700330 rept. "Hydrogeological Evaluation of Const; 
Dewatering. " W/o end. 

DOKN.R. J. Northern Indiana Public Service Co. 78/04/03, 2pp. 
065B6: 003 


— 0012020718 Discusses revisions to dewatering p rogram. Proposed plan 
provides reasonable approach to dewatering problem, 

SALLARD- R. u. Enviror.nental Projects Dranch 1. 79/10/17, Ip, 

06596; 003. 


— 6012020728 Discusses proposed const dewatering monitoring program 
transmitted by Natl Park Svc. IN Dunes National Lake 
Shore. 

BALLARD, R.L. Environmental Projects Branch 1. 79/11/06. 2pp. 

06586: 003 


— 80120^>0750 Ar.k receipt of 791001 ltr ft attached documents re 
plan for Lakeshore const ft dewatering ac 1 1 vlti es. W/o end 
evaluations, 

BALLARD, R L. Environmental Projects Branch 1. 79/12/14. 

06506:003 \ 


proposed 


— 7907030173 Seeks approval of plan to formal! xo interim organl jattona I 
structure to deal w/impacts of Till i ndd ent. us ing resources 
ftt priorities within of f Ice, Forwards task doscr Iption. ft chart 
of organization structure, 

OENrOlfi H. R Office of Nuclear Reactor Regulationi Director. 
SECY-79''344. 79/03/19 33pp. 00273: 193. 


— e002220>053 Submits comments ft rcc ormendati ons re util 791227 ltr ft 
800131 meeting w/Natl Park Gves. USG8 ft util in Indianapolis 
IN. Util proposed changes to menttorlr.g ft: mitigation program 
should be disapproved. 

liULHAMiL. O. Hydrology Meteorology Branch, 80/02/09, 2pp. 
02404: 335. 
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S'a 12030311 F^ruAT-dj re.;i.'v9t tav info in order to conplete 

evaluation of ve<iuosfc for eitensioT. otf 
TEDES-OiR L Assistant C>ire-:tor for Licensing. 


5pp 


0719^: 2faa. 


— 80120?0753 Discusses proposed const dewatering monitoring pro-grain 
transmitted by Matl Park Svc.lN Dunes National Lalie 
Eh ore 

BALLARD. R. L. Environmental Projects Branch 1 79/n/OA, Spp, 

06596: 003. 


aOl223C032 Forwards raquiJSt -far add I 
update evaluation of net-l for power 
of const activity durin-g period cf 
TEJjESCO.P L Division of Licensing 


info re CP eitension request to 
Jt: socioecononlc effects 
req-uested ectension. 

8D/H/21 Bpp 07311:216. 


aOl202D‘127 Requests that latest djite for c o.np I e t i on of const be 
ejtended to 091201 Certificate of Svc end. Ann 

SHCaB. E ii IJorthern Iniiana Public S-ervlce Co. SO/1 1/26. opp. 
07148: 27A 


B012300636 ‘Effects of Dewste 
WILLARD* D Indiana l/niv 
of Environ Sc i 4- Forestry 


rjfig on IN Dunes Matl Lakeshorc. ■’ 

C-EISr J W. ‘lew York. State Uoiv. of* College 
OuSQN* J QaV Ridge National Laboratory- 


BO/ll/26. 16pp. 07358:051 


—8013300644 Forusrds. B01202 I tr for info. Copies of any response made to 

I tr requested .... ^ ir>*\ * i o 1 

'vQLLElli R J. Businessmen for the Public Interest. 80/12/12. Ip- 
07358: 067, 


-^80120='0750 Ack receipt of 791001 1 tr i. attached documents re proposed 
plan for Lakeahore const 8? dewatering ac t i vi ti es. W/o end 
e va 1 u a t i on 5 . 

BALLARD. R. L. Environmental Projects Branch 1. 79/12/14. Ip, 

D6506: 003 

— 7907030173 Seeks approval of plan to formaliie Interim organi zati ana I 
structure to deal w/impacts of TMI inc irfenti using resources 
priorities uithln of f ice. Forwards task descr ip t ion* & chart 
of arganiration structure. 

OEHTQM.H. R. Office of Nuclear Reactor Regulation* Director. 
5ECV-79-344. 79/03/19. 33pp. 00273:193. 

— 8002220053 Sub rei ts comments 8« recommendations re util 791227 Itr & 
800131 treating ui/Natl Park Svcs* U30S 8* util In Indianapolis 
TN-Utll proposed changes to monitoring 4t mitigation program 
should be disapproved. 

HirLf-'ANrL. O. Hydrotogy Meteorology Branch. 80/02/08. 2pp. 

02404: 335. 


S012090310 Requests status of CoTimissi-cn review of util revised 
deuatarlng plen t proposed use of shorter pilirgs at const 
site 4 status of hearing re CP renewal. 

DICViEl-‘30N* R. 6 In ter tor . Dapt o f . I.latlonal Park Service. 80/12/02. 
ip 07201:115. 


0012160150 Notification of 601210 meeting w/Mark 11 owners group ifi 
Setitesda.MD to discuss status of improved chugging load 
progra.?-. 

ANCER501LC. Generic laJves Branch. 80/12/02 Ip. 


0012160032 Notification cf S012<? meeting w/rtark 11 owners group in 
Dettiesda.hP to discuss suppression pool tamp limit. 

SU. T.fl. Generic Issues Branch 80/12/05. Ip. 


9312240150 Forwards resp-jnso to NRC 801121 questions re CP eztension 
request. Resp onses predicated upon 1939 completion date per 
util 931126 itr. ^ 

SHDRS. E. H Northern Indiana Public Service uo. 00/12/18 5/pP- 


8012100066 Response to C£ motion for protective order u/respect to 
notice of depos I tion. Motion should be denied & O'Rourke 
required to appear for deposition Certificate of Svc end. 

VOLLEN. R J. Porter County Chapter Interveners. VOLLEN. R, J. Volltn* 
R. J. BO/ll/24. 6pp, 07219:090. 


0012110-314 Response in opposition to Porter County Chapter Intervenori* 
molrion to suspend litigation proceed ing s. Sing le legitimate 
concern re discovery does not justify deferra I, Certificate 

9H£A(K.H. Lowenstein. Neuitnan. Relsi Axelrad iiToll. SHEA* K. H, 

Northern Indiana Public Service Co. 00/11/25, 6pp. 07223:110, 


eOl20206R5 Response supporting Porter County Chapter motion to «u»p«cvd 
further litigation proceedings, pending ASLB order. 

Certificate of Svc end. 

RAPHIHi.A. Illlnoisr State of. 80/11/26. 3pp, 07147:279, 


8012020690 Notice of appearance In proceed ing. Cortl f Icate of 8vc me I, 
RAPKIN. A. Illinois. State of. SO/1 1/26 4pp, 07147:282. 


F Security* medical emergency 4 fire protection plans 

0O12O'IO5J8 Public version of ‘ Independent Assessment of Evacuation 
Tines f-ir Pailly Hudesr Power Plant." Vok 2. prepared for 

COSBY* J.c, SHEPPARD. W V * DANCRDFT* J.R Wilbur Smith «< Associates. 
00/06/30. 58pp. 07155 336 

0012040065 Foruravd 5 public veriion of 'Evacuation Time Assessment of 
Nine Nuclear Power Plants Emergency Planning Zones." 
executive suninary. 

FElTON. J. 11. Division of R-u!es and Records 80/12/03. Ip. 


*-0012040089 Public version of “Evacuation Time Assessment of Nine 
Nuclear Power Plants Emergency Planning Zones*" executive 
surrmary* prepared for F£MA. 

a Wilbur Smith 4 Associates. 90/06/30. I7pp, 


8012190543 Response in opposition to Porter County Chapter Intervenort 
iPCCn inotlon to suspend CP extension proceed ings . PCCI will 


be granted opportunity to conduct full prehearing 
pr e para 1 1 on. Cer t i f i c a te of Svc encl. 

GOLDDERO, 8. C. Hearing Branch 2. 80/12/02, lOpp. 


O720Q: 1 10. 


8012230009 Corrects NRC 801202 response to Porter County Chapter 
Intervenors' motion to suspend litigation proceed ings. Date 
in last line of Page 4 should read 1907 not 1979. 

OLIiSTEAD. U. J. Hearing Branch 4. 80/12/03. Ip. 07311:165. 


6012290181 Response to ASLB 801120 order re d Iscovery. Adopts OE 
response 4 objections per vendor 801014 motion 6 001111 
opposing answer to Porter County Chapter second motion to 
compel. U/Certi f ica te of 8vc. Related correspondence, 

E ICHHORK. W. H Northern Indiana Public Service Co, EICHHORN* W. H. 
E i c hhgrn. Et chhorn Zi Link. 80/12/03. 4pp, 07344:172, 


--8012040155 Public version of progra.-i rept. "'Evacuation Time Assessment 
af Nine Nuclear Power Plants Emergency Planning Zones." Vol 
1. prepared for F£MA 

COSQY.J.C, Wilbur S.ni th ^ Associates. 80/06/30. 43pp. 


G. Ad i-u d ica tor y correspondence 


112020695 FcTwarda balance of documents discoverable pursuant to 
100919 request for produc t i on. Pr t vi leged communications not 
ncluded. 

DLD3EH0. 3.C Hearing Branch 2 00/11/29. 3pp, 06586:003. 


8012290535 Fowards suppl to 800605 request for CP suspension or 
revocation based on necessity of consideration of whether 
surrounding population can be evacuated in time in event 
of nuclear accident. 

CQHNiO.B. Gary. IN CQIIN.DB. Pub I Ic C i tl ten Li t i gation Group. 
80/12/04. Ip. 07332:276. 


-801 229053a. 8upp I to 000605 requests to suspend or revoke CP. 
Evacuation issues are especially suited to site feasibility 
determination for case by case cons Ideration. Cor tif icate 
of Svc enc 1. 

C8H:1* D 0 . SCHULTZ. HR. Gary* IN. COHN* D. 0. Public Citlten 
Litigation Group. 80/12/04. 12pp. 07332:277. 


012929703 Forwards 780330 rapt. "Hydrogeological Evaluation of Const 
Dewa tering . " N/o encl. 

BOKN.R.J. Northern Indiana Public Service Co. 78/04/03. 2pp. 
06596 003 


-8012029719 Discusses revisions to dewatering program. Proposed plan 
provides reasonable approach to dewatering problem. 

BALLARDiR.L. Environmental Projects Branch I, 79/l<l/l7. Ip. 

96 596: 003. 


0012290235 Response in opposition to petition for review of ABLB 
001120 decision denying petition to intervene filed by 
City of Gary* IN. United Steelworkers of America Local 6787 *< 

Save the Dunes Council et al. ll/Certif Icate of Svc. 

SHEA.se H Northern Indiana Public Service Co. SHEA* K. H. 

Louenstoin. Neii^tnan*Rei«,Axelrad 4: Toil. 00/12/18. 11pp. 07345:038. 


0912310439 Addl comments on City of Gary. IN request for action under 
IOCFR2 206. Since nuclear accident is impossible in const 
stage, defic iency in emergency planning could not constitute 
threat to pub I Ic . Cer t i f icate of Bve end. 

EICHHQRN* W. H. Northern Indiana Public Service Co. EICHHORN* W. H. 
Elcbhorn* Eichh orn Uink. 00/12/22. 6pp. 07370:215. 
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SliSOOOOll Forwarda Comptroller General B01S03 opltiinn stating 
proc. 9 clur»I assistance in adjudicatory licensing proceedings 
uas not partni ss i t> le under laui. 

GCLDDCRO, S. C. Hear i ng Qranch 2. 00/12/23 Jp. 07356:101. 


01529008*7 Memorandum V ordor denying State of IL & Porter County 
Chapter Intervenprs nouily filed Contentians R- 1 l•“9 & 13 
re need for EIS 4; contention re merits of short pilings 
propose I . 

CRQSSM^M, H. /itomic Safety and Licensing Board Panel. BO/12/24. 
7pp, 07343:041. 


tnspectian reports* IE Bulletins L correspondence 


0. Congr ess ional /Evecu ti ve Co r res p ond e nc e 


6012020834 Reiponds to- 761216 Itr eipressing concern re const of 
facility adjacent to IK Dunes Natt Lakes hpre. AELD 740405 
decision concluded that const uj-ould rot result in 
substantial env'iron harm 

ROIIDEJI, M. Commissioners. 77/02/09 3pp. 07130:359. 


— 6012020B33 Eipresses concern re const cf facility adjacent to IN Dunes 
Ifatl Lakesho r B. Ser ious concern esists re adverse impact of 
facility on Coutes Dog. 

RUPPE* P E Hqubb of Rep.* Interior h. Insular Affairs, 76/12/16. 
2pp. 07i4l:013. 


012170656 Forwards IE Info Notice 80-37, 
Reactor Cavity r'looding at Indian Point 
response required, 

KEPPLER* J. 0, Region 3, Chlcagop Office 
ip. 07266; 053, 


"Containment Cooler Leaks li 
Unit 2. " No written 

of the Director. SO/10/24. 


DOCKET 50-366 ARKANSAS Nl/CLEAH Cr^E* UMIT 2 
F. Security* medicali emergency 4 fire protection plans 


012D2D743 Foriuards three Performance Appraisal Branch in«p repts 1: 
mg t evaluation tree uj/user guide so that facility can 
compaie program to program already revieuied U make 
appropriate ad justments. tf/o and. 

KEPPLEHiJ, O, Region 3* Chicago. Office of the Director. 80/11/18. 
4pp. 


012040644 Forwards IE 
Ifater Leakage Inside 
required. 

KEPPLERiJ. 0. Region 
2pp. 07165:345 


Bulletin 80-24, '’Prevention of Damage Due to 
Centainment, " No written response 

3, Chicago* Office of the Director. 90/11/21. 


012080066 Forwards 
Hydraulic Snubber 
KEPPLER. J. 0. Reg 
2pp. 07182; 2ia. 


IE Info Nafcice BO-42. "Effect of Radiation on 
Fluid." No written response required. 

Ion 3. Chicago. Office of the Director. 80/11/24. 


8012100694 Advises of interim 1CCFR50-. 49 suspending completion dates 
for fire protection mods previously approved by NRC.Rule 
beca.Tie effective upon publication in B01O29 FR (45FR71569). 

Revised 10CFR5O. 40 & App R will supersede interim rule. 

ElSEIvHl/T. D. G. Division of Licensing. 80/ 1 1/14. 5pp. 


eOlS240lOJ Submits status of NRC review of facility fire protection. 
Updated status of fire protection items is needed for 
application of App R. Schedules for Inp 1 ementati on enc 1 
JfARTlN. R. E. Operating Reactors Branch 3. SO/12/04. App. 

07324: 330. 


0012290433 Releases public version of util emergency plan, 
FELTON, J. 11. Division of Rules and Records. 60/12/16. Ip. 
07339; 064, 


— 8012290438 Publ ic version of amended emergency plan. Rev Iston SB. 
■* Arkansas Power $; Light Co. 79/04/16. EO-Opp. 07339:065. 


1012300/09 Responds to IE 3uliotin 80-21. “Valve Yokes Supplied by 
rtalculm Foundry Co. It>c. ■' No active valves w/parts cast by 
foundry in use In saf e fcy-re lated sys of facll i ty. Response 
will bo completed by 620104. 

SHDRB/E. H, Northern Indiana Public Service Co. 80/11/25. Ip. 
07359:298, 


3012170533 Forwards IE Info Notice SO-29. fluppl 1. "Broken Studs on 
Terry Turbine Steam Inlet Flange. " No written response 
requ ired , 

KEPPLGRiJ.Q. Region 3. Chicago. Office of the Director, BO/ll/26, 
2pp. 07268: t36. 


1. Periodic operating reports 6 related correspondence 


3'O12O3D503 Forwards info re well charts for 001112-19 U Ballly wells 
w/o T ecorder S i pond 1 evo I s, pneumat Ic pressure transducers, 
water meter readings b OSOS wells for G01II9. Su.np pumps 
turned off for routine maint on 801113 

BOHN. R.J, Northern Indiana Public Service Co, BO/ll/25, 32;pp. 

07S51: 184. 


3012090182 Forwards well charts for 001 1 17-26, Ba i 1 ly ujells w/o 
recerdersi pond I eve I »* pneumati c pressure transducers, water 
metir readings -L USDS wells for 001126, 

BOHN. R.J. Northern Indiana Public Service Co. BO/12/05, 32pp. 

07187:001 


0012190130 Forwards "Sumner 1900 Quarterly Rept;QaiUy NucUar-1 Site 
Encompassing Jul-Sept 1900. '' No discernible effects to 
environ found due to const of facility. 

PURCELL. J.F, Northern Indiana Public Service Co, BO/12/05, Ip. 
07274:072. 


--6012190134 '=QuT*mer 1980 
Encompassing Jul-8ept 
a Taras Instruments. 


Quarterly ReptiDailly Nuclear-I Site 
1900, " 

Inc, 80/11/30. 600pp. 07274:073. 


8012160513 Forwards woli charts for 801 126-1203* Bai lly wells w/o 
recorders, pond levels, pneumati c pressure transducers, water 
meter readings* & USG8 wells for 80l203.Clock stopped for 
Uell 20. 

BOMNiR.J. Northern Indiana Public Service Co. 80/12/12 32pp. 

07263:059. 


0012240431 Forwards well charts for 801203-10, Ba 
r ecor d erf ■ p ond leva Is. pneumatic pressure trans 
meter readings it USGS walls For 801210, 

DD11N»R. J. Northern Indiana Public Service Co. 
07328: 073. 


i 1 ly wells w/o 
ducersi water 

80/12/19, 32pp. 


0. Adjudicatory correspondence 


8012030472 Requests hearing on issue of whether all safety-related 
electrical equipment should be environmentally qualified in 
accordance w/Ofc of Nuclear Reactor Regulation guidelines or 
NUR£0-05ea, ^ 

REYNOLDS, N. S. Debovoise t Liberman. 80/12/04. 2pp. 07184:282. 


P Operating license stage documents & correspondence 


0O12O2O7 53 Forwards seismic qualifications of auxiliary feedwater sys 
in operating PMRs t describes program NRC is urdertaling 
to revlBuj capability of operating PURs to remove decay 
heat following earthquake, 

E IBENhUTi D. G. Division of Licensing. 80/10/21 4pp, 


8012160050 Ltr to operating plant licensees, QL applicants !< CP holders, 
Forwards NUREO-0737 re TMl action plan requ i rements. Reques ts 
operating reactor licensee qonf i rma t ton In 45 days that 
Enel 1 impl emeriteti on dates will be met. 

EISENHUT, D. G. Division of Licensing. BO/10/31. 7pp. 


e0l2S:>0563 Ltr to all power reactor licensees forwarding NUREG“061i9r 
"BWR Feedwater Noiile Control Rod Drive Return Line 
Notile Cracking." Confirmation that Imp Umentat i on dates 
will be .Tiet must be sent within 45 days. W/e end, 

EISENrtUT, D. O. Division of Licensing. 60/11/13. Ip. 


012030939 Forwards Performance Appraisal Branch repts It mg t evaluation 
trae 6 user's guide. Info provided to ensure that licensees 
have opportunity to review strengths weaknesses for 
program app 1 icab t Uty. U/o ends. 

8EYFRIT»K,V. Region 4. Dallas, Office of the Director. 80/11/14. 


/^-T 4 AQ. /i/va 


8012090106 Forwards Amends 49 6 iB to Licenses DPR-51 
respectively 1. notice of issuance L aval lab 11 i ty. 
REID.RsN. Operating Reactors Qranch 4. 8D/tl/l9. 


U KPF-6, 

3pp. 07199; 190. 


— 9012090110 Amends 4C 19 to Licenses DPR-51 *c NPF-6 p re s pee 1 1 ve 1 V . 
Including requirement to maintain safeguards contingency 
plan to be Implemented within 30 days of Commission 
approval. 

REID*R.». Operating Reactors Branch 4, BO/ll/19. 4pp 

07199: 193. 


— 8012090'115 Notice of issuance t availability af Amends 48 10 to 

Licenses DPR- Si I NPF-6r respec t i ve 1 y. 

REID,R.U. Operating Reactors Branch 4, B0-/11/19, 2pp. 

07199: 197. 
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S&l2140i07 Foiruai'di requests for add! info -t positions Te»iilfcini 9 from 
revieu cf ufcil 800131 response to 7*?110£i Itr on 

feed’^ater sys. Questions based on WRC revlou of 
recent operating enperience end. 

CLAQkiR.A Operating Reactors Branch 3 00/11/24. 10pp. 

07261: 239 


8O1S08O515 Foruards drauings indicating mods to low temp 
Ova r p ressur 1 lat ! on sijs design 6 logiC'per T/lOl 1 Itr ra 
Ainend 1, Section 2F to License K'PF-6. 

TfllMDUErD. C, Arkansas Poufrr 6 Light Co. BO/12/01. 4pp. 071B2M09. 


G012150097 Forwards proprietarq t: nonproprietary versions of CEN-^lSSiA) 
■‘Statistical Combination of Uncertainties. “ Describes 
methods used to combine sgs parameter uncertainties in 
ttierma.l margin analyses for Cycle 2. 

TRIMELEjD-C Arkansas Pouer I Light Co. BO/l2/Oi, 2pp. 07S41;828. 


—8012150098 Affidavit supporting proprietary trea^iment for CEN-lS'Ji A)-P» 
■Statistical Combination of Uncertainties. . 

SCHERER. A E. Combustion Engineering. Inc. 80/11/13. 5pp. 

07241:230- 


—8013150101 "Statistical Combination of Uncertatnt i ei : Comti Inat i on of 
Sys Parameter Uncertainties in Thermal Margin Analysss for 
AR Nuclear One Unit 2, ' Proprietary version ylihheld (ref 
10CFR2. 790 ) 

■* Combustion Engineering. Inc CEN-139fA)-NP. B0/11/3Q. 66pp. 

07241:233. 


8012090174 Submits info re flushing operations on containment cooling 
un i ts. Inc luies mar water temp used during high temp 
flush ing. durati on of flush, descript i on of hou uater temp tj-as 
monitored t description of flushing sequence used. 

TRIMBLE.D. c. Arkansas Pouer 4i Light Co 80/13/02, 2pp. 07200:129. 


8012090180 Forwards figures referenced in B01031 submittal of 
proposed Tech Spec changes re hydrogen~oxygen 
concentration limits in waste gas sys. Figures uere 
inadvertently emitted at time of submittal. 

TRIMBLE.D, C. Arkansas Power J Light Co. 80/12/02, 3pp, 07207:108. 


8012JOOO/4 Notification of 601203 meeting w/util in BethesdaiMD to 
discuss requirements for environ qual i f ication of safety- 
related electrical ec^uipment. 

MARTIN. R. E. Operating Reactors Branch 3. 80/12/02. 2pp. 

07219: 106 


BO122204B3 Responds to 6C&911 me.r.a requesting that Qfc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/ravised Agreement State burial site cond 1 felons. Forwards 
results of IE survey. 

DCNION. H. R. Office of Nuclear Reactor Regulationj Director. 
80/12/04. 2pp. 07299:205 


6012220506 Forwards tabulation sumTiary of IE survey on lou level 
•waste at 31 reactors.Lou level waste storage facilities 
have been expanded at 377. of reactors surveyed W/71X 
planning or considering increasing storage capacity. 

BANOARTiR. L. Effluent Treat.sent Systems Branch, 60/11/06. 0pp. 
07299:207. 


6012290496 Infor.ms that 800919 topical rept re qua 1 1 f icati on of raactor 
physics methods for application to PURs has been determined 
to contain preprietary info 6 will be withheld as requested. 

REID. R.W. Operating Reactors Branch 4. 80/12/05. 3pp. 07335:159, 


8015300730 Requests Plant Sys 6 Core i Containment Sys Branch review 
of end info re util core reload app I ication, to identify 
potential problem areas. Feedback should be provided re 
identity of reviewers I meeting of listed schedules. 

NCVAh.T. H. Assistant Director for Operating Reactors. 60/12/09. 
7pp. 07359:273. 


8012300340 Agrees to eitension until 831205 for plant safety committee 
to become operational 

CLARK, R. A. Operating Reactors Branch 3. REID, R.W. Operating 
Reactors Branch 4. 80/12/13. 3pp. 07358:361, 

>12530200 Submits addl info requested In B00B05 Itr re fracture 
toughness of steam generator t reactor coolant pomp 
supports. Mill test repts on grade of ASTM A-5B3 used for 
luga not availab le. 

TftlMDLEiD.C, Arkansas Power Light Co. 80/12/16. 7pp, 

H2530492 Surnmari les util concerns re NRC 001024 order for nod of 
licenses requiring environ qualification of Cla«* IE 
electrical equipment by 820630. Requests hearing to rtfolve 
concerns re implementation metheds. 

CAVANAUGH, W, Arkansas Power 6 Light Co, B0/12/1&. Spp. 07312:207. 


80122901601 Forwards commitments to ThI action plan requironents per 
NUREO-0737. Shift technical advisor training program 6 
procedures to verify correct performance of operating 
activities will bo completed by 810101. 

CAVANAUGH, U. Arkansas Power ii Light Co. 80/12/19, 12pp. 

07330; 242, 


Q. Inspection reportsi IE aulletins i: correspondence 


3012120174 Responds to IE Bulletin "Failure of Merc ury-llet ted 

Matrix Relays in Reactor Protective Sys of Operating Nuclear 
Power Plants Designed by C-£. " Util does not use specific 
relay in logic matrices. 

TRIMDLE.D.C. Arkansas Power i Light Co. SO/OB/OB. Ip, 07236:105. 


3012120156 Responds to IE Bulletin 80-16, "Malnt of Adequate hin Flow 
Thru Centrifugal Charging Pumps Following Secondary Side 
High Energy Line Rupture." Facilities are adequately 
designed to maintain HP 1 pump cooling. 

TRIHDLE^D. C. Arkansas Power 6 Light Co. 60/09/22. 3pp, 07240:018. 


B01225'0597 Requests extension until 810101 for response to IE Bullstln 
79-OIR, Suppl 5, "Environ Qua I i P i cation of Class IE 
Equlpmant. " If request cannot be granted Inf ormal ly , NRC 
requested to treat Itr as application' to amend OL. 

CAVANAUGH, M. Arkansas Power ^ Light Co. 00/10/09. 4pp. 07599:222, 


8012120099 Responds to Item 2 of IE Bulletin 79-17. Revl * Ion 1, "Pipf 
Cracks In Stagnant Dnrafeed Water Sys at PUR Plants." 

Required piping insps completed 001010. Ur i tten rapt will 
be submitted by 801109. 

TRIMBLE, D.C. Arkansas Power Light Co. 00/10/16. Ip. 07231:397 


B01212030S Forwards IE In»p Repts 90-313/00-10 «* 50-360/00-10 on 
B00922-26 i: notice of doviatlon. 

MADSEN, G. L. Region 4, Dallas, Reactor Operations Nuclear Bupporfe 
Branch. 80/10/20. 5pp. 07231:297. 


— B012120311 Notice of deviation from Insp on B00922-26, 

* Region 4, Dallas, Office of the Director, 00/10/17. Ip, 
07231 : 299. 


—8012120336 IE Insp Repts 50-313/00-10 & 90-368/00-10 an a009&2-26. 
None amp 1 iance noted : samp 1 ing program not established per IE 
Bulletin BO-IO response commitment. 

DEAN, a., HUNNICUTT, n. K. Region 4, Dallas, Office of the Director. 
GAOLI ARDQi J. E. Region 4, Dallas, Reactor Dporatlons Nuclear 
Support Branch, 80/10/17. 4pp. 07231:300. 


8012120191 Responds to- lE Bulletin GO-19, "Possible Loss of Emergency 
Notification 8i|s CENSl u/Loss of Offsite Power. " Test 
verified that all extensions remained folly operable from 
facility to NRC upon loss of offsite power, 

CAVANAUOH/W. Arkansas Power t Light Co. BO/10/22. 3p-p. 07236:106. 


9012080859 Forwards IE Insp Repts 50-313/80-12 St 50-368/90-12 on 
800617-20 St 0714-10. 

MADSEN, O. L. Region 4,- Dallas, Reactor Operations Nuclear Support 
Branch. 00/10/23. Spp. 07100:200, 


— BOl 2000034 IE Insp Repts 50-313/80-12 St 50-360/00-12 on 000617-20 U 
0714-16. Noncomp 1 lance noted : fai lure to take prompt 
corrective action St failure to meet requalifications 
training program. 

ANESHANSLEY, M. . DEAN,S.R,, JAUDON. J. P. Region 4, Dallas, Qffiet of 
the Director. BO/lO/21, 20pp. 07180:202. 


8012170323 Forwards Guppl 3 to IE Sulletin 79-018, "Environ 
Qua 1 i f ic at 1 on of Class IE Equipment.'* No written response 
required. 

SEVfRIT. {S, V. Region 4, Dallas, Office of the Director. 00/10/24. 
ip. 07268:348. 


8012160065 Forwards IE Info Notice 00-37, "Containment Cooler Leaks it 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
response required, 

SEYFRII.K. V, Region 4, Dallas, Office of the Director. BO/tO/27. 
Ip. 07262: 144. 


^012120106 Revises 600702 response to Item 2 of IE Bulletin 00-10* 
"Contamination of Nonradioactive Sys..." Routine sampling 
program will be established by 810801 for condensate storage 
tanks Sc instrument air ays. 

TRIMBLE* D. C, Arkansas Power t: Light Co. 00/10/30. Ip. 07231:399, 


8012170362 Forwards IE Info Notice 00-38, "Cracking in Charging Pump 
Casing Cladding." No written response required. 

SEYFRIFfK. V. Region 4, Dallas, Office of the Director. 00/10/30. 
tp. 07269:030, 
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80>2020t44 Forwards rasponso to IE aiillefcin 79-OIB* "Environ 
OuallMtation of Class IE Equipment" tt 800919 revised orders 
fop mod of licenses, Remaining open items refer to changing 
requirements rather than actual deficiencies. 

C^VA^MDGHiW, Arkansas Power 4 Light Co. 0O/tO/31. 700pp. 

0 & 9 (&: 001 


□012120224 Forwards IE Insp Repts 50''313/B0-17 & 50-36Q/B0-17 on 
800022-0921 4. notice of violation. 

KADSENi O. L. Region 4« Dallasi Reactor Operations Nuclear Support 
Branch. 00/10/31. 2pp. 07237. 1B4. 


— 8012120231 Notice of violation from insp on 800822-0921. 

* Region At Dallasi Office of the Director. 80/10/31. 2pp. 
07237: 186, 


—8012120237 IE l^isp Repts 90-313/80-17 50-368/80-17 on 800922-0921. 

None qmp I i ante noted; inoperab le containment cooling units* 
failure to submit L£R & inadequate control of containment 
tildg purge. 

JOHNSON/ W. D, * CALLAN.L J./ HJNNiCUrT, D. M. Region 4, Dallas. Office 
of the Director. 00/10/31. 13pp 07237:180. 


8012150021 Forwards response to IE Bulletin 79-019. "Environ 
Oual i f i cat! cn of Class IE Equipment* " fulfilling NRC 800919 
orders far mnd of license. Util is currently evaluating each 
component to determine documentation status. W/o end, 

CAVANAUGH. W. Arkansas Power Light Co. 80/10/31. Spp. 07241:044, 


8012170916 Forwards IE Info Notice 00-39* "Malfunction of Solenoid 
Valves Mfg bg Valcor Engineering Corp. " No written response 
Is required, 

SEfFRlT. K. V. Region 4. Dallas* Office qf the Director. 00/10/31, 
Ip. 0/266:013. 


8012230026 Forwards IE Circular 80-23. "Potential Defects In Delolt 
Power Sqs Emergency Generators. " No written response 
requ i red. 

SE/FRIT. X. V. Region 4, Dallas. Office of the Director. 00/10/31. 
Ip. 07311:210. 


QOi2l0O62S Forwards IE Bulletin 00-21* "Valve Yokes Supplied by 
Malcolm Foundry Co. Inc. " Written response required. 

SEYFRIT. X. V. Region 4. Dallas. Office of the Director. 00/11/06. 
Ip. 072201 000. 


8012030909 Forwards IE Info Notice 80-40* "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur 1 lat 1 on " No written response required, 

BEYFRIT^K. V. Region 4* Dallas. Office of the Director. 00/11/07, 
ip. 07130: 173. 


8012080595 Forwards IE Info Notice 00-41. "Failure of Swing CheeJe Valve 
in Decay Heat Removal Sys at Davis Desse Unit 1. " No 
response required. 

SEYFRIliX.V. Region 4. Dallas* Office of the Director. 80/11/10, 

Ip. 07163; 014. 


8012040024 Forwards IE Bulletin 80-23. "Failures of Solenoid Valves 
Kfg by Valcor Engineering Corp." Requires estimate of 
manpower associated u/corrective actions. 

SEyfRlT»X. V, Region 4* Dallas. Office of the Director. OO/ii/14. 
Ip. 07169:301. 


3012240323 Ack receipt of 001030 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts SO-3t3/8O-10 U 
SO-360/CO-1O. 

MADSEN* G. L. Region 4. Dallas. Reactor Operations Nuclear Support 
Branch. 80/11/25. Ip. 07329:138. 


--8012240331 Responds to NRC 001020 Itr re violations noted in IE Insp 
Repts SO-313/BO-18 fc 50-368/00-18. Correc tlve actions: 

Sampling analysis or monitoring program established on 
000001. revl seif , 

TRIMBLE. D C. Arkansas Power Light Co. 80/10/30. 2pp. 

07325: 139, 


G012240033 Ack receipt of 801121 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/00-17 & 
50-369/80-17, 

MADSEN.G. L. Region 4* Dallas* Reactor Operations Nuclear Support 
Branch. 00/12/02 Ip. 07324:222. 


--8012240038 Responds to NRC 001031 Ur re violations noted in IE Insp 
Repts 50-313/00-17 & 50-368/00-17. Correc tive action; shift 
supervisor counsalled re proper coordination control of 
all operations. 

TRIMBLE. D C. Arkansas Power t: Light Co. 80/11/21. 7pp. 

07324:223- 


001211033'! Ack receipt of 001112 Itr informing NRC of steps taken to 
correct violations noted in IE trsp rept K of payment of 
civ'il penalties. 

THOMPSON, D. Office of Inspection 6 Enforcement, Office of the 
Director BO/ 12/04 Ip 07223:236 


R. Periodic operating reports 4* related correspondence 


8012160414 Forwards monthly operating rept for Nov 1980 

TRIMBLE, D C. Arkansas Power Light Co. 80/13/12. Ip. 07252:333 


— 0'>1216O415 Monthly operating rept for Nov 1980. 

PENuERGRAFT, R Arkansas Power L Light Co, 00/12/12, 5pp. 
07253: 354. 


S. Repartahle occurrences. LERs R related correspondence 


8012030637 Forwards revised LER eo-009/03X-i. 

PROBABLE DELETE: DUPE OF BOU2l09a4. 

TRIMBLE. D C. Arkansas Power 1 Light Co. 00/11/17. ip. 07151:143. 


6012010370 Forwards updated LER 79-023/99X-1. 

TRIMBLE* D.C. Arkansas Power 6 Light Co. 0O/U/19. Ip. 07091:270. 


— 8012010301 Updated LER 79-022/99X-1 : on 790322* c hang e s in control 
circuitry of containms^nt cooling fans discovered 
Inadvertently omitted Caused by overs ight. Mods completed, 
SHIVELY. C.N. Arkansas Power Light Co. 00/11/19. 4pp. 
07091: 279. 


0012010315 Forwards updated LER 79~033/01X-1. 

TRIMBLE. D.C. Arkansas Power Light Co. 80/11/20. Ip, 07092:145. 


— 8012010324 Updated LER 79-033/0 1 X- 1 : on 790514* un I solatable leak 
discovered at seal cavity pressure sensing line to 2PT— 6006 
for reactor coolant pump 2P32A. Caused by mechantcal fatigue 
resulting from low stress cyclic loading. Mods complete. 
SHIVEUV.C.N. Arkansas Power t. Light Co. 09/11/20. 4pp. 
07092: 146 


8012010331 Forwards updated LER 79-067/04X-1 . 

TRIMBLE* D.C. Arkansas Power 4; Light Co. 00/11/20. Ip. 07092:159. 


— 8012010340 Updated LER 79-067/04X-1 : on 790600, ao x 1 1 iary bldg raduaste 
area radiation <T.onitor 2RE-B542 sample pump found to have 
broken pomp/motor coup 1 iog. Cause 'jnstated. Oual I f i ed coupling 
replacements installed. 

SHIVELY* C.N. Arkansas Power I'. Light Co. 60/11/20. Ip. 

07092: 160. 


8012010402 Forwards updated LER 60-019/03X-1. 

TR1MBlE*D.C. Arkansas Power L Light Co. 00/11/21. Ip. 07097:037. 


—0012010406 Updated LER 80-019/03X-1 : on 000410. leak found on reactor 
makeup water tank supply to charging pump sect i on. Caused by 
cracking Induced by vibrat ion. Pipe spool piece w/defect 
replaced (: addl supports installed. 

SHlVECYi C. N. Arkansas Power Zt Light Co. GO/11/21. Ip. 


8012030638 Forwards LERs SO-O02/O3L-O 6 a0-0a3/03L-O. 

TRIMBLE* D.C. Arkansas Power L Light Co. 00/11/24. Ip. 07151:152. 


—8012030641 LER ao-082/03L-0: on 801030, d ur tng Mode I operation plant 
computer f a i 1 ed. Caused by grounding problems due to voltage 
sp 1 kes. Uol d ing grounds relocated U computer returned to svc, 
peNDE«ORAFT*R. Arkansas Power L Light Co, 00/11/25. Ip. 

07151 ; 153 


—8012030643 LER aO-Oa3/03L-0: cn 001103, during Mode I operation 6igma 
Indicators on remote shutdown panel 2C0O discovered 
Inoperah le. Caused by mechanically stuck indi cator, Qerva 
miotor replaced I: indicator callbr. 

f ENOERORAFT. R. Arkansas Power L Light Co. 00/11/29. Ip. 
07151:154. 


8012020458 Forwards LER GO-081/03L-0. 

TR IMBUE* D. C, Arkansas Power t Light Co. 80/11/25. Ip. 07143:242. 


— 8012030461 LER 80-031 /03L'O: on 801030* fire watch not maintained 
continuously while pipe to 2VUC~21 through fire barrier 
rep laced. Caused by inadequate written specs. New control of 
(Taint procedures addresses problem. 

PENOFRORAFT.R. Arkansas Power L Light Co. 00/11/29. Ip. 
07143:243. 


8012090388 Forwards revised LER 90-045/04X-2. 

TflIMBLEiD.C. Arkansas Power t Light Co. 00/12/02. Ip. 07203:016, ! 

i 
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•‘-B012090395 Revised LER *j0'04 5/0'»)t-2 on 600702. 0623 *, 1 102, cond enser 
of-rjas radial'iort monit&r 2r<E-0645 fownd inop e-rab I e. Cau'sed bij 
DoistLsre buildup in piping i subsequent damage to condenser. 

No cause t'ound t’or latest e^ent, 

SHtVELV, C.N, AvVansai Power i Light Co. BO/12/02. Ip. 

07203: 017, 


SOI 2090420 For'iiards LER S0-C86/03L'-0, 

TniJlSLe-D C. Arlansas Power i Light Co. BO/ 1 2/03. Jp. 07203:032, 


-3012090423 LER BO-Oafe/C3L’G on 301103. leai discovered on sensing line 
0 # reactor coolant pump delta p trartsnitter for 2P32B. Caused 
b 4 vibratian induced ratigue due to binding In hell-coil 
adjacent to valve, Lina replaced i- repositioned. 

SHIVELV,C,M Arkansas Power Light Co. 80/12/03. Ip, 

07203: 033 


S012090453 Forwards LER S0-076/03L~0. 

TRIMElE. D. C Arkansas Poujer « Light Co. 80/ 12/03. Ip. 07203:055. 


--8012090463 LER aO-076/03L-0: on 801 103, emergency Feedwater pomp 2P7A 
found inoperable due to broken ter.minal conneebion screw. 

On 300723. pump declarisd inoperable due to loss of control 
poLe r. Caused eicessiv'o use incorrect recorder hookup. 
SHIVELY^C.N Arkansas Power t Light Co. BO/12/03. Ip. 

07203:056. 


8012100555 Forwards revised LER &0-07e/03X”l . 

TRIMBLE. D.C Ark.insas Power ft Light Co. 30/12/04. ip. 07218:147. 


--□012100560 Revised LER eO~07Q/03X- I ; on 801014. B HPSI puffip 2Pe9D tripped 
on overcurrent. Caused bg motor bearing misalignment on 
inboard motor bear i ng. Rotor balanced ft mobor bells replaced. 
PENDERORAFT. R. Arkansas PoLcr ft Light Co. 80/12/04. Ip. 

07210: 146. 


8012150037 Forwards LER ao-095/03L-0. 

TRIMBLE. D.C. Arkansas Power ft Light Co. 00/12/09. Ip. 07237:281. 


-•'&012150038 LER 80-095/031 -0: cn 8011 11, core protection calculator (CPC) 
A link Failed Caused bg data link failure between CPC 
channel ft operator ccnsol c. Da ta link card replaced ft 
bgpasses removed. 

SNIVELV. C.N. Arkansas Power ft Light Co. 80/12/09, ip. 

07237: 282 


8012150037 Forwards updated LER 8O-0fiO/O3X-l . 

tremble. D C. Arkansas Power 4 Light Co. 80/12/09. Ip. 07237:283. 


— B012150090 Updated LER SO-060/03X-1 : on B00730.core protection 
calculator 0 Failed ft on 001120 calculator C Failed. Cause 
unde r termJned . Watch dog timer timed out preventing 
comrpuni cat 1 ons. Qijs r ei n i tial i > ed ft bgpasses rernoved, 

SHIVELY. C.N Arkansas Power ft Light Ca. 00/12/09, Ip. 
07237: 284. 


8012290020 PNO- 1 '/-eo- 40: cn 001205, shaft coupling Ofliergencg feedwater 
p unp to electric motor tuisted in two when emergency 
Feedwater pump bearings seiied-Event followed nanual scram 
when main feedwater valve Failed bo open. Repair underway. 

JONUGOfl. W. D. , HUWNlcyTT, D K , MAOSEfLO.L. Region 4, Dallas. Office 
of the Director. 80/12/09 Ip. 07337:076. 


0012170623 Forwards LER eO-Oa4/O3L-0. 

TRIh2LE.D.C. Arkansas Power ft Light Co. BO/tS/H. Ip. 07264:230, 


— B012170630 LER 80-064 /O3L-0 : on BOl IIB, valve stroke time of MBIV 
2CV-tOtO exceeded limit. Caused bg valve internal damper 
adjustment drift. Valve adjusted ft retested. 

PENLFRGRAFT. R. Arkansas Power ft Light Co. 80/12/11. Ip. 
07264: 231. 


aOl21B0240 Forwards revised LER aO-D3l/03X-l. 

TRIMDLe. D. C- Arkansas Power ft L.lght Co, BO/12/15, Ip. 03793:361. 


—8012180243 Revised LE8 BO-031 /03X- 1 : on 800327. conn} e ns er offgas 
radiation monitor 28ITS-'064S found Ino-perab te. Caused by 
sample motor bearing fai Itire. Bearing replaced, 

SHIVELY, C. N- Arkansas Power ft; Light Co, BO/12/15. Ip, 
03793; 362, 


"R 79-006/03K-1. 

ht Co. 80/12/15, Ip. 07308:334. 


--0O1222O466 Revised LER 79-006/03X-1 ; on 790109. on B core protection 
calculator fail ft CEAC ind i cators, t i near power density ft 
DNan received low pressuriier trips. Caused by ground fault 
relays falling out on low bus voltage. 

SHIVELY. C.N Arkansas Power ft: Light Co. BD/12/15. Ip. 

0730B: 335. 


801229C025 PNQ-l V-80-40A: Un i t 2 remains in cold shufcdouin following 
manual scram on 801205. Pump components replaced in e/rergenciy 
feedwater pump Including rotating assembly Test indicated 
pu:ip cuT%'e dropped off at upper end. Eva luat ion continues. 

JOJUviSON, W. D. . HVNNICUTT, D. M. . MADSEN. G, L, Region 4. Dallas. Office 
of the Director. 00/12/15. Ip, 07339:075. 


DOCKET 50-369 WILLIAM Q. MCGUIRE NUCLEAR STATION. UNIT 1 


A. App 1 j cation/c ons true t i on stage documents ft correspondence 


8012160050 Ltr to operating plant licensees. OL applicants ft CP hokdert. 
Forwards NUREG-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation In 45 days that 
Enel I imp lementa tlon dates will be net. 

EIEENH'JT. D. G. Di vi s i on of LUens ing. 80/10/31. 7pp. 


6012010422 Denies 800813 request that proprietary versions of Info rt 
electrical equipment qualification ft Westlnghouse affidavit 
CAU-BO-31 be withheld (ref 10CFR2. 7701, 

YOUNGaLOOD, D J. Licensing Branch 1. 80/11/12. 4pp, 06916:001. 


8012010536 Requires sub.nittal cf plans ft schedule for Installation of 
appropriate hydrogen control sys for degraded core accident 
situations ft detailed description of tests needed to 
de.-nons trate ef fee tivaness of proposed sys. 

EISENHUT, D. G. Division of Licensing, 80/11/14, 3pp. 07098:224. 


8012020717 Notification of 801124 meeting w/util in Meek lenburg. MC to 
develop fracture toughness data re General Design Criteria 
51. 

DIRKEL.R. A. Licensing Branch 1. 60/11/20, 3pp. 06916:001. 


8012090127 Notification of 801203-05 .meeting u/util in Charlotte. NC to 
discuss piping sys ft support criteria implementation. 

DIRKEL.R.A. Licensing Branch 1. 80/11/20, 3pp. 07199; 199. 


G012040721 Discusses NRC review of scheduler requirements for special 
low power test program ft emergency procedures. Lists 
schedular requirements to be me t, Eva luat i on to be completed 
in conjunction u/facllity full power ascension program. 

TEOESCOtR. L. Assistant Director for Licensing. BO/ii/21. 2pp. 
07170:044. 


8012090^06 Summary of B01117 meeting u/util at site re QL application 
revieu. 

DIRKEL, R.A. Licensing Branch 1. 60/11/21. 5pp. 07202:276. 


601218030! Summary of BOllU-12 site trip by NRC.util.ftMl ft XYZYX Info 
Corp to conduct simulator ft control room wa 1 k-through s of 
emergency proc edures. Lis t of revieu team members ft meeting 
attendees end, 

CLAYTON. 8. Procedures ft Test Review Branch. SO/11/21. 7pp. 

07272: 001. 


0012010201 Forwards draft Tech Specs 3, 4, 7. 2. 4. 4. 7. 2. 2 ft Table 3.4-1 re 
operational leakage for RCS ft list of RCS pressure isolation 
valves, in response to NRC 801006 request. 

PARKER. U.O. Duke Power Co. 80/11/24. 4pp. 07098:001. 


— aOI20t0225 Proposed Tech Specs 3. 4. 7. 2. 4. 4. 7. 2, 2 ft Table 3.4-1 re RCS 
operational leakage. 

e Duke Power Co. 80/1 i/24. 3pp. 07098:009. 


6012120229 Forwards summary of 00(028-29 meeting u/util in CharlottexNC 
re auxiliary feedwater sys reliability evaluation. 

Y0U;40ar OOD. B. J. Licensing Branch i. 80/11/25. 2pp. 07236:197. 


—8012120238 Sumrary of 801028-29 meeting w/utll in Chariot toiNC re 
auxiliary feedwater sys reliability evaluation. 

PARR.O.D. Auxiliary Systems Branch. BO/ll/20, 5pp, 07236:199. 


8012050290 Enumerates events contributing to delay in facility fuel 
loading sch edu le, Def ic iency repts end. 

PARKER. N.O. Duke Power Co. 80/11/26. 3pp. 07175:043. 


—8012050302 Significant Deficiency Repts SD 369/80-20 ft 8D 370/60-15 re 
improper loads for design of pipe support/restrainti 
Initially reported 801028. Comprehens ive program initlatadi to 
correct problems. 

PARKER. U.O. Duke Power Go. 80/11/26. 4pp. 07175:046. 
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--fl0l2O5O3l4 Significant Deficiency Repts SD 369/80-21 it SO 370/80-16 re 
LOCA pressure effects not considered in analw^ls piping 
iii/cold penetrations initially reported 801031 . Comprehensl v® 
pragrapt initiated to correct problems. 

O Duke Power Co. 80/11/26 3pp. 07175; 050. 


8012050391 Responds to NRC 801105 Itr reguesting addl info re effect of 
split breaks on peak clad temp Forwards analgsls of results- 
of double-ended cold leg break. 

PARKER. W.O Duke Power Co 80/12/02. 3pp. 07175:072. 


6012050446 Informs NRC that structural mods will be made to Category I 
masonry walla if results of spectrUiH reanalysla program 
identifies walls which do not comply w/specified design 
criteria. 

PARKER, W.O. Duke Power Co. 80/12/02. Ip. 07171:348. 


0O1222O4B5 Responds to 000911 memo requesting that Oft of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement State burial site cond i tions. Forwards 
results of IE survey. 

DENION, H. R. Office of Nuclear Reactor Regulation, Director. 
00/12/04. 2pp 


— 8012220506 Forwards tabulation %. summary of IE survey on tow level 
waste at Si reactors. tow level waste storage facilities 
have been expanded at 37’/, of reactors surveyed w/7r4 
planning or considering increasing storage capacity. 

BAN-3-ART, R U. Effluent Treatment Systems Branch. BO/ll/06 0pp. 


8012170700 Forwards info re nuclear power plants to be licensed Dec 
I9a0-0ec 1981 in response to request from Nuclear Oversight 
Corni t tee. 

MIRAOLfA, F. Licensing Branch 3. 80/12/05. 3pp. 07266:098. 


8012150069 Informs that re-eva I uati on of schedule indicates Unit 1 
could be ready for fuel loading by 010130 instead of 810216 
as previously subml tted, Reduced nooiber of pipe hangers 
requiring mods is primary reason for rescheduling. 

FARKER,N.O. Duke Power Co. 80/12/09. Ip. 07239:360. 


8013220344 Notification of 001217 meeting w/utll to discuss auxiliary 
feedwater sys reliability. 

0IRKEL.R.A. Licensing Branch 1. 80/12/09. 3pp, 07308:339. 


8.012230530 Releases public version of util emergency procedures. 
FELTON, J, II. Division of Rules and Records. 00/12/12. Ip. 
07313: 136. 

— 80i:>23 0535 Forwards public version of revised util emergency 
procedures. 

PARKER, N.O. Duke Power Co. 80/12/03 2pp. 07313; 130. 

— 0012230537 Public version of revised Emergency Procedure 
Ef*/t/A/5000/01 1 "Immediate Actions 8, Diagnostics." 

Dule Power Co. 00/12/03, 14pp, 07313:140, 


— 0012230541 Public version of revised Emergency Procedure 
EP/I/A/5000/02 p "Loss of Reactor Coolant. " 

4 Duka Power Co. 00/12/03 27pp. 07313:154. 


— 80122:30543 Public version of revised Emergency Procedure 
EP/1 /A/50G0/O4, "Steam Generator Tube Rupture. " 

Dule Power Co. 80/12/03. 22pp. 07313:181. 


— 8012230546 Public version of revised Abnormal Operating Procedure 
A.P/l/A/5500/05( "Inadequate Core Cooling." 

+ Duke Power Co. 80/12/03. 3pp. 07313:203. 


— 0012230540 Public version of revised Abnormal Operating Procedure 
AP/l/A/5500/06, "Loss of Steam Oenerator Feedwater. " 

♦ Duke Power Co. 00/12/03. 3pp. 07313:206. 


G012230345 Suppls 801124 Itr re RCS pressure isolation valves. in 
response to NRC 801210 request Valves listed in end list 
will be defined as Category A. List includes addl valves in 
cold lag accumulator discharge lines. 

PARKER,U.a. Duke Power Co. 00/12/18. 3pp. 07311:137. 


8012300601 Forwards Char lotte-Mec k I enburg Environ Coalition leaflet 
distributed to participants during 001205 06 emergency 

planning drill at facilities Document may have initiated 
recent Itrs to ASLB requesting reopened hearings. 

PORTER. W.L. Duke Power Co. 00/12/22. 2pp. 07359:240. 


F Security, medical, emergency h fire protection plans 


801224O0.A9 Relenscs public version of util draft emergency plan. 
Includes State of NC radiological response plan. 

FELTON. J. M. Division of Rules and Records 80/12/12. Ip. 
0376B; 001. 


— 0012240372 Forwards public version of util draft emergency plan 8< 
State of NC radiological response plan in support of 
fixed nuclear facilities. 

PARKER. N.Q. Duke Power Co GO/03/20 Ip. 03760:001, 


— 801^240377 Public version of State of N*" drnft radiological emergency 
response plan in support of fixed nuclear facilities. 

■* North Carolina. State of 79/10/11. I25pp 03760:001. 


-'0012240331 Public version of util draft emergency plan. 
* Duke Power Co. 00/03/20. lOOpp. 03769: 001. 


G012'230330 Outlines health physics program. Cone I udes that program is 
effective in reducing radiation exposure to levels ALARA.per 
util 000806 1010 meetihg w/NRC 

PARKER. W.O Duke Power Co. Q0/1^'/19. 6pp. 07314:095 


0. Adjudicatory correspondence 


6012120551 Order granting Carolina Environ Study Group 800815 revised 
mutloii to reopen hearing record to consider contentions re 
hydrogen generation control Natter has obvious safety 
i mp 1 icatl ons. Revi sed Contentions 1-4 to be ad j ud i ca t ed . 

LAZO. R. h. Atomic Safety and Licensing Board Panel. QO/ll/25. 5pp. 
07237: 123. 


0012120535 Order granting in part applicant 800930 motloti for suitmary 
d i sposi tion. to allow Commissicn to issue license for 
fuel loading, initial criticality ^ lero power physics test. 

ASLQ will hear evidence re hydrogen generation issue. 

LAZO, R.M. Atomic Safety and Licensing Board Panel. 00/11/25. 6pp. 
07237 120. 


0012230014 Response in opposition to li Fennel 800926 request to reopen 
hearing if viewed as late petition to intervene. Certi f icate 
of Sve end. 

MCGARRYf J. K. Duke Power Co. NCOARRV. J. M. Debevoise 6 Liberman 
00/12/02. 4pp. 073H;174. 

6012290209 Response to intervener Carolina Environ Study Group 001107 
acfdl contentions re hydrogen generation contra I . Content ions 
5 i(: 6 should not be admitted in pr occed ings . Cer 1 1 f icat> of 
Sve ancl. 

CURTISS. J.R Regulations Division. 80/12/15. 1 1pp. 07344:242 


0012300066 Response to Carolina Environ Study Group motion to add 
further contentions Carolina Environ Study Group addl 
Contentions 566 found factually K legally flawed & merit 
den ial. Cert i F i cate of Gve end 

NCGAWRY.J. N. Duke i»ower Co. KCOARflV. J. M. Debevoise 6 Liberman. 
90/12/15. 9pp. 07350 349. 


K. General correspondence 


801204CC08 Ac k receipt of 000911 Itr requesting hearing re low pressure 
contain.ment t- danger of hydrogen e xp los ion. Forwards 
Cormisslon cnatl addressing concerns. NRC reviewing evacuation 
plans to determine compliance w/lOCFRSO. W/o encl. 

KETCKEfLE. G. Hearing Branch 4. 80/11/14. 3pp. 06915:001. 


— 9012040022 Ac k receipt of 800925 Itr requesting hearing re low pressure 
contaiment t. danger of hydrogen e xp 1 osion. Faruards 
Coirmisaion matl addressing concerns IvRC reviewing evacuation 
pla'is to determine compliance w/ 10CFR50. W/o end. 

KGTCHEM. E G. Hearing Branch 4, 00/11/14 i 2pp. 06915:001. 


6012150158 Requests hearings be reopened re facility ref SECY 00-107 
dtd 800626 re containment thickness. 

NUNNENKANP, T. W. Affi Hat ton Unknown 00/12/09 Ip. 07107:001. 


8012190594 Ac k receipt of 801015 Itr requesting reopening of hearing 
to consider problems associated w/T(1I'2-ty pe accident. 

ASLB Issued G01125 order reopening operating proceeding re 
hydrogen generation issue. 

KErCHElLE. G. Hearing Branch 4, 80/12/10. 2pp, 07206:177. 


80I2220390 Expresses opinion that emergency evacuation procedures 
should be improved before OL is granted to facility. 

PniMf'i,L.U. Affiliation Unknown. 80/12/10. 4pp. 07304:142. 
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Bni2590393 E»pressfli CQn^;erii ra opeoin.^ a( fac 
SPARRCl^. AffiJiation Un>nO!*ni 00 / 12 / J 9 


I i tiei . 

Ip. 07308:001. 


M Antitrust correspondence 


BOIS30C030 Order granting attached licensee 
util. COJ I fiRC, 

TUBR I OY. 'J- F Atonic Safety and Licensing 
21pp 


comnltments, agreed to by 

Board Panel. 74/05/24. 


- •'0O123'r'OO4O Re<iueit for order direc 
attached cond i tl ons. UOJ fy otil j 
terwirafce MRC prosecutorial role 
partg Certif Icate of Svc end 
VOOLER, B H Atonic Energy Comfiit 


ting licenses be anended per 
□ in in .-not i on. Order uould 
.but NRC luould remain as 

ssicn 74/03/13. 9pp. 


ij Inspecti on reports. 


Bulletins 'V correspondence 


0012160043 Foriijards IE Info Notice 90-37, 
Reactor Cavity Flooding At Indian Point 
response required. 

Q'PElLfY.J-P Region 2* Atlanta. Qmc 
ip. 073i2:J76. 


"Containment Cooler Ueaks & 
Unit 2. '■ No written 

e ct the Director. BO/lO/24. 


8012170813 Forwards IE Info Notice 00-38. "CracUog in Charging Pump 
Casing Cladding." No written response required. 

O'REILLY, J.P Region 2, Atlanta. 

Ip. 


Office of the Director. BO/lO/30. 


0012170571 Forwards IE Info Notice 00-39. "Malfunction of Solenoid 
Valves Hfg by Valcor Engineering Corp." No written response 

O^HEILLyIjP. Regions- Atlanta. Office of the Director. BO/lO/31. 

Ip. 


0O123JOO5O Forwards IF Circular 30-23. "Potential De-fecfcs in Beloit 
Power ays Emergency Qenerators " No written response 

a^RElLLvl vI. P Region 2- Atlanta* Office of the Director. BO/lO/31. 
Ip. 07311:240. 


--00120:50137 Resp 
in IE losp Re 
ac t ) ons: fire 
welding opera 
PARKER* W 0. 


ends to NRC B00930 Itr ro violations U deviations noted 
pts 50-369/00-35 ty. 50-370/BO- 1 5. Co pr ec 1 1 ve 
protection requirements during cutting & 
tions w.i 1 1 be revised for clarification. 

Duke Power Co. G0/10/S4. Spp- 07142: ill. 


--0012030133 Foruards IE Insp Repts 50-369/00-25 6 50-370/00-15 on 
800902-05 5: notices of violation fy deviation. . , 

hURFrtV.C E Region 3. Atlanta. Reactor Construction t Engineering 
Support Branch. BO/09/30. 2pp 07142:119. 


— 80120-20141 Notice of violation 
V Region 2. Atlanta. Office 
07142: 121. 


fro.m insp on B00902-05. 

of the Director. 00/09/25. 2pp. 


--8012020147 Notice of deviation 
■* Region 2. Atlanta. Office 
07142: 123 


from insp on 000902-05. 

of the Director. Q0/O9/2S, Ip. 


— 00120^0159 IE Insp Repts 50-369/80-25 & 50-370/80-15 on B00902-05. 
Noncompliance noted : we I d ing operations conducted in cable 
spreading room of Unit I over c ombustih 1 e trash it fuel day 
tanks stored in same room as diesel generator, 

MILLER. W.N Region 2, Atlanta. Office of the Director. 

CONLON.T e. Region 2, Atlanta. Reactor Construction S< Engineering 
Support Branch. 00/09/25. I3pp. 07142. 124. 


9012050055 Forwards IE Bulletin 00-24, "Prevention of Damage Due to 
Uater Leakage Inside Containment " No written response 

O^REILLY* J. P. Region 2. Atlanta, Office of the Director. 80/11/21. 
ip. 07173:210. 

8012170509 Forwards IE Info Notice 00-29. Boppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange. " No written response 

O^REILLvl J.P. Region 2* Atlanta. Office of the Director. 60/11/26. 
Ip. 07268:096. 


0O121BO361 Ack receipt of IE 
800929- 1002. No proprietary 
PARMER. W O, Duke Power Co. 


Insp Repts 50-369/80-20 8« 50-370/00-10 on 
info. 

00/12/02. Ip. 03794:205, 


0012110749 Forwards IE Bulletin 60-21, "Valve 
Foundry Co, Inc. Written response required. 
O'REILLY. J. P. Region 2, Atlanta. Office of 
Ip. 07224; 199. 


Yokes Supplied 
the Director. 


by Malcolm 
00/11/06, 


— 0012180366 Forwards IE Insp Repts 50-369/00-20 4; 90-370/00-10 on 
800929-1002. No none amp 1 1 anc e noted, „ . ^ 

STOUR, J.P. Region 2. Atlanta, Fuel Facility 6 Materials Safety 
Branch, eO/ll/12. 2np. 03794:206, 


8012030373 Forwards IE Info Notice 80-40, "Ei'C 
Pressure Actuates Safety Relief Valve Oparat 
Reactor Depresi uri lat i on. “ Ifo written respon 
O'REILLy. J P Region ?. Atlanta, Office of 
Ip. 07150:121. 


essive Nitrogen Supply 
ion to Cause 
se required. 

the -Director. 00/11/07. 


6012000603 Forwards IE Info Notice 00-41. "Fai 
in Decay Meat Removal Sys at Davis Desse Uni 
respoi'se required. 

□ 'REli-LY, J P. Region 2. Atlanta. Off ice Of 

Ip 


lure of Swing 
t 1 - " No 

the Director. 


Check Valve 

00 / 11 / 10 . 


8012010172 Forwards IE Bulletin 80-23- "Failures of Solenoid Valves 
Hfg by Valcor Engineerirg Corp." Requires esti.Tate of 
manpower associated u/corrective actions. 

O'REILLY. JP Region 2. Atlanta. Office of the Director. 80/11/14. 
Ip. 07158:004. 


—8012100375 IE Insp Repts 50-369/00-28 t< 50-370/00-10 on 000929-1002. Nd 
noncompliance noted Major areas inspected : emergency planning 
drill Bierclse observation it environ protection. 

OIDSDILO. T. Region 2. Atlanta, Office of the Director. 

J£N:^.rMS< G, R. Region 2. Atlanta. Fuel Facility it Materials Safety 
Branch. BO/U/04. 5pp. 03794:200. 


8012100674 Forward 
Support Bate Pla 
Bolts. ’■ Results 
safety features 
PARKER, W.Q. Duk 


s Revision 3 of response to IE Bulletin 79-02. 
te Designs Using Concrete Enpanslan Anchor 
of statistical evaluation of anchor bolt 
enc 1 

e Power Co. 00/12/03. 59pp 07271:265, 


"Pipe 


8012100397 Acit receipt of IE Insp Repts 50-369/00-31 it 50-370/80-17 
on 001020 - 22 - No proprlectary info. 

PARKER. N. 0. Duke Power Co. 80/12/04. Ip. 03794:248. 


0012000645 Ack receipt of lE Insp Rept 
proprietary ir.fc, 

PARKER, IJ.D. Duke Power Co. 00 / 11/1 


50-369/00-29 on B00924-26, No 
4, tp 07107:034. 


--80121B0399 Forwards !E Insp Repts 50-369/00-31 U 50-370/BO-17 on 
001020-22. No noncompUance noted. 

MURPHY, C.E. Region 2. Atlanta, Reactor Construction b Engineering 
Support Branch, 00/11/14. 2pp. 03794:249. 


--8012080649 Forwards IE Insp Repfc 50-369/00-29 on 900924-26. No 
noncompliance noted 

MJRPHVrC-E Region 2. Atlanta, Office of the Director. 80/10/27. 
gpp 07187:035. 


— 8012030656 IE Insp fiept 50-369/00-29 on 000924-26. No nancomp I lance 
noted. Majpr areas inspec ted : p Ipe support base plate designs 
h 3 «tS':tic analysis for as-built saf Bty-related piping sys. 

ANG.N. P. Region 2. Atlanta, Office of the Director, HERDT, A. R. 
Rejion 2. Atlanta. Reactor Construction it Engineering Support 
Branch. BO/lO/20. 5pp 07187:037. 


8012020117 Ack receipt of 801024 itr informing NflC of steps taken to 
correct violations deviations noted in IE Insp Repts 
50-369/00-23 i 50-370/00-15. 

KURFHy*C.E. Region 2, Atlanta- Reac tor Cons true t ion Eng Ineer i ng 
Support Branch. BO/U/20. Ip 07142:110. 


— 0012180401 IE Insp Repts 50-369/00-31 V. 50-370/00-17 on B01020’-22. No 
noncompl ionce noted. Major areas Inspected; IE Bulletins 79-02 
I/. 79-14 it QA training 6 qualifications. 

AN,W.P. Region 2, Atlanta, Office of the Director, HERDT.A, R, 
Region 2« Atlanta, Reactor Construction it Engineering Support 
Branch, 100/11/12. 4pp. 03794:251, 


8012230450 Discusses status of preservice insp of facility & forwardf 
two add I requests for relief from ASME code requirements re 
safety t relief noitles ft: containment spray heat exchangers. 

PARKER. N.Q, Duke Power Co, 00/12/13. 7pp, 07312:274. 


8012230459 Informs of insp program developed to demonstrate lack of 
hole forivation In guide thimble tubes of Westlnghouse 17X17 
fuel assembly array. Insp results provided prior to startup 
after first Unit I refueling outage. 

PARKER, W. □ Duke Power Co, 00/12/19. ip. 07314:121. 
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S, Re|>qrtable occurrences. LERs i: related correspondence 


6015240033 Part 21 rept re improper operation of E-max isolator part 
Number 17S01 15. Slny le channel isolators 1750141 1750115 

will be changed out w/Part 1750146. 

PARKER. W.D. Duke Power Co 00/11/18. 3pp. 07324; 230. 


8012040408 Doficiencij rept re improper leads used for support/res tra Int 
design (LQCA. valve d Ischargei mismatc h J . Comprehens Ive program 
initiated to Identify support/res tra i nts af fee ted. revi se 
design sketches 4; perform hardware changes. 

PARKER. U.D. Duke Power Co. 80/11/26. 4pp. 07161:330. 


— 6013120238 Sum-nary of G&102&-2? meeting u/util in Charlotte. NC re 
auxiliary feedwater sys reliability evaluation. 

PARR.O.D. Auxiliary Syatema Branch 80/11/20. 5pp 07236:199, 

8012050390 Enumerates events contributing to delay in facility fuel 
loading s chedul e. Dsf ic 1 ency repts entl. 

PARKER. W. O. Duke Pouar Co. 80/11/26. 3pp 07173:043. 

— 8012050302 Significant Deficiency Repts BO 369/00-20 6 SD 370/80-15 re 
improper loads for design of pipe support/restraints 
initially reported 8010^0 Comprehensive program initiated to 
correct problems. 

PAPKeR.U. 0 Duke Power Co □0/11/26 4pp. 07175:046. 


0012050290 Enumerates events contributing to delay in facility fuel 
loading sch edul e. Def i c 1 ency repts encl. 

PARKER. W.Q, Duke Power Co. GO/11/26. 3pp. 07175:043. 


— 8012050302 Significant Deficiency Repts SD 369/80-20 t* SD 370/Q0-15 re 
improper loads for design of pipe support/restraints 
Initially reported 0OIO2B. Comprehensive program initiated to 
correct problems. 

PARKER. H.O, Duke Power Co, 00/11/26. 4pp. 07175:046. 


--8012050314 Significant Deficiency Repts SD 369/00-21 6 SD 370/80-16 re 
LDCA pressure affects not considered in analysis of piping 
u/cold penetrations initially reported 001031. Comprehens ive 
program initiated to correct problems. 

PARKER, u.o Duke Power Co. 80/11/26. 3pp. 07175:030. 


8012300606 Forwards supplemental response to Significant Deficiency 
Repts SD 369/60-10 & 370/60-13 re dafactivo coils In Valcor 
solenoid valves, per NRC 601114 ret^uest. Coi I s In valves of 
sys re<iulrffd for fuel loading will be replaced by 610109. 

PARKER. U □ Duke Power Co. 60/12/17. 3pp 07346:192, 


DQCKEl 30-370 WILLIAM D, MCGUIRE NUCLEAR STATION. UNIT 2 
A. App 1 icatl on/construc t ion stage documents 6 correspondence 


3042160050 Ltr to operating plant llcenseeSfOL applicants 8i CP holders. 
Forwards NUREO-0737 re TMl action plan requirements, Requos t* 
operating reactor licensee confirmation in 45 days that 
Encl t implementation dates will be net. 

E JSENHUT* D. 0. Division of Licensing. 60/10/31. 7pp, 


0012010422 Denies 800013 request that proprietary versions of Info re 
electrical equipment qualification 6 Westinghouse affidavit 
CAW-aO-31 be withheld iref lCChR2. 790>. 

YOUNGgLDQDf a. J, Licensing Branch 1. 0O/U/12, 4pp. 06916:001. 


0012010336 Requires submittal of plans schedule for Installation of 
appropriate hydrogen control sys fer degraded core accident 
situations & detailed description of tests needed to 
demidinstr ate effectiveness of proposed sys. 

EISENHUT.D 0. Division of Licensing. 80/11/14. 3pp. 07090:224. 


8012020717 Notification of 801124 meeting w/util in Meek lenburg. NC to 
develop fracture toughness data re General Design Criteria 
SI. 

BIRKEL-R.A. Licensing Branch 1. 90/11/20. 3pp. 06916:001. 

8012090127 Notification of B01203-05 meeting w/util in Charlotte^NC to 
discuss piping sys support criteria implementation. 

DIRKELjR.A. Licensing Branch 1. aO/U/20, 3pp. 07199:199. 


0012040721 Discusses NRC review of scheduler requirements for special 
low power test program 4 emergency procedures. Lists 
schedular requirements to be met, Eva luation to be completed 
in conjunction w/facility full power ascension program. 

TEOESCO. R, L. Assistant Director for Licensing. 00/11/21. 2pp. 
07170:044. 


— 6012050314 Significant Deficiency Repts SD 369/00-21 SD 370/90-16 re 
LCJCA pressure effects not ccnslderod in analysis of piping 
w/cold penetrations initially reported B01031 Comprehensive 
pragran initiated to correct ptobloms 

PARKER, 14.0 Duke Power Co. 0O/U/26. 3pp. 07175:050. 


S012050391 Responds to NRC 001105 ltr requesting addl info re effect of 
split breaks on peak clad temp. Forwards analysis of results 
of double-ended cold leg break. 

PARKeRpN O. Duke Power Co. BO/12/02. 3pp. 07175.072. 


9012050446 Informs NRC that structural mods will be made to Category 1 
masonry walls if results of spectrum reanalysls program 
identifies walls which do not comply w/speclfied design 
erl taria 

PARKER. W O. Duke Power Co 80/12/02. Ip 07171:348. 


8012220405 Responds to 600911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revised Agreement Stato burial site c ond i tions. Forwards 
results of IE survey 

DEHION, H. R. Office of Nuclear Reactor Regulation. Director. 

DO/ 1 2/04. 2pp, 


--801222O506 Forwards tabulation & summary of IE survey on low level 
waste at 51 reactors. Low level waste storage facilities 
have been expanded at 37V, of reactors surveyed w/7rK 
planning or considering Increasing storage capacity. 

DAKG.<iRTi R. L. Effluent Treatment Systems Branch. 00/11/06. 8pp. 


8012150069 Informs that re-eva 1 uat i on of schedule Indicates Unit I 
could be ready for fuel loading by 810120 Instead of 010216 
as previously submi tbed . Reduc ed number of pipe hangers 
requiring mods is primary reason for rescheduling. 

PARKER. W. 0, Duke Power Co. 80/12/09. Ip. 07237:360. 


8012220344 Notification of 601217 meeting w/utll to discuss auxiliary 
faedwater sys reliability. 

BtRKEL.R. A. Licensing Branch 1. 80/12/09 3pp. 07308:337. 

8012230345 Supple 801124 ltr ro PCS pressure isolation valves. In 
response to NRC 801210 request. Va Ives listed in encl list 
will be defined as Category A.List includes addl valves in 
cold leg accumulator discharge lines. 

PARKER. W.D. Duke Power Co. 60/12/10 3pp. 07311:139, 


0012300601 Forwards Char 1 otte-Mec It lenburg Environ Coalition leaflet 
distributed to participants during 091205 6 06 emergency 
planning drill at fag i 1 i t i e s. Doc ument may have initiated 
recent Itrs to A5LD requesting reopened hearings. 

PORTER. ILL. Duke Power Co. 00/12/22 2pp 07359:240, 


F. Security, medical, emergency 1; fire protection plans 


8012240369 Releases public version of util draft emergency plan. 

Includes Statu of NC radiological response plan. 

' FEL.T0N. J. It Division o# Rules and Records. 80/12/12, Jp 
03768:001. 


801 20902 fva Summary of 801117 meeting w/utll at site re OL application 
review. 

BIRKEL.R. A. Licensing Branch 1. 80/11/21, Spp. 07202:270. 


0012010201 Forwards draft Tech Specs 3 4. 7. 2. 4. 4. 7. 2. 2 Table 3.4-1 r« 
operational leakage for RCS i\ list of RC3 pressure isolation 
valves. in response to NRC 801006 request. 

PARKER. 14.0. Duke Power Co. 80/11/24. 4pp. 07090:001. 


— 0OIJ724O372 Forwards public version of util draft emergency plan 4: 

State of NC radiological response plan in support of \ 

fixed nuclear Facilities, I 

PARKER. U.O Duke Power Co. 90/03/20. ip. 03768:001. ! 

i 

— 6012240377 Public version of State of NC draft radiological emergencij 
response plan in suppoT't of fixed nuclear facilities. . 

■e North Carolina. Stats of. 79/10/11. t25pp. 03768:001. \ 


— 0012010225 Proposed Tech Specs 3. 4. 7. 2. 4. 4. 7. 2. 2 & Table 3,4-1 re RC8 
operational leakage, 

'♦ Duke Power Co. 80/11/24, 3pp. 07090:005. 

8012120229 Forwards sum-mary of 801029-29 meeting w/util In Charlotte, NC 
re auxiliary feedwater sys reliability evaluation. 

YOUNORLOOD. B, vl. Licensing Branch 1. 80/11/25. 2pp, 07236:197, 


—8012240301 public version of util draft emergency plan. 
^ Duke Power Co. 80/03/20. 100pp. 03769:001. 


0012230330 Outlines health physics pvqy rani. Cane ludes that program is 
effective in reducing radiation exposure to levels ALARA. per 
util 000806 L 1010 meetihg w/N«C. 

PARKER, N.Q. Duke Power Co 00/12/19. 6pp. 07314:095, 
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DOCKETED ITEMS 


Ad jud icatOT'j correspor.deRcc 


eOlZt2055l Order grantinj Carolina Environ Studt| Group G00915 revised 
notion to reopen hearing record to consider confcerttians re 
h'jdrojjen generation control f-iatter has obvious safetv 
i-nplicationa Revised Contentions 1 -*1 to be adjudicated. 

LAZO. R. tv Atonic Safety and Licensing Board Panel. B0/J1/2S. 5pp. 
07337- 123, 


S012130555 Order granting in part applicant 800¥30 motion for suranary 
dispos i t tan. to allow Catr-r i ssien to issue license for 
fuel loading, ini tial criticalitg t lero power phyaics test. 

ASLB uill hear evidence re Nijdrager generation, issue. 

LAZO. R.n Atcrnic Safety and Licensing Board Pane). SO/il/'S^ 6pp. 
07237: 139. 


3012230014 Response in oppositjen to M Fennel BOOTSA req.uest to reopen 
hearing if viewed as late petition to ir tervene. Cert i f icate 
of Sve end 

HCOARRV. vl M Duka Power Co. l-lCOARriV. J. 11 Debe^vaise Liberman. 
aO/ 12 / 02 . 4 pp. 07311 174 


8012290209 Response to intervener Carolir\a Environ Study Croup B01107 
add! contentions re hydrogen generation c onbr o 1 . Conten tlons 
5 .5: 6 should not be admitted in prcc eeding s . Car ti f Icate of 
Sve end, 

CUSTIS5»J. R. Regulations Division. 80/12/15. Hpp. 07344:242, 


8012300066 Response to Carolina Environ Study Group motion to add 
further contentions Carolina Environ Study Group add) 

Contentions 5 6 found factually I legally flawed &c merit 

denial. Carti ficate of Sve end. 

KCQARRY.J. II. Duke Power Co. MCGARRV. J. H. Debevolse t Liberman. 
e0/l2d5. 9pp. 07358:349. 


H. General correspardence 


fiOl20'lGOOa Ack receipt of 800911 Itr re^iiiost i ngi hearing re low pressure 
containment i danger of hydrogen exp los ion. Forward s 
Cormiss ion mail addressi-ng concerns. WRC reviewing evacuation 
plans to determine compliance w/10CFRS3. W/o end. 

KEICHSM. E G. Hearing Branch 4 60/11/14. 3pp. 06915:001 


--601204002? Ack receipt of 600935 Hr re(|uesbiTig hearing re low pressure 
contaiment h danger of hydrogen exp I as ion. Forward s 
Co!r*.issifln natl addressing concerns . h5«C reviewing evacuation 
plans to determine compliance u/tOCFRSO W/o end. 

KETCHEII.E. C. Hearing Branch 4. 90/11/14. Spp. 06915:001. 


8012150193 Requests hearings be reopened ro facility ref SECV BO-107 
dtd 600626 re containment thickness 

•riL:NNErMA'';R. T. H Affi Uation Uninown. 00/12/09. Ip. 07167:001. 


3012190534 AeV receipt of 801015 Itr requesting reopening of hearing 
to consider problems associated w/Tl1I-2-typfl accident. 

ASLA issued 601125 order reopening operating proceeding re 
hydrogen generation issue 

J^ETCHEth E. G. Hearing Branch 4 80/12/10. 2pp, 07266:17 7. 


3012220390 Eipresses opinion that emergency evacuation procedures 
should be improved before QL is granted to facility. 

PRIMHiL. tJ. Affiliation Unknown. SO/12/10. 4pp. 07304:142. 


3012290293 Expresses concern re opening of facilities. 

8PARRD;i,K Affiliation Unknown. SO/ 1 2/ 19. Ip. O730B:00t 


n. Antitrust correspondence 


a01e:300030 Order granting attached licensee comtsitmentsr agreed to by 
util.DOU t me. 

TUiJRlOY. J. F. Atomic Safety and Licensing Board Panel. 74/05/24. 
21pp 


--E01?30Q040 Request for order directing licenses be amended per 
attached conditions COJ ?- util join in not i on. Driler iwaulif 
terminate NRC prosecutorial roU.but WRC would remain as 
party. Certificate of Sve end. 

vauLER.B.H Atomic Energy Commissian 74/05/13. 9pp. 

0 Inspection reports. If Bulletins 4: correspondence 

8012160042 Forwards IE Info Notice 60-37. “Containment Cooler Leaks «{ 
Reactor Cavity Flooding At Indian Paint Unit 2. ’* Wo written 
respOi'se required. 

0'RE|I.LY. xl P Region 2 , Atlanta. Office of the Director. eO/lQ/24, 


8012170613 Forwards IE Info Wotice 8O-'30i “Cracking in Charging Pump 
Casing Cladding." No written responso- required. 

0'fiElLLY,U.P Region 2. Atlanta, Office of the Director, BO/IQ/BO 
)P 


0012170971 Forwards IE Info Notice 0O“39, “Ma 1 f unc 1 1 on of Solenoid 
Valves llfg by Valcor Engineering Corp.“ No written response 
reqti Lred 

0 'HE ILLY, J. P. Region 2, Atlanta, Office of the Director. 00/10/31. 
Ip- 


8012230050 Forwards IE Circular 80-33, "Potential Defects In Delialt 
Power Sys Emergency Generators." No written response 
requ 1 red. 

O'REILi Y, J. P. Region 2. Atlanta, Office of the Director. 00/10/31. 
Ip. 07311:240. 


8012tl'0/49 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Maflcolm 
Foundry Co.Inc." Written response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 80/11/06. 

Ip. , ^ 


6012030873 Forwards IE Info Notice 00-40, "Excessive Nitrogen OuppLy 
Pressure Actuates Safety Relief Valve Oporation to Cause 
Reactor Dap r essur i xat ion. '* No wi‘ltten response required. 

0 'REILLY, J. P. Region 2> Atlanta^ Office of the Director GO/ll/07. 
Ip. 


8012080603 Forwards IE Info Notice 0O-41, "Failure of Swing Check VaLva 
in Decay Heat Removal Sys at Davis Bease Unit 1. " No 
response required. 

O 'REILI, Yi J. P, Region 2. Atlanta, Office of the Director. 60/11/10. 

Ip. 


B012040172 Forwards IE Rulletln 00-23, "Failures of Selenoid Valves 
infg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/corrective actions. 

□ 'REILLY,J.P Region 2. Atlanta, Office of the Director. DO/ii/ll. 

ip 


0012020117 Ac k receipt of 801024 itr informing NRC of stepn t-Q 

correct violations & deviations noted in IE Insp Repts 
50-369/60-25 R; 50-370/80-15. 

MURPHVjC.E. Region 2, Atlanta, Reactor Construction i* Englneerlrf 
Support Branch. 80/11/20. Ip. 07142:110. 


—8012020127 Responds to NRC 900930 Itr ro violations fc deviaiiani notad 
in IE Insp Repts 50-369/80-25 i 50-370/80- 1 5, Cor re c 1 1 ve 
actions: fire protection requirements during cutting << 
welding operations will be revised for clarification. 

PARAERrU.O, Duke Power Co 80/10/24. 8pp. 07142:111. 


— 801202013:3 Forwards IE Insp Repts 50-369/80-25 50-370/00-15 on 

800902-05 notices of violation t. deviation. 

IVJRPHV.C.e Region 2. Atlanta, Reactor Construction fe Engineer lr>Q 
Support Branch. 80/09/30. 2pp 07142; 119. 


— 8012020141 Notice of violation from insp on 800702-05. 

« Region ?, Atlanta, Office of the Director. 80/09/25. 2pp 
07142: 121 


— Q0120J?0147 Notice of deviation from insp on 800902-05. 

a Region 2, Atlanta, Office of the Director. 00/09/25 Ip. 
07142; 123. 


--9012020159 IE Insp Repts 50-369/80-PS i< 50-370/00-15 on B00902-05. 
Noncomp 1 iance noted; we Id ing operations conducted in cable 
spreading room of Unit 1 over combustible trash ^ fuel d«g 
tanka stored in same room as dlosel goneratar. 

‘^IL.LER,W. H Region 2, Atlanta, Office of the Director. 

COKLOli,T.E Region 2. Atlanta, Reactor Construction it Englnotring 

Support Branch. 80/09/23 13pp. 07142; 124. 


0012050055 Forwards IE Bulletin 80-24, "Prevention of Darnago Due to 
Hater Leakage Inside Coittai nment. " No written response 
requ i red. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director, 00/11/2) 
Ip. 07173:210, 


8012170309 Forwards IE Info Notice 80— 29,Suppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange. " No written response 
required. 

O'Rfc ILLY, V. P Region 2, Atlanta, Office of the Director. QO/lK/26 
Ip. 07268:096. 


8012180361 Ac k receipt of IE Insp Repts 50-367/80-20 it 30-370/80-10 on 
000929-1002. No proprietary info, 

FARKEB.H, 0 Duke Power Co. BO/12/02, Ip, 03794:203, 
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— SOl2lBa3£:6 Forwards IE Insp Repts 50-369/Q0-SS b 50-370/00-10 on 
800729- 1002. No none omp 1 lanco noted. 

STOHfl* J. P. Ragion 2. Atlanta* Fuel Facilitg b Materials Sa^ete^ 
Branch. 80/11/12. 2pp 03794:206. 


— 8012180375 TE Irsp Repts 50-3.69/80-23 50-370/80-10 on 000929-1002. Mo 

none o^p 1 iance noted. Major areas inspec ted : emergency planning 
drill exercise observation h. environ protection. 

GlDSOM.O T. Region 2, Atlanta. Ofr'ice of the Director. 

JtMKIfiS. O. R. Region 2. Atlanta. Fuel Facilitq t; Materials Safety 
Branch. 80/11/04. 5pp. 03794; 208. 


0012180674 Forwards Revision 3 of response to IE Bulletin 79-02. "Pipe 
Support Base Plate Designs Using Concrete Expansion Anchor 
Solis.'' Results of statistical evaluation of anchor bolt 
safety features encl. 

PARKER, U 0 Duie Power Co. 80/12/03 59pp, 07271:265 


Q0i2ia0397 Ack receipt of IE Insp Repts 50-369/80-31 b 50-370/00-17 
on 801020-22 No prop r i ec tarij info. 

PARKER. U.O Duke Power Co. 80/12/04. Ip. 03794:248. 


--80I2180399 Forwards IE Insp Repts 50-369/00-31 & 50-370/00-17 on 
001020-22. Mo nonconip I i anc 0 noted. 

hUnPHVfC.E. Region 2. Atlanta. Reactor Construction b Eng l-neering 
Support Branch. CO/ll/14. 2pp. 03794; 249. 


--8012180401 IE Insp Ropts 50-369/80-31 50-370/80-17 on 001020-22. No 

noncampl iance noted. Major areas inspec ted; IE Bulletins 79-02 
b 79-14 b QA training t. qua 1 i f i cat i ons 

AN.M. P. Region 2. Atlanta. Office of the Director HERDT. A R, 
Region 2. Atlanta. Reactor Construction i. Engineering Support 
Branch. 80/11/12. 4?p. 03794:251. 


801223'0459 Informs of insp program developed to demonstrate lack of 
hole formation in guide thimble tubes of Uestinghouse 17X17 
fuel assembly array, Insp results provided prior to startup 
after first Unit 1 refueling outage. 

PARKER. W O. Duke Power Co 00/12/19. Ip. 07314; 121. 


S Reportable occurrences, l.ERs b. related correspondence 


8012240083 Part 21 rept re improper operation of E-nax isolator part 
Number 17S01 15. Sing le channel Isolators 1750141 6 1750115 
will be changed out w/Pat t 1750146- 

PARKER. W.O. Duke Power Co. 00/11/18. 3pp. 07324:230. 


8012040408 Deficiency rept re Improper loads used for support/restraint 
design (LOCA. valve d ischarge, mi smatc h > . Compr ehena ive program 
initiated to identify suppor t/ros tra i nts of f ec ted, revi se 
design sketches t. perform hardware chariges 
PARKER. W.O. Duke Power Co 80/11/26 4pp. 07161:359. 


9012050290 Enumerates events contributing to delay in facility fuel 
loading schedu 1 e. Dof ic iency repts end 
PARKER. WO, Dyke Power Co BO/ll/26. 3pp. 


— GOJ2050302 Significant Deficiency Repts 3D 369/60-20 b SD 370/80-15 re 
improper loads for design of pipe suppor i/rcs tratnts 
initially reported 801028. Comprehens i ve program initiated to 
correct problems 

PARKER. W.D Duke Power Co 80/11/26. 4pp. 


—9012050314 Significant Deficiency Ropts 5D 369/80-21 b SD 370/00-16 re 
LGCA pressure effects not considered In analysis of piping 
w/cold penetrations initially reported 001031. Comprehensive 
pragram initiated to correct problems. 

PARKER. W. a. Duke Power Co. 00/11/26. 3pp. 07175:050, 


0012300606 Forwards supplemental response to Significant Deficiency 
Repts SD 369/00-18 b 37O/0C-13 re defective coils in Valeor 
solenoid valves, per NRC 001114 reques t. Coi 1 s in valves of 
sys required for fuel loading will be replaced by 010109 
PARKER, W.O. Dyke Power Co 00/12/17 3pp. 07346 192. 


DDCKEI 50-373 LASALLE COUNTY STATION. UNIT I 


A. App t ication/construc t ion stage documents b. correspondence 


B0121600SO Ltr to operating plant I i ceosees. 01. applicants Sr CP holders. 
Forwards MUREG-0737 re TKI action plan requirements. Deques ts 
operating reactor licertsee confirmation in 45 days that 
Encl 1 inp lemeniation dates will be net. 

E ISENHUT. D. 0, Division of Licensing 80/10/31. 7pp. 


00122203^8 Ltr to all CP ? CH. holders for re requirement for 

imp lens n tat t on of DDvhi coda for licensing basis calculations 
performed by CE. App I i c rib 1 e- to all lic>e:xso applications b 
proposed ame rids, incl ud trig core reloads 
EISEiJHJT, D G Division cj f 1. icenaing. 00/11/04 4pp 


0012010011 Forward 1 Suppl I to 4rJREG-0467. '‘Mark 11 Containment Lead 
Plant Program L.o:id Evaluation 1. Acceptance Criteria..." 

Deviat ions, a I ong w/bases for dev tat i ans-. ar e to he documented 
in design assessment rept during FEAR review 

YOUNG 3 1 COO. ri J Licensing R ranch 1. 80/11/10. 2pp. 06916:001. 


GOl 201005 1 Confirms 001 030 plans for 801125 meeting in Chicago. IL to 
discuss NRC evaluation of regulatory performance. 

KEPPLER.J. O Region 3, Chicago. Office of the Director. 00/11/18. 
Ip. 07093: 190 


80120105QI Confirms 001017 plans for 901120 meeting in Glen Ellyn. IL 
t-3 discuss util evaluatioix of des vgn/ ong ineer Ing 
argani t otions 4 functions re significant const rework at 
fac i U 1 1 es. 

KEPPLER.J. G. Region 3, Chiirago. Office of the Director, 60/11/19, 
tp 0 7093; 106. 


0012040660 For wai'ds request For addl info re certain deficiencies 
contained in Section 3 2 of FEAR for s tore tures, sys t- 
components subj to operational QA program Q-list. 

TEOESCO.R. 1. Assistant Director for Licensing 80/11/20. 6pp. 
07170: 070. 


G012100:'14 Notification cf 801202 meeting w/BWR licensing review group 
in flathesda.HD to discuss status of group issues 
WILSCW.J. W. Licensing Branch I 00/11/20. Gpp 


8012040684 Discusses NRC res'iew of schodular requirements for special 
low powor test ptogram 4: emergency pr oc edures. Lists 
scbedular requirements to be met Eva I ua t i on to be completed 
in con junction -u/facillty full power ascension program. 

TEDESCQ.R.l. Assistant Director fer Licensing. 00/11/21. 2pp 
07170: 054. 


0012020301 Forwardi tabul al ion of planneii environ qual if i cation testing 
programs. in response to MRC QOlOCl ltr 
ADELf J S Co,m,tioowea I th Edison Co 80/11/26. 4pp 


8012020469 Submits res pci a a to NRC 801120 questions re suppression pool 
column design. End info will be included in next revision of 
design analysts rept. 

DELOEOROE. L Cl ComMonujca 1 th Edison Go 80/11/26. 2pp. 07148:236. 


0012040481 Respond 5 to NRC fir-i i i7 in forma I questions re suppression 
pool temp analyses I foi wards proposed revised procedure 
specifying min number of <‘lasure attempts K time to scram 
after SORV. 

DELOEGRCE. L. (1 C c m.-ioin':. e 2 J t h Edison Co 80/11/26. 2pp. 07157:266. 


--0012040406 Draft 5C)RV procedure LQA-ND-02, "Failure of Relief Valve 
to Beat Properly or I r tent Actuation of Safety Relief 

Valve. ' 

* Cormonujea I th Edison Co. 00.' 05/ 29 4pp. 07157:268. 


80121601 50 Not t f 1 cat] on of BOKWO meeting ui/Mark II owners group in 
Bethes da. MD to diS''.uss status of trip roved chugging load 
pr ogratn. 

ANDERSON. C Generic I ssuas Branch. 00/12/02. Ip 


0012110111 Wot i f i cat i on of Fv0i2l6 .-BOetifig w/util in Bethesda.MD to 
discuss Jtil actions re vfiiq'.e TMl-'ClJf- related actions. 
aCl.‘KNIA,A Licensing 2fanch 1 BO/ 1 2/04 3pp. 07223:156. 


8012160008 Notification rescheduled GO 1222 meeting u/utll in 
Bethesda.MD re actions ta'en by util w/regard to unique 
Tl4f-Clv« related actions M«etingi originally set for 8D1216. 
BGURMIA. A Licensing fv ranch 1 20/12/04. 3pp. 07262:327. 


80ia‘l6C032 Wot i f i cation >f 001212 .resting w/Mark II owners group in 
Bethesda.MD to discuss suppression pool temp limit. 

Stf. T. 14, Oernertc Issues Branch. 80/12/05. Ip. 


0012170283 SunfPftvy of aOil’Oi* meeting w/px>j9 licensing review group. 
Bechtel b S*tCJ in Pothesja MO re current status af issues 
% fire protection concerns R<?pfc on LaGalle specific issues 
encl. 

WILSOfJ, J. N Licensing Dranch I G0/t;»:/05 2 1pp. 


0012170780 Foruardp info re nuclear power plants to bo licensed Doc 
1980'Dec 1981 in response to request from Nuclear Oversight 
Committee. 

MlRAuLlA.F l.i censing lira neb 3. 0Ci/l2/O5 3pp 
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e0l^?2i3l3l 5ii-*.3rv cf r>ee tings Licensing RevietJ -Group 

in KC' ide-n 1 1 f j cj t i oui af g^nei'ic i ssues , fornati on 

of c-snseTisus pos!tion 5 I re jo I wti c?is that uill apply to all 
SI* plants. Draft 'tGvkin.j papfi* one I 

W 1 1 SOTL J. IJ. L.jct'nsing Br-anc^ 1 Q3/lS/'35 ^^pp. 07307:059, 

G0l2£;9037ft InforiTS that no-etinj lield to discuss util evaluation 
d PS igii/>?n 9 i neer i ng or-ganj j a 1 1 on i funitions proved effective 
in defining s<op*> ?• erflaining results of util evaluation. 

FlOaELLl-O Region Ji ChicsjOr Reactor Cens tr-jc t i on it Engineering 
Support Branch .elpp 073-15 ^-IS. 

B0123l0t70 Foi-uards -Tot adJl info re r.e c lian i c a 1 engineering it 

instrurienVatioTt control f;jr t/u application review. 

TEOESCQ.R.L iftssistant Director for Licensing. BO/li2/07- 10pp. 

07371: le* 


60l2lt0655 Foruards itiservice testing pregra^' for Unit lilnservJce insp 
pro jrar., Vc I » 1 ? t pt-eaer-, ice insp vept^Vols l^'lllnfo 

avaiLahJ.e jn Central Files only 

OELCEORCE.L 0 0o.Tir,OTi..ialtli Edison Co. 03/12/12 2pp. 07321:342. 


E. fiftC Safety Evaluatioii Report (SF.fli. svppls h c ohrcspondence 


8012220350 f i c s tion C' f BQ12t7 neet itig , u/ut i 1 bo discuss all open 
iteiT,s re facility SKR.bath TUI I ncn-Tril. 

DOUrtWIA,/i. Licensing Branch I 00/13/00. 33pp 07300:002. 


F. Secsfrity. iTK’ditaL emergencfj t fire probection plans 


001212059*1 ffo t i f i ca tion of BlOllS neeting u/util in Bethesda^HD tp 
discuss open items re irdostrlai security. 

DGUWMA.A. Licansing Branch I EO/12/04 app. 07237:153, 


80t23!0001 tlofifies that util 303011 revision to sfeabion guard training 
t qua! i f i c a ti on progran li acceptable 

Y0LMG3LC0Di I? J. Licenjjr-j Branch i. 00/12/15. 2pp. 07371:062. 


>3. Ad jud»catc*ri| correspondence 


GCt2U0540 Forward i Olyr^pic Associates checklist dacuments re Leckenbg 
audit per QOlilfi re^iuest Internal Nuclear Sves Corp audit* 
re-quested 30i203ire l.aiaMe 'jork is being loca ted. Re lated 
COT respond price W/o encJ 

F ITZO10BONS. R. Ishan. Lincoln LBeole. BO/IEZ-OS. Ip. 07232:359, 


y> utility Final Safety A-nolysis Repert (FSAR} 4 amends 


5012150139 Forwards affi3a»ic ooi’: f i rrirg distribution of FSAR Aoiends 51 
4 52 on GO 1 124, per 770526 Itr. 

DELOECSOE*L 0. Coirsmonwe a J th Ed I s on Co, 80/12/09. 2pp. 07240:094. 


8012230226 F-or wards Amend 53 to facili*;*^ FEAR. Aniend transmits response 
to 11 second round (Luea-ti-ina t voluntary text i; response 
revi s i ans. addres s inj some open issues pr eviously discussed. 

ADEi., J. S. Co.r^oruealth Edison Co 00/12/10. Ip. 073i7.0Q7. 


-G012233229 A.Tjend 53 to FEAR responding to 11 second round (questions t 
voluntary text Z resprsnse rev is i ons, ad dressing some open 
issues previously discussed 

e Cornonweal th Edis-^n Co SO/ 12/10. Hfipp. 07317:090. 


Or Inspect icii reports. IF, Bulletins /,. correspondence 


B0tai705l0 Forwards IE Infj Notice 80-37. "Containment Cooler Leaks 
Reactor Cavity Flooding at Indian Paint Vnifc 2. '• No written 
raapo.ise r«<quiied 

KEPPLEfi* J. G. Region 3. Chicago. Office of the Director, 00/10/2*1 
tp- 


0012020/61 Forwards IE Insp R.ept 50-373.-'e0-3&, on 000025-29 6 0903-05* 
t: notice of violation 

HEISUriAI^ R. F. Region 3. Chicago, Reactor aperations Nuclear Support 
Oranch 80/10/20 Spp 07l4-;;0li. 


-••-80120^0770 Notice of violatten frort Insp on 800B25-29 £c 0903-05. 
4 Region 3. Chicago. Office of the Director 80/10/27 ip 
07H4: 013 ^ 


— 801202073-0 IE Insp Rept 50-373-'GO-36 i 800325-29 t. 0903-05. 

Nenc onp 1 i anc e noted: flotoT operator valve torque sulbch 
setting lists not co-ntrolled i. removal of two electrical 
jumpers not doegmente-J. 

MAU^A.F, . NCOREOO/LL , C ON'N A'JOH TOM, K Region 3, Chicago. Office of 

the Director. QO/IO/2V 6pp 07is}*1.0l4. 


3012310464 Forwards lE Insp Pop*. 50-373/SO-41 on B00908-ll.No 
none onp 1 ianc Q noted. 

KEFPLCR* J. G. Region 3. Chicago, Office of the Director. 00/ 11 /Cl 

2pp. 07370:246. 


"-0O1231O47O IE Insp Rept 50-373/80-41 on 000908-11. No none omp I iann 
noted. Major areas i nspe%' ted : ons i te staff organliatlon & Agt* 
safety engineering group fy shift technical a-dvisor 
PALKEB.R D . JACKIW.I.N, GFESSARD* R L. Regions, Chicago, 
of the Director. 00/10/21 I2pp- 07370:248. 


G012230167 Forwards IE Insp Rept 50-373/00-45 an 001027-20. No 
none o<-ip Uance noted. 

DAV/IS, A. Q. Region 3, Chicago/ Fuel Facility & Materials Safeku 
Branch. 80/11/14 2pp. 07317:016. * 


— 001223-3193 TE Insp Rept 50-373/00-45 on 801027-28, No noncompUence 
noted. Major area inspoc ted : rad lati on protection program. 

MILLER, D.E., HUETER.L. J . LOVENDALE. P . C. Region 3, Chicago. (Iflics 
of the Director. 00/11/12. 4pp. 07317:018, 


8012020743 Forwards three Performance Appraisal Dranch insp r»pti i 
mgt evaluation tree w/uccr guide so that facility can 
conparo program to pro.jram already rovieued 4: .make 
appropriate ad jus tments. U/o end. 

KEPPLCR* J. 0. Region 3, Chicago, Office of the Director, 00/11/19 
4pp. 


80J22400S2 Forwards lE Insp Repts 5O”373/0O-*;4 it 50-374/00-20 on 
001021-23 6 29-30. No none omp 1 lance noted. 

FIGRELL1,0, Region 3, Chicago, Reactor Construction I Eng inisr Jni 
Support Branch 00/11/19. 2pp. 07324:253. 


— 0017240054 IE Insp ftepts 50-373/60-44 fx 50-374/00-20 on 001021-33 t 
29-30.No noncompliance noted Major areas Inspec toed :Wf I d 
records, oloctricai work activities Zt OA documentation. 

NtlSLEft, J. M. , DARREFT, P, A. * WILLIAMS* C. C. Region 3* Chicago. 
OPflcc of the Director. 00/11/17. 8pp. 07 324:255. 


6012040637 Forwards IE Hu lie tin 00-24* "Prevention of Damage Dui 
Water Leakage Inside Centainment. " N(j written response 
required. 

KEPPLER,J. 0. Region 3. Chicago, Office of the Director. (30*/ll/2l. 
2pp. 07165:335. 


0012080087 Forwards IE Info Notice 00-42* "Effect of Rad la 1 1 on en. 
Hydraulic Snubber Fluid " No written response required. 

KEPPLEH.J, 0. Region 3, Chicago, Office of the Director. HO/ll/Sl 

2pp. 


8012170592 Forwards IE Info Notice 00-29, Suppl 1, "OroVen Otudk an 
Terry Turbine Steam Inlet Flange," He written response 
required. 

KEPPLER.J. 0. Region 3. Chicago, Office of the Director, 00/,ll/?6 

2p P . 


80J2190695 Ac k receipt of 001125 1 tr informing NRC of stapf talifh kc 
correct violation noted in IE Insp Rept 50-373/00-36. 

HEISHMAN, R. F. Region 3, Chicago, Reactor Qporatians Nuclear Buppert 
Branch. 80/12/10. Ip 07287:355. 


—8012190697 Responds to NRC 001020 Itr re violations noted in IE Imp 
Rapt 50-373/80-36 Correc tive ac t Ions : c leared two removed 
electrical jumpers from master jumper log book. 

DELGeOROE.L 0, Commonuea 1 th Ed i son Co. 00/11/25, 3pp, 
07207:356. 


0012160695 Forwards inservice testing program for l/njt l*lin*fviie Irip 
program, Vols 1^2^ pvesrrvice insp rept* Vole 1-11, Info 
available in Central Files only. 

DELOEOROE* L..a, Commonwealth Edison Co. 80/18/12, 2pp. 07321:342- 


DOCKEI 50-374 LASALLE COUNIY STATION, UNIT 2 


A. App 1 1 cation/construc tion stage documents 4; correspondence 


6012160050 Lbr to operating plant licensees, OL applicants t: CF hoKer*. 
Forwards HUREO -0737 re TMI action plan requirements, ftequet ts 
operating reactor licensee confirmation in 45 dags that 
Enel t Implementation dates will be met. 

EISENiWT, D. 0. Division of Licensing. 00/10/31, 7pp. 


8012270350 Ltr to all CP 0u holders for B5/Rs re requirement for 
impleeientatlon of QDVN code for licansing basts calculations 
performed by QE, App l i cab 1 e to all license application* fc 
prupased amends, Inc I ud Ing core reloads 
ElSENHOTr D. 0, Division of Licensing. 00/11/04. 4pp, 
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fit)|?OL001l Faruiards Suppl t to i\tUfteG“04a7, =‘Mar!r H Containment Lead 
Plant Program Load Evaluation Acceptance Criteria..." 

Be viat i on? / a long w/baaes for devi at ions* are to be documented 
in design assessment repfe during FSAR revieiLi. 

YQUNG^lLDaO/ B. J Licensing Branch 1. 80/11/10. Spp. 06916:001. 


6012010051 Confirms 001030 plans for 801125 meeting in ChicagoiIL to 
discuss evaluation of regulatory performance. 

KEPPLERiJ. G, Region 3. Chicagoi Office of the Director. GO/U/18. 
Ip. 07090:190. 


BO12O1OS01 Confirms S01017 plans for 001120 meeting In Olen Elign.lL 
to discuss util evaluation of d es ign/eng inec r Ing 
organ! lati ons functicpis re significant const reuorl at 
fac i li t 1 es 

HEePLERf J. G, Region 3. Chicago. Office of the Director. 00/11/19, 
ip. 07090:106. 


0O12O'1O66O Foruards request for addl info re certain deficiencies 
contained in Section 3.2 of FSAR fer store turesi sys 
components subj to operational QA program Q-Hst. 

TEDESCOiR L. Assistant Director for Licensing. 80/11/20. App. 
07170; 070. 


0012040684 Discusses NRC revieui of schedular requirements for special 
lou; pOijer test program t/ emergency procedures. Lists 
schiedular requirements to be met. Eval uation to be completed 
in conjunction u/facility full pouer ascension program. 

TEDE8CO. R L. Assistant Olrecior for Licensing. aO/U/31. 2pp. 
07170:054. 


6012020301 FoT'ijards tabulation of planned environ qualification testing 
programs* In response to KRC QOlOOl Itr. 

ABEL* J. 8. Cam.^onuea 1 th Edison Co. 60/11/26. 4pp. 


6012020465 Submits response to KRC 801120 questions re suppression pool 
column design. Enel info ui M be included In next revision of 
design analysis rept. 

DELOECROEr L. 0. Commonwealth Edison Co. 00/11/26. 2pp. 07148:236. 


8012040481 Responds to NRC 001117 informal questions re suppression 
pool temp analyses f/ forwards proposed revised procedure 
specifying min number of closure attempts & time to scraat 
after SORV, 

DELGEOROE* L. 0. Commonwealth Edison Co. 00/11/26. 2pp. 07157:266. 


E L^aC Safety Evaluaticn Report suppls !< correspondence 


9015520350 Not i f j c at i .in -if fv''l2(7 meeti'ig w/utiJ to discuss all open 
items re facility SER-bctfi TtlJ *■> non'*TMl 

DCU:<MIA*A Licensing Brancl-, 1 eO/lX/OS 33p p 07300:002. 


F. Security* medical* emergency I fire protection plans 


8013120594 Notification of SI0113 meeting w/ytil in Betbesda.MO to 
discuss open item* re industrial security. 

DOUxNlAtA. Liter sing Branch I 00/12/04 3pp 07237: 153. 


8015310001 Mo-fifies that util STjORII levision to station guard training 
(r qua 1 i f ica t ion program is acceptable 

VOUNG3LOOD. B. J Licensing Dranch 1. GO/ 12/ 1 5. 2pp 07371:062. 


G Ad jud Icabory correspondence 


6012110540 Foiuards Olympic Associates checklist documents ro Leckenby 
audit per 601118 request tr’.ternal Nuclear Sves Corp audit* 
requested B01203*re LasalLe work is being located. Related 
correspondence. W/o end. 

FITZGID50NS. R. Isbam. Lincoln 1: Seale 80/12/05 Ip. 


K. Utility Final Safety Analysis flepert (FSARI h amends 


9012150139 Forwards affidavit confirming distribution of FSAR Anonds SI 
4c 52 on 001 124. per 770526 itr. 

DELGEOROE. L. O. Commonwealth Edison Co. 80/12/03 2pp. 07240:094. 


8012230226 Forwards Amend 53 to facility FSAR. Amend transmits response 
bo 11 second round queiti'ans t> voluntavy teit 4: response 
revl s i ons* address I ng some open issues previously discussed. 

ABFI . J. S. Commonwealth Edison Co. 00/12/18 Ip 07317:087. 


— 8012230229 Amend 53 to FfiAR Teipording lo II second round questions fc 
voluntary text 4 ’'espon^e re vi s i cns. add ressing some open 
Issues pteviousig discussed 

a Corimonwea I th Edison Co 80/12/18 I46pp 07317 : 003. 


0. Inspection reports. IE* Bulletins ’ correspondence 


--8012040486 Draft SQRV procedure LOA-NB-02, 'Tallure of Relief Valve 
to Seat Properly or Inadvertent Actuation of Safety Relief 
Valve. “ 

e Commonwealth Edison Co. 80/05/29. 4pp. 07197:266. 


8012160150 Notification of 601210 meeting u/liark II owners group in 
QethasdafMD to discuss status of improved chugging load 
program. 

ANDERSON* C, Generic Issues Branch. 00/12/02. Ip. 


eoiSnOlU Notification of 001216 meating u/vt i 1 in Dethesda*KD to 
discuss util actions re unique THI-BNR related actions, 

BQUHNIA, A. Licensing Branch 1. 80/12/04. 3pp. 07223:156. 


8012160008 Notification of rescheduled 001222 meeting u/utll in 
Qethesda* HD re actions taken by util w/regard to unique 

related ac ti ons. Meet tngs originally set for 001216. 
BOUrtNIA. A. Licensing ttranch 1. 00/12/04. 3pp. 07262:327. 


0012160032 Notification of 001212 meeting u/Mark II owners group in 
SethesdavHD to discuss suppression pool temp limit. 
aU*T.H. Oenaric Issues Branch. 80/12/05. Ip. 


8012170510 Forwards lE Info Notice 80-37, 'Containment Cooler Leaks & 
Reactor Cavity Flooding at Indian Point Unit 2 '' No written 
response required. 

KEPPLEH,J, 0. Region 2. Chicago. Office of the Director. 80/10/24. 

Ip 


80 1 2020743 Forwards three Par f ortisince Appraisal Branch insp repts 6 
mgt evaluation tree w/user guide so that facility can 
compare program to program already reviewed 4; make 
appropriate ad jusiment a N/o end 

KEPPLEfijJ. G. Region 3* Chicago, Office of the Director. 60/11/18. 
App. 


8012240052 Forwards IE Insp Repts 50-373 '80-44 6 50-374/60-28 on 
B01021-23 t 29-30. No noncamp liance rioted. 

FIGRCtl. IiG Region 3, Chicago. Reactor Construction * Engineering 
Support Branch. 00/11/19. 2pp 07324:253. 


— 8012240054 IE Insp Repts 5C-:i*/3/8:'-4 4 t 5C-374/8O-20 on 801021-23 4: 
29-30. No noncomp 1 iance noted Major areas irispected : weld 
records I elec trical uori activities i OA docuotentatlon. 

WclSLERi si. H, , BARRETl, p. A , iNLL lAi-IS. C . C. Region 3* Chicago, 
Office of the Directsir 80/11/17. Spp 07324:255. 


0012170/80 Forwards info re nuclear power plants to be licensed Dec 
I9Q0-D«c 1901 in response to request from Nuclear Oversight 
Comm it tee. 

lilRAGLlA. F, Licensing Branch 3. 80/12/05. 3pp. 


8012040637 Forwards IF Qon.3tin 80-24, Prevention of Damage Due to 
Hater Leakage Inside Containment." No written response 
required. 

KEFPLERtJ.G. Region 3, Chicago, Office of the Director. 80/11/21. 
2pp. 07165:335. 


0012290398 Informs that meeting hold to discuss util evaluation of 
det 1 gn/en j Ineer ing organization functions proved effective 
in defining scope L explaining results of util evaluation. 
FJDRELLI«0. Region 3* Chicago, Reactor Construction 6 Engineering 
Support Branch. 80/12/03 2pp. 07345:348. 


0012000087 Forwards IE Info Notice 80-4?, "Effect of Rad tat inn on 
Hydraulic Snubber FlviJ ' No written tesponse required. 

VlEFFLER. J. O Region 3* Chicago* Office of the Director, 80/11/24. 
3pp. 


80123iOV70 Forwards request for addl info re mechanical engineering 
instrumentation control for GL application revlevi. 
lEDESCD.R U, Assistant Director for Licensing. 80/12/09. 10pp. 

07371:166. 


8012170552 Forwards IF Irfo Notice 
Terry Turbine Steam Inlet Flange 
required. 

KEPPUERiJ. C. Region 3. Chtcagor 
2pp. 


00-29. Supp! I* "Broker* Studs on 
" No written response 

Office of the Director. 80/11/26. 
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DOCKET 50-376 NORTH CQA^^:! Nn>: ?l,Ar.'T 


i'r. Ad j'Jfi ica toi'y « g n eapcf.iion •: i' 


@012290520 Rc-plij to apfii^rai't K f-HC co-i t eTit ion- that uithdraujn 
applicatjoi^ sho’jJd not be [Jitrui>&4 u/pro jud i ce . Urges that 
application be p- I'e ; u 3 i ca . C art i t i cate of Svc 

ore I 

FERUCS. 0. Cstiiens fo'- the C ufi i e i \ a 1 1 on of Natural Pesourc es^ Inc 
80 M 2^03 0 pp. OJ'H'J.?- 27‘T 


eoi2340C06 Order 9 rar.t j nj grtiC 801231 for applicant t »nc to file 
reaponaii’e repiiei: to inter veniar 601203 argu^'Tient that 
applica^rt notion to -ij i thJ r s'a ap.plication should be granted 
u/pr e jud i c a. 

WCL.FE- S, J. Atoi'ric Safatg and Uicoiisirg Board Panel 80/12/16. 2pp 
07J24‘. 19 + 


OOChEI 50-332 WAT£f?FQP[> GENcRr'/flNO STATION, UNIT 3 


A Ap p I i c a t i eny c onat I'uc t ion stage docu"! exits i c orre epondenco 


0012160050 Ltr to operattirg plar,t 1 1 cen s ees « QL applicants CP holders. 
Forwards NUREO-O/^;' re Tra act i an plan requ i re.nents. Re q, nests 
operating x'eactor license*? c onf i imat > an in 45 dags that 
Enel 1 i 4 ^ip 1 enrentation dates wilt be inet 
EISENH'JT, D. 0 Oivl iion of Licensing. 60/10/31 7pp. 


a012Oa0a72 Trip rept of 6:'lu54 site visit re initial test program i 
revie<i) o# F 8 AR Chapter 14. 

CLAYTCN* R. Procedures ^ T, 9 ft Pev-ieJ I) ranch 00/11/18. 5pp. 

07149: 007 


0012100659 Forujards request fox' addl info required ta complete OL 
ravieu. Respa ixie to Rout' a 2 req^uesbs should be provided no 
later than 001219 

TEOeSCO, H I, Assistant Director fer l.i censing. 80 / 11 / 19 . 4 pp. 


6012020095 Surf'd rg of 800'-? I OC'3 meeting ui/ u 1 1 I i: consultants in New 
VorkfNV re Mechanical Engitxeering Sraxich revieu of open 
items in itiitial draft EER 

KAh'h, 11- F. Licensing Branch 2 60/ 11/20. 24pp 06916:001. 


8012100*173 Confirms 601202 tele nr : fcment to Oct 1902 fuel load 

date 

ASUcLL.O.L Louisiana Pa^Jer ^ Light Co 80/12/05. Ip. 07216:305. 


6012!90322 Pxcvides cux'rent schedule for OL application revieu as 
requested 

TEOESCDrR 1. Assistant Dii accar for (.) censing 00/12/05. 2pp 
07286 082 


8O3231O1B0 Motif jcalicn cf 810103 r.eetitig u/otil in BethestJa* liO for 
applicant presentation on ultinjite heat sinli design. 

KANf.lLF. LicensMxg Branch 2. 00/12/11 2pp. 07369:279. 


8012SB0336 Foruards four oversiic f ] o^r diagrams-per N9C 601117 request. 
Info requested included in F6AR Amend 13 subnitted 801121. 

Info is revised Subsettion 5 2 5 7» Tab 1 e 5 2-11 4: response 
to Question 211 , 67. Ap etur e cards in PER 

MAOaiN, L V Louis iona Fewer i Light Co 60/12/15. Ip. 07270:352. 


0012240165 FoTuards contx c.1 roo-x pane] ?>: general arr angenent Drawings 
SK-IS64-7. £/-l 564-6. avi 1564-9. SV.-1564-I 1. GK-1564-12. 

S;^-t56 4-lB. SK-1564-19, BK-l5*4'*20 /y LCU-1564-0-134. 

HCFERrC 0. Ebascu Services, In;, {subs of Enserch Corp. I. 

00/12/19 Ip. 07322.275 


E f;i?C Safety Evaluation Pep^i't (8ER>* suppls %>. correspondence 


90 1 2020395 Suniiifl*- g of 800930-1003 neetlng w-^util i: consultants in Weu 
York. NY re Mechanical Engineering Branch revieu of open 
items in initial draft 8 E 6 

KAME.W- F. Licensing Branch 2 30/11/20. 24pp. 06916:001, 


K KtiSitg Final Safetg Ana I g sis Report (FSARl it anonds 


vriis Amend Ifl to FSAR. 

■ouisiaixa Power I, Light Co 80/12/15. 4pp. 07276:240. 


I to FEAR. 

(r ?- Lfght Co. SO/ 12/31. lOOOpp. 07276; 252. 


8012300103 Certifies svc c# updated A'nend J4 to FSAR on 801210, 
1 * Neu Ysrif* State *f 80.^2/18 Ip. 07357:319. 


Q Inspection reports. IE Bulletifxs L correspondence 


0012170746 Foruat'ds IE Circular 80-21, "Regulation of Refueling Creurs. " 
No written x'esponse required 

SEYrRiTrK.V Reqion 4, Dallas. Office of the Director. 00/09/10. 

Ip. 07266 073. 


0012020222 Forwards IE Insp Rept 5O-3S2/B0-24 on 800016-0915. Ko 
ncncampl i ance noted. 

MADSEN- 0. L. Region 4- Dallas, Reactor Operations Nuclear Support 
Branch. 00/10/06 2 pp 07133: 127. 


— 8012020223 Ih. Insp Rept 50-382/00-24 on 000016-0915. No none omp 1 i anc a 
noted, [Tajor areas inspec ted : operati ona 1 5 ta f f i ng , ovora 1 1 
praoperational test program 4( plant tours 

CONSTABLE. G.L, WESTERMaN, T. F, Region 4, Dallas, Office of the 
Director. 00/10/06. 3pp 07133:129. 


601 2S20694 'Responds to IE Bulletin 60-^0, '‘Failures of Nestinghouse 
Type W-a Spring Return to Neutral Control Switches." 

Specified switches are not used at facility. 

MAURIN, L V. l.ouisiana Pouier 4 Light Co. 00/10/15. Ip. 07299:270 


6012220699 Responds to lE Bulletin 80-16, "Potential Misapplication of 
RoseiTiontf Tnc Models 1151 fy. 1192 Pressure Transmitters 
Ul/Either A or D Output Codes. ' Eight identified transmitters 
wilt remain within FSAR stds. 

MAURIN. L V. 'Louisiana Power t Light Co. 80/10/20, Ip. 07299:271, 


8012170351 Forwards IE Info Notice 80-38, "Cracking in Charging Pump 
Casing Cladding. '' No written response required. 

SEfFRlFiK. V. Region 4, Dallas. Office of the Director. 00/10/30. 
ip. 07269:009, 


6012170810 Forwards IE Info Notice 80-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp." No written response 
is required. 

SEYFRtr.K. V Region 4, Dallas. Office of the Director. 60/10/31. 
ip. 07266:015. 


0012240167 Forwards IE Insp Rept 50-582/26 on 800916-17 & 1007-10 & 
notice of violation. 

SEIDLE.tLC. Region 4. Dallas, Reactor Construction & Engineering 
Support Dranch. 80/10/31. 2pp. 07325:017. 


— 8012240177 Notice of violation from insp on 8009.16-17 U 1007-10, 
a Region 4, Dallas, Office of the Director. 00/10/30. Ip, 
07325; 019. 


— 0012340101 IE Insp Rept 50-382/60-26 on 000916-17 1007-10. 

Noncdmp I lance noted: fa i 1 ure to follow procedures for 
protection of InstaMi’d valves. 

STEUARTiR.C. Region 2< Atlantai Office of the Director, 
RODERDa, K. J. , CftasStlAN. W. A. Region 4, Dallas. Office of the 
Director, 00/10/30. 6 pp. 07325:020. 


6012100619 Forwards IE Qullatin 00-21, "Valve Yokes Supplied bg 
Malcolm Foundry Co, Inc. " Written response required, 

SEVPRIT, K. V. Region 4. Dallas. Office of the Director. 60/11/06. 
ip. 07220:090, 


0012030098 Forwards IE Info Notice 80-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuri xat ion " No 'written response required. 
SEYfRII.K.V, Region 4. Dallas. Office of the Director. 00/11/07. 
ip. 07150:159. 


8012080575 Forwards IE Info Notice 90-41, "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Besse Unit 1. " No 
response required. 

SEVfRIT.K, V, Region 4, Dallas, Office of the Director, 80/11/10. 
tp. 07163:002. 


6012040127 Forwards IE Bulletin 00-23. "Failures of Solenoid Valvft 
Mfg by Valcor Engineering Corp " Requires estimate of 
manpower associated w/corrective actions. 

SEYFRIT.K. V. Region 4. Dallas. Office of the Director. 80/11/14. 
ip. 07159:051. 


6012050404 Requests i<nfo resulting froixi revieu of application r* 
inservice insp of pressure isolation valves, Requests list of 
pressure isolation valves included in testing program u/fotir 
sets of piping L Instrumentation diagrams. 

TEOESCO.R, L. Assistant Director fer Licensing. 80/11/17. 3pp. 
07175:301. 
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SOISOSOOZL Foruards IE Bulletin QO”24i "Prevention of Damage Due to 
Water t-eaVage Inside Containment." Mo written response 
required. 

SEVFR I r, V, Region 4, Dallas. Office of the Director. 0O/U/21. 
ip. 07173:049. 


B0l2t.&OO74 Forwards IE Info Notice SO-4?, "Effect of Radiation on 
Hydraulic Snufiber Fluid " No response required. 

SEVFRITiK. 9, Region 4, Dallas. Office of the Director. 00/11/24. 
Ip. 07262: 132. 


5Q1516O104 Forwards Suppl t to IE Info Notice 00-29. "Oroken Studs on 
Terri; Turbine Steam Inlet Flange " No written response 
required 

SEYFRITiK.V. Region 4. Dallas. Office of the Director. 00/11/26. 
Ip. 07262: 094. 


S- Reportable occurrences. LERs 4; related correspondence 


80X2190540 Interim Significant Deficiency Rept 19. Target Rock Motor 
Operated Va I ves-Bush ing Not Staked " High pressure safety 
Injection header shutoff valve found ui/loose bushing. 

Bushings will be corrected 4. insp by 010630. 

ABWELL. D. L. . PADALINO.J. . HART.J. Louisiana Power i» Light Co, 
QO/ia/15. 5pp. 07273:310. 


8012300574 Interim Significant Const Deficiency Rept 21 re linear 
Indications in electrical cable tray seismic support clips 
initially reported in 801124 te Icon, Per formance of clips 
under actual loading conditions will be investigated. 

ASWELL.D. L. . M ILHISER. R. J. . WILLS. J. L Louisiana Power 6 Light Co. 
eO/12/23. 4pp. 07346:216. 


B0S23D05St Final deficiency rept re Class I vessel control element 
drive mechanism motor housings mfg w/o final surface 
penetrant nondestructive e tami nat ion> ini t ia 1 ly reported In 
601126 fcelcan. Def ic iency determined not reportable, 

A8N6LL. D. L. Louisiana Power 4. Light Co. 00/12/23. Ip. 07346:215. 


t*. Operator Examinations 


8012010090 Clarifies min TMl-rdated requirements for new operator 
licenses re training during low power testing Operators 
should flKperience in i t iat i on. ma int 4: recovery from natural 
circulation mode. 

TEDESCOi R. L. Assistant Director for Licensing. 00/11/14. 3pp, 
07090: 197. 


DOCKET 50-307 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


A. App I tcation/constr uct ion stage documents 4: correspondence 


8012160050 Ltr to operating plant llcensees.OL applicants 4* CP holders. 
Forwards NUREO-0737 re TMl action plan requirements. Reques fcs 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dates will be met. 

EISENHUTr D. 0. Division of Licensing. BO/10/31. 7pp. 


8012220359 Ltr to all CP fy. OL holders for DWRs re requirement for 
Implementation of ODYN code for licensing basis calculations 
performed by GE. App I icab le to all license applications 4( 
proposed amends, inc lud ing core reloads. 

EISENK'JT, D. G. Division of Licensing. 00/11/04. 4pp. 


8012010003 Forwards Suppl I to NJREO-0407, "Mark II Containment Load 
Plant Pregram Load Evaluation 4( Acceptance Criteria..." 

Devlat lonsr along w/bases for devlat i ons, are to be documcr^ted 
in design assessment rept during FSAR review 

YOUNGS I ODD, B. J. Licensing Branch 1. 80/11/12. 2pp. 07090:012. 


B012Q40-617 Forwards list of specific addl info required in order to 
cojpplete review of OL application 

TEDESCa,R.L. Assistant Director for Licensing. 00/11/20. 9pp, 
07170: Oai. 


6012090205 Summary of 001105-06 meeting w/util re projected fuel load 
date. 

STARK. R. IL Licensing Branch 1. 00/11/20. 7pp. 07202:271, 


8012100214 notification of 801202 meeting w/DWR licensing review group 
in Bethesda.MD to discuss status of group issues. 

MILSOM. J. N, Licensing Branch 1. GO/11/20. 8pp. 


8012040962 Discusses NRC review of schedular requirements for special 
lo-J power test program t: emergency procedures. Lis ts 
schedular requirements to be met. Evaluation to be completed 
In coti jure tion u/facitity full power ascension program. 

TEDE8C0.R.L. Assistant Director for Licensing. 00/11/21. 2pp, 
07170: 104. 


0O12M&O33 (la ti f i ca t i Oil of 6012' I meeting w/util in Bethesda.MD for 
status review & discussion of open items by Containment Sy s 
Branch. 

STARK. R.M Licensing Branch 1 80/11/24 3pp, 07223:326 


8012020440 Informs of plans to construct holding facility for low level 
radwaste at ut i )- Fac i I i ty will provide interim storaQ’" for 
4-yr mai. Const will begin in f'^ar 1931. 

CURTIS, N.W. Pennsylvania Power 6 Light Co 30/S 1/25. Ip 
07142: 007. 


8012230474 Forwards Amend 26 to OL , conta in i rg Revision 10 to FSAR 
CURTIS. N.IJ. PeTinsylvania Poven 5: Light Co 80/11/26. Ip 
0731 4; 301. 


—0012230477 Amend 26 to OL conta irnrg Revision 18 to FSAR. 

CUR 118. (I. W Pennsylvania Power Light Co, 80/11/26. 421 pp 

07314: 303 


80 12160150 Mot i ft ca t i on of 801210 meetittg u/l'lark II owners group in 
Beth e sda. MU to discuss status of improved chugging load 
prag r am. 

ANDERSON. C. Generic Issues Branch, 80/12/02. Ip. 


G0I209O3S3 Documents current correrejal operation dates in response to 
R Btark r eques b. Un i t 1 scheduled for operation during second 
quarter 1902 4: Unit 2 during second quarter 1983. 

CURTIS, H. II. Pennsylvania Power ?. Light Co. 00/12/03. Ip. 

07201: 170 


8012110086 Sum:i(ary of 801114 meeting u/util at site re results of NRC 
caseload forecast panel review f,: NRC liceneing schedule. 

STARK. R. II Licensing Branch 1. 00/12/04. 4pp. 07223:143, 


8012160032 Motiflcation of 001212 meeting uj/Mark 11 owners group in 
Bethcsda.MD to discuss suppression pool temp lii'itt. 

SU. T. 11. Generic Issues Branch. 00/12/05 Ip. 


8012170^83 Summary of 001202 meeting w/DWR licensing review group, 
Bechtel 6 SS^H In Dothesda. (ID re current status of issues 
t/. fire protection concerns Rept on LaSalle specific Issues 
enc 1 . 

MtLEOMiJ. (V. Licensing Branch 1. 00/12/05. 2lpp. 


00122(70131 Sum.iiary of 800514-OBe:d meetings u/DUR Licensing Review Group 
in DefchflSda.MD r« Identification of gotieric i s sues, formation 
of consensus positions ^ resolutions that will apply to all 
six plants. Draft working paper end. 

WILSON. J.M, Licensing Branch I, 00/12/05. 99pp. 


0O12UO41S Documents uti 1 ,or gani i at tonal philosophical concepts re 
independeni safety assessment function oublined at 001014 
meeting w/NRC. Format j on of nuclear safety assessment group 
prop os ed. 

CURTIS. N.N. Pennsylvania Power 6 Light Co. 00/12/00. 5pp. 

07222: 348. 


0O1S16OO39 ForwaT'ds reactor bldg drawings, in response to FSAR Question 
312. 17 transmitted in URC 800905 ltr. 

CUftTISrN.il Pennsylvania Power t. Light Co 00/12/09, lOpp. 

07256: 149. 


8012160156 Notification of 801210 meeting w/utiJ 6 8NL In Bethesda. 
MD to res'iew util equipment seismic qualification program 
cun ent program status. 

STARK, R.M, Licensing Dranch 1. 00/12/09, 3pp. 07263:030, 


8O1216O3'10 Forwards Drawings C-Vl 0, Reyl si on 13 U C-Ol 1, ftevi si on 3, in 
response to FSAR Question 312.10 transmitted In NRC 800905 
1 tr. 

CUftTISflMl. Pennsylvania Power 4: Light Co. 00/12/09. Ip, 

072S6: 140, 


8012310037 Forwards Hydrologic 6 Geotechnical Engineering Branch 
requast for addl info re Round 2 questl ons. Qutstand ing 
i terns: descri p tioivs of heading requirements for seismic 
Category 1 pipelines 4 conduits, 

TEDESOO.R. L. Assistant Director for Licensing. 00/12/09. 7pp 
07371: 103. 


8012220463 Forwards "Equipment Qua J 1 f icat ion Info Package.*' per FSAR 
Question 1 10. 50. Hardcopy available in Central Files, 

CURTISfN. H. Pennsylvania Power f/. Light Co. B0/t2/t6 Ip. 

07322: OOL 


80l23l0c:’55 Notification of 810127-29 meeting w/utU in AllentawhiPA to 
revlaw util .mgt structure ^ technical resources using 
NUftEG-0731 guidelines. 

STARK, R.M. Licensing Branch I 80/12/16. 3pp. 07370:003, 
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5012300306 Foriaards p r opr i e tar-^ pvc^enta t iens to LOCA load spec 

presented by KlJU 5: Creaie-Inc during QOiaU meeting u/otJi. 
Withholding requested O'ef lOCFFlS 790 J . Preaentat i ons 
dvaiUble in Central Filea only i 

CURTIS. fJ W Pennsylvania Pouer t Ligbt Co. aO/12/23 Ip 
07356: 069 


F Sec'jrityt nu»djcal* oTiergency K fire protection plans 


E012310302 Forwards applicant e.nergency plan containing 
requirad by ASLD BOlllS fne.t.orandwn «< order. W/o 
SNAPPi Q A. Pennsylvania Poijei' t Light Co. 60/12/19 

07361 291. 


revisions 

2pp. 


SNK protection. Plan 
80/12/23. 3pp, 

0. Adjudicatory correspondence 


8012310098 Forwards physical security plan For 
withheld <rcF 10CFR2 

CURT IS* WU Pennsylvania Power Light Co. 
07369: 275. 


a0l22905i!;5 Order denging Environmental Coalition on Nuclear Power 
request to place cointni st ioner on ASL0. In all other respects* 
CaF:.nission declines to review ALA3-613. 

CHILK.S. J. OFFice of the Secrotary of the Comnii s s i on, 80/12/04. 
2pp. 07335:176. 


8012300053 Response in support of applicants' 0OJO27 motion for 
summary disposition of Contention 16 re cooling touer 
discharge. No genuine issue as to matl fact exists. CE Miller 
HB Hoi I affidavits V. Certificate of 8vc end. 

LAVERTV* J. H. Hearing Branch 1. 80/12/05. 8pp. 07336:140. 


— 0012300056 Affidavit re Contention 16. Water evaporated in cooling 
towers uill not provide radioactive pathway to environ. 

Prof qualifications end. 

MILLER* C.E. Effluent Treatment Systems Branch. 00/12/05. 5pp. 
07356: 154. 


— 0012300060 Affidavit on Contention 16 ro cooling tower discharge. Prof 
qualifications t Certificate of Svc encl. 

|JQLZ*H. fi. Auxiliary Systems Branch 00/12/04. 7pp 07336:161. 


8012020314 Requests to mal^e limited appearance 
hearing. Hearings should be staggered 6 held 
Bathlehen so as to allow all to attend 
BAYlORiC.iJ. Affiliation Unknown. 03/11/17. 


statement at licensing 
In Allentoun/ 

tp. 06396:003. 


8011580309 Order granting eite 
consider ALA3-613. 

CHILIS. SJ. Office of the Se 
IP 


nsion until BOISOI for Commission to 
cretary of the Commission. 80/11/21- 


0012100160 Request to deny applicants' motion for summary disposition 
of Contention 2 re chlorine due to studies demonstrating 
relationship between cancer rates 6 chlorinated compounds 
in drinking water. W/Cert i f i cate of Svc. 

HALLIOAII. T. J Citijens Against Nuclear Dangers. 80/11/24. 4pp. 
03791: 207. 


0012020658 Answer in support of applicants' motion for partial summary 
disposition of Contention 17 (oional.No genuine issue as to 
matl fact re portion of Contention 17 relating to oione. 

LAVERTV I J. H. Hearing Branch 1. 80/11/23. I3pp. 07143:314. 


—0012020664 Affidavit evaluating potential environ effects of oion© 
generated by facility 500-kV transmission lines. Prof 
qual if i cations t Certificate of Svc encl, 

GEARS*0. Environmental Engineering Branch. 00/11/25. lOpp. 
07143:327. 


8012300069 Request for- partial summary disposition of Contention 17 ro 
whether 500 kV transmission lines will create electrostatic 
fields which would adversely affect living organisms along 
right of way. 

8IL0ERO< J. E. Pennsylvania Power 6 Light Co. SILDERO* J. E. Allegheny 
Electric Cooperativei Inc. S1LBERG*J. E. ShaWi Pittman* Potts & 
Trowbridge. 00/13/OS. 2pp. 07352:043. 


— 0013300075 Statement of matl facts as to which there Is no genuine 
issue to be heard in support of notion for partial summary 
disposition of Contention 17 re effect of 900 kV 
transmission 1 ine, Cert i f icate of Svc encl. 

LEHMAN, n. F, Pennsylvania Power 6 Light Co. LEHMAN* R, F. Allegheny 
Electric Cooperative* Inc. BO/12/00. 105pp. 07353:045. 


8012310133 Staff requirements memo re open Commission B01203 
Affirmation Session ac-52 vote on SECY“0O-'40i 6 
9ECY-A-0O- 175. Requests proposed amends to proposed rules re 
unclassified safeguards info be published In FR. 

CHILK. 9. J. Office of the Secretary of the Commission. 00/12/00. 
3pp. 07370:020. 


9012300044 Order allowing any party opposing applicants' motions for 
suc,mary disposition of Contentions 2 ?! 16 to file responses 
to new facts tt arguments presented In NRC 001202 8< 05 
answers. Responses to be filed by BIOIOS. 

OECHHOEFER.C. Atomic Safety and Licensing Board Panel. 00/12/09. 
tp. 07356:132. 


0012120643 Order granting extension until 801222 for parties opposing 
applicant motion for suft.-^ary disposition of Contention 17 
lotone) to respond to new facts St arguments presented by NRC 
or applicants per 001104 order. 

BECHHDEFERi C. Atomic Safety and Licensing Board Panel. aO/U/28. 
2pp. 07227:296. 


0012240018 Order extending until 801205 tine for Commission to 
consider ALAD-613. 

HOYLE. J.C. Office of the Secretary of the Comnlsslcin. 80/12/01. 
ip. 07324:206. 


>12290171 Response to ASlB 801104 menorandum 4: order Inviting further 
responses to summary disposition requests. Summary 
disposition of oione portion of Contention 17 should be 
granted. Cert i f icate of Svc end. 

SILBEROj J. E. Pennsy I van ia Power 6 Light Co. SILHEROiJ. E, Allegheny 
Electric Cooperative* Inc SILBEROiJ. E. Shaw. Plttnan* Potts U 
Troubridge. 00/12/01. ISpp. 07344:154. 


8012170657 Answer in suppoi t of applicant notion for summary 
disposition of Contention 3 (c hi orine>. No issue as to any 
.matl fact re Contention 2. Dispos i tion in favor of 
applicants should be granted. Certificate of Svc encl. 

LAVERTY. J. H. Hearing Branch I. 00/12/02 14pp. 07264:302, 


—8012170663 Discusses potential health effects of chlorine used to 
control bifeuling of heat exchange surfaces in main 
circulating water sys.Refs supplemental applicants statement 
of matl facts & prof qualifications encl. 

LEHR. J-C- Environmental Engineering Branch. G0/12/DS 16pp. 

'’ 14 . 


^se to applicant's motion for summary disposition re 
6 ^ I7,Mutlve is financial self-interest* no t 
editing proceedings, A5LB should not be 
ompromi s ing safety. Certificate of Svc encl. 
itiiens Against Nuclear Dangers. 6D/12/04. 4pp. 


8012290330 Request for addl 60 days to respond to interrogatories re 
Contention 6 per ABLB 801112 order. 

SCHULTZ* 0, R. Susquehanna Environmental Advocates. 00/12/13, Ip. 
07343: 102. 


€012220420 Forwards corrected version of App F to RF Lehman affidavit 
in support of partial summary disposition of Contention 17. 

Error was in cost computation of compressed gas Insulated 
transmission lines. 

TRAVIE80-DIA2 Shaw* Pittman* Potts «< Trowbridge. 00/12/15, 3pp. 
07301: 103. 


— 0013230432 Corrected version of App F to affidavit In support of 
partial summary disposition of Contention 17, Error was in 
cost cpiTipotatlon for compressed gas insulated transmission 
1 ine. Svc 1 ist enc 1 

LFHiMAN* R. F. Pennsylvania Power 6 Light Co. 00/12/19. 7pp. 
07301: 185. 


8012290319 Bequests denial of Intorvanor Citizens Against Nuclear 
Dangers 001134 petition for ASLD order requiring applicant 
to energize transmission lines to conduct ozone teats. 
Certificate of Svc end. 

LAVERTYj J, H. Hearing Branch 1. 00/12/19. 5pp. 07345:027. 


--801227022S Affidavit re iotervonor Citiiens Against Nuclear Dangers 
801134 request that applicant be required to energize 
transmission lines to conduct ozone tests. Cert I f icate of Svc 

GEARS, O. E, Environmental Engineering Branch. 00/12/19. 7pp, 
07345:032. 


B012290222 Forwards CW Elliott 801212 Ur to ASLB requesting batVground 
Info in order to make limited appearance statement at 
licensing pruced Ing s. Requests response. 

BECHHOEFERt C. Atomic Safety and Licensing Board Fanel. 80/12/19. 
ip. 07345:037. 

— 0012290227 Requests all relevant background matl in order to prepare 
limited appearance statement, 

ELLIOTT* C.W. Thomas Hair. 80/12/12. tp. 07349:040. 
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S012‘290^89 Req,u«9t:s to ma V e linitsd appearance statement at licensing 
he^r ins s , 

W'fisJNE^R. Affiliation Unknown 00/12/22. Ip. 07341:193 

8012310592 Motion for extension until 810109 to answer applicant 801200 
motion for partial summary disposition of Contention 17. 

Util Citiiens Against tluclear Dangers do not oppose 
mo t ion, Cer ti f icate of Svc end. 

LAVERTY.J.H. Office of the Executive Legal Director. 00/12/24. 

■4pp. 07370: 155. 


H. General correspondence 


S0l22‘70?20 Forwards Revision 1 to NUREO-0654* D6S for f ac 1 1 i tij. Rept 
discusses revised role of state ?t local emergency 
preparedness U. emergency mg t. Fac i 1 i t ies will provide 
desirable reserve margin in generated elec tr ic i tg, Vl/o end. 
VOUNGSLOOD. B. J- Licensing Branch t. 80/12/11. Ip. 07345:177. 


W. UtiHtg Final Safety Analysis Report (FSAR) i amends 


B012230474 Forwards Amend 2b to QL# centa i n i ng Revision 10 to FSAR. 
CURTIS‘M. U. Pennsylvania Power it Light Co. 80/11/26. Ip. 
07314: 301. 


— 6012230477 Amend 26 to OL containing Revision 10 to FSAR. 

CURTISiM.W. Pennsylvania Power 1. Light Co. 00/11/26. 421pp. 

07314: 303. 


O. Inspection reportsr IE Sulletins fy correspondence 


6012100338 Forwards IE Insp Rept SO-537/00-22 on 800025-20. Na 
nanconp I lance noted. 

ORUNNEiCi E. -J. Region !• Ph i lade i ph ia< Reactor Operations Nuclear 
Support Branch. GO/lO/Ol 2pp. 07217:352. 


— 0012100392 IE Insp Rept 50-307/80-22 on 800825-28. No noncomp L lane e 
noted. Major areas inspected: preoperati anal containment leak 
test procedures %: inservice test program for pumps U valves. 
REKITO.ILA. Region Ir Philadelphia. Office of the Director. 
CAPHrON* D. L. Region 1< Ph i lade 1 ph la. Reactor Operations Nuclear 
Support Branch. 80/09/30. 0pp. 07217:354. 


8012110603 Forwards IE Insp Repts 50-307/80-23 ^ 50-308/80-15 on 
000912.15 16. No noncompliance noted. 

CARLSOMjR.T. Region 1. Philadelphia. Reactor Construction & 
Engineering Support Branch. 80/10/07. 2pp. 07227:170. 


--0012110607 IE Insp Rept 50-3a7/80*-23 50-300/00-15 on 000912.15 h 16. 

No noncomp 1 iaitce noted. Major areas inspec ted : fad 1 1 ty 
Inspector turnover activities & reactor control rod drive 
stub tube weld evaluation status. 

DURR.J. P.r NARROW, L. . MCDREARTY. R. Region 1. Philadelphia, Office 
of the Director. 00/10/06. 3pp. 07227: 100. 


8012000120 Forwards IE Insp Rept 50-337/00-20 on 000004-0905. No 
noncemp 1 iance noted. 

BRUNNERiE. J. Region !■ Ph i ladelph ia, Reactor Operations Nuclear 
Support Branch. 00/10/00. 2pp. 07109:202. 


— BOI20S0125 IE Insp Rept 50-307/80-20 on 800804-0905. No noncompUance 
noted. Major areas inspected : preoperat iona 1 test program 
implementation & comparison of F8AR to as-built plant ik 
preoperat iona 1 test witnessing. 

GALLO. R. ri . RHOADS, 0.0. . NICHOLAS- H. H. Region li Ph i ladelph ia. 
Office of the lllrector. 80/10/07. I4pp. 07109:204. 


8012000108 Forwards IE Insp Rept 50-307/00-26 on 000910-22, No 
nonco'^p I iance noted. 

ERUNNERrE.J. Region 1. Ph i ladelph ia. Reactor Operations Nuclear 
Support Branch. 00/10/10 2pp. 07109:191. 


— 8012080115 IE Insp Rept 50-307/80-26 on 800910-22. No noncpmpl lane c 
tiobed. Major areas inspec ted: hydros tat 1 c testing of reactor 
pressure vessel & associated piping Jt: tours of containment 
^ reactor bldgs. 

NICHOLAS. H, Region 1, Philadelphia. Office of the Director. 
CAPHTQN, D. L. Region I, Philadelphia, Reactor Operations Nuclear 
Support Branch. 00/10/07. 9pp. 07109:193. 


8012190559 Forwards IE Insp Rept 50-387/00-27 on 800922-25. No 
none amp 1 lance noted. 

GARLSONfR. T, Region 1, Ph i lade Iph la. Reactor Construction Ifc 
Eng ineorlng Support Branch. 00/10/15. 2pp, 07280:190. 


— 8012190560 IE Insp Rept 50-367/00-27 on 00922-25. No n oncomp I » an c e 
noted. Major areas tnipected provio-js insp findings 6 
licensee audits of pioservice insp contractor. 

MCBREARTY.n A Region 1. Philadelphia, Office of the Director. 
TRirP.L E Region 1, Ph i L ad e I p h i a. Reactor Cons true fe iofi 
Engineering Support Branch QO/ 10/14. 5ip p . 07280:200 


8012080384 Ac '< receipt of B01013 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-387/80-19 6 
50-300/80-13. 

CARLSON. R.T. Region I, Ph i lad e I ph i Reactor Construction 
Engineering Support Branch. 80/10/23. !p. 07186:294. 


— 8012080390 Responds to KRC 600321 I tr re violations noted in IE Insp 
Repts 50-307/00-19 V 50-386/00-13 Corrective actions: 
softeners added to cable trays t/. memo emphasiiing procedural 
requirements for softener installation issued. 

CVRTIS.N. W Pennsylvania Power // Light Co. 60/10/13. 3pp. 

07106 : 295. 


—0012000393 Forwards IE Insp Repts 50-387/80-19 50-383/80-13 on 

600722-25 notice of violation. 

CARLSON, R.T. Region I. Ph 1 1 ade 1 ph ia. Reactor Construction 6 
Engineering Support Branch. 60/03/21 2pp. 07186:290. 


— 8012080396 Notice of violation from insp on 000722-25. 

-» Region I, Ph j lade Iph i a. Office of the Director, 80/00/19. Ip. 
0718A:300. 


—0012080406 IE Insp Repts 50-387/60-19 6. 50-388/80-13 on 600722-25 
Noncompliance noted: fa i 1 ure to provide cable tray softeners. 
DURR, J. F. Region 1. Philadelphia. Office of the Director. 
MCOAUOKY, R . W. Region I, Philadelphia. Reactor Construction ^ 
Engineering Support Branch. 80/08/19. Spp. 07106:301. 


8012080350 Ac5( receipt of 801022 Itr informing NRC of steps taken to 
correct violations noted jti IE Insp Repts 50-367/80-21 
30-380/00-14. 

CARLSON, R. T. Region t. Ph i lade I ph i a, Reactor Construction tt 
Engineering Support Branch. SO/lO/30. Ip 07106:269. 


— 8012080363 Responds to NRC 000915 Itr re violations noted in IE Insp 
Repts 50-387/00-21 fr. 50-308/80- 1 4. Corroc 1 1 vo ac t i ons : au d 1 1 
of plant work areas performed memo Issued to foremen 
requiring gang boxes to bo chaeVed. 

CURriB'N. W. Pennsylvania Power L Light Cp. BO/10/22. 3pp. 

07186: 270. 


—0019080368 Forwards IE Insp Repts 50-307/80-21 ^ 50-398/80-14 on 
800919-22 t- notice of violation 

CARLSONiR.T, Region I, Philadelphia. Reactor Construction 6 
Engineering Support Branch G0/O9/1S. 2pp. 07106:273. 


— 60l20a0370 Notice of violation from insp on 600919-22. 

* Region 1. Phi lade I ph ia. Office of the Director. 80/09/12. Ip. 
07166; 275. 


—0012080378 IE Insp Repts 50-387/80-21 fy 50-360/00-14 an QOOB19-22, 
Noncomp I iance noted: fa 1 lure to control weld filler matl. 

DURR. J, P. Region 1. Philadelphia. Offlco Of the Director. 
MCGAUGHY, R. N. Region 1. Philadelphia. Reactor Construction & 
Engineering Support Branch. 80/09/12, 7pp. 07186:276. 


8012190713 Forwards IE Insp Repts 50-337/80-29 1: 50-398/80-17 on 
001014-17. Nu noncompliance noted. 

CARLSON. R. T. Region 1. Philadelphia. Reactor Construction & 
Engineering Support Branch, 80/10/31 2pp 07283:030 


—8012190717 IE Insp Repts 50-387/20-29 t 50-388/00-17 on 001014-17, No 
none omp 1 lance noted, hfajor areas inspec ted: I i censee work 
activities!: documentation pertaining to installation of 
safety-related cables 

PAQLIKO.R. J. Region 1. Ph i ladelph la» Office o# the Director, 
EONEfERiS D. Region 1, Phi lad e I ph ia« Reactor Construction iU 
Engineering Support Branch. 00/10/30, 6pp. 07280:032 


8012120170 Fortirards IF. Dirlletin 80-21, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. " Written response required. 

OHIER.0. H. Region 1, Philadelphia* Office «f the Director. 

00/11/06. Ip. 07228:318, 


0012030807 Forwards IE Info Notice BO-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Causa 
Reactor Dppressorl iat 1 on " No written response required. 

ORIER.B.H, Region 1. Philadelphia. Office of the Director, 
80/11/07, Jp. 07150:252. 
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For'jara^ IE IrWc fiotic^ wl;- 41. 'failure of Suiiog Check Valve 
in H^sjt fte.T.nval at Davjs Heae Unit 1 ." No 

re 43 J re jui r e J 

GRIEP.S H PejiGn 1 , Ph 1 1 a del? r, la. Office of the Director. 
eO/UMO If 07i<3Z ‘Jl^- 


a0J23006il Interim deficienct/ rept re derating of Wo e t 4 n U h ■ « 
breali ei'S, (dumber t locatian of all defect! v^o circuit brirrt 
not (jet determined Corrective action to be completorf t> U 
ei0<i30. 

CUKTIS-M. W. Pennsylvania Power t, Light Co. 00/1,1/ '*Mi* 
07359; 083. 


C0l204'j33l FcJruardi IE a'.jlletin 60-23^ "Failures of Solenoid Valves 
r .,’3 Vale or Engineering Corp " Requires estimate of 
manpajer associated 'j/c or rec 1 1 ve actions 

CRIER-D H Region I, F r, 1 1 ad e 1 p h la- Office cf the Director. 
E0/IW14 Ip 07J69.316 


5015220^55 Advises that untten respanse is required to 1 £ Bulletin 
S0“«3. '■Failures of Solenoid Valves ttfg by Valcor 
Engineering Carp " First paragiaph erroneously stated no 
uTitten response required 

GRIER. D H fiejicr 1 . Fn i la Je Iph ia. Office of the Director 
S9/U/19 Ip 07294 222 


CJU3J0.33 RespcndiB to IE SuIIetin 80 03, ‘Loss of Charcoal from Std 
type Il-Tua-Inch Tray Adsorber Cells " One t'ype of cell is 
used Imp rept results shaved no signs of screen casing 
separation. Rept end 

CURfIS.N U Pennsy Ivar.i a Fcjer ’ Light Co 80/11/19 2aD 
07369 104 


6012040*20 Foruards IE Bulletin 80-24, “Prevention of Damage Due to 
Water Leakage Inside C.^ntainment. *’ Ma uritten response 
required 

CRIER. 9 H Region 1. Philadelphia, Office of the Director 
g0/n/2l 2 fP, 07145 206 


£012050589 Forwards Info Notice 00-42. "Effect of Radiation on 
Sr.ubfter Fluid •* No written response required. 


oscurrences. LERs 4: related correspondence 


V. Operator Eiaminat i ons 


0012240190 Forwards facility operating shift pe'rsonntrt ^ 

plan for attrition contingency allowance S 5 < projioclotl 
staffing levels info per 801014 meeting r « A've s t. Rop t 
withheld (ref 10CFR2 7901. 

CURTIS. W.W. Pennsylvania Power t Light Co. 0 O/i;>/ltl. Ip 
07333: 372. “ 


DOCKET SO-330 SUSQUEHANNA STEAK ELECTRIC STATION, UNIT H 
A. Application/construction stags documents c or r eop ond w i h ■« 


6012160050 Ltr to operating plant 1 f censeeo . OI~ npplic*t»t« 4U 
Forwards NUREG-0737 re TMI action plan r 5 q.L< i r o me rv t » . K o q u B- 1 1 
operating reactor licensee confirmation in *49 daya ihist 
Enel 1 implementation dates will be net. 

EISENHUT, D. 0. Division of Licensing. 00/10/31. 7pp, 


0012230358 Ltr to all CP 5: QL holders for si re r equ i O T 

imp tenentati on of ODYN code for licensing ca I cw I « t i <>hk* 

perfo.'mod by GE. App 1 1 cab lo to all license a pp 1 1 ca t i on » A< 
proposed amends, inc lud ing core reloads. 

EIBENH'JT, D. G. Division of Licensing. 80/1 t/04. 4|>p, 


Plant Program Load Evaluation tt Acceptance Criteria, , . '■ 

Deviations, a ] ong w/bases for deviations, ar e to be <1 oc um« n 1 «■ 

PSAR reVlou>. 

YOUNG jLDOD. B. J. Licensing Branch 1 . 00 / 11 / 12 . Spp. 11 1 W 


£012230337 Infceri.n deficiency rept i 
ssleroid valves in safety-related 
until Feb 1731 

CURTIS. NU Penns ylvania Power t 
07318 217 


'* application of non-Q pitot 
sys. Final rept delayed 

Light Co 80/11/16. 2pp. 


8012040617 Forwards list of specific 
complete review of OL application. 
TEOESCO, R. L. Assistant Director # 
07170: 031. 


addl in^o 
or Li cen s i r> 


required in order 

p. 80 /ii/s:a 


I, c» 


e,UOl0326 Final deficiency rept re 831112 notification of loose cao 
screws on Ltnitorque torque swi tches. Caused by absence of^ ^ 

on all Limitorque 

CURTIS r./ p* ^ 2 operators. 

07097 206 i l-iiJht Co 80/11/21. 6pp. 

-fpt. originally submitted 800430. re 
triterja for electrical equipment. Advi ses that 
P 0 i, or response will not be available until Jan 19ai 
Final rept will submitted in Feb 1931 

Ofui^isV’ «- Light Co. 80/11/21. 2 pp. 

rn.! - ? Affleck Teledyne Engineering sves test results 

04! P.-'O.olv.n,. Pew., i L.o^t Co. ao/.l/ 2 ,‘ jpp, 



de-.elopeJ for static t cyclic **** program 

CUATI 5 fj u 1 yciic test under shear—tensioh 

wJI iiV P.P".,lv.n,. Fewer t w.jh, Ce BoJtuar 5.p, 

4 .r-eet\juj[*,‘'^eJ' 5 J| 'I ’■'“ 1 “ «vi r'U.lble coniluit 

,4l"t OP p.p. .°rf«n or hie7I!‘’"'^ a”'""',* Cau.ed by 
P.o.l ..rv.er. «-’"«((»" lo 

s«« 0 . 000,0 0 O.oer., 07324 . S,,. 

'V £ < i vj'H - -?.::i5no:;.‘" ^ 

G7273 312 Y» 4nia Rower t Light Co. 00/12/09. 6 pp. 


STARK, R.K. Licensing Branch 1 . 


00 / 11 / 20 , 




^^lou^’power^^JnrjrLram ® < 1 ^ i r em«n fe » f O f « |) iT c; 1 > 

emergency proceduT- e « . L i ■ ts 
requirements to be met. Eva lua fc 1 on to be campl«t«U 

07170 104 !^ Director for Licens i ng, GO/ll/ai. i^ptf 

®''l?l{Swevle'iTdf^cussi Deth^.dfk.m^ 

Branch. <ft^cussion of open items by Containment tly , 

STARK, R, K Licensing Branch 


00/11/24. 


3pp. 07333; :iW*. 


“a j® rw"ur:e?u;::?.re;rjr 'o- " 

07?«fi,87 (■«"".,( tvaoU Pow,.r M., 5 hl Co. BO/ll/ 23 , ip, 

— 

ANDERSOH.C. Generic Issues Branch. 80/12/oa. ip. 

8012090353 Documents curren 

R Stark reauest Unit, t - 

quartei 

CURTIS, N.N. Penns y 
07201:170 


J 53 Documents current commercial operation , 

" ‘ scheduled for operation r » il p o 

:Vu 2 P '‘•'•'in, „cand qpiiur «'••=»•’■« 

..a». Prnn^lvanla Power Liih. CO. BO/ia/03. ,p. 


B012I10036 Summary of 601114 meeting u/util at < f «■ 
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Q0t2t60032 Notification of 801212 meeting w/Marli II ouners group in 
Be th e«da< MD to discuss suppression pool tamp Limit. 

SU> T, M. Generic Issues Branch. BO/12/05. Ip. 


8012170780 Foruards info re nuclear poLier plants to be licensed Dec 
1900-Dec 19S1 in response to request from Nuclear Oversight; 

Ccrml ttee. 

MIRAGLIA.F, Licensing Branch 3. 00/12/05. 3pp 


8012110415 Documents util organ! latiana 1 ph i losop h ica 1 concepts re 

independent safety assessment function outlined at G01014 
meeting u/NRC. Forma t i on of nuclear safety assessment group 
prop osed. 

CURTIS. N. U- Pennsylvania Power t Light Co. 80/12/00. 5pp. 

07222; 348. 


BO121A0039 Forwards reactor bldg drawings, in response to FSAR Question 
312. 17 trans.mitted in NRC 800705 Itr. 

CURTISiN. N. Pennsylvania Power Light Co. 00/12/09. 10pp. 

07256: 147. 


9012160156 Notification of 801219 meeting w/util 6 DNL in Bethesda. 
MD to review util equipment seismic qua! i f ica t ion program 
& current program status. 

STARK. R. II. Licensing Branch 1. 00/12/09. 3pp. 07263:030. 


9012160340 Forwards Drawings 0-718. fievis ion 13 U C-01 1 . Revis ion 3, in 
response to FSAR Question 312. 18 transmitted in NRC 000905 
Itr 

CURTIS. N.U. Pennsylvania Power fc Light Co. 00/12/09. Ip, 

07296; 148. 


9012310037 Forwards Hydrologic 4 Geotechnical Engineering Branch 
request for addl info re Round 2 quest ions. Outs tending 
i terns: descr ip ti ons of heading requirements for seismic 
Category 1 pipelines 4 conduits. 

TEDESCQiR.L. Assistant Director for Licensing. 80/12/09. 7pp. 
07371: 103. 


9012220463 Forwards "Equipment Qua 1 i f 1 ca t i on Info Package." per FSAR 
Question 1 10. 50. Hardcopy available In Central Files. 

CURT16.N, U. Pennsylvania Power 6 Light Co. 60/12/16. Ip, 

07322: 001. 


0012310255 Notification of 010127-29 meeting w/util in AUenfcown.PA to 
rcvlej util mgt structure 4 technical resources using 
NUREO-0731 guidelines. 

STARK. R. II. Licensing Branch 1. 80/12/16. 3pp. .07370:003. 


BO 1 2300306 Forwards proprietary slide presentations re LOCA load spec, 
presented by KW'J & Creare. Inc during 001211 meeting u/util. 

Hi th balding requested Iref 10CFR2. 790>. Presentat 1 ons 
available in Central Flies only 

CURTIS.N, N. Pennsylvania Power 6 Light Co. 00/12/23. Ip. 

07356: 060. 


F. Security, medical, emergency t. fire protection plans 


3012310302 Forwards applicant e.mergency plan containing revisions 
required by ASLD 50J112 memorandum 4. order. W/o end. 

SNAPP.B.A. Pennsylvania Power Light Co. 80/12/19. 2pp. 
07361: 271. 


3012310098 Forwards physical security plan for 8Nf1 protect ion. P Ian 
withheld <Tef 10CFR2. 790J. 

CURTIS.N. W. Pennsylvania Power 4s Light Co. 80/12/23, 3pp. 
07369; 275. 


G- Ad I ud i ca tory correspondence 


Q0I2020914 Requests to make limited appearance statement at licensing 
hear ing. Hear ings should be staggered held in Allentown/ 

Bethlehem so as to allow all to attend. 

BAYLOR, C.J. Affiliation Unknown. 00/11/17. Ip. 06506:003. 


9012100160 Request to deny applicants' motion for summary disposition 
of Contention 2 re chlorine due to studies demonstrating 
relationship between cancer rates 4: chlorinated compounds 
in drinking water . H/Cert i f icate of Svc. 

HALLIQANi T. J. Citiiens Against Nuclear Dangers. 00/11/24. 4pp, 
03791: 287. 


6012020658 Answer in support of applicants' motion for partial summary 
disposition of Contention 17 (ozone). No genuine Issue as to 
(natl fact re portion of Contention 17 relating to ozone. 

LAVERTV, J. H. Hearing Branch 1, 00/11/35. 13pp. 07143:314, 


— 8012020664 Affidavit evaluating potential environ effects of ozone 
generated by facility 500-W transmission lines. Prof 
qual i f icat i ons f/. Certificate of Svc end'. 

GEARS# 0 Environmental Engineering nranch. BO/ll/25 10pp. 
07143; 327 


6012120643 Order granting e> tension until 001222 for parties opposing 
applicant motion for sun-»iiarg disposition of Contention 17 
(oronel to respond to new facts 4; arguments presented by NRC 
or applicants per 001104 order. 

BECHHQSrERfC Atomic .Safety and Licensing Board Panel. 00/11/28. 
2pp. 07227:276 


6012240010 Order extending until 001205 time for Commission to 
consider ALA3-613 

HOVuE- J. C. Office of the Secretary of the Commission. 80/12/0). 
ip. 07324:206. 


0012290171 Response to ASlB 801104 memorandum 4; order inviting further 
responses to summary dispositiozi requests. Summary 
disposition of ozone portion of Contention 17 should be 
9 ranted. Cert i f i cate of Svc sricl. 

SlLDERG, J. E. Pennsg 1 van I a Fauter Light Co. 9ILQER0. J. £. AllogheTty 
Electric Cooperative, Inc. SlLBERO, J. E. Shaw< Pittman, Potts 4 
Trowbridge. 60/12/01. 12pp. 07344:154. 


8012170657 Answer in support of applicant motion for summary 
disposition of Contention 2 ( ch lor ine > . No issue as to any 
matl fact r© Contention 2 Disposition in favor of 
applicants should be granted Certificate of Svc end. 

LAVERTV, J.H. Hearing St anch I. 80/12/02. 14pp. 07264:302. 


—0012170663 Discusses potential health effects 0-f chlorine used to 
control bifoul ing of heat exchange surfaces in main 
circulating <water sys.Rofs supp lamenta ) applicants statement 
of matl facts t prof qualifications end, 

LEHR, J. C. Ehvlronmen ta 1 Engineering Dranch. 00/12/02. 16pp. 

07264: 314. 


0012130200 Response to applicant's noiion for sur,.nary disposition re 
Contentions 2,16 it 17. flotive is financial sel f -Interest, not 
concern for ezpediting p roc« ed ings. ASLB should not be 
pressured into c ompr otn 1 s 1 ng saf e ty. Cert i fl cate of Svc eticl. 
HALLIGAN, T. J. Citizens Against Nuclear Dangers. 60/12/04. 4pp. 
07241:070. 


0Ol229O5iC5 Order denying Environmental Coalition on Nuclear Power 
request to place commissioner on A8LD. In all other respects, 
Cdinml ss 1 on declines to review ALA3-613. 

CHlLKiS. J. Office of the Secretary of the Coirni ssion. B0/i2/04. 
2pp. 07335: 176. 


8012300053 Response in support of applicants' 001027 motion for 
summary disposition of Contention 16 re cooling tower 
discharge. No genuine issue as to mat) fact exists. CE Miller 
i; HB Holi affidavits ^ Certificate of Svc end. 

LAVERTV, J H. Hearing Branch 1. 30/12/05. 8pp. 07356:149. 


--8012300056 Affidavit re Cantention 16. Nater evaporated in cooling 
towers will not provide radioactive pathuzay to environ. 

Prof qualifications end. 

MILLER, C.£. Effluent Treatment Systems Branch. 80/12/05. 3pp. 
07356: 154. 


— 0012300060 Affidavit on Contention 16 re cooling tower d ischarge. Prof 
quail fl cations it Certificate of Svc end 

MOLZpH. D. Auxiliary Systems Branch. 80/12/04. 7pp. 07356:161. 


8012300069 Request for partial summary disposition of Contention 17 re 
whethei- 500 kV transmission lines util create electrostatic 
fields uhleb would adversely affect living organisms along 
right of uay 

SILRCRO, J.E Pennsylvania Power Light Co. SILBEROiJ.E. Allegheny 
Electric Cooperative, Inc SlLStwO, J. E. Shaw, Pittman, Potts I* 
Traubridge. B0/i2/05. 2pp- 07352:043. 


—6012300075 Statement of matl facts as to which there is no genuine 
Issue to be hoard in support of rxtion for partial summary 
disposition of Contention 17 re effaci of 500 kV 
transiTiission 1 ine. Ccr t if icate of Svc enc 1 . 

CEimU.R.r. Pennsylvania Power L. Light Ca. LEHMAN, R. F. Allegheny 
Electric Cooperative. Inc. 80/12/05 105pp. 07352:043. 


0012310132 Staff requirements memo re open Commission 001203 
Affirmation Session 00-52 ft vote or SECY-80-481 6 
SECy-A-80-175. Reques ts p ropo sed amends to proposed rules re 
unclassified safeguards info bo published in FR. 

CHILKtS. J. Office of the Secretary of the Cominlsslon. 60/12/00. 
3pp. 07370:020. 
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e0l23aO04‘l Order aJloujinj part)) opposing applicants' motions for 

sur.rria.g dispositioo c# Contentions 2 4 16 to file responses 
to ne^j facts 4- arguments presented in MRC 601203 4; OS 
ansujers . Responses to be filed by 810105 

BECHHOEFERi C Atomic Eafati# and Licensing Board Panel. 80/12/09. 
ip. 0735i»: 132. 


0O1229O>j 3O Request for addl 60 days to respond to interr ogator ie-s re 
Contention 6 per ASLS EOll 12 o-rder. 

SCSiJLTZfG. R Susquehanna En v i romierta I Advocates. 60/13/13. Ip, 
07313:102. 


BO1222O420 Forwards corrected version of App F to RF Leh^iian affidavit 
in support of partial suTimary disposition of Contention 17. 

Error uas In cost computation of compressed gas insulated 
transmission lines. 

TRAVIESCJ-OIAZ Sbau/j Pittman. Potts 4 Tro^ibridge. B0/12/i5. 2pp 
O7301; ]83. 


8012220452 Corrected version of App F to affidavit in support of 
partial summary disposition of Contention 17. Error uas in 
cost computation for compressed gas insulated transmission 
I in«- 8vt list enc I , 

LEHtiAN. H. F. Pennsylvania P-au/er A Ligbt Co. 30/12/15. 7pp 
07301:105. 


0012290219 Requests denial of intervenor Citiaens Against Nuclear 
Dangers 601174 petition for AELB order requiring applicant 
to enarglie transmission lines to conduct ojone tests. 
Certificate of Sve etvci. 

LAVERTV. J. H Hearing Brancb 1 00/12/15. 5pp, 07345:027. 


•8013290225 Affidavit re intervener Citizens Against Nuclear Dangers 
801124 request that applicant be required to energize 
transmission lines to conduct ozone tests. Certi f icate of 8vc 
enc 1 . 

GEARS. O.E. Environinenta I Esigineeriug Branch. 80/12/t5. 7 pd. 
07345:032. 


BOt.2290772 Forwards CW Elliott 801212 Ifcr to ASLS requesting background 
info in order to make linited appearance statement at 
licensing proced I ngs. Reques ts response 

flECHHOErERi C. Atomic S-jfetg and Licensing Board Panel. BO/lS/19. 

Ip. 07345:039. 


"-0012293227 Requests all relevant background- matl in order to prepare 
linited appearance statement. 

ELLIOTY.C W. Thomas t Hair. 80/13/12. Ip. 07345:040. 


8012290386 Requests to naVe limited appearance statement at licensing 
h ear i n g s . 

WVNNErR. Affiliation UdVrown. 80/12/22. ip. 07341:193. 


6012310292 Motion for ettension until 810109 to answer applicant 001208 
aioticn for partial summary disposition of Contention 17. 

Iftil A Citizens Against Nuclear Dangers do not appose 
motion. Certi f icate of Sve anc 1 

LAVERTVt J. H. Off ice of the Executive Legal Director. 60/12/24, 

4pp 07370; 155. 


H- Oenaral correspondence 


0012290220 Forwards Revision 1 to NURE0-0^6S4. DES for fac i L i ty. Rep t 
discusses revised role of state A local e'^iergency 
preparedness U emergency mgt. Fac i 1 i 1 1 es will provide 
desirable reserve marg iti in generated a 1 ec tr i c i ty , ll/o end, 
YOUNOSLCOD. D J Licensing Branch I, 80/12/11. Ip. 07345:177, 


K. Utility Final Bafetij Analysis Report (FSAR) k amends 


6012230474 Forwards Amend 26 to QL. c onta i n i ng Revision 18 to FSAR. 
CifRTIS/ II. IJ. Feiinsy I vania Pouar & Light Co. 80/11/26. Ip. 
07314:301. 


— B012230477 Amend 26 to Qu contalnifig Revision 18 to FBAR, 

CURIIS. N W Pennsy Ivania Po^er ii Light Co. B0/ll/2i. 42lpp. 
07314: 303. 


Q. Inspection reportsj [R Bulletins t correspondence 


8012110603 Forwards IE tnsp Rep ts 30-337/60-23 JL 50-300/00-15 on 
80091^1 15 L lA.Mo neucomp I ianc B noted. 

CARLSOfI* R . T. Region li Ph i lad e 1 ph ia« Reactor Construction k 
Eng Inaer ing Support Branch. 80/10/07 2pp. 07227:178. 


— 8012110607 IE Insp Rep t 50-307/60-23 k 50-389/80-15 on 800912.15 Z, 16. 
No noncomp 1 lance noted, Major areas inspec ted : f ac i 1 1 ty 
inspector turnover activities reactor cor^trol rod drive 
stub tube weld evaluation status 

DiJRR<J. P , NARRONi L. < HCBREARTY, R, Region !■ Ph 1 1 ad e 1 p h 1 ai Office 
of the Director. 80/10/06. 3pp. 07227: 180. 


9012080334 Ack receipt of 801013 Itr informing NRG of steps taken to 
correct violations noted in 1£ Insp Repts SO-387/0O-I9 L 
50-388/80-13, 

CARLSOMfR. T. Region 1< Philadelphia! Reactor Construction V. 
Engineering Support Branch. 80/10/23, Ip. 07186:294. 


—8012080390 Responds to NRC 800821 Itr re violations noted in IE Insp 
Repts 50-307/00-19 4: 50— 3B0/SO-13, Correc tive actions: 
softeners added to cable trays 4; memo emphasizing procedural 
requirements for softener installation issued. 

CURTIS' N.W. Pennsylvania Power L Light Co. BO/10/13, 3pp. 
07186:293. 


— 3012030393 Forwards IE Insp Repts 50-387/80-19 k 50-388/80-13 on 
300722-33 k notice of violation 

CARL8QN»R. T. Region 1« Ph i lad elph lai Reactor Construction & 
Engineering Support Drench. 00/03/21. 2pp. 07186:298. 


— 8012080396 Notice of violation from insp on 800722-25. 

* Region 1/ Ph i lade Iph i a. Office of the Director. BO/00/19. In, 
07iaA;300. 


— 3012030406 IE tnsp Repts 50-337/80-19 6 50-300/80-13 on 800722-25. 
None dmp 1 1 an ce noted: fa i 1 ure to prov'ide cable tray softeners. 
DURRf J. P. Region Ij Philadelphia' Office of the Director. 
MCOAUOHVr R. W. Region !» Ph i 1 a de 1 ph iai Reactor Construction ?< 
Engineering Support Bi-anch. 80/03/19. 5pp. 07106:301. 


8012080338 Ack receipt of 801022 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-387/80-21 t< 
30“3B8/eo-l4. 

CARLSONiR. T. Region 1# Ph 1 1 a de 1 ph i ar Reactor Construction 
Engineering Support Branch. BO/tO/30. Ip, 07106:269. 


—8012080363 Responds to NRC 800915 Itr re violations noted, in IE Insp 
Repts 50-387/00-21 6 3O-3S8/0O-I 4. Correc tl ve ac tions: aud i t 
of plant wark areas performed k memo issued to foremen 
requiring gang botes to be checked. 

CURTISill.W. Pennsylvania Power k Light Co. 80/10/22. 3 dd. 
07186:270. 


—0012000360 Forwards IE Insp Repts 50-387/80-21 U 50-309/80-14 on 
800919-22 notice of violation 

CARLSari, R. T. Region li Rh 1 lade 1 ph lai Reactor Construction & 
Engineering Support Branch. 00/09/13. 2pp. 07106:273. 


— 8012080370 Notice of violation from insp on 800819-22. 

* Region K Ph 1 ladel ph iai Office of the Director. 80/09/12, Ip. 
07186:275. 


— 8012080378 IE Insp Repts 50-387/80-21 k 50-388/80-14 on 800819-22. 
Noncompliance noted; fa 1 lure to control weld filler matl. 

DURRj J. P. Region I* Ph i ladelph ia> Office of the Director. 
KCOAUOHV* R. 14. Region li Phi lade Iph iai Reactor Construction & 
Engineering Support Branch. 00/09/12. 7pp. 07106:276. 


8012190713 Forwards IE Insp Repts 50-337/80-29 k 50-388/00-17 on 
801014-17. No noncomp 1 lance noted. 

CARLSQMrR. T. Region Ir Phi lade Iph lar Reactor Construction 8t 
Engineering Support Branch. 80/10/31. 2pp. 07288:030. 


‘8012190717 IE Insp Repts 30-387/80-29 k 50-308/80-17 on 801014-17, No 
noncomp 1 ianc e noted. Major areas Inspec ted ; 1 ic ensee work 
activities 4; documentation pertaining to installation of 
safety.-related cables. 

PAOLINQ»R, J. Region It Ph 1 ladelph iOi Office of the Director, 
ERNETERtQ. D. Region 1« Ph i ladelph iai Reactor Construction fit 
Engineering Support Branch. 80/10/30. 6pp. 07288:032. 


B012120I78 Forwards IE Bulletin 80-21. ’’Valve Yokes Supplied by Malcolm 
Foundry Co. Inc. ” Written response required. 

ORlERi B. H. Region It Philadelphia. Office of the Director, 

80/11/06. Ip. 07228:318 


0012030807 Forwards IE Info Notice 00-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Dopressur i lat ion. " No written response required. 

DRIER, B.H. Region 1, Ph i I a d e I p h ta. Office of the Director. 
80/11/07, Ip. 07150:252. 
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0012080438 Foruiards [E Info Notice 80-^lr "Failure of Suiing Check Valve 
in Decay Heat Removal Sy s at Davis Hesse Unit 1. " Ho 
response required 

GRlERiB.H. Region Ph i lad e J ph i ai Office cf the Director. 

0O/U/1O. ip- 07182:315 


0012040031 Foruiards IG Bulletin BO-23, "Failures of Solenoid Valves 
Kfg by Valcor Engineering Corp." Requires estimate of 
manpower associated w/correc ti ve actions. 

GRtERiB.H. Region I, Ph t lade 1 ph ia, Office of the Director. 
00/11/14. Ip, 071i>9;316. 


0O1222O6SS Advises that written response is required to IE Bulletin 
0O-23i "Failures of Solenoid Valves HPg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required. 

GRIERiB.H. Region l» Ph i lade Iph ia. Office of the Director. 
aO/ll/19. Ip. 07294:222 


8012310383 Responds to IE Bulletin 80*03, "Loss of Charcoal from Std 
Type 1 If T'jo-Irich Tray Adsorber Cells." One type of cell is 
used. Insp rept results showed no signs of screen casing 
separati on. Rept end. 

CURTISfN.lL Pennsylvania Pouer ?• Light Co 00/11/19. 2pp. 

07369: IB4. 


8012040620 Forwards IE Bulletin 80-24, 'Prevention of Damage Due to 
Hater Leakage Inside Centa inment. " No written response 
required. 

GRIERiB.H. Region If Ph i lade Iph ia, Office of the Director. 
QO/11/21. 2pp. 07163:306. 


8012050569 Forwards Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid. " Ho written response required. 

GRIER, B. H, Region 1< Ph i ladel ph ia. Office of the Director. 
SO/1 1/34. ip. 07174:080. 


S. Reportable occurrences, LERs K. related correspondence 


6012230337 Interim deficiency rept ra application of non-Q pilot 
solenoid valves in saf ety-re latad sys. Final rept delayed 
until Feb 1981. 

CURTIS, H.H. Pennsylvania Pouer Light Co. 80/11/16. 2pp. 
07318: 217. 


8012010326 Final deficiency rept re B01112 notification of loose cap 
screws on Limitorque torque swi tc has. Caused by absence of 
locking devices. Loctite will bo used on all Limitorque 
torque switch 6 cap screws on Units I 4 2 motor operators. 

CURTIS, H.W. Pennsylvania Power I Light Co. 80/11/21. 6pp. 

07097: 206. 


8012020452 Interim deficiency rep t, or i g Ina 1 ly submitted 600430, re 
separation criteria for electrical equi pment. Advl sos that 
portion of response will not be available until Jan 1981. 

Final rept will submitted In Feb 1981. 

CURTIS. N.U. Pennsylvania Power t Light Co. BO/H/21, 2pp, 
07141: 2S3. 


8012020585 Final deficiency rept re use of Hilti HOI shell anchors 
first reported on 600523. Pro jec t specs will be revised by 
801101 to reflect Teledyne Engineering sves test results. 

Insp evaluation // repair to be done by Hag 1981. 

CURTIS, N.W. Pennsylvania Power Light Co. BO/U/21. 3pp. 
07148: 047. 


8012020588 Notifies that final deficiency rept re separation criteria 
for electrical equipment will be prov'lded in Feb 1981. 

CURTIS. H.W. Pennsylvania Pouer Light Co. 80/11/21. 2pp. 

07148: 045. 


8012030663 Final deficiency rep t« orig i nal I y submitted on 600523, re use 
of too large recesses w/Hitti shell anchors. Caused by 
erroneous valve bases. Hold placed on const & test program 
developed for static Ik cyclic test under shear^tens ion. 

CURTIS.N. H. Pennsylvania Pouer 4: Light Co. 00/11/21. 5pp. 
07151:266. 


aoi 2240089 Part 21 rept rp reactor protection sys Flexible conduit 
defect causing hot shorts if improperly g rounded. Caused by 
paint on panel surfaces or high resistance connection to 
panel surfaces where teimination modules are mounted. 

SHERWOOD, 0. G. General Electric Co. 00/12/08 3pp. 


8012190573 Interim deficiency rept re unsupported anchors between 
concrete floors rquipmani base plates, initially reported 
801 107, Caused by unfilled annular space between pipe shim & 

' anchor. Use cf shims around arichors will be d 1 scont Inued. 

CURTIS, N.W. Pennsylvania Pouer % Light Co. BO/12/09. 6pp. 
07273:312, 


8012300661 Interim deficiency rvpt re derating of Westinghouse circuit 
b rea !< ers . Numb er locatioii ii f All defective circuit breakers 
not yet d e te rm i n,?d . Co r r c i; i , >? action to be completed by 
010130 

CURTIS-N. W. Pennsylva'ua Power 6 Light Co 80/ I 2/19. 3pp. 

07359: 0B5 


V. Operator Examinations 


6012240190 Forwards facility ciper.iting shift personnel quaJi f Icat ians, 
plan for attrition contingency allowance projected 
staffing levels info per 001014 meeting request. Rept 
withheld (ref 10CFP2. 790> 

CURTIS, N.IL Pennsylvania Power * Light Co. 00/12/18. Ip, 

07322: 272. 
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A. Application/construction stage documents i: correspondence 


8012160030 Ltr to operating plant licensees, QL applicants i: CP holders. 
Forwards HUREG-0737 re THI action plan requirements. Requests 
operating reactor licensee couf irmatlon In 45 days that 
End t inplomentat ) on dates will be net. 

EI8ENHJT, 0. 0. Division of Licensing. 80/10/31. 7pp 


G0I202O722 Trip rept of 201023 site visit re inltiail test program 1, 
review cf FSAR Chapter 14. 

CLAVTC.N.B. Procedures L Test Review Branch. 00/11/05. 5pp. 
07147:351 


6012160022 Forwards 5u,iim.:iry of 001023 meeting u/util at site ro initial 
test program t. Chapter 14 of plant FSAR ' 

OIRKEL.R, A. Licensing Branch 1 00/11/29 2pp. 07263:004. 


0012090199 Forwards tost schedules for environ qual if ication of 
safety-re lated equipment, in response to NRC 801001 request. 
Schedules are prel imlnary. Conf irmatlon of test dates 
w/designated engineers is a,ivisahle. 

UHRIO.R.E. Florida Power i Light Co 80/12/03. 6pp. 07200:166. 


a0t22?0485 Responds to 8009 1 I ripmo requesting that Clfc of Nuclear 
Reactor Regulation ii,form licensees of need to comply 
u/revlsed Agreement State burial site cond i ti ons. Forwards 
results cf IF survey. 

DENTON. H.R. Office of Ludeor Reactor Regulation, Director. 
00/12/04. 2pp. 


-'-8012220506 Forwards tabulation i sur.r.ary of IE survey on low level 
waste at 31 reactors Low level uesto storage facilities 
have been expanded at 37 'a of reactors surveyed uj/7r4 
planning or considering increasing storage capacity. 

BANGART*R. L. Effluent Treatment Systems Branch. 80/11/06. 8pp 


0012170303 Forwards Nov c : n j (. / $ tar tup progress rept for facility. 

UHRIO.R.E. Florida Power 4, L<gM Co 80/12/ 1 I, 2pp 07266:115. 


C. Utility Environmental Repait (ER), amends 6 correspondence 


6012230426 Discusses ill. j'ceptance review Review will be completed if 
environ rept is supp I er.entod by adequate responses to 
deficiency questions 

JAROSLOH, Q. N. Argonne National Laboratory. 80/12/(2. Ip. 

07312; 262 


G. Adjudicatory correspondence 


001216063? Denies request under I ijCFR2. 206, f i I ed on behalf of 
interver.ars in St Lucie Lnit 7 CP proceed in.js, for 
cons I deration of environ consequences of Class 9 accidents. 
Forwards decision setting forth reasons for donial. 

DENTQN.H R. Office of Nu,:Jaar Re.3ctor Regulation# Director, 
00/11/20. 2pp. 07261 rS9 


--8012160644 Notice of i5ft.jan-:e ot Director s doc is ion under lOCFft2. 206, 
denying request for : on » lie , ation of environ consequences of 
Class 9 accidents at facility 

CASE, E. G. Office of Nuclear Reactor Regulation, Director. 

BO/li/28. 2pp. 07261:291 


— 0012160717 Director 'i do", isi-rin under >C'CFR2, 206, d eny ing intervenors in 
St Lucie CP proceedii'g, request for consideration of environ 
consequences of Class 'V ac <: I dents. Spec ia 1 c ircumstances do 
not exist to warrant such action. 

DENTON, H.R Office of Nuclear Reactor Regulation, Director, 
80/11/23. 13pp. 0726 J 293 
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S<jlt23005i A4vi»5i thT>t iivn.'i-i-:- th*t Ca'-^nissian rsccnsid-er 

•J ec I ■» J on rs •; t ♦. q n? •, i .?*.< •• '•:■!. I; -iJid 1 i iic of SO 1 21 3 5 p t for 

d 5 tern irs t it>i' p o-r t i •rit':! 

•iJHlLK-S J D*fi'-.9 i'f the ■£!.:••' t -T h it vy • tne Co Tini 35 i on. QD/1&/01. 

ip OVOU lfC* 


-■■ 1501 220:302 7 N. 7 tp 5 thAt ^i 3 ^ic}fl £•• I dc i-i'ti t sl^ould be HUE for Faci liti^ per 
Al A3-^i03 Re-ju'?:tf <*,• v >• 0 '-'. *: levjetjj o# Task Action Plan 

A--*; by 

AHEA'RlOt ■ -J. C’ri>; 1.1 i » 1 : ne »• £ >3«-'/ Oa.'i'-O 1 j> . 0731 1 : 191 . 


“801223 J &33 Keip-jrij f to t 3 ji: 8 ;;r. re^-je-it r& cui'c’«?nt statue of Task Action 
Plao ‘i<} per AUA 3-603 Kc-.’^j? 3 i'y actions are under evaluation 
for inp I e.'nent I r.g r e c n ia t i On te station blackouts. 

Pee V Its to be ree^rtvd m appro* one month. Task plan encl. 

DEI “TOfl* H. R. OffivG :f r:,'clC 3 r Reactor Regulation* Director. 

30/07/26 2pp 073JI I*'.-! 


-“8012230037 Et/pniitc qipeituni le tj00?2<i status rept of Task Action Plan 
A-*!*! on station bla:'Ou+ Pls'ics should be identified which 
are highl<^ susceptible 

AHEARl.'E* -.* Corffii 55 i oner » 30/10724 Ip 0731 1 ; 195. 


G012237O4O Describes task sctioi’. plan to resolve ASLAQ concern re 
station blackout 6 responds to 801034 followup questions. 

Di af t genii i c Hr encl 

nEllTQIli H R Office c-f N'i*; lear Pea c tor Regulation* Director. 

go/ij.MO 2 fp 0V31 r 1 ?a» 


--3012230090 Disagrees w.S'*LA3“603 cone 1 03 ion that station blackout should 
be considered design b.aiii event for unit Fla'iJs apparent in 
qua ifct i ta t J ve c t i ter i oifi* f ora*. I osur e of alternatives i* 
as s'j'ip t ion susceptibility 

BERtJEPO-R n Probat i ] 1 St 1 C Analysis 8 taff (Pre B0tH9). 30/09/23. 

Spp . 07311 190 


-“80122300 46 ifolicits •. ates to recon-airfer no-Tevieui decision re ALAO-ADS, 
Decision -rust h? irached by 8-ill2l'4. 

HrffDRlE. J M f c-mm i s 3 1 on e r s 60/11/26. Ip 073Il:2D3. 


44 Mp.noian Jum t ordrr -Jacidir-g to reconsidev generic aspects 
of ALAD-603 •* dffirminj lice"^e amendments re operation 
during station blackout l-ti'il brief due in 30 days ^ reply 
briefs in !>0 Jags 

CHlLi^^ S J Office of the Secretary of the Cotuni ss i on. 80/12/12. 
4pp. 07324 104 


8012290190 fJatice >f roc -•'n-s 1. 1 tut i on of A5',AS RS Sa 1 i man, c h a Ireian fc Wfl 
■JohnsiTi. i-nepber 

BISHCP.C.J Atomic 8 afi'Cg and 1 . icenssng Appe.jl Panel. 60/12/19. 

Ip. 07344 177 


8012290^77 Hemdrarijum supf-rting 80l2l2 order that station blackout 

5 ha« 4 ld be tons i derod a* bas^d on threshold values In 

SAP. 

TOf'iPi', lIJSr 5. A Atomic Siifety i-mj Licensing Appeal Panel. 60/12/22. 
5pp 07341:183 


601230C*210 Order aTtendif ->9 liiTit’ for Cc:mi:»j s s iaii to revieu Director's 
Deciiiar ED-BO-BS until GlOlO^. 

CHJi K. S J Offici’ of th,? Eerretary csf the Commission. 00/12/33. 
tp. 07355.361 


■J Insurance. A indemnity information 


30120204 78 Forujards End o’ sa-hent 36 t a f-lELlA Policy KF-327. 

FlELOERi J. flavsh I Mcl.ernon, Inr • M 4 11 Muc 1 ear Consu I tan t Si Inc . 
Div 80/11/25 2pp 07110 2 70. 


V Utility Final Safety Ar.alysis Report (FSAR) h amends 


6012170425 Fatuards Am^nd 0 to FSAR 

U'Hwro.R, E Florida Foyer t Light Co. 30/12/11. 2pp. 07266:293. 


““6012L90431 Aim end o to f-2AR. 

-» Florida Foyer i Light Co 63/12/31 3030pp 07368.299 


11 Antitrust c or respoi'd enc e 


S012120S44 Reipotisa to FL Cicias' anscper to BOQ712 joint motion to make 
effective license candHions proposed by app 1 i cant* NRC It 
DOJ. Requests ASlS attach proposed license conditions 
effective im-Tadiate ly . Cer t j f j ca tp of Bve end. 

DE'fLV. L. S AntJ trust r.ivl ii jn 60/13/03 23pp. 07337:100. 


5012290390 Response in opposition to FL Cities 801009 answer to util* 
WRC /: DOJ G00913 joint motian re settlement Immediate 
i np ] a.-.erta t i cn of licensee c ind i t i ons would not prejudice or 
d t sad van tage FL C i t i es . Car 1 1 f i ca te of 8 vc encl. 

DVM.H . SOUKNIGHT.J A Florida Pouer Light Co. DDUKNIOHT* J. A. 

Louans te in * N*ec..i;an* Re i s < /*! e I r g.d f. Toll 80/12/03 36pp. 07336:150. 


-“6012590393 Minutes of Fort Fierce Utils Authority Fort Pierce City 
CornissioTi 760326 special joint meeting, 
a Fort Pierce. FI 76/03/26 13pp. 07336 176. 


““8012270395 Su.rmary of Tallahassee City Ca-nmi ss loner 600311 meeting re 
city involvement in nuclear peuer. 

* fal Uhasse, FL Q0.''03/ll 13pp. 07336:160. 

-"B012290399 Affidavit of PL. Hester re City participation in util 
nuclear operat i otis. C i ty never given opportunity for access 
to FPL nuclear units. Ercerpts of Houston Lighting & Power 
It South TX Project 731201 agreeement encl, 

HfrSrbR.R L Ga i nesvi 1 1 e* FL 80/07/10 1 2pp. 07336:200. 


— 001229040+ Order denying Cities of Oainesville it Tallahassee motion 
for declaratory order. Par t i es have right to settle or 
compromise dispute w/o knowledge of peti t ionor. Ut 1 1 
7/0916 I tr to HC Luff i. RA Jab I on encl. 

KIf.'O* J. L U. S. District Court Southern District of Florida. 
80/07/03 lOpp 07336:213 


8012300238 Response to intervenor FL Cities 801009 answer to MRC* OOJ 1< 
util 000912 joint motion re CR app 1 icatlon. Proposed license 
conditions should be effective immediately Imposition will 
not damage intervenor Certificate of Sve encl. 

URUAN.J-R Justice. Dept of 80/12/03. I5pp. 07350:071. 


P. Operating license stage documents t correspondence 


801 2290321 Forwards Revision 3 to OA manual, 

UHRIO.R, E. Florida Power V Light Co. 60/12/17, Ip. 


— 6012290326 Revision 3 to OA manual. 

•* Florida Power ft; Light Co. SO/09/30. 09pp. 


0 . Inspection reports* IE Bulletins i correspondence 


8012170310 Forwards Suppl 3 to IE Sulletln 79-018* '’Environ 
Goal i f ica t i on of Class IE Equipment." No written response 
r equi r ed. 

0 'RE ILLY, J, P. Region 2- Atlanta* Office of the Director SO/10/24. 
Ip. 07260:327. 


8012160023 Forwards IE Info Wo t i c e 80-30* ’Cracking in Charging Pump 
Casing Cladding.” No written response required. 

O'REILLY, JP. Region 2. Atlanta* Office of the Director. 80/10/30. 

Ip 


8012170422 Forwards IE Info Notice 60-36* ’’Cracking in Charging Pump 
Casing Cladding.” No written response required. 

O 'REli.i Y. J. P. Region S* Atlanfe.*, Office of the Director. BO/lO/31. 
I P 


8012230063 Forwards IE Circular 00-23, ’’Potential Defects in Qelolt 
Power Sys Emergency Geiierators. “ No written response 
requi r ed. 

O'REILLY* J.p Region 2- Atlanta* Office of the Director, 00/10/31. 
Ip 07313:232 


6012110736 Forwards IE Bulletin 80-21, "Valve Yo'sces Supplied fay Malcolm 
Foundm Co. Inc, ” Written response required. 

O'REILLY, P, Region 2* Atlanta, Office nf the Director. 00/11/06. 

Ip 


8012030668 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressoviaation '* No written response required. 

O'REILLY* J.P Region 2- Atlanta, Office of the Director. 90/11/07. 

Ip. 


8012090194 Forwards IE Info Notice 80-41* "Failure of Swing Check Valve 
In Decay Heat Removal Sys at Davis Rbsso Unit 1. " No 
response required. 

O'^REILUY, J. P. Region 2. Atlanta* Office of the Director. 80/11/10. 

Ip. 


5012090598 Sub mi ts final response to IE Gulletln 80-20* "Failures of 
Westinghouse Type 14-2 GpPing Return to Neutral Control 
Switches. " Neutral position contact is not wired to any 
c i rcu i t. Du L li? t in not applicable to facility. 

UHRIO.R. E. Florida Power ft? Light Co. 60/11/13. Ip. 07166:203. 
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S0120401S3 Forwards IE bulletin "Failures of Solenoid Valves 

Mfg b(j Valtor Engineering Corp ’ Requires estiff^ate of 
ftianpouer associated or rec ti ve actions. 

O'REILLY* J. F. Region 2* Atlanta. Office of tbe Director. QO/11/14 
tp. 07156:091 


e012l50P.5S Forwards corrected QOIO20 transoiittal 1 tr for IE Imp Rept 
50-3S9/80-12, 

hURPHYfC.E. Region 2* Atlanta. Reactor Construction b. Engineering 
Support Branch. 60/11/30, ip 07237; 307. 


— 8012150253 Corrected tr ansini tta 1 1 ti for IE Insp Rept 50-309/00-12 
hJRPHYiC.E Region 2> Atlanta. Reactor Construction t Engineering 
Support Branch. QO/10/2B 2pp 07237:300 


— 8012150259 Forwards IE Insp Rept 50-307/00-12 on 000916-19. No 
noncomp 1 ianc e noted. 

MVRPHVfC.E. Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch. 00/10/20. 2pp. 07237:310, 


— 8012150263 IE Insp Rept 50-3Q9/80-12 on 900916-19, No noncomp 1 iance 
noted. Major areas i nsp sc ted : i nspec tor followup items, 
licensee identified items b IE bulletins. 

MCFARLAND. C. R, Region 2. Atlanta. Office of the Director. 

BRYANT. J.C. Region ?. Atlanta. Reactor Construction b Engineering 
Support Branch. 00/10/27, 5pp. 07237:312. 


8012050046 Forwards IE Bulletin 00-24. "Prevention of Damage Due to 
Water Leakage Inside Containment " l/o written response 
requ irod. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director, 80/11/21 
ip. 07173: 106. 


8012000024 Forwards Info Notice 80-42. "Effect of Radiation on 
Hgdraulic Snubber Fluid " No written response required. 

O'REILLY. J. P. Region 2> Atlanta, Office of the Director. 00/11/24. 
tp. 


0012170512 Forwards IE Info Notice 80-29. Suppl 1. "Broken Studs on 
Terrg Turbine Steam Inlet Flange," No written response 
required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 00/11/26. 
Ip 07268: 103 


QO1210O197 Ack receipt of 801107 I tr informing NBC of steps taken to 
correct violations noted in IE Insp Rept 50-389/00-13. 

MURPHY. C.E, Region 2. Atlanta. Reactor Construction b Engineering 
Support Branch, GO/ll/26. 2pp 03791:355. 


--B012160207 Responds to NRC 801010 lir re violations noted in IE Insp 
Rept 50-309/00-13. Correc t ive ac t ions : va Ives covered until 
moved to permanent location 1. procedural requirement to 
control used welding filler matl has been incorporated. 

UHRIO. R. E. Florida Power b Light Co. 80/11/07. 3pp. 03791:356. 


— 0012180209 Forwards IE Insp Rept 5O-3R9/0O-13 on 000917-19 b notice of 
violation. 

hURPHYiC.E. Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch. GO/IO/IO. 2pp 03791:359 


--a012lS02i2 Notice of violation Prom insp on 800917-19, 

^ Region 2. Atlanta. Office of the Director 00/10/08. ip 
03791:361. 


— 8012180217 IE Intp Rept 50-309/00-13 on BC0917-19. Noocomp 1 iance noted: 
improper valve storage b inadequate welding filler control 
matl . 

KUEU4SQRGE. W. P. « VANDDORN. P. K Region 2. Atlanta. Office of the 
Director. HERDT. A, R. Region 2. Atlanta. Reactor Construction b 
Engineering Support Branch. 80/10/08. 5pp. 03792;00t. 


8012220614 Forwards suppl to final response to IE Bulletin BO-08. 
"Ejtamlnat i on of Containment Linear Penetration Nclds, " 

Previous info clarified w/figures b data re butt welds ti 
results of nondestructive examinations. 

UHRIO. R.E. Florida Power b Light Co, 00/12/01, 25pp. 07299. 234. 


S. Reportable occurrences. l.ERs b related correspondence 


0012110564 FOIA request f.ar document entitled. "Summary of Meeting Held 
on 700605, " 

DORaUM. R, B, Babcock b Nilcoi Co. 00/12/02. ip. 07227:154, 


0012110591 Gummarg of 70C6O5 meeting w/util to discuss 700514 loss of 
offsite power at f ac i I i tg. dr af t NRC positions re electrical 
power grid incorporati on of Reg Guide 1 108 into facilitg 
Tech Specs. 

FITZPATRICK. R, Power Egste.ns Branch. 78/06/23. Ip. 07227: 153. 


8012110556 Responds to FOJa request for docuoient entiled. ‘'Summary of 
Meeting Hold on 790605 ' Forwards document. 

FELTON. J. f1 Divijitjn 'f Pyle, sr.J Recards 00/12/05 Ip 
07227: 153 


--80131 10560 Summary of 780605 maetirg w/util in Qethesda.MD re 780314 
loss of offsite power at f.^cility i CJRNL repts on 780411 6 
0511 transmission sys distuibances List of meeting attendees 
b I4RC posi t i ons enc I 

DlRKFL.ft A Light Water Reactors Branch 2 78/06/07, 6pp. 


DQCKEr 50-390 NATT0 BAR N. CL EAR PLANT. U!>'IT 1 


A App 1 icat ion/coostruc t i on stage documents b correspondence 


8012160‘050 Ltr to Operating plant I ic er sees. OL. applicants t CP holders. 
Forwards <NUR€G-0737 re TMI action plan requirements. Requests 
operating reactor licensee co.if jrmati on in 45 days that 
Enel 1 Implementation dates will be net 
EISELHJT. D 0. Division of Licensing 00/10/31. 7pp. 


8012160164 Notification of 801203-10 nesting u/util in Spring Cifcy.TN 
to perform caseload forecast to determine priorities for 
allocation of NRC manpower. 

KENYON. T. J. Licensing Branch 2. 00/12/02 5pp 07263:033. 


8012090166 Forwards interim status rept re NRC 800502 request to 
conduct electrical separation field audit. Final results will 
be submitted by 81C213 

MILLS, L.M. Te.mnessee Valley Authority. 80/12/C4. Spp. 07200:149. 


8012100695 Notification of 801208 .r.eeting u/util b AWL at site to 
discuss safety b relief valve piping computer model. 

KENYON, T.J Licensing Branch 2. 00/12/04. 3pp. 07222:101. 


8012170700 Forwards info re nuclear power plants to be licensed Dec 
19eO-Dec 1981 in response to request from Nuclear Oversight 
Cor.ml ttee. 

MIRAOLIA, F L.icensing Branch 3 00/12/05. 3pp 


9012160327 Responds to NRC 801001 request for info re environ 
qua 1 1 f icat I on testing of safety-re Isted equipment Info wilt 
bo available by 010201 

MlLLSiL-M. Tennessee Valley Authority 00/12/09. Ip. 07243:359. 


F. Security, medical, emergunqy i fire protection plans 


8012030835 Notification of 801121 meeting w/utit in Bethesda.MD to 
discuss util position on central emergency response ctr b 
plans for emergency mgt. 

STAHLE.C. Licensing Branch 2. 80/11/19 6pp. 


O Inspection reports. IF Bulletins I correspondence 


0Ol2t5O^>Ol Forwards IE Info Notice 00-37, “Contain.menb Cooler Leaks b 
Reactoi Cavity Flooding At Indiarr Point Unit 2." No written 
response required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 80/10/24. 
tp 


8012180294 Forwards IE Ngt Meeting Repts 50-438/80-24.50-439/00-24. 
50-390/80-31 b. 50-391/S0-24 sn 0CO925. No reply required. 

MURPHY, C.E Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch. EO/lO/27. 2pp. 03794:040. 


—6012180307 IE Mg t Meeting Repts 50-438/80-24,50-439/80-24.50-390/90-31 
b 50-391/00-24 on 600925. Ma jor areas d iscussed: i saues 
identified in Insp Repti 50-430/80-12.50-439/80-12, 

S0-3Y0/Q0-19 b. 50-391/ 00- 13 

COLEV, J.L, Region 2. Atlanta, Office of the Director MURPHY, C. E. 

Region 2, Atlanta. Reactor C.jnstruc tion b Engineering Support 
Branch. QO/IO/24 2pp 03794.042, 


8O1210CO35 Forwards IE Info Notice 80-38, 'Cracking in Charging Pump 
Casing Cladding." No written respoi'sc required. 

O'REILLY, J. P. Region 2> Atlanta. Office of the Director. 80/10/30. 
tp. 03790 098 


8012170004 Forwards IE Info Notice 80-39, 'Malfunction of SeUnotd 
Valves Mfg by Valcor Ergineering Carp.’ No specific action 
ar response required. 

a'RElUY, J.P Region 2, Atlanta. Office of the Director. 80/10/31. 
Ip 
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3012230030 Fijr-jaris IE Cjrc'jUr 30-23. "Potential Defects in Deloit 
Po'jer Si^s F.C4&^gen^1f Generators " No -jritten response 
r 5(^0 ired 

O'REILLV, J P Region 2 Atlanta. Office of the Director. 00/10/31. 
Ip 


30121 lCv66 Requests asseas.nent I corrective actions taken re control 
r’?ar. ceiling cons tr dieted u/aoparently f l3fT:’!tab le tiles uithin 
20 dags. 

TEOESCO. R L Assistant Director fer Licensing, BO/ll/0^. 3pp. 


3012110307 Forwards IE Svlletin 80-21. "Valve Yokes Supplied bg Malcolm 
Fo’jriiJrg Cojlnc.” Written response required. 

D'REILLV. JP Region 2 Atlanta. Office of the Director. 80/11/06. 

IP 


>3012030337 Poruards JE Info Notice 80-40. Eitcesslve Nitrogen Supply 
Pressure Actuates Safetg Relief Valve aperation to Cause 
Reactor Dapresaur i xat i on " No 'xiritten response required. 

Q 'RElLLYi P Region 2* Atlanta. Office of the Director. BO/fl/07. 

Jp. 


5012030276 Forwards IE Infc Notice 80-41, "Failure of Swing Check Valve 
in Decay Heat Removal Sys at uavia Basse Unit 1." No 
response required. 

DREIi.' V. 0 P. Regions. Atlanta, Office of the Director. 80/11/10. 
Ip 


0012040143 Forwards lE Bulletin 80-23, "Failures of Solenoid Valve* 
Mfg by Valcor Engineering Corp " Require* estimate of 
iTianpG:.)er associated w/cor re,: ti ve actions. 

Q'REIL<V,J. P Region 2. Atlanta, Office of the Director, 80/11/14. 
ip 


8012030616 Forwards updated response to IE Dulletln fl0-09i "Hydramotor 
Actuator Deficiencies " Util uill contact major valve 
suppliers to determine if addl deficient actuators were 
supp lied. 

MILLS, L. 11 TenneEsee Valley Authority. 80/11/17. 3pp. 07100:212. 


6012110366 Forwards Mechanical Engineering Oranch position re inservice 
insp of pressure isolation valves 1-. requests addl info. List 
of valves included in program w/pf/ID diagrams are required. 

TEDtSCQ/fi L. Assistant Director fer Licensing. 80/11/17. 3pp. 

07224: 145. 


6012020403 Ack receipt of 801027 I tr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts S0-390/fl0“a6 it 
50-391 /a0“20 

LEWIS. R C. Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch 80/lt/SO Ip 07143:221. 


--6012020412 Responds to NRC 000930 Itr re violations noted in I£ Insp 
Repts 50-390/80-26 ?• 50-391 700-20. Cor re c tive actions: upper 
head injection sys test seeping document 4; test instruction 
uill be rsvlsed // data colle-ted uill be evaluated. 

HU.LS.L H. Tennessee Valley Authority. SO/10/27. 4pp. 

07143: 222. 


- -00 1202043.3 Forwards IE Insp Repts 50-390/80-26 4; 50-391/80-20 on 
800301-31 i. notice of deviation. 

LEWJSrR C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 00/09/30. 2pp 07143:226. 


—8012020436 Notice of deviation from insp on 800801-31. 

a Region 2. Atlanta, Office of the Director, 80/09/30. ip. 
07143: 520 


- -801 202044 1 IE Insp Repts 50-390/80-26 it 50-391/00-20 on 800801-31. 
Noncomp 1 lance noted high pressure blowdown test performed 
u/4 providing test acceptance criteria. 

MCCONALD, V A Region 2, Atlanta, Office of the Director. 

DANCE* H.C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. £0/09/30. 4pp. 07143 229. 


8012050023 Forwards IE Bulletin 80-24, 'Prevention cf Damage Due to 
Water Leakage Inside Containment, ■' No written response 
required 

O'REILLY, J.P Region 2, Atlanta- Office of the Director, 80/11/21, 

ip 


8012030004 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Srubbar Fluid *’ No written response required. 

O'REILI Y, sl-P- Region 2. Atlanta. Office of the Director, 80/11/24. 

Ip 


8012170359 Forwards IE Info Notice 80-29»8uppI ti "Broken Qtuds on 
Terry Turbine Steam Inlet Flange." No written response 
required, 

O'REILLY, J, P. Region 2. Atlanta- Office of the Director. 80/11/26, 
Ip- 


6012170316 Forwards planned changes to Chapter 17 of FSAR for Sequoyah- 
Watts Bar ft Dellefonte ?- TVA-TR7S- 1 A. Changes supersede 
801201 Itr. Changes will be included in application for OL 
for Hartsvi I le, Ph 1 pps Bend ft Yellow Creek plants, 

MILLS, L.M. Tennessee Valley Authority. 80/12/09. 5pp. 07266:132, 


S. Reportable occurr one es', LERs ft related correspondence 


8012050457 Fii\al deficiency rep t. i ni tial ly reported 800918, re emergency 
ga* treatment sy* fire protection sys supplied w/automatlc 
open head water spray sys Spray nozzles will be replaced 
w/closed head water spray noizlcs. 

MIL'S. L. II. Tennessee Valley Authority. 00/09/17. 2pp. 07173:322, 


6012040423 Fourth interim deficiency rept re breakdown in Dravo OA 
program, initially reported on 800328. Dravo completed inhouse 
documentation search for Unit I piping ft; submitted corrected 
sketches. Uni t 2 documentation search to be completed soon. 

MILLS, L.M. Tennessee Valley Authority 80/11/24, 2pp. 07170:122. 


8012040422 Final deficiency rept re insufficient analysis of 3-tnch 
fire protection line initially reported on 000606. Si z teen 
addl supports per unit needed. Supports will be installed 
prior to fuel loading. 

MILLS, L. H. Tennessee Valley Authority. 00/11/25. 2pp. 07170:124. 


8012040443 Interim deficiency rept re automated fined water spray 
sys in reactor bldg annulus, ini t ia 11 y reported on Q01027. 

Util in process of modifying fire protection sys In order 
to encompass addl Interaction areas. Addl info due by 801009. 
MILLS-L.ll Tennessee Valley Authority. 80/11/26. 2pp. 07170'. 116. 


8012090342 Interim deficiency rept, or ig inal ly reported on 001031, re 
iinproper weld attachment of shear lugs. Util determined that 
lugs will be acceptable if l/4-inch fillet used. Mods 
completed by Aug 1981. Next rept will bo submitted by 610125. 

MILLS, L. M. Tennessee Valley Authority. 80/12/01. 2pp. 07201:165, 


8012100454 First interim deficiency rept re 3-inch gate valves which 
failed to close coinpletely under pr eoperat ional test flew 
cond i tlons. Mods to be dove 1 oped. Nex t rept will be 
submitted by 810323. 

MILLS. L.M. Tennessee Valley Authority. 80/12/01. 2pp. 07219:020. 


8012100517 First interim deficiency rept re improper shear lug weld 
attachments in heating, vent i lat ion ft air conditionings sys, 
initially reported on 801030. One-quarter inch fillet weld 
will correct defects. Next rept by 810125. 

MILLS, L.M. Tennessee Valley Authority. 60/12/01. 2pp. 07219:346. 


9012090359 Final deficiency rept initially reported 601030 re failure 
to use latest revisions of break location summaries for 
design pipe rupture protective device*. Mods will be 
completed by Aug 1981 for Unit 1 ft May 1982 for Unit 2. 

MILLS.L.IL Tennessee Valley Authority. 80/12/02. 2pp. 07207:148. 


8012170425 Third interim deficiency rept re damage to UHI piping 
hanger. Hangor to be rep lac ed. Insp of piping welds revealed 
no damage by lifting Incident. EDS Nuclear ft Nestlnghouse 
analyzing ft evaluating. Add 1 info to be submitted by 810213, 

MILLS, L.M. Tennessee Valley Authority 80/12/12. Ip. 07269:350. 


8012170460 Fourth interim deficiency rept re inadequate documentation 
for miscellaneous mechanical equi pment. App I Icab 1 e QC 
procedures revised to specify proper insp ft documentation 
requirements. Add i info to be submitted by 610327. 

MILLS, L.M. Tennessee Valley Authority. 60/12/12. Ip. 07269:239. 


801230057*3 Final deficiency rept re Penn Ventilator Co OA program 
initially reported on 790618. Util has completed review of 
drawings ft seismic ft environ qualification documentation ft 
found all documentation in compliance u/specs. 

MILLB,L. M, Tennessee Valley Authority. 00/12/16. 2pp. 07359:236, 


8012310370 First interim deficiency rept re possible error in safety 
injection sys preoperati ona 1 test, in i tial 1 y reported B01124. 

Caused by failure to require that position of all check 
valves important to test results be checked. 

MILLS, L.M, Tennessee Valley Authority. 80/12/23. 2pp. 07369:084. 


V. Operator Examinations 


8012010056 Clarifies min TMI-relafced requirements for new operator 
licenses re training during low pouer testing. Operators 
should be able to control saturation marginiRCS pressure ft 
heat reiDoval rate w/o exceeding operating limits. 

TEOESCD,R.L. Assistant Director for Licensing, 60/11/14, 3pp. 
07098; 194. 
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A App 1 icatl on/construc t i on atage documents & correspondence 


Q012I6005D Ltr to operating plant licensees, OL applicants t: CP holders. 
Forwards NUnEG-0737 re TUI action plan r irenents. Reiiues ts 
operating reactor licensee confirmation In <15 dags that 
Enel 1 inp 1 errontati on dates will be met. 

EISEf^HUT, D. G. Oi vis ion of Licens i ng 00/10/31. 7pp. 


8012160164 Notification of 801200-10 meeting w/util in Spring Cltg.TN 
to perform caseload forecast to determine priorities for 
allocation of NRC manpower. 

KEN VON, T J, Licensing Branch 2, 80/12/02 Spp. 07263:033. 


8012090106 Forwards interim status rept re NRC 800502 request to 
CQiiducfc electrical separation field audit, Final results will 
be submitted bg 010213. 

NILLSiL.M. Tennessee Valleg Authoritg. 00/12/04. 3pp. 07200:149. 


8012100695 Notification of 001203 meeting u/util ANL at site to 
discuss safety & relief valve piping computer model. 

KENYON, T- J. Licensing Branch 2. BO/12/04. 3pp. 07222:101. 


8012160327 Responds to NRC 001001 request for info re environ 
qualification testing of safety-related equip.’nent. Info will 
be available bg 010201. 

MILIS, L. (1. Tennessee Valley Authority. 80/12/09. Ip. 


0012170316 Forwards planned changes to Chapter 17 of F3AR for Sequoyah, 
Matts Bar Sellefonte 4< TVA-TR75- lA. Changes supersede 
001201 Itr. Changes will be included in application for OL 
for Hartsvl 1 1 e, Phipps Bend it yellou Creek plants. 

MILLS, L. 11. Tennessee Valley Authority. 80/12/09. Spp. 


F. Security, oicdicai, emergency i: fire protection plans 


8012000835 Notification of 801121 meeting w/util In Betbesda,MO to 
discuss util position on central emergency response ctr it 
plans for emergency mgt. 

STABLE. C. Licensing Branch 2, 00/11/19. 6pp. 


Q. Inspection reports, IE Bulletins & correspondence 


0012150201 Forwards IE Info Notice 00-37, 'Containment Cooler Leaks it 
Reactor Cavity Flooding At Indian Point Unit 2.” No written 
response required. 

O^REILLY. J. P. Region 2, Atlanta, Office of the Director. 00/10/24. 
Ip- 


8012180294 Forwards IE Mgt Meeting Repts 50-428/00-24*30-439/80-24, 
50-390/00-31 it 30-391/30-24 on 800923, No reply required. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction 6 Engineering 
Support Branch. 60/10/27. 2pp. 


—8012180307 IE Mgt Meeting Repts 50-430/00-24, 50-439/00-24, 30-390/00-31 
ik 5C-391/SO-24 on 000925. Ma /or areas d Iscussed: issues 
identified in Insp Repts 30-436/80-12,50-439/80-12, 

5O-3VO/0O-19 50-391/80-13 

COLEY, J.L. Region 2, Atlanta. Office of the Director, 80/10/24. 

2pp, 


8012180035 Forwards IF. Info Notice 80-38, "Cracking in Charging Pump 
Casing Cladding." No written response required. 

O'REILLY. J, P. Region 2. Atlanta, Office of the Director. 80/10/30, 
Ip, 


8012170004 Forwards IE Info Notice 00-39, "Malfunction of Solenoid 
Valves Mfg by VaUor Engineering Corp, " No specific action 
or response required. 

O'REILl.Y, J. P. Region 2, Atlanta, Office of the Director. 00/10/31. 
Ip- 


0012230030 Forwards IE Circular 00-23, "Potential Defects in Beloit 
Power Sys Emergency Generators, " No written response 
required. 

O'REILLY, J, P. Region 2, Atl«inta, Office of the Director. 80/10/31, 
Ip. 


8012110066 Requests assessment i: corrective actions taken re control 
room ceiling constructed w/apparently flammable tiles within 
20 days. 

TEOESCQrR.L. Assistant Director for Licensing. 80/11/04, 3pp. 


8012110807 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc, '■ Written response required. 

O'REH. LY, J. P, Region 2, Atlanta, Office of the Director. 00/11/06. 

Ip. 


0012030337 Forwards IE Info Notice 00-40, "Etcessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactoi' Depressor i jat ion. '' No written response required. 

0 'REILLY, J. P. Region 2. Atlanta, Office of the Director. 80/11/07, 
Ip. 


8012030276 Forwards IE Info Notice 60-41, "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Basse Unit 1. '• No 
response required. 

O'REILLY, J. P. Region 2< Atlanta, Office of the Director. 90/11/10. 

Ip. 


8012040143 Forwards IE Bulletin 80-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Carp. “ Requires estimate of 
manpower associated w/corrsetive actions. 

O'REILLY, J.P Region 2, Atlanta. Office of tha Director. 00/11/14. 
ip. 


8012080616 Forwards updated response to IE DoUetin 80-09, "Hydramotor 
Actuator Deficiencies." Util will contact major valve 
suppliers to determine if addl defitieut actuators were 
supp 1 ied. 

MILLS, L. II. Tennessee Valley Authority. 00/11/17. 3pp. 


8012110366 Forwards Mechanical Engineering Branch position re inservice 
insp of pressure isolation valves it requests addl info. List 
of valves Included in program w/P^ID diagrams are required 
TEDESCO.R.L Assistant Director for Licensing. 80/11/17. 3pp. 
07274: 145. 


8012020400 Ack receipt of 801027 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-390/00-26 t 
50-391/00-20. 

LEWIS, R.G. Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch. 00/11/20. Ip. 07143.221. 


— 0012020412 Responds to KHC 800930 Itr re violations notod in IE Insp 
Repts 50-390/80-26 it 50-391 /80-20. C or rec t Ive act! ona : upper 
head injection sys test scoping document & test instruction 
will be revised i data collected will be evaluated. 

MILLS, L.K. Tennessee Va 1 ley Author i ty. 60/10/27. 4pp. 

07 1 <13: 222. 


—0012020433 Forwards lE Insp Repts 50-390/80-26 i 50-391/00-20 on 
800301-31 i notice of deviation. 

LEWIS,R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 80/09/30. 2pp. 07143:226 


--8012020436 Notice of deviation from insp on 800801-31. 

a Region 2, Atlanta, Office of the Director. 80/09/30. Ip. 
07143:220 


—8012030441 IE Insp Repts S0-390/Q0-26 i 50-391/80-20 on 800801-31. 
•None onp 1 lance noted:high pressure blowdown test performed 
w/o providing test acceptance criteria. 

MCDONALD, J. A. Region 2, Atlanta, Office of the Director. 

D.MICFrH, C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 00/09/30 4pp. 07143:229. 


8012050023 Forwards IE Bulletin 00-24, "Prevention of Damage Due to 
Mater Leakage Inside Containment" No written response 
required. 

□ 'REILl Y, J. P. Region 2, Atlanta, Office of tha Director. BO/lt/21. 
Ip. 


6012080004 Forwards IE Info Notice SO-42, "Effect of Radiation on 
Hydraulic Snubber Fluid. " No written response required, 

O'REILLY, J. P. Region 2, Atlanta, Office of tha Director. 00/11/24. 
Ip. 


0012170359 Forwards IE Info Notice 80-29, Suppl i, "Brolen Studs on 
Terry Turbine Steam Inlet Flange," No written response 
required. 

0 'REILLY, J. P. Region 2- Atlanta, Office of the Director. 80/11/26, 
Ip- 


8012180331 Forwards IE Insp Rept 50-391/80-29 on 800912. No 
none emp 1 lance noted. 

KENNA, M. B. Region 2, Atlanta, Safeguards Branch. BO/12/tO. 2pp. 
03794:230. 


— 8012180333 IE Insp Ropt 50-391/60-29 on 800912. No noncompl iance noted 
Major area inspected : fue 1 storage. 

TILLMAN, A., HILL, A , HALL, S. Region 2, Atlanta, Office of the 
Director. 00/12/10, ip. 03794:232 
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5. Repoitable- occurrence^! L.Efls h rela'ied correspondence 


£012050457 Final deficienc’j rept< in i t ie 11 v reported 900918< re emergencg 
gas treat ~ent sgs ^ire protection sys supplied 'j/autonattc 
open head water spray sys Spray noitles will be replaced 
w/closed head uaber spray noiiles 

MILLS. L. 11 Tennessee Valley Authority. B0/O9/J7 2pp. 07173:322. 


8012040429 Fourth interim deficiency rept re breakdown in Dravo DA 
prograiTii ini t i al ly reported on 000326. Dravn completed inhouse 
documentat i on search for Unit I piping tt subi^iitted corrected 
sketches. Uni t 2 docuinentat ion search bo be completed soon. 

MILLS. L.M. Tennessee Valley Authority. 80/11/24. 2pp. 07170:122. 


9012040422 Final deficiency rept re insufficient analysis of 3-lnch 
fire protection Ijna initially reported on 8006D&. Si xteen 
adcfl supports per unit needed. Supports will be installed 
prior to fuel loading 

HILLS. L M. Tennessee Valley Authority. 80/11/25. 2pp. 07170:124. 


8012040443 Interim deficiency rept re automated fixed water spray 
sys in reactor bldg annulus. ini t ial ly reported on 601027. 

Util in process of modifying fire protection sys in order 
to encompass addl interaction areas. Add! info due by 80100?. 
MILfS.L.Il Tennessee Valley Authority. G0/Hy2i. 2pp. 07170:116. 


3C12O90342 Interim deficiency rept. or i g i rally reported on 801031, re 
improper weld attachment of shear lugs. Util determined that 
lugs will be acceptable if 1/4-inch fillet used. Mods 
cjopletad by Aug 1981. Next rept will be submitted by 810125. 
MTLLS.L.M. Tennessee Valley Authority. 80/J2/01. 2pp. 07201:165. 


□012100454 First interim deficiency rept re 3-inch gate valves which 
failed t-o close completely under preoperational test flow 
conditions Muds to be developed. Nex t rept will be 
submitted by 810323 

HILLS.L.11 Tennessee Valley Authority. 80/12/01. Bpp, 07219:028. 


G012100517 First interim deficiency rept re improper shear lug weld 
attachments in heating, venti lati on ib air cond^i iiotiings sys. 
initially reported on 601030. Dne-quarter inch fillet weld 
will correct defects Next rept by 810125. 

MILLS, L. II. Tennessee Valley Authority. 80/12/01. 2pp. 07219:340. 


8012090359 Final deficiency rept initially reported 801030 re failure 
to use latest revisions of break location summaries for 
design pipe rupture protective devices. Mods will be 
completed by Aug 1901 for Unit 1 t Hay 1982 for Unit 2. 

MILLS. L.ri Tennessee Valley Authority. 60/12/02. 2pp. 07207:140, 


8012170425 Third interim deficiency rapt re damage to UHI piping 
hang er. Hang er to he rep laced. Insp cf piping welds revealed 
no damage by lifting incident. EOS Nuclear k Wes t inghouse 
aralyiing k evaluating Addl info to be submitted by 010213. 

MILLS. L. II Tennessee Valley Authority. 00/12/12. Ip. 07269:350. 


S012170460 Fourth interi.m deficiency rept re inadequate documentation 
for miscellaneous mechatiical equ Ipment. App 1 Icab le QC 
procedures revised to specify proper Insp 6 documentation 
requirements Addl info to be submitted by 310327. 

MILLS. L. 11. Tc.-nessee Valley Authority. 80/12/12. Ip. 07269:239. 


eQtS300570 Final deficiency rept re Penn Ventilator Co QA program 
initially reported on 790618 Util has completed review of 
drawings 4; seismic k environ qua I i f Icati bn documentation & 
found all documentation in compliance w/specs. 

MILLS. L. II Tennessee Valley Authority. 80/12/18. 2pp. 07359:236. 


S01231037Q First Interim deficiency rept re possible error in safety 
Injection sys pr eoperationa I test. ini t iai ly reported 801124. 

Caused by failure to require that position of all check 
valves important to test results be checked 

MILLS. L.M. Tennessee Valley Authority. 60/13/23, 2pp, 07369:004. 


Operator Eraminations 


8012010056 Clariries mjn TMI-related requirements for neu operator 
licenses re training during low pouer testing, Operators 
should be able to control saturation marglhrRCS pressure & 
haat removal rate u/o axceedir.g operating limits. 

TEOSSCO, R, L. Assistant Director for Licensing, 00/11/14 3pb 


COCKE I 50-395 VIROlL C. SUMMER NUCLEAR STATION, UNIT 1 


A App 1 icati on/conatruct i on stage documents 4: correspondence 


8012160050 Ltr to operatli.y plant licensees, OL applicants CP holders. 
Forwards NUREG“0737 re TMI action plan requ ir aments. Requests 
operating reactor licensee co.n f i rmat ion in 45 days that 
End 1 implementation dates will be met. 
eiSENHUT. D. G, Division of Licensing. 00/10/31. 7pp. 


9012020J>93 Forwards followup info re KRC Seismic Qua I i f i ca t i on Review 
Team B0t0l4-17 audit of equipment qua 1 i f icat ion program. 

Notification to NRC will be provided upon completion of 
seismic rept review. 

NICHOLS, T.C. South Carolina Electric 6 Oas Co. BO/11/80 122pp, 

06916: 001. 


— 80130^0298 . "Pro jec t Procedure for Design of Electrical 6 
Instrumentation Equipment . Das i s L Attachments.*’ Related 
info end. 

a Oi 1 bart/Commonweal th Cos. 80/11/14. t4pp. 


8012040592 Advises of requirements that must be met re NRC review of 
special low power test program 4: emergency procedures for 
selected transients 4; accidents. 

TEOESCO,R. L Assistant Director for Licensing, 00/11/20. 2pp. 
07170:097. 


80120B0309 Informs of planned corporate t/ plant visit In Dec 1900 to 
permit timely SER preparation for inclusion in post-ACR8 
supp 1 . Requests schedule for completion of organizational 
changes 4 procedures required prior to visit. 

TEDESCO, R. L. Assistant Director for Licensing. 80/11/20. 2pp. 
06596: 003. 


Q012S90014 Summary of 801106-07 meeting w/util at site re anticipated 
fuel load date k const status. 

KAN£,W. F. Licensing Branch 2 00/11/20. 9pp. 07306:283. 


6012110776 Summary of 801009 meeting u/util in DethesdaillD re 
geology 1-. seismology review. 

HOUSTON, D., KAI4£,U. Operating Reactors Branch 2, 80/11/21. 4pp. 

07225: 092. 


6012010117 Forwards sumrnary of impact test results op matl used In 
main steam k. feedwater sys. 

NICHOLS, T.C. South Carolina Electric k Oas Co, 80/11/25, 2pp. 
07097: 325. 


8012010327 Advises that results of util revieuj of control room 
habitability per SAP k Reg Guides 1.78 fe 1.99 qhow no 
futher mods required. 

NICHOLS, T.C. South Carolina Electric 6 Gas Co, 00/11/25. 2pp. 
07090:029. 


8012020572 Forwards response to Reactor Sys Branch request for info re 
operator actions in mitigating consequences of transient, 

NICHOLS, T.C. South Carolina Electric k Gas Co. 0O/tl/S5. 2pp 
07130:320. 


8012010108 Application for amend to CPPR-94 to further extend latest 
completion date to 820630. Environ Impact appraisal 
supporting extension request 4: bar graph indicating 
interrelation of schedule factors encl. 

NICHOLS, T.C, South Carolina Electric 4c Oas Co. 80/11/26 6pp. 
07091:256, 


0012160291 Summary of 801119 meeting w/util re open matters in NRC 
geotechnical review 4< resolution of future actions needed to 
resolve Issues. 

F. Licensing Branch 2 00/11/26, 5pp. 07252:253. 


8012160005 Summary of 80i022 meeting w/utll k consultant in Bethesda^ 
MD re util proposal far resolving concerns arising from 
review of control room design. 

KANE, W, F. Licensing Branch 2. 80/11/28. 4pp, 07262:321, 


8012160025 Summary of 001118 meeting w/otil 6 LASL in DBthdsda,MD re 
g eolcgy/saismologg review, inc lud ing reservoir Induced 
seismicity, RD Russell project rept 6 Charleston earthquake. 

KANE, ILF. Licensing Branch 2. 80/12/01. 5pp. 07263:010. 


0012090218 Responds to Auxiliary Sys Branch reviewer questions re 
emergency feedwater sys reliability analysis subsequent 
telccns u/L Huang. Lists four commitment items fro be 
incorporated in sufasoquenb FSAR amend, Ca Icul ati ons end. 

NICKOLSp T, C. South Carolina Electric & Gas Co. 80/12/02 0bD 
07187:001. * 



DOCKETED ITEMS 


8012090^>30 Res[lDnd3 fco NRC request for info re Uestinghouae topical 
repta presented in seismic qualification tests of 
safety-related electrical equi pment. Fac i 1 i ty CP docketed 
prior to Oct 1972. 

NICHOLS, T.C. South Carolina Electric fit Gas Co. 00/12/02. 4pp. 
07207: 154 


3012090399 Provides progress rept on TMI concerns re N8BS revieu of 
p roc e d ur BS, s h or b'^t erm accident analysis ^ lou power test 
program. Fa llowup Itr documenting short-term accident 
analysis will be sent by 801205. 

NICHOLS. T, C. South Carolina Electric ft; Gas Co. 00/12/02. 2pp. 
0720? \ 137. 


0O12O9^O2d>2 Forwards info re THI Requirement 1 1. F. 2, Discuss ion of 
thermocouples ft; in-core instr umentat ion, subcool Ing meter ft 
reactor vessel water level instrumentation end. 

MICKOLS/T. C. South Carolina Electric V. Oa» Co. 80/12/04. 5pp. 
072OL: t40. 


8012090324 Forwards Woodward-C lyde Consultants soils investigation 
program for sve water pond west embankment ft structures per 
NRC reques t. Fie Id! work will begin 001200, Final rept not 
available until Feb 1901 due to addl testing. 

NICHOLS. T. C. South Carolina Electric ft; Gas Co. 80/12/05, App. 
07201' 155. 


8D12110&S9 Forwards "Joint Ownership Agreement," ft Amend 1 to 
agreement between 8C Electric ft Gas Co ft SC Public 8vc 
Authority per 001125 request. CPPh-94i notl ce of Issuance ft 
aval labil Ity, utli 801126 Itr ft. EIA end. 

KNOTTS, J. a. Debevoise ft Liberman. 80/12/05. 77pp. 07223:007. 


B0121 10670 Amend 1 to CPPfi-94. de leting Condition 2. E. 5 ft.- renumbering 
Condition 2. E. 6 to 2. E. 5. 

G1 AHBUSSO, A. Atomic Energy Commission - Deputy Director for 
Reactor Projects. 73/05/29, 3pp, 07223:015. 


■8012110675 Notice of issuance ft availability of Amend 1 to CPPR-94. 
GOLLER, K. R. Atomic Energy Commission - Deputy Director for Reactor 
Projects. 73/05/29. 2pp. 07223:016. 


— 8012110602 Requests extension of latest const completion date due to 
delays in NRC safety review process. increased QC activities, 
rework due to insp ft delays in installation of pipe hangers 
ft supports. 

NICHOLS. T,C. Sooth Carolina Electric ft Gas Co. 00/11/26. 4pp, 
07223: 010, 


--8012110606 EIA supporting request for extension of dates for completion 
of const of facility. 

a South Carolina Electric ft Gas Co. 00/11/36. 2pp. 07223:022. 


8012170700 Forwards info re nuclear power plants to bo licensed Dec 
190O-D8C 1981 in response to request from Nuclear Oversight 
C O-rrm 1 t toe. 

MIRAOLIA, F. Licensing Branch 3. 83/12/05. 3pp. 


0012170457 Submits addl info re vibrational loads developed during 
operation of diesel generators per NRC request. Colt 
Pialstich Ncdel PC-2 units installed ft tested to withstand 
vibration stresec s. Test ing will continue during startup, 

NICHOLS. T.C. South Carolina Electric ft Gas Co. 80/12/10. 2pp. 
07269: 152. 


6012170431 Forwards revised response to FSAR Question 211.86 re 
residual heat removal sys requirements. in response to NRC 
request. 

NICHQLBiT. C. South Carolina Electric ft: Gas Co. 00/12/11. 31pp. 

07270; 193. 


8012170455 Forwards response to NUREO-0694 Item 2. K. 1 "IE Bulletin on 
Measures to Mitigate Small Break LQ-3A ft Loss of Feedwater j 
Accidents." Util has developed o'verlapplng ft redundant 
series of procedures to assure engineered safotg feature. 

NICHOLS. T.C. South Carolina Electric ft Gas Co, 00/12/11. 5pp. 
07269; 154. 


8012240152 Notification cf 801217 meeting w/DNNL, OMI ft util to perforin 
walk-through of operating procedures at facility to confirm 
acceptability. 

KANE. W. Licensing Branch 2 80/12/11. 3pp. 07324:333. 


8012160123 Forwards revised pages to 000905 ft 1008 responses to 
Seismology Question 361 . c omparlng earthquake time histories 
spectra to facility design response spectra. Responses will 
be incorporated in FSAR by amend, 

NICHOLS, T. C. South Carol tna Electric ft Oas Co. 00/12/12. 44pp. 

07262: 196. 


3012160162 Forojards "Supplemental Seismologic Investigation" to supp' 
applicant position re seismic issues of interest for plant ft 
to document positions 4 discussions presented SOSllB in 
Qethesda, HD. 

NICHOLS, T.C. South Carolina Electric ft Oas Co. 00/12/12. Spp. 
07253: 007. 


— 3012160165 "Supplemental Seisr.ologic Investigation." 

South Carolina Electric ft Gas Co. 00/12/31. 373pp. 07253:009. 


0012190132 Forwards addl info re condentate polishers for facility, in 
respciise to Efflueut Treatment Sys Branch r e ques t . C ond ensa t e 
polishers will be placed in sve during startup for chemical 
cleaning of condensate ft feeduater cycles. 

NICHOLS,!. C South Carolina Electric ft Gas Co. 80/12/15. 3pp. 
07234:210 


0012190392 Forwards addl info le TMI Requirement II P. 2, In response to 
NRG reques t. Inc ludes description of jn-core thermocouple 
monitoring ft subcooling monitor backup capabilities. Info 
suppls util 001204 Itr. 

NICHOLS. T.C. South Carolina Electric ft Gas Co. 30/12/15 3pp. 
07204:062. 


8012230200 Provides clarification re requested justification for 
deviations to Ifest inghouse topical rapt WCAP B304,Apps 0 ft 
C.No deviations from requirements noted per Feb BO revision. 
NICHOLS, T.C. South Carolina Electric ft Gas Co. 30/12/16. 2pp 
C7314: 070. 


0012230460 Advises tht util has no plans to submit applications 
descrltad in NRC 801205 Ur for review during 001 205-031231 , 
NICHGlS.T. C. South Carolina Electric ft Gas Co. 00/12/16. Ip 
07314; 122. 


0012300637 Requests permission to uee 1977 ASMS code, In addition to 
1971 ASHE code, to aralyrs Class 1 chemical ft- vol control sys 
pump seal injection line ft Class I prassuriier pressure 
relief lines. 

NICHOLS,!. C. South Carolina Electric ft Gas Co. 00/12/19. 2pp. 
07346: 165, 


0012300417 Forwards response to TMI Item IIP. l.Addl jus t i f ica tion will 
be provided for present arrangement of reactor bldg wide 
range monitor RKG-7 located in penetration 309. H/o encl. 

NICHOLS,!. C Sooth Carolina Electric ft Oas Co. 30/12/22 Ip. 
07349:356. 


0012300435 Submits info re augmented laiu-pou/qr startup test program per 
RL Tcdesco G01il4 Itr ft 601219 telcon w/N Kane ft U Long. 

NICHOLS,!. C. South Carolina Electric t. Oas Co. 00/12/22. 2pp, 
07346: 123. 


0012300630 Provides response to ^4RC questions re Inadvertent releases 
of rad 1 oac t i V i ty at plant as applied to discharge of turbine 
bldg sump pump ft 790935 North Anna event . Summer station 
design provides adequate protection ll/o encl. 

NICHOLS, T.C. Sooth Carolina Electric ft Gas Co. 0O/t2/22. 3pp. 
07346; 172, 


8012300252 Forwards revised 8012IS response re facility condensate 
polishers operat ion. FSAR will be updated to include end 
i isf 0, 

NICHOLS, T.C. South Carolina Electric ft Gas Co, 00/12/23. 3pp. 
07357:228. 


G012300261 Responds to NRC request for addl me taoT‘ 0 1 dg lea 1 info re 
N1 jREG- 06S4, Rev 1 Sion l.Info given as revision bo F9AR 
Section 2.3 ft will be included in next FSAR amend. 

NICHOLS,?. C. South Carolina Electric ft. Ods Co. BD/12/23 lOpp. 
07357: 233. 


D. NRC Draft /Firia 1 Environmental StatB.nonbs, tuppli ft: correspondence 


8011250165 Forwards Supp I 1 to NUREG-0534, facility DE&. Aval lab i llty 
Uflll be published in FR notic e. Camnents due by 0-01259 
Co,istltut«s first environ statement issued in response to 
Interiin policy published in 8C0613 FR notice. H/o encl. 

DENTON, H,R. Office of l-^uclear Reactor Regulation, Director. 

80/11 /1 0. Ip, 07036; 147. 


8012010316 Ack receipt of draft EIS which will be forwarded to 
responsible environ officer for review ft comment. Provi des 
procedures ft addressees for subsequent E18 reviews. 

BRCNILFt.H. Housing ft Urban Devel opnent , Dep t, of . 00/12/01. 2pp 

07097:212. 


0C1223O201 Forwards staff requirements memo re briefing on EIS. Requesti 
info re DES suppl 

TEQE8CQ,R L. Assistant Director for Licensing. 00/12/03. Ip. 
07310:034, 
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"-50122J05SS Staff i re "anti re 801117 briefing on E2S. Requests 

info r-ept on 25 Itrs received re interio policy statement 
clarification of final te^t on probability assumptions. 

CHlJ,Ki S J. Office of the Secretary of the Commission. 80/12/17, 

Ip 07310:035 


5012160402 RevjetL-s facility DES per 801110 request. Draft appears 
acceptable in araas reviewed 

HE[NE;iArf» 0. M Federal Energy Regulatory Commission. 80/12/10. Ip. 
07263: 103 


5012290017 Comments on NUREO-0534 suppl< draft EIS for f ac i 1 i ty. Tahes 
issue «j^/^«C-EPA attempt to give statistical figure of 
effects of nuclear power since effects of esposura to lou 
level radiation may not be tnown for 10-20 yrs. 

WASgeSBACH, A Affiliation Uninown. 80/12/17. Ip. 07344:215. 


8012300473 Comments on NUREO-0534 suppi* 'TES Re Operation of VC Summer 
Nuclear Station Unit 1 " Docurent should further address 
resultant reduction in effects anticipated u/mitlgatlve 
actions required by basic emergency plan. 

NlCHDLSi T. C South Carolina Electric Gas Co. 60/12/23. 2pp. 

07347: 064. 


Q012300535 Requests IS-day ei tension for revietii of suppl to facility 
DESiper 801223 telcon 

KOCREp S. N Envi ronmen ta 1 Protection Agency. 80/12/23. Ip. 

07357: 332 


E MRC S^ifety Evaluation Report {SER)p suppls & correspondence 


6012090241 Informs that SER still scheduled for 001201 that some 
official inputs for non-TNl items i TKl items not received. 

DES suppl i. FR notice issued Comments due bg 801229. 

KANEp W. Licensing Branch 2 80/11/10 2pp, 07202:314. 


8012030339 Informs of planned corporate plant visit in Dec 1980 to 
perpmit timely SER prepapation far inclusion in post-ACftS 
suppl. Requests schedule for co<nptetion of organi tational 
changes 6 procedures required prior to visit. 

TEOESCO. R-L. Assistant Director for Licensing. 60/11/20. 2pp. 
06506: 003. 


G. Adjudicatory correspondence 


6012030425 Forwards "Nuclear Power Plant Accident Considerations Under 
NEPA of 1969" 4 ”Furthe» Commission Guidance for Power 
Reactor OLs: Statement of Policy " U/o end. 

GOLODEHOpS. C Hearing Branch 2. 80/11/28. Ip. 07150:076. 


0012220293 Interrogatories to applicant requesting info re 
partic ipat ion of local agencies in emergency plannlng< 
resident inspector authority 4 emergency offsite facility, 
a Affi 1 lation Unknown. 80/12/02 2pp. 07306:232. 


3012110659 Forwards "Joint Ownership Agreamenti " 6 Amend 1 to 
agreement between SC Electric L Oaa Co 6 SC Public Sve 
Authority per 801125 request. CPPR-94, notice of issuance 4 
avaiUbi lity. uti I SO 1 126 Ur f/ £1A end. 

KNOTTS, J. 3. Oebevolse 6 Liber.man. 80/12/05. 77pp. 07223:007. 


0012150161 Forwards Sept 1979 financial info pacSiagepnot previously 
received. U/o end. Related correspondence. 

liAHAILR.R South Carolina Electric b Gas Co. 60/12/09. Ip. 
07237:222. 


8012110617 Forwards alternative responses confirming or denying 
dedsign to abandon Contention A3 re ATU5 concerning NRC 
proceed i ng. Requests clarification cf response. 

KNOTTS. J.fl. Debevoise ?• Liberman. 80/12/10. 2pp. 07225:233. 


0012160336 Requests confirmation of intention to pursue Bursey 
Contention A3 re ATWS in proceed ing. Countersigned u/poaitive 
confirmation from intervenor. 

KNOTTS, J. 3 Debevaise 4 Liberman 80/12/15. 2pp. 07255:033. 


8012300217 Forwards Comptroller General 601203 opinion that procedural 
aasistarca in adjudicatory licensing proceedings was not 
permissible under law. 

CCLD2ER0. S. C. HeariTig Branch 2. 80/12/23 Ip. 07357:003. 


8012310424 Answers to QA Sursey Interrogatories 1-24 re emergency 
planning Certificate of Sve end. 

NICHOLS, T.C- South Carolina Ele::tric & Gas Co. 80/12/24. 7pp, 
07370: 193- 


I Financial information 


8012240140 Forwards request for updated info to complete application 
far evaluation of licenses financial qua 1 i f ications to 
operate fad 1 i ty Response should be received six wks prior 
to input for SER. 

KARLQUICZfM L. Utility Finance Branch (formerly Antitrust & 
Indemnity). 80/12/02. 7pp. 03808:324. 


0012110659 Forwards "Joint Ownership Agreement, " & Amend I to 
agreement between SC Electric 4 Gas Co ?< SC Public Sve 
Authority per 801125 request. CPPR'94, notice of issuance & 
ava i lab i 1 i ty, uti 1 801126 Ur t EIA end. 

KNOTTS.J.G. Debevoise Liberman BO/12/05. 77pp. 07323:007. 


8012310046 Forwards request for addl info for financial qualifications 
review, Update of estimated annual costs for first 5 yrs of 
commercial operation b revised estimated cost of permanent 
shutdown should be provided. 

TEDESCQ.R.L. Assistant Director for Licensing. 80/12/08. 0pp. 
07371: 113 


8012150161 Forwards Sept 1979 financial info package, not previously 
received. W/o encl. Related correspondence. 

MAHAN, R.R South Carolina Electric 6 Gas Co. 80/12/09. Ip. 
07237: 222. 


K. Utility Final Safety Analysis Report (FSAR) 4 amends 


8012190140 Forwards revised FSAR Chapter 15.4 pages re control room 
doses following LOCA. Revi s ion completes control room 
ventilation sys mads to provide positive pressure during 
normal b emergency conditions. 

NICHOLS. T.C. South Carolina Electric i. Oas Co. 80/12/15. 3pp. 
07284: 221. 


M. Antitrust correspondence 


6012020765 Motion to defer ruling on pending petition for significant 
changes until Jan 1981 b to establish schedule for final 
settlement status repts for late Dec 1980, 

Certificate of Sve encl. 

ROBERTS, E., ROBERTS, E South Carolina Electric U Oas Co, 

KNOTTS. J. B. Debevoise // Liberman. 80/11/21. 5pp, 07143. 344. 


6012230004 Request for denial of applicant motion to defer ruling on 
pending petition for significant change determination b to 
establish schedule for final settlement status repts. 

Certificate of Sve encl. 

BRAND.W.E. - HALL.E. E. . BEEHY, S. T. Central Electric Power 
Cooperative, Inc. 80/12/09. 7pp. 07311:148. 


Q. Inspection reports, IE Bulletins b correspondence 


0012090191 Forwards IE Insp Rept 30-395/80-27 on 800915-19. No 
nonconp 1 lance noted. 

STOHR,J. P. Region 2, Atlanta, Fuel Facility & Materials Safety 
Branch. 80/10/23. 2pp. 07200: US. 


—8012090197 IE Insp Rept 50-395/80-27 on 800915-19. No noncomp Uanc# 
noted. Major areas inspec ted: coord ination w/outalde support 
groups b emergency fac i I i t ies, equipment & procedures. 

P£nROTTl,D. J Region 2, Atlanta, Office of the Director. 

JENKINS, G. R. Region 2, Atlanta, Fuel Facility t; Materials Safety 
Branch. 00/10/17. 9pp. 07200: 120. 


8012090216 Forwards IE Insp Rept 50-393/80-26 on 800027-29. No 
noncompt lance noted. 

LEWIS,R.C Region 2, Atlanta, Reactor OperaUons Nuclear Support 
Branch. 80/10/24. 2pp. 07202:204. 


—6012090219 IE Insp Rapt 50-395/00-26 on 800827-29. No noncompliance 
noted. Major areas inspected ; safety-re lated piping support & 
restraint sys, thermal expansion data 4 test measurements. 
WHIT£NER,H, L. Region 2. Atlanta, Office of the Director. 

QUICK, D.R. Region 2, Atlanta, Reactor Operations Nuclear Bupport 
Branch. BO/tO/24, 4pp. 07202:286. 


8012160029 Forwards IE Info Notice 80-37, “Containment Cooler Leaks & 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 00/10/24. 
Ip. 07261:171. 


8012170288 Forwards Suppl 3 to IE Bulletin 79-OlB, '’Environ 
Dual if ication of Class IE Equipment." No written response 
required. 

□ 'REILLY. J. P. Region 2. Atlanta, Office of the Director. 80/10/24, 
Ip. 07268:299. 
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a0t2ll0633 Forwflrds lE Insp Rep t 5C-395/80-S9 on B00901-1005. No 
nonco.Tip 1 ianc e noted, 

LENlSiR.C. Rodion 2, Atlanta. R 6 < 3 Ctor Operations Nuclear Support 
Branch. 00/10/30, 2pp. 07226:195. 


— 0012110637 IE Inap Ropt 50'-395/80-29 on 000901-1005. No noncompllance 
noted. Major areas t nspec ted : operat i f <9 procedure revieui. 

10CFR5O. 55 repts.Part 21 repts t. IE bulletin ?< circular 
f ol lauup . 

SKQLDS. J, L Region 2. Atlanta. Office of the Director. 

KELLQQ'3. P- J. Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch. 60/10/29. 6pp. 07226: 197. 


8012100009 Forwards IE Info Notice 00-30. "Cracking in Charging Pump 
Casing Cladding," No written response required. 

0 'REILLYi J. P. Region 2. Atlanta. Office of the Director. BO/lO/30. 
Ip, 03790: 102. 


0012190011 Forwards IE Info Notice 00-39. 'Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp." No written response 
is required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 80/10/31. 
Ip. 03790:120. 


8012230072 Forwards IE Circular 80-23. "Potential Defects In Beloit 
Power Sys Emergency Oenerators. " No written response 
required. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 00/10/31. 
ip. 07313:230. 


8012230079 Forwards IE Circular 80-23, "Potential Defects in Beloit 
Power Sys Emergency Generators." No written response 
required. 

O'RElLLYi J. P. Region 2. Atlanta. Office of the Director. 00/10/31. 
Ip. 07313:247. 


8012110725 Forwards IE Bulletin 80-21. "Valve Yokes Supplied by Malcolm 
Foundry Co. Inc. " Written response required, 

□ 'REILLY, J. P, Region 2. Atlanta. Office of the Director. 00/11/06. 
Ip. 07225:223. 


G012030B35 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depr ossur i lat i on " No written response required. 

0 'REILLY. J. P. Region 2. Atlanta, Office of the Director. 00/11/07. 
Ip. 07149:319. 


0012080108 Forwards IE Info Notice 00-41, ^’Failure of Suing Check 
Valve in Decay Heat Removal Sys at Davis Basso Unit 1." No 
response required. 

0 'REILLY. J. P. Region 2> Atlanta, Office of the Director. 80/11/10. 
Ip. 07162:258. 


0012040212 Forwards IE Bulletin 80-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/corrective actions. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 00/11/14. 
Ip. 07158:126. 


G012020287 Forwards revised preservice insp plan containing all known 
relief requests. 

NICHOLS, T.C, South Carolina Electric i Gas Co. 00/11/18. Ip. 
06916: 001. 


— 6012020289 Preservice insp p Ian, Revis ion 1. 

MONROE, J. D. , COLLIER, L.B. South Carolina Electric 6 Gas Co. 
80/11/30. 350pp. 06916:001. 


0012050034 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Centainment. " No written response 
required, 

0 'REILLY, J. P. Region 2, Atlanta. Office of the Director. 00/11/21. 
Ip. 07173:082, 


6012060C02 Forwards IE Info Notice 60-42, "Effect of Radiation on 
Hydraulic Snubber Fluid. " No written response required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Diroefcor. 00/11/24. 
Ip. 07102:117, 


8012170348 Forwards IE Info Notice 60-29, Suppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
required, 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 00/11/26, 
Ip, 07269:001. 


R. Periodic operating reports related correspondence 


8012030241 Forwards Technical Rept a0-3i "Seismic Activity Near VC 
Sur'.rer Nuclear Station for Jul-Sept, 1980. " 

NICHOLS, T.C. South Carolina Electric t. Gas Co. 00/11/25. Ip. 
07141 : 223. 


■-0O12O2O245 "Seismic Activity Near V<C Summer Nuclear Station for 
Jul-Sept, 19S0. " 

TALh'ANliP South Carolina, Unlv of. 00-3. 00/09/30. 20pp. 

07141 : 234 


Reportable occurrence^, LERs .V related correspondence 


8012020369 Fin.il deficiency rept re failure of instruments on main 
control board during hot functional test i ng, in i t ial 1 y 
reported on 801023. Caused by excessive heat inside control 
board Installation of ventilation sys is underway. 

NICHDLS. T. C. South Carolina Electric fc Gas Co. BO/1 1/20. 3pp. 
07142: 071 


8012020377 Interim deficiency rapt re separation of We stifighouse 
c ircui ts, in 1 tia 1 1 y reported on 801023. Mismatch* s in color 
coding of cables exist due to difference in philosophy 
between supplier ft; AE Interface will be completed by 001215. 
NICHDLS, T.C Sooth Carolina Electric tx Gas Co. BO/ll/20. 2pp. 
07142; 000. 


S012020493 Interim deficiency rept re potential for inadvertent boron 
dilution event, in i t ial ly reported on 601024. Wes t inghouse is 
investigating event. Interim recommendation notes acceptable 
operation at throe dilution flow rates. 

NICHOLB, T. C South Carolina Electric ft. Gas Co. 00/11/20. lOpp. 
07130: 204. 


Q012020523 Interim deficiency rept of piping burn through, initial I y 
reported on 801023 Pipe section has been replaced. 

Determination of roportab i 1 i ty per 10CFR050 55« is under 
review. 

NICHOLS. T C South Carolina Electric ft Gas Co. 00/11/20, Ip. 
07130: 300. 


0012030613 Final Part 21 rept re substantial safety ha rard. Cab les 
supplying ac power to battery chargers not properly derated 
for randum lay cable tray. Cables replaced. 

NICHOLS, T.C. South Carolina Electric ft* Gas Co. 80/11/20. 3pp. 
07151: 162. 


8012030634 Interim deficiency rept re piping burn-thru identified by 
const company. Questionable pipe section replaced. 

Reportability determinat i on has not been made. 

NICHOLS, T, C, South Carolina Electric ft* Gas Co. BO/ll/20. Up. 
07151 : 157. 


3012030671 Interim deficiency rep t, or 1 g inal ly subi^itted on 001023, re 
separation of Westinghouse c ircu i ts. Ph i losophy differences 
in separation methods caused mismatches In color coding of 
cables. Final rept will be sent after 801215 review. 

NICHOLS, T.C. Southern California Edison Co. 00/11/20. 2pp. 
07151:275. 


8012020434 Final deficiency rept re 801121 Part 21 rept of substantial 
safety haiard concerning omission cf seal in contact of 
speed changing switch for sve water pumps. Caused by design 
error. Clrcoi t revised to insure speed switch transfers. 

NtCHGLSiT.C. South Carolina Electric ft* Gas Co. 60/11/21. 2pp. 
07148; 267. 


8012020437 Final deficiency rept, orig inal ly identified 800531, ro 
omission of interlocking contact in swing component cooling 
pump that prevented starting on load sequencer signal, 
reported under l0CFR2t . Inter loc k installed. 

NICHDLS, T.C. South Carolina Electric ft* Oas Co. 80/11/21, 2pp, 
07148:263, 


8012020442 Final deficiency rept, or ig inal ty identified 800717, re 
failure to insulate base instrument cable drain wire splices 
in penetrations as required by design guidel tnes, rep orted 
under lOCFRBt. Penetrations removed ft; drain wires tapad. 

NICHOLS, T.C. South Carolina Electric ft Gas Co. BO/U/21. 2pp. 
07148: 261. 


B012020445 Final deficiency rept, orig inal 1 y identified 800416, re broken 
torque switches on Limitorque valve opera tors, reported 
under lDCFR2i . Des I gn criteria revised concerning Limitorque 
operators on butterfly valves. 

NICHOLS, T.C. South Carolina Electric ft; Gas Co. 80/11/21. 2pp, 

07148: 256. 
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5012030636. Fin.^1 de r i c i enr tf rg?t re originalli^ identified 600717, re 
failure to insulate base instrurrujnt cable drain uire splices 
in penetrations per deiij-n guidelines. Penetrations renoved %! 
drain uires taped. 

rilCHCLS.T.C. South Carolina Electric b Oas Co 80/11/21. 2pp. 
07151. 153. 


B012ig0in35 Part 21 rept re Idest inghouse gate valve failure to close 
undar test condittona less isvere than design specs, 
initialli^ reported on 601030 Cause is unVnoun. Pina 1 rept 
ui 1 1 be subnitted upon determination of resolution. 

MICHGLS-T. C. South Carolina Electric Oas Co. 60/11/24. 3pp. 
07240. 343. 


8012160436 Final deficiency rept re piping 'burn-fchru" Identified by 
Daniel Const Co, first reported 601120 Condition determined 
not reportable as def i c i ency Pipe had sufficient design 
margin to preclude najor failure 

NICHOLS, T.C. South Carolina Electric 4 Gas Co. 80/12/09. 2pp. 
07343:357. 


0O1234CO47 Part 21 rept re sve water pump speed control. Qnl y momentary 
contact made froin load se>iuencer signal for sve uater pump 
speed svjitch to go to high speed on loss of offsite power. 

Circuitry redesigned. 

DA9 KE8f il . R . Ebasco Services, Inc (subs, of Enserch Corp. 1. 
80/12/11. 3pp 07324:242 


8012240131 Part 21 rept re interlock contact not provided in control 
circuit of swing pump preventing startup on load sequencer 
signal Circuitry te-designed 

BARKER, r,'. n. Gilbert/Cor^-iionuealth Cos 80/13/11. 3pp, 07324:100. 


8012230330 Interim deficiency rept re separation of Uestinghouse 
c ire ui t s. Evaluat icn still incomp lete. Pinal rept to he Issued 
by 810U5 

NICHOLS. T. C. South Carolina Electric t/ Gas Co. 80/12/16. Ip. 
07310: 246. 


8012300436 Follous up 800613 Itr re reportable substantial safety 
hazard involving centrifugal charging pump operation. 
Nestinghouse is performing addl p lant-spec i f ic analysis to 
detemlre long-term solution. 

NICHQLSiT.C. South Carolina Electric & Gas Co. 00/12/19. 2pp. 
07337: 206. 


8012300334 InteriiTi deficiency rept re failure to inspect conduit 
supports. Insp documentation lacking for C 14 conduit 
supp ort. Re insp will be completed by 010130. 

NICHOlSjT.C. South Carolina Electric K Gas Co. 60/12/23. Ip. 
07337: 337. 


0012300628 Interim deficiency rept re seismic installation not 
inspected Konsafety-relatad relay cabinets reinspected t 
minor discrepancies being evaluated by structural 
eng i neerlng . Evaluation to be completed by 810123. 

NICHOLS. T.C South Carolina Electric 4; Gas Co. 60/12/23. Ip. 
07337; 324. 


T Hearing transcripts gr» non-anfcitrus t matters 


0012020111 Transcript of B01117 public meeting in Wash ington, DC r* 
EIS. Pp 1-33 

a CQrt;.Tii5Si oners 00/11/17 33pp. 07143:006 


8012040535 Transcript of 601125 hearing in Columbia. SC re application 
for facility QL. Pp 278-336. 

* Atomic Safety and Licensing Board Panel. 80/11/25. 58pp. 

07168: 021. 


Operator Examinations 


80i202-008l Clarifies THI~relatod requirements for new operator licenses 
re training during low power testing. Tests should 
demonstrate length of time required to stabilize natural 
c ire yj at ion 

TEDESCfl, R. L Assistant Director for Licensing. 80/(1/14 2pp 
07148: 347. 


DOCKET 50-397 WPPSS NUCLEAR PRajSCT- UNIT 2 


A. App 1 i ca t i on/cons true t icn stage dacuments 4; correspondence 


6012160050 Ltr to operating plant licenseesrQL applicants Jt CP holders. 
Forwards NUn:EG-0737 re THI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation datns will be net 
EISEI-!HJT. D G Division of Licensing. 80/10/31 7pp. 


QO12S?O350 Ltr to all CP 4: OL holders for BWRs re requirement far 
implementation of OOTN code for licensing basis calculations 
performed by 0£. App 1 iqab le to all license applications fit 
proposed amends^ inc lud ing core reloads. 

EISENH'JT, 0. G. Division of Licensing. 80/11/04. 4pp. 


0012040712 Discusses NRC evaluation of proposed corrective weld at 341 
const joint of sacrificial shield wall. Meta 11 urg ica li 
t welding t structural aspects of proposed girth weld are 
acceptable Suggests instituting internal review procedure. 

TEOESCO.R. L. Assistant Director for Licensing. 00/11/20. 4pp. 
07170: 040. 


8012100PV4 Notification of 001202 meeting w/DWR licensing review group 
in Bsthesda-MO to discuss status of group Issues. 

WIL30N, J. N. Licensing Branch t. 80/11/20. 8pp. 


8012040695 Discusses NRC review of schedular requirements for special 
low power test program h. emergency proc edures. Lis ts 
schedular requirements to be ,met. Eval uat ion to be completed 
in conjunction w/facllity full power ascension program. 

TEDcSCOfR. L. Assistant Director for Licensing. 00/11/21. Spp. 
07170: 052. 


8012090295 Responds to NRC 801 12>0 8; 0819 Itrs re sacrificial shield 
wal 1. Forwards info re fire hazard of shielding matl used in 
repair of wall gaps. Af f idavi t end. 

BQUCHSy*0. D. Washington Public Power Supply System. 60/12/01. 0pp. 
07167: 001 


—0012090302 "Fire Test on DISCO SF-20 Silicone Foam 4: Radiation 
Shielding Penetration Seals in Masonry Wall Design UP 374." 

PRICE, U.R.j SHIELD, W.F. Factory Mutual Research. 75/00/05. 26pp. 

07107:001. 


— 0012090308 ■’ Invest igat ion of Surface Burning Characteristics of Solid 
Silicone Sheet Matl,NS-l." Summary of facility mock-up test 
re heat input to shield matl end. 

KAFER.C. A Southwest Research Institute. 80/06/13. 7pp. 

07187:001. 


6012160032 Notification of 801212 meeting w/Marfc II owners group in 
Dethesda/MD to discuss suppression pool temp limit. 

0U, T. h. Generic Issues Branch, 00/12/05. Ip. 


6012160150 Notification of 001210 ineeting w/Mark II owners group In 
OethesdaiKD to discuss status of improved chugging load 
program. 

ANDERSONiC. Generic Issues Branch. 80/12/02. tp. 


8012170203 Summary of 801202 meeting w/BWR licensing review group, 
Bechtel &: SMI in Bethesda,MD re current status of Issues 
^ fire protection concerns. Rop t on LaSalle specific issues 
enc 1 . 

WIISCN, J. N. Licensing Branch 1, 00/12/05. 21pp. 07268:264. 


0012270131 Summary of 800514-0928 meetings w/BWR Licensing Review Group 
in D0thesda,MD re identification of generic i ssues, formation 
of consensus positions t,' resolutions that will apply to all 
sir plants. Draft working paper encl. 

WILSON, J.N. Licensing Branch 1. 80/19/03. 99pp. 


0012150162 Forwards primary containment vessel design diagrams, in 
response to NRC 601030 itr. Drawings detail containment 
geometry, shcl 1 re i nforcemont, p late thickness & penetration 
s 1 zes. Aperture cards available in Gentrl Files only, 

BaUCH£y,G. D. Washington Public Power Supply System. 00/12/10, 9pp. 

07256:311. 

8012300632 Requests meeting be scheduled for 810121 in Dcthesda,Hd to 
discuss Burns 4: Roe chugging U condensation oscillation load 
definition work. Util will. respond to NRC questions on 000805 
safety relief valve. 

OOUCHEY, G. D. Washington Public Power Supply Qystem. 00/12/19. 2pp. 

07346: 175. 


C. Utility Environmental Report (ER), amends t: correspondence 


GQ12240293 Discusses review of Amend 4 to environ rep t. Comments on 
discussion of endangered ^ threatened species on Page 
6. 1-20. Util should ensure that obligations cf Endangered 
Species Act of 1973,as amended, have been fulfilled. 

OUNN.C A, Interior, Dept, of. Fish t: Wi Id 1 1 f e Servl ce. 80/12/16, Ip. 
0/324:349. 



DOCKETED ITEMS 


F. Securityi medicals emergertcg A; fira probection pl^na 


8012090595 Raiponds to MRC Q0U20 A:. 0819 Ibvs re sacTi^icial shield 
wai 1 , Foru'ards info re fire hazard of shielding matl used in 
repair of ual 1 gaps. Af f 1 dav i t encl. 

BOUCHEY.G. D. Washington Public Pouer Supply System. 80/12/01. 0pp. 
07187: 001. 


—8012090302 "Fire Test cn BISCO SF-20 Silicone Foam Sc Radiation 
Shielding Penetration Seals in Masonry Wall Design UP 374.” 

PRICE, W-R. SHIELD, HF Factory Mutual Research, 75/O0/OS. 26pp. 

07187:001 


— S01209030D "investigation of Surface Uurning Characteristics of Solid 
Silicone Sheet Ma 1 1 , 1^3- 1 , " Summary of facility motJt-up test 
re heat Input to shield mat! encl. 

HAFER.C.A Southwest Research Institute. 00/06/13. 7pp. 

07187; 001. 


8012^30391 Requests NRC formalize A submit branch questions re physical 
security U safeguards contingency plans transmitted 790103 & 

0423j respec t i vely . Cont 1 nued delays uill adversely Impact 
const schedules. 

BOUCHCy, 0 D, Washington Public Power Supply System. 00/12/10. 2pp. 
07312:291. 


I, Financial information 


8012160120 Forwards Annual Financial Rept 1980. 

QQUCHEV, 0 D. Washington Public Power Supply System. 00/12/11. Ip. 
07187: 001. 


—0012160134 Annual Financial Rapt 1980. 

Washington Public Power Supply System. 00/12/11. S3pp 
07187: 001. 


K. Utility Final Safety Analysis Report (FSAR) A, amends 


8012300299 Forwards Amend 12 to FSAR. Af f i davi t of distribution uill be 
provided within 10 days. 

BQUCHCV, 0. D. Washington Public Power Supply System. 00/12/17. 3pp< 
07350: 039. 


*-a0123<)0259 Amend 11 to FSAR 

* Washington Public Power Supply System. 00/11/30. BOOpp. 
07350; 042 


8012300412 Forwards util 801219 transmittal Itr to At Certificate of Svc 
of FSAR Amend 12 on Chairman of Benton County Board of 
Com.ml ss loners, Cha irman of Energy Faciliti| Site Evaluation 
Council A< EPA E18 coordinator. 

BOUCHEVt 0. D. Washington Public Power Supply System. 80/12/19, 3pp. 
07357; 316. 


Q. Inspection reports, IE Bulletins 4: correspondence 


8012170680 Forwards IE Info Notice 80-37, -‘Containment Cooler Leake It 
Reactor Cavity Flooding at Indian Point Unit 2.'* No written 
response required. 

ENOBLKFN, R. H. Region 5, San Francisco, Office of the Director, 
80/10/24. ip. 07266:069. 


0012040305 Forwards IE Insp Rept 90-397/80-17 on 001007-10. No 
noncomp 1 lance noted. 

SPENCER, O.S, Region 9, San Francisco, Reactor Construction Ac 
Engineering Support Branch. SO/lO/29. 2pp. 07163; 286. 


— 8012040310 IE Intp Rept 90-397/80-17 on 001007-10, No noncompliance 
noted. Major areas Inspcc ted : 1 ic ensao actions on previous 
insp findings At allegations of concrete voids. 

HAIBT,D.P.I WAGNER, U. vi. , D 'ANGELO, A. J. Region 5. San Francisco, 
Office of the Director 80/10/29. 3pp. 07163:200. 


8012030763 Supp Is 800909 response to IE Bulletin 79-03A* "Longitudinal 
Weld Detects in A8ME 0A-312-Type 304 Stainless Steel Pipe. " 

No safety-related sys utilize specified pipes subj to 
greater than 857, of ASME code allowable stresses. 

RENUEROER, D. L Washington Public Power Supply System. 80/10/31, 

IP. 0/149:292. 


8012170847 Forwards IE Info Notice 00-39, ’*Malf unct i on of Solenoid 
Valves Mfg by Valcor Engineering Corp. ’’ No written response 
Is required. 

ENGELKfn,R,H Region 5, San Francisco. Office of the Director. 
00/10/31. Ip. 07266:035. 


SO 12 1202:? I F-jrwards IE Bulletin 00-21, "Valve VoVes Supplied by Malco 
Foundry Co, Inc." Writ ten response required 

GNGELKFN, fl H Region 5, San Francisco, Office of the Director, 
00/51/06 If 07238:284 


8012030914 Forwards IE Info Notice 90-40, "Ezeessive Nitrogen Supply 
Pressure Actuates Safety Pelisf Valve Operation to Cause 
Reactor Depressurization " No written response required. 

ENOELKFU, R H Region 5, San Frarictscu, Office of the Director. 
80/11/07 ip- 07\50 \3J 


8012080658 Forwards IE Info Notice 90-41, "Failure of Swing Check Va l V 
in Decay Heat Removal Sys at Davis Desse Unit 1.’ No 
respouse required. 

ENSELKENi R. H. Region 5, San FrAiiciaco, Office of the Director. 
00/11/10. Ip. 07183:041 


9012040-233 Forwards IE Bulletin 80-23. ''Failures o-f Solenoid Valves 
Mfg by Valcor Engineering Corp." Requires estimate of 
manpower associated w/':orrect i ve actions. 

ENOELKFl^ R. H. Region 9, San Francisce, Office of the Director. 
00/11/14. Ip. 07199; 156 


6012040691 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water LoaVage Inside Containment." No written response 
requl r ed. 

ENG£L7EN,R. H Region 5, San Francisco, Office of the Director. 
80/11/31. Ip. 07169:272 


0012160031 Forwards IE Info Notice 00-42, “Effect of Radiation on 
Hydraulic Snubber Fluid " No response required. 

ENSELKFU, R. H. Region 5, San Francisco, Dffice of the Director. 
aO/n/34. Ip. 07262:120. 


8012030722 Forwards response to URC BQilOA Itr re violations noted in; 
IE Insp Rept 5O-397/a0-l6. Corrective ac t i ons : c one t 
deficiencies reviewed for reporting as potential 
lOCFR. SO. 5Se Items.repts submitted 4: instruction drafted. 

MATt_OCK, R. 0. Washington Public Power Supply System. 80/11/26. 4pp 
07149:315. 


8012160133 Forwards Suppl I to IE Infc Notice 90-29. "Broken Studs on 
Terry Turbine Steam Inlet Flange " No written raaponse 
required. 

EN3ELKFN, R H Region 5, San Francisco, Office of the Director, 

00/ 11/26. Ip. 07362 067 


8012170357 Forwards full payment in response to NRC G0LI06 amended 
notices of violation A. proposed imposition of civil 
pena 1 1 ies. Eva I uat 1 on A corrective action program Initiated 
as prerequisite to add I safety-related work. 

MATLQCKpR.O. Washington Public Power Supply System. BO/ll/26. 5pp 
07270: 173. 


8012110174 Ac k receipt of 0O11P6 Itr A check of <-59, SOO In full payenen 
of penalties imposed in 801106 notice of vjolatioj>. 

THD^PSan, D. Office of Inspection A Enforcement, Office of the 
Director. 80/12/04 Ip 07223:172 


S. Reportable occurrences, l.ERs A related correspondence 


8012030728 Interim deficiency rept re inadequacy of sway brace bracket 
mfg by Power Piping Co, initially reported on 000320. Caus ed 
by undersized welds A poor weld quality In-plant Insp of 
brackets per f o-rired . Nez t rept is scheduled for 010202. 

MATLQCK* R. 0. Washington Public Pouer Supply System 80/11/26, 4pp 
07149:303. 


8012230502 Interim deficiency rept re diesel generator switchgear unit 
001-7 4; DG2“a ins tal ) ation. Caused by ins uf f Ic i ent clearance 
betuiean cabinets to prevent impact during seismic event. 

Switchgear units connected to generator control cabinets. 

MATLOCK. R.G, Washington Public Power Supply System 80/12/10. 2pp 
07316:242 


D Cong* essiona I /El ecutive Correspondence 


Q012100634 Responds to 800403 Itr to DOE requesting rept on Finley 
Quarry fault potential for earthqu.ake A effect on facilities 
located at Hanford r eservat ion S3e I 3,*Ji c i ty uill be re- 
evaluated as result of recent geologic discoveries. 

DlRCKStN. J. Office of the Eiecutive Director for Operations. 
00/11/24, llpp 07187:001. 
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CnCKEi 50-400 HAF?»1S NUCUEAM HOWES PLAWT, UUIT I 


A. Applica*;ion/c*:nitructi:-n docunents I correspondence 


0O1216CO5O Ltr to operattro plant I i c epiaeea. Ot. applicants CP holders 
FoP'jards KL'iTEG“07:i7 re TMT eel i on plan irenents , Reqoea t s 

operating reactor licensee cont' i rirati on in 45 daqs that 
Enc I 1 inp I emeiitat jon dates »Ji I 1 be ^net. 

EISEiJHUT. 0 0, Divisior of Licenjing 80/10/31 7pp. 

£012020643 Eor-jarda BWR o-nera -g • oi?p design b operational criteria for 
icran discharge sga. Criteria viewed as being responsive to 
requiranent of proviJirg assurance of teliahle 0. safe 
operation of sjs 

WATERS. D, 5 Carolina Pouier 4 Light Co. 80/11/24. 4pp. 


G Lnspaction reports. IE 3>.illetins 1. c orrespondenc e 


e012t501*?0 Forwards IE Info Notice SO-37. “Conta inment Cooler Leaks <t 
Reactor Gavitg Flooiding At Indian Point Unit 2.” No written 
response required. 

0'R£ILLV(J P. Region -■ Atlanta. Office of the Director. 80/10/24. 
ip 07240:237 


30121703G2 Forward t Svppl 3 to I£ aulletin 79-OlQ. ‘’Environ 
Qualification of Class IE F.q'j ip<r,ent. =' No written response 
required. 

O'REILLV. J.P Region 2. Atlanta. Office of the Director. BO/10/24. 
Ip. 07269 319 


9012160027 Forwards IE Info Notice 60-38/ “'Cracking in Charging Pump 
Casing Cladding. No written response required. 

O'REILLY* J.R Region 2* Atlanta. Office of the Director. BO/lO/30. 
Ip. 03790: 104. 


80i2170/B5 Forwards IE Info Notice BQ-39. "Malfunction of Solenoid 
Valves f-lfg bg Valcoi- Ergiooering Cerp. Wo written response 
roquirod- 

0 ■'REILLY, J R. Region 2- Atlanta. Office of the Director. BO/lO/31 
IP- 


0015230045 Forwards IE Cir»:olar 60-23/ "Potential Defects in Deloit 
Power Sijs Eoiergeiicg Genera tors " No written response 
required. 

0 'REILLY, J. P. Region 2- Atlanta. Office of the Director. BO/lO/31. 
ip. 07311 244. 

9012110/67 Forwards IE Bulletin 6-0-21. "Valve Votes Supplied bg Halcolcn 
Fcundiy Co. Inc." Written response required. 

O'REILLY, J.P Region 2. Atlanta. Office of the Director. BO/1 1/06. 
Ip. 07225:191. 


0O12O3O3R7 Forwards IF Info Notice 80-40. "Eicesslve Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressor i la ti on " Np written response required. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 80/11/07, 
Ip- 


8012060316 Forwards IF Info Notice 80-41. "Failure of Suing Check 
Valve in Decay Heat ReifiOval Sys at Davis Hesse Unit 1. " No 
response required. 

□ 'REILLV, J. P. Region ?• Atlanta. Office of the Director. 80/11/10. 
Ip- 


8012040157 Forwards IE Bulletin 80-23. "Failures of Solenoid Valves 
Mfg by VaUor En-glneerirg Coip. " Requires estimate of 
manpower associated u/c ort ective actions. 

Q'REILLY, J P Region 2. Atlanta- Office of the Director, 80/11/14. 
Ip. 07159:071 


S01205C060 Forward* IE Bulletin B-i?-24, 'Prevention of Damage Due to 
Water Leakage inside Containmen t. " No written response 
req u I red . 

O'REILLY, J. P. Region 2- Atlanta. Office of the Director. 00/11/21. 
Ip. 0/173:215 


8012050421 Forward* IE Irfo Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Flui-l. " No written response required. 

O'REILLY. J.P Region 3- Atlanta, Office of the Director, 80/11/24. 
Ip 


8012170496 Forward* IE Info Notice 80-29. Suppl 1. "Broken Studs on 
Terry Turbina Steam Inlat Flange " Ho written response 
required. 

□ 'REILLY, J. P , Region 2. A'llanta, Office of the Director. 80/11/26. 

Ip- 


8012190351 Ack receipt of IE Insp Repts 50-400/80-25. 50-40 1 /0O-23 j 
50-402/80-23 t,: 50-403/80-23 on 000929- 1 031 . No proprietary 
info ' 

HCWik.. P. lA Carolina Power Light Co. 80/13/08. Ip, 07286:112. 


— 801? 190359 Forwards IE Insp Repts 50-400/80-25.50-401/80-33, 
50-403/80-33 « 90-403/80-23 on 803929-1031 4: notice of 
violation. 

M-JprHY.C.e Region 2- Atlanta, Reactor Construction i: Engineering 
Support Branch. 80/11/28. 2pp 07286:113 


— 8012190360 Notice of violation fro.’i insp on 000929-1031. 

* Region 2, Atlanta. Office of tha Director. 80/11/26. Ip 
07256: 115 


— 8013190335 IE Insp Repts 50-400/80-25.50-401/80-23,50-402/00-23 U 
90-403/80-23 on 800929-1031 Noncemp 1 lance no ted : f a i 1 ure to 
control outdated drawings I to provide instructions for 
verification data collection. 

MAXWELL, 0 F. Region 3. Atlanta, Office of tho Director. 

BRYANT, J.C. Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch 80/11/36. 7pp 07286:116. 


8012160395 Ac k receipt of 801124 Hr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-400/80-22. 
50-401/80-20.50-402/80-20 50-403/B0-20. 

MURPHY, C. E. Region 2. Atlanta. Reactor Construction 4, Engineering 
Support Branch 80/12/09. Ip. 03794:233. 


— 8012160396 Responds to NRC 801103 ltr re violations noted in IE Insp 
Repts 50-400/80-23.50-401/00-20.90-402/00-20 ii 50-403/GO-20. 
Corrective ac t ions: rei nsp of seismic or safety-related 
hanger installed prior to problem discovery. 

HONE.P.N, Carolina Power 4; Light Co. 80/11/24. 3pp. 03794:234. 


—8012100398 Atk receipt of IE Insp Repts 50-400/80-23,50-401/80-20, 
50-402/80-20 it. 50-403/80-20. No proprietary info, 

HDIJE. P. N. Carolina Power 1. Light Co. 80/11/11. tp. 03794:237. 


--8012180400 Forwards IE Insp Repts 50-400/80-22.50-401/00-20, 
90-402/80-20 4; SO-403/80-20 on 000901-26 V. notice of 
violation. 

K'JRPHYiC.E Region 2, Atlanta. Reactor Construction & Engineering 
Support Branch. 90/11/03. 2pp. 03794:238. 


— 80121B0402 Notice of violation from insp on 800901-26, 

4 Region 2. Atlanta, Office of the Director. 80/10/30. Ip. 
03794:240. 


—8012180403 IE Insp Repts 90-400/80-22.90-401/00-20,50-402/80-20 & 
50-403/80-20 on 800901-26. Noncomp 1 lance noted : fai lure to 
correctly translate 4: implement codes 4; stds for special 
processes. 

MAXl^tLL, 0. F, Region 2- Atlanta. Office of the Director. 

BRYANT. J.C. Region 3- Atlanta. Reactor Construction 4: Engineering 
Support Branch. 80/10/30 7pp. 03794:241. 


R Periodic operating reports 4; related correspondence 


8012150073 Forwards const milestones 4< activities to 801130. 

MCDUFFIE. II. A. Carolina Power t Light Co. 80/12/04. Ip. 07237:263, 


--B012150074 Constr milestones 4' activities updated to 801130. 

« Carolina Power 4: Light Co. 80/11/30, 12pp. 07237:264. 


S. Repottable occurrences. LERs 4< related correspondence 


0012010339 Forwards interim deficiency rapt re 801017 confirmation of 
nonsafety heating, vent i iatiori 4 air conditioning for Glass 
t£ motor control ctrs Due to extensive nature of problem, 
all corrective action eipected to be completed by B10215. 

CHlAliOl.N. J. Carolina Power 4 Light Co. 80/11/24. 4pp. 07097:039. 


00CKE1 50-401 0HEARON HARRIS NUCLEAR POWER PLANT, UNIT 2 


A. Appl Ication/coostruc tion stage documents ii correspondence 


0O1216OOSO Ltr to operating plant llcensees.OL applicants it CP holders. 
Forwards NUREG-0737 re TMI action plan requi rements. Reques ts 
operating reactor licensee confirmation in 45 days that 
End 1 imp lementatton dates will be net. 

EISENHUT, D. D. Division of Licensing, 80/10/31. 7pp. 


8012020643 Forwards BWR owners group design 4: operational criteria for 
scram discharge sy s. Cr iter ia viewed as being responsive to 
requirement of providing assurance of reliable li safe 
operation of sys. 

WATERS. D. B. Carolina Fewer 4: Light Co. 80/11/24. 4pp. 



DOCKETED ITEMS 


Q, In^psction report' S i IE B'jlJetiris K. correspondence 


0012150190 Forwards IE Into Notice 80**3Vi '‘Containment Cooler Leaks & 
fieoctor Cavity Flooding At Indian Point Unit 2 No written 
response re<iujred. 

O'REILLViJ.P Region 2. Attantar Or'f^ice of the Director. 00/10/24. 
tp 


8012170302 Forwards Suppl 3 to IE Bulletin 79-013. "Environ 
Qualification of Class IE Equipment. ' No written response 
required. 

O^REILLYj J. P- Region 2. Atlanta. Office of the Director. 80/10/24. 
Ip, 07268:319. 


SOl2iSO'l>27 Forwards IE Info Notice 80“39< ''Crachlng in Charging Pump 
Casing Cladding " No written response required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. B0/$0/30. 
Ip. 03790: 104. 


— e0i::'19OGi?5 It: Insp Repti f-0- 150'40 1 /B0“23. 50~402/80-23 i; 
50"403/B0-27i on 0ir'O92v •* t 03 1 . No n c 3rip J i anc e no ted fa i 1 ure to 
control ovtdats'd d r awin j = /• to piovide instructions far 
verification data eolJection 

fiAXiviiLLr G F Region i' . AtJantifjr Office of the Director. 

BRYANT. J C Regi on Atiant-s. Rea': tor Construction h Englncerii 
Support Branch. QO/ll/26 7pp 07206:. 116. 


QOl2l0O2vS Ac k receip': o-f 1 1 r informing flftC of steps taken to 

correct violations rioted in IE Insp Hepts SO- 400/ BO-22, 
50-401/80-20, 50-402/ BO ->:C' ^ SO-io^/aO-SO 

I1URPHY*C.E Region 2, .Atlanta. Pea: tor Con s true t i an h Engineering 
Support Drench ii0/l2/09. Ip. 03794 233 


— 80tS18'03?f) Responds to P.P'I 001103 1 tr re violations noted in IE In: 
Repts 59-400/00-22. 50-401 /G7“20. 5'0-402/Q0'-20 U 50-403/80-20. 
Corrective actic-ni reinsp of or 5.5f e ty-re latad 

hanger installed priar t .> problem discoverij. 

liDNE, P il Carolina Flu-er ^ Llgnt Co. SO/U/24 3pp. 03794:23' 


8012170785 Forwards IE Info Notice BO-39, 'Malfunction of Solenoid 
Valves Mfg bg Valcor Er.gineoring Corp. " No written response 
required. 

□ 'REILLY. U. P. Region 2, Atlanta. Office of the Director. 80/l0/3i. 
Ip. 


6012230045 Forwards I£ Circular 80-23. "Potential Defects In Deloit 
Power Sys Emergency Oonerators " No written response 
required. 

0 'REILLY. J. P. Region 2- Atlanta. Office of the Director. 80/10/31. 
Ip. 


6012110/67 Forwards IR Bulletin 80-21. “Valve Votes Supplied by Malcolm 
Foundry Co. Inc. " Written response required. 

0 'REII3.Y. J. P. Region 2, Atlanta. Office of the Director. 80/1 i/06, 
tp- 


6012030637 Forwards IE Info Notice 0O''4Oi "Evcesslve Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depr essur i lat i on '' No written response required. 

O'REILLY. J.P Region 2- Atlanta. Office of the Director. 80/11/07. 
IP 


60120B0316 Forwards SE Info Notice 80-41. "Failure of Swing Check 
Valve In Decay Heat Removal Sys at Davis Desse Unit 1." No 
response required 

□ 'REILLY. vJ. P, Region 2. Atlanta. Office of the Director. 80/11/10, 
IP- 


8012040157 Forwards IE Bulletin 80-23- "Failures of Solenoid Valves 
Hfg by Valcor Engineering Carp." Requires esti.ratc of 
manpower associated w/correc t i ve actions. 

O'RETLLYi J. P. Region 2. Atlanta. Office of the Director. 00/11/14. 
Ip. 


—8012190393 Ac k receipt of If. Insp R#pi:s 50-400/80-22.50-401/80-20, 
SO-dOS/SO-SO i 50-403/80-20. No propriatary info. 

HONE. P. W. Carolina Power 4 Light Co 90/11/11. Ip. 03794:237. 


“8012100400 Forwards IE Insp Repts 50-400/00-22.50-401/00-20, 
50-402/00-20 fy. '-C-403/90- 20 an 000901-26 4 net Ice of 
vi ala t ion 

hURPHY, C.E. Regivi) 2, Atlanta. Reactor Construction t Eng i near ir 
Support Branch 80/ 1 1/03 2pp 03794:236 


— 801218D402 Notice of vicrlation frors insp on 800901-26. 

» Region 2. Atlanta. Office cf the Director GO/10/30. Ip. 
03794; 240. 


“6012100403 IE Insp Repts 5 <7- 40 0/g0“:5P, 50-401 / 60-20. 50-402/80-20 
50-403/80-20 on 800901-56 Nc ncomp I i one e noted : fa i lure to 
correctly translate i.-^ip 1 coios /, s'tds for special 

pr ccesses 

HAXU'ELL.G F. Region 2, Atlanta. Office of the Director. 

BRYANT. J-C Region 2- AiKsota. Reactor Construction i: Engineerir 
Support Branch. 00/10/30. 7pp. 03794:241. 


n. Periodic operating repsits rC'iated correspondence 


6012150073 Fortwar ds const m i 1 1 ' it o rics / activities to 001130. 

MCDUFFIE.il. A. Carol in. i Power >. Light Co. 80/12/04. Ip. 07237: 


-6012150074 Constr activities updated to 801130. 

< Carolina Power 1. L-ght Co 80/11/30. 12pp. 07237:264. 


S Repo.^table occunencca, i,t3? s 4 related c cr res pond ence 


0012050060 Forwards IK OuHetin 80-24. "Prevention of Damage Due to 
Water Leakage Inside Containment." No written response 
required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 80/11/21. 
Ip. 07173:215. 


8012010539 Forwards interi<’i J .j f ic lency rep t re G010S7 confirmation of 
nensafety hea 1 1 ng . van 1 1 I at i on f. air conditioning for Class 
IE motor control ctrs Duo to eitrnaiva nature of problem, 
ale corrective action e*po<ted to be completed by 010215 
CHEAliai.N J. Carolina Powvr 6 Light Co. 90/11/24. 4pp. 07097: OS 


8012050621 Forwards IK Info Notice 90-42. "Effect of Radiation on 
Hydraulic Snubber Fluid " No written response required. 

Q'REII LYj J. P. Region ?• Atlanta. Office of the Director, 00/11/24. 
Ip- 


8012170496 Forwards IE Info Notice 80-29, Suppl 1. "Drolien Studs on 
Terry Turbine Steam Inlet Flange." No written response 
required, 

0 'REILLY. J. P. Region 2. Atlanta, Office of the Director. 60/11/26. 

Ip. 


0012190351 Act receipt of IE Insp Ropts 50-400/80-25, 50-401 /fl0-23i 
50-402/80-23 fy 50-403/90-23 on 000929-1 031 . No proprietary 
info. 

HQ'kEiP.W. Carolina Power Light Co. 80/12/06. Ip. 07286:112. 


DOCKET 50-402 SHEAR ON HARRIS NIC LEAP POWER PLANT. UNIT 3 


A App 1 i cat lon/c ans t rue 1 1 c>n dcc-jmenfcs t correspondence 


6012160D50 Ltr to operating plant I icen f-ees , 01. app I leants t* CP holder 
Forwards NUREC-0737 r.? Ti'1 action plan r o.TUire.nents . Requests 
operating reactor llceiirau *: onf i r/nati in in 45 days that 
Enel J imp 1 emen ta t i on dataa vii 1 1 be 

EISENHUT.D, 0 Division uf Licensing, 80/10/31, 7pp. 


801202O643 Forwards IJUR ;wr.:irj group deiigii operational criteria ffl 
scran discharge &iys Crit«7i ia v i awad Ai. being responsive to 
requirement of pi'oviding asS'.rrance cfteliableicsafe ' 

oparatlon of &ys 

WATERS, D. D Carolina ’ Light Cci 80/11/24. 4pp. 


--0O1219O359 Forwards IE Insp Repts 50-400/90-25.50-401/80-23. 
50-402/80-23 50-403/90-23 on 800929-1031 fy. notice of 

violation. 

MURPHY. C-E. Region 2. Atlanta, Reactor Construction 4: Engineering 
Support Branch. eO/ll/28 2pp. 07286:113. 


—8012190368 Notice of violation ft'or, insp on 800929-1031. 

« Region S, Atlanta. Office of the Director. QO/11/26. Ip, 
07286; 115 


0. Inspection repoi ts, IE Qjliatins A c or i e spend ere e 


0012150190 Forwards IE J'-fo Noticf GC-37, "Canta inment Cooler Leaks i 
Reacto-r Cavity FJoodin.j At Indian Point Unit 2." No written 
response required 

O'REILLViJ.P. Region «. Atlantai Office of the Director. 80/10/24 
Ip 


8012170302 Forwards Suppl 3 to IE Bulletin 79-010. ’’Environ 
Qualification of Class IE Eqwfp.’nent. ‘ No written response 
required 

O'RtiLUY.J P. Region 2 Atlanta, Office of the Director. BO/tO/?/ 
Ip 0/268:319, 
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DOCKETED ITEMS 


(012180027 Fovui.^rJi IK T • i !/ 0 ’;iCK' S0-38< ‘CT<lc!<ifig in Charging Punp 
Casing Claddirtg. " required. 

O^REJCLVfJ F 7.- '^r'sntaj Qf'ic? of the Director. 80/10/30. 

I ? 


(012170735 Forward -5 IE 1 n t c fjolicp 80-3'7 j I'ial f one t i on Solenoid 
Vaivej Jifg bg Vale or En-jineering Coip. " No L>rLtten response 
r eqy 1 red 

O 'REIi-LTr J P Region AtlantSf Office of the Director. BO/10/31. 
I P 


10 1 2230015 Forward's IK Cii';'4d< 8r--23. 'Potential Defect? in Qeloit 
pQijer Sys Emergency Gor ^ rato r s . No ijritten response 
r equ i r e d . 

O 'REILLY. J, P. Region 2. Atlanta^ Office of the Director eO/lO/’31. 
I P 


;012110/A7 Forwards IFT [^nlletin 00-21, “Valve Vo’<e 3 Supplied bi^ Malcolm 
Foundry Co* Inc. ■' S'Crittetk required 

0 'REILLY. J. P. Region 2- Avlaiite. Office of the Director. 80/11/06. 

Ip 


012030337 Forwards IE [nfo Notice 80-40. "Excessive Nitrogen Suppiq 
Pressure Actuates Safet*^ Relief Valve Gperation to Cause 
Reactor Depr e isgiri la bton *' No ijritten response required. 

0 ' REIL* Y . J. r Regio't !■ Atlanta. Office of the Director. BO/11/07, 

Ip 


012080316 Forwards lE Info Notice 80-41. 'Failure of Suing Check 
Valve in Decay Heat fiemevaj Gi,5 at Davis 0essB Unit 1. •' No 
respoi..se required. 

O'REILLV.J R. Region 2- Atlanta. Office of the Director. BO/il/lO. 

Ip 


OlSOAOlS? Forijards IF, liulletin QO-23, "^Fai lures of Solenoid Valves 
Mfg by Valeor Engineering Corp. “ Requires estiirate of 
manpp.dPi- associated u/c orrec fci ve actiorts. 

0 'REILLY. J. P. Region 2, Atlanta, Office of the Director. 80/11/14. 

Ip 


0120 50060 Forward fa If' bulletin BO -24, '’Prevention of Damage Due to 
Ndter Leaitagc Inside C o.ita iritMen t “ No written response 
requ i red. 

O'REILLV.J. P Reg lor i’. At iantd, Office of the Director. 00/11/21. 
Ip. 07173:215. 


J12DSC'62J Forwavds IE Info Notice 80-42, "Effect o# Radiation on 
Hydraulic Snubber Fluid, ' Ns written response required. 

0'RElLLVi.J P Regicin 12. Atlanta, Office of the Director. 00/11/24, 
Ip- 


312170496 Forwards IE Info rnocice 80-29, Suppl !• “Broken Studs on 
Tarry Turbine Steevr In lei; Flange. " N'.^ turitten response 
requ i re d. 

O'REILLY, JP. Region 2, Atlarta. Office of the Director. BO/11/26. 

•Ip. 


>12190351 Ac k receipt of IK In?p Rep ts 50-400/S0**25, 50-401 /eo-23, 
50-402/80-** 3 t S0-4u2^8l' “.', 3 ivn £00929- 1 031 . No pro-prietary 
i nfo. 

HOk&.P.N. Carolina I'-owei i Light Co 00/12/08. Ip. 072B6: H2. 


■SOI 31 90359 For viards IE Insp Repts 50-400/80-25.50-401/80-33, 
50-402/80-23 *. 5Cr-*403/ 5C”2i on 600939-1031 i; notice of 
vie I at ion 

hUFPHVjC.E Regiori 2. Atlanta, Reactor Construction L Engineering 
Support nrarich yO/M-'^Q 2?p 073G6;113. 


■0012190369 Notice c-f .icl.^ticr» insp on 800929-1031. 

■* Region 3, Atlanta, Office of the Director. 80/11/26. Ip 
07286; 115. 


0012190385 IE Insp flepti 50-4vD.^EC -25. 50-401 /aO-23. 50-4O2/BO-23 tt 
50-403/80-23 On 800927 - 10^ 1 . N.::iric onp 1 ianc e noted : fal lure to 
control outdated drawings 6 t-a provide instructions for 
ver i f i cat I ofi data collectiii. 

MA.'t'v’iiLL. 0. F Region *. Ailanta, Office of the Director. 

BRYANT. J.C. Region 2- Atlafila. Reactor Construction Zi Engineering 
Support Branch. 8v/ii.>26 7pp 0/236:116. 


N210O375 Ac Sr receipt of 0''*iU:.V J tr inForf^ing NRC of steps fcalcen to 
correct Yiolattons noted j.n It. Insp Repts 50"400/e'0-22» 
50-401/83-20,50-402/50-20 t- 50-402/80-20 

MURPHk , C, E Region 2. Atlanta. Reactor Constr uc t iun & Engineering 
Support Branch. Ip 03794 233 


8012180396 Responds to URO 001103 J tr re violations noted in IE Insp 
Rapts 50-400/00-22. 50-401 .'80- 1!0, 50-402/80-20 b 50-403/60-20, 
Corrective ac tions : rein sp of ss^isnlc or safety-related 
hanger installed priur to problen discovery. 

liONE.P.lJ. Carolina Fcwet- Light Cc,. 00/11/24, 3pp. 03794:234. 


— 0012183398 Act receipt of IE Insp Repts 50-400/80-22,50-401/80-20, 
50-402/80-20 4 50-403.' 00-20 No proprietary info. 

liONE. P. N Carol ina Fovjer 1 Light Co. 80/ 1 1/11. Ip. 03794:237. 


— 8012180400 Forwards IE Insp Repts 50-400/80-22.50-401/00-20. 
50-402/00-20 b 50-403/80-20 on 800901-26 & notice of 
violation. 

IvJRPHY, C. E. Region 2. Atlanta, Reactor Construction 5« Engineering 
Support Branch 80/11/03. 2pp 03794:258. 


— 8012180402 Notice of violation from insp on 000901-26. 

Region 2. Atlanta. Office of the Director. 00/10/30. Ip 
03794:240 


— 8012180403 IE Itiap Repts 50-400/80-22, 50-401 /80-20, 50-402/80-20 8< 
50-403/80-20 on B00901-26 Noncompliance noted : fa i lure to 
correctly translate K i i^p I ement codes b stds for special 
p rocesses. 

MAXNELL, C F. Region 2. Atlanta. Office of the Director. 

BRYANT, J.C. Region 2. Atlanta. Reactor Construction i: Engineering 
Support Branch 80/10/30. 7pp. 03794:241. 


R' Periodic operating reports related correspondence 


8012150073 Forwards const milastones b activities to 801130. 

MCDUFFIE. 11. A. Carolina Power b. Light Co. 00/12/04. Ip. 07237:263. 


— 8012150074 Constr milestones Jl. activities updated to 001130, 
s Carolina Power Light Co. 80/11/30. t2pp. 07237:264, 


S. Reportable occurrences, LERs b related correspondence 


0012010339 Forwards interin deficiency rept re 601017 confirmation of 
nonsafety heating . vent i la t i on b air conditioning for Class 
IE motor control ctrs.Due to extensive nature of problem, 
all corrective action expected to be completed by 810215, 

CHlAts'Ol. N. J Carolina Power b Light Co. 00/11/24, 4pp. 07097:039. 


DOCKEI 50-403 SHEAROW HARRIS NIJCLEAR POWER PLANT. UNIT 4 


A. App 1 ica t i on/consti^uc t i ort stage docuinents b correspondence 


6012160050 Ltr to operating plant I i censees, DL. applicants it CP holders, 
Forwards NUREG-0737 re TMI action plan requ irements. Requests 
operating reactor licensee cenfirmation in 45 days that 
Enel 1 implementation dates will be met. 

E ISENHVT* D. 0. Division of Licensing. 80/10/31, 7pp. 


6D12020643 Forwards 0I4R oiuners group design b operational criteria for 
scram discharge sys Criteria viewed as being responsive to 
requ ire.Tient of providing assurance of reliable fit safe 
operation of sys. 

WATERS, D. 8. Carolina Power t Light Co. 00/11/24. 4pp. 


Q. Inspection reports, IE Bulletins b. correspondence 


8012150190 Forwards IE Info Notice 80-37. "Containment Cooler Leaks (< 
Reactor Cavity Flooding At Indian Point Unit 2. *' No written 
response required 

O'REILLY. J P. Region 2, Atlanta, Office of the Director. 00/10/24. 
Ip 


8012170302 Forwards Suppl 3 to IE Bulletin 79-013, "Environ 
Qua 1 if ication of Class IE Equipment." No written response 
required. 

O'REILIY, J. P Region 2, Atlanta. Office of the Director. 80/10/24. 
ip. 


B012160027 Forwards IE Info Notice 80-38, "Cracking in Charging Pump 
Casing Cladding. " No written response required. 

□ 'REILI Y, J, P. Region 2. Atlanta. Office of the Director. 00/10/30. 
Ip. 


0012170785 Forwards IE Info Notice 80-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. " No written response 
required . 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 80/10/31, 
Ip. 


8012230045 Forwards IE Circular 00-23, ‘Potential Defects in Beloit 
Pouer Sys Emergency Generators." No written response 
requl red . 

□ 'REILLY, vI. P. Region 2. Atlanta, Office of the Director, 00/10/31. 
IP 


DOCKETED ITEMS 


22 { 


BO 121 10767 Forwards TR Bulletin 80’*2 1 . 'Valve YoVes Supplied by Malcolm 
Foundi'V Cosine." Uritten response required 

0 'REILLY# J, P. Region 2r Atlantor Qr^ice of the Director. 80/11/06. 
Ip- 


8012030987 Forwarils ]E Info Notice 0 O~<IOp "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur i lat ion. ” No written response required. 

O'REILLY# JP Region 2i Atlanta^ Office of the Director. QO/ll/07. 
Ip 


8012080316 Forwards lE Info Notice 80-41 # 'Failure of Suitrig Check 
Valve In Decay Heat Rerioval Sys at Davis Bssse Unit 1. ” No 
respoitse required. 

0'RE[LLY#J.P Region ?. Atlanta# Office of the Director, 80/11/10. 
1P- 


8012040157 Forwards IE Qullctin 80-23< "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. '' Requires estinate of 
inanpouer associated w/correctlve actions. 

0 'RE ILLYf J. P . Region 2> Atlanta# Office of the Director. 00/11/14 
Ip. 


9012050060 Forwards IE Bulletin 00-24, "Prov'ention of Damage Due to 
Uater Leakage Inside Cental hoient. " No written respanso 
required. 

O'REILLY. J.P Region 2. Atlanta, Office of the Director. 00/11/21. 
ip- 


8012050621 Forwards IE Info Notice 80-42- "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

0 'REILLY, J. P. Region 2. Atlanta, Office of the Director. 00/11/24. 
Ip. 


8012170496 Forwards IE Info Notice 0O-29#Soppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange '* No written response 
required. 

0 'REILLY, J. P. Region 2, Atlanta. Office of the Director. 00/11/26. 
ip 


0012190351 Ack receipt of IE Insp Repts 50-400/BO-25# 50-401 /BO-23, 
50-402/00-23 50-403/00-23 on 800929-1031 . No proprietary 

info, 

HONE.P.U Carolina Power e. Light Co. 0O/12/OB. Ip. 


— B012190359 Forwards lE Insp Repts 50-400/00-25,50-401/00-23# 
50-402/80-23 f/ 50-403/80-23 on 800929-1031 i notice of 
violation. 

MURPHY, C,E. Region 2> Atlanta, Reactor Construction Engineering 
Support Branch. 80/11/28. 2oo 


— B0121 90369 Notice of violation from insp on 800929-1031, 

4 Region 2, Atlanta. Office of the Director. 80/11/26. Ip. 


—0012190385 IE Insp Repts 50-400/00-25,50-401/00-23.50-402/00-23 6 
50-403/00-23 on 000929-1031 . Noncopp I ianc e noted : fa i 1 ure to 
control outdated drawings K: to provide Instructions for 
verification data collection 

MAXWELL. 0. F. Region 2. Atlanta# Office of the Director. 00/11/26. 
7pp. 


0012160395 Ack receipt of 001124 J tr informing NRC of steps taken tp 
correct violations noted in IE insp Repts 50-400/80— 22, 
50-401/00-20,50-402/00-20 ?• 50-403/00-20. 

MURPHYrC.E. Region 2, Atlanta# Reactor Construction 6 Engineering 
Support Branch. BO/12/09. Ip. 


— 8012180396 Responds to NRC 801103 Itr re violations noted in IE Insp 
Repts 50-400/80-22, 50-401/80-20. 50-402/00-20 J{c 50-403/00-20. 
Corrective ac t ions : roinsp of seis.nic or saf ety-re lated 
hanger installed prior to problem discovery. 

HDWe.P.lf Carolina Power U Light Co. BO/1 1/24, 3pp. 


—0012100390 Ack receipt of IE Insp Repts 50-400/80-22,50-401/80-20, 
50-402/00-20 4i 50-403/ 80-20. No proprietary info, 

HQUE, P. IJ, Carol ina Power A? Light Co. 80/11/11. Ip. 


—0012180400 Forwards IE Insp Repts 50-400/00-22,50-401/80-20, 
50-402/80-20 h. 50-403/00-20 on 000901 -26 A: notice of 
violation. 

hURPHYiC.E, Region 2. Atlanta, Reactor Construction & Engineering 
Support Branch, GO/lt/03. 2pp. 


0012180402 Notice of violation from insp on 800901-26, 

■* Region 2, Atlanta, Office of the Director. 00/10/30. Ip. 


— 801P160403 IE Insp Repts 50-400/80-22,50-401/80-20,50-402/80-20 fc 
50-403/80-20 on E10090] None omp J j a n c e noted : fai 1 ur e to 
correctly trariilate i iinple*;ent codes 4- stds for special 
processes 

MAXlvcLL, G F F?o 9 i on 2 Atlanta, Office of the Director. 80/10/30. 
7pp 


R Periodic operating repo- ts K. related correspondence 


0012150073 Forwards monthl,^ operating repts for Mdv 1900. 
MCDUFFIE#!! A Carolina Power t Light Co. 00/12/04. Ip 


— 8013150074 Constr ,11 1 1 e stones A activities updated to 001130. 
■* Carolina Power A Light Co. 0O/lt/3O. I2pp. 


S. Reportable occ u rieiic es, LER 5 A related correspondence 


0012010339 Forwards interim deficiency rep t re 801017 confirmation of 
nonsafety heat Ing# ve nt 1 lat 1 oti i air conditioning for Class 
IE iTiotor control ctrs.Due to extensive nature of problem, 
all cni'factive action expected to be completed by 010215 
CHIANOI.N J. Carolina Power l.ighfc Co BO/ 11/24. 4pp. 


DOCKET 50-404 NORTH ANNA POWER STATION, UNIT 3 


A. Application/construction stage docU'noTits 4' correspondence 


00122^0485 Responds t-^ 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation infoim licensees of need to coiriply 
w/revlsed Agraen'enb State burial site c ond i t i ons. Foruar ds 
results of IS survey. 

DENICNiH.R. Office of Nuclear Reactor Regulation, Directoi. 
80/12/04. 2pp 


--8012220506 Forwards tabulation 4 sur.Tiary of IE survey on low level 
waste at 51 reac tors Low level waste storage facilities 
have been expanded at 37'4 of reactors surveyed ij/71i4 
planning or considering increasing storage capacity. 

BANOART, R. L. Effluent Treat.ment Systems Branch. 80/11/06. Bpp. 


8012300566 Notifies of completion of feasibility study 6 decision to 
cancel iJ.ilt 4 const. Eva 1 ua t i on of adequacy cf Unit 3 design 
may warrant changes. L i censee will address open items 
maintained in delay files as evaluation progresses 
FEROUSUN, J.H Virginia Electric Power Co 80/12/22. 2pp. 

07359: 230. 


Q Inspection reports, IE Rulletins 4 correspondence 


0012160036 Forwards IE Info Notice 80-37. "Containment Cooler Leaks it 
Reactor Cavity Flooding At Indian Point iJnit 2.'" No written 
response required. 

□ 'REILLY. J.P Region 2. Atlaftta, Office of the Director. 80/10/24. 
IP- 


8O12170P74 Forwards SuppI 3 to IE Sulletiii 79~0lR, "Environ 
Qualification of Class IE Equ j p.nen t. ' No written response 
requ Ired. 

O'REILLY, J P. Region Atlanta. Office of the Director. 80/10/24, 
Ip. 07268:253. 


8012170521 Forwards IE Info Notice 80-38, Cracking in Charging Pump 
Casing Cladding." No written response required 

O'REILLY. J, P. Region 2< Atlanta# Office of the Director. 80/10/30. 
IP- 


6012100020 Forwards IF Info Notice 80-39, "Ma I f unc t ion of Solenoid 
Valves Kfg by Valcor Engineering Carp. ' No written response 
is required. 

O'RElUYfJ P. Region 2. Atlanta. Office of the Director. 80/10/31. 
Ip. 03790:120. 


00122300/0 Foruarda IF Circular 80-23, "Potential Defects in Beloit 
Power 6ys Emergoncy Generators." No written response 
requ ired . 

O'RE ILLY# J, P. Region ?• Atlanta, Office of the Director. BO/JO/31. 
Ip, 07313:236. 


8012110794 Forwards IE Bullottn 80-21, "Valve Yokes Supplied by Malcaltn 
Foundry Co#Iric." Written response required. 

0 'RE ILLY, J. p. Region 2, Atlanta# Office of the Director. 80/11/06. 

IP 


0O12O3O8‘19 Forwards IE Info Notice 60-40, "Excessive Nitrogen Supply 
Prassure Actuate? Safety Relief Valve Operation to Cause 
Reactor Depressurization " No written response required. 

O'REILLY., J. P. Region 2, Atlanta# Office of tha Director. 00/11/07. 

Ip 
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DOCKETED ITEMS 


5012090259 Foruardi IK Info Notice aC!“41, "Failure of Suing Check Valve 
in D^cai^ Heat Kemoval at Davis Basse Unit 1. ’* Uo 

response required 

O'REIlLV, J R Region 2, AtiaFita. Office of the Director. BQ/li/lO. 
ip 


E012O4O135 Forwards IE Bviletin 80'23 j "Failures of Solenoid Valves 
Mfg bg Valcor Engineering Corp. *’ Requires estimate of 
nanpojer associated w-'c arr ec t i ve actions 

O'REIMV.JF. Region 2- Atlanta^ Office of the Director. BO/tl/M. 
Ip 


801205'!;03B Forwards IE Bulletin 00-24, "Prevention of Daciage Due to 
Water Leakage Inside C«?nta inment Mo written response 
required 

a'REIwLV. J P Region ?. Atlanta, Ofr’lce of the Director. 80/11/21. 
Ip 07173:077 


S0l20eCOlB Forwards IE Info Notice 00-42. "Effect of ftadiation on 
Hgdraulic Snubber Fluid " No writtan respoiise required. 

O'REILLV, J. P Region 2, Atlanta, Office of the Director. 00/11/24. 

Ip. 


0012170337 Forwards IF Info Notice 00-29, Suppl 1, "Oroken Studs on 
Terrg Turbine Sfcean Inlet Flange " Mo written response 
r equ i red. 

Q 'REIi.i V, J P. Region 2. Atlanta. Office of the Director. BO/ll/26, 
Ip 


8012030049 Forwards IE Info Notice 80-40, "Ectessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depr essur i lat i on " No uiritton response required. 

0 'REILLV. J. P. Region 2, Atlanta. Office of the Director. 80/11/07 
Ip- 


B0J2O90259 Forward® IE Info Notice 80-41. "Failure of Swing Check Valve 
in Decay Heat Romoval Sys at Davis fiesse Unit 1. " No 
respo.'ise required. 

Q 'REILLY, J. P. Region 2, Atlanta. Office of the Director. 00/11/10. 


9012040135 Forwards IE BoUetin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpoLter associated w/corrective actions. 

O'REILLY. J. P. Region 2- Atlanta. Office of the Director. 80/11/14 
ip 


8012050033 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment. " No written response 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/21. 
Ip. 07173:077. 


0012080018 Forwards IE Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid. " No written response required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 80/11/24. 

Ip 


DOCKET 50-405 NORTH ANNA FQWEfi STATION, UNIT 4 


A Ap p 1 i ca « i on/c ons true t i on stage documents i correspondence 


80l22i’0485 Responds to 000911 memo requesting that Qfc of Nuclear 
Reactoi- Regulation inform licensees of need to comply 
u/revised Agreement State burial site cond i tions. Forwards 
results of IE survey 

DENTQ.N'.H. R Office of Nuclear Reactor Regulation. Director. 
80/12/04. 2pp 


-8012220505 Forwards tabulation t sur.nary of IE survey on low level 
yaste at 51 reactors Low level waste storage facilities 
have been expanded at 377, cf reactors surveyed w/7lX 
planning or considering increasing storage capacity. 

3AN0ART. H.L. Effluent Treatment Systems Branch. 80/11/05. Bpp. 


0012170337 Forwards IE Info Notice 80-29. Suppl 1. "Broken Studs an 
Terry Turbine Steam Inlet Flange. " No written response 
required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 80/11/26. 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 
F. Security, medical, emergency h fire protection plans 

a012190Al9 Informs of recently approved revised I0CFR50. 48 containing 
schedules for completion of all fire protec tion. mods. No 
present implementation required as necessary addl Info has 
not yet been approved. 

EI8ENKUT, D. G. Division of Licensing. 80/11/06. 6pp. 07278:205. 


8012300503 Notifies of eor.pletion of feasibility study 6 decision to 
cancel Unit 4 const Evaluation of adequacy of Unit 3 design 
may warrant changes. Licensee will address open items 
mainbairad in delay files as evaluation progresses. 

FERG'JaON, J. H. Virginia Electric U Power Co. 80/12/22 2 dd 
07359:33a 


6012020098 Discusses planned mods 
health physics network. NRC will 
output jacks to provide capabili 
speakers to sys. W/o one I health 
KEPPLERrJ. 0. Region 3, Chicago, 
Spp. 07140:355. 


to emergency notification 
pay for installation of 
ty for adding one-way 
physics network manual. 

Office of the Director. 


sys 

00/1 i/l9. 


0. Inspection reports, IE Bulletins i correspondence 


0. Adjudicatory correspondence 


Coo)., 4 

Reac.o* Cavity Flooding At Indian Point Unit 2." No written 
response required 

O^RElLLY. J. P. Region 2, Atlanta. Office of the Director. 80/10/24. 


WV 4 VVT 




- 0 1 r 4 Ilia ur prenoaring cor 

originally set for 001216 until conclusion of hearing 
originally scheduled to commence on that date, Also modifies 
limited appearance schedule. 

2pp*^^°071 75^392*'*^°*"^'^ Licensing Board Panel. 80/11/25, 


8012170274 Forward* Suppl 3 to IE Bulletin 79-OlB. "Environ 
required^^^'^" CUss IE Equipment. " No written response 

lp”^*07269:255 Director. 80/10/24 


8012110005 Order granting entonston until 
determine whether to review ALAB-617. 
CHILK. 6. J. Office of the Secretary of 
ip. 07233:113. ^ 


801212 for Commission to 
the Commission. 80/11/26. 


'CraOing In Charging Pu«p 
Casing Cladding. No written response required 

O^REILLY.J.P Region 2 . Atlanta. Office of the Director. 00/10/30, 


8012180320 Forwards IE Info Notice 80-39, 
Valve® Mfg by Valcor Engineering Corp “ 
is required 

□ 'REILLY, J. p. Region 2. Atlanta. Office 


"Malfunction of Solenoid 
No written response 

of the Director, 80/10/31. 


8012330070 Forwards lE Circular 80-23. "Potential Defects 
required* Generators." No written response 

O^RElLLYi^ p. Region 2. Atlanta, Office of the Director. 


Beloit 

00/10/31. 


80-21. "Valve Yokes Suppl 
Foundry Co. Inc. ‘ Written response required. 

OTEILLY. J. P. Region 2< Atlanta, Office of the Directo 


by Malcolm 
80/ 1 1/06. 


Commission review 2< reversal of ALAD-618. A8LB 
nas transformed show cause proceeding re liquefaction 


W/CerUflciJe^rSvc”*'*’''' Appropriate BSE. 

® Dairyland Power Cooperative. 
Morgan, Lewis & Bockius. 80/12/01. 12pp. 07227:306. 


OALLENr K. P. 


8012300368 Licensee response in opposition to Coulee Region Enerau 

extension of ttmS H " " 

uquofactlon show cau*. 

0012290550 Statement re risk issue identified in ASLB 801112 
memorandy.^ L order . Li ttU. if any. risk to public health <i 
safety evlsts If 810225 proposed operation date extended 
Prof qualifications L Certificate of Sve encl. 

♦ Dalryland Power Cooperative. 00/12/05, 17pp. 07333:124. 



DOCKETED ITEMS 


80iS2V0505 Lists (questions to be answered prior to ^inal determination. 
Parties should he prepared to discuss questions at 80121^ 
evidentiari^ hearing. 

BECHHQEFEUi C. Atomic Sa^ebg and Licansing Board Panel. 00/12/05 
3pp. 07333: Ml. 


8012290026 Response in opposition to consolidated parties' □01121 
motion for extension of time fy. motion to compel discovery 
re shou cause order. Kot i on s moot due to ALAD-6i8« dtd B011i7i 
declaring ASLB tu/o author i tg . IJ/Cer t i f icate of Svc. 

BURKS. S.G, Rulemaking ^.Enforcement Division. 00/12/00. 6pp 
073^4: 217. 


8012220322 Response in support of util 801114 motion for summary 
disposition of liquefaction issue. Soil under pile-supported 
structures safe against 1 i quef ac tl on. 

BURNSi Q. 0. # CYRi K. Rulemaking fy Enforcement Division. 80/12/09. 
4pp. 07307:323. 


— 8012220335 Affidavit in support of util contention that Toasonable 
assurance exists that liquefaction ui H not occur beneath 
pi lo-o upported structures in event of 5.5 ear thqual e. Prof 
qualifications Certificate of Svc and. 

OREEV/ESi J. T. Hydrologic fy Geotechnical Engineering Branch. 
00/12/09. 5pp. 07307:327 


S012290S89 Requests denial of licensee 001201 petition for revlcsi of 
ALAB-61Q KRC rules do not authoriie petitions for revieui of 
A5LAP decisions on certified quest lonsi e xc ep t in matters of 
exceptional legal impor tance. Certi f icaUe of Svc end. 

DURNSi Sh 0. « CYR. K, D. Rulemaking T/ Enforcement Division. 80/12/12. 
I3pp. 07341:194. 


0012290100 Foruiards NRC Exhibits 6 7 in shou cause proceed Ing. W/o 

ends. 

BURNS/ 8. 0. Rulemaking i Enforcement Division. 00/12/18. Ip. 
0734 4: 171. 


8012290185 Order granting extension to 810109 for Commission to revleu 
ALAB-6ia. 

CHILK. 8. J. Office of the Secretary of the Commission 00/12/22. 
ip. 07344:176 


H. General correspondence 


80121 10^»32 FOIA request for documents concerning events re 
transpor tation 1: Insp of eight rad-uaste shipments from util 
during Mar fk Apr 1979 fy all generic documentation re (lode! 

NFa-4. 

UlTTLEJQIlKi J. D. League Against Nuclear Dangers Minnesota Chapter 
80/10/25. Ip. 07224:090. 


6012110227 Responds to FQIA request for documents concerning events re 
transportation & insp of eight radt;aste shipments from util 
during Mar t: Apr 1979 I- all generic documentation re Model 
NFS-4. Forwards App A documents N/o ends. 

FELTONi J. M. Division of Rules and Records. 00/12/04, 2pp. 

07224: 008. 


P. Operating license stage documonts correspondence 


8012160050 Ltr to operating plant ticenseeSiQL applicants it CP holders. 
Forwards NUREG-0737 re TMi action plan requirements. Requos ts 
operating reactor licensee confirmation in 45 days that 
Enc I 1 Imp 1 omen tat ion dates will be net. 

Ef 8£NHUTit D. O. Division of Licensing. 00/10/31. 7pp. 


8012220358 Ltr to all CP Z- OL holders for DNRs re requirement for 
implementation of ODVN code for licensing basis calculations 
performed by GE Applicable to all license applications h 
proposed amandsi includ Ing core reloads. 

EI8Ef«!:|'JT» D. 0. Division of Licensing. 8Q/11/04, 4pp. 


8012220563 Ltr to all power reactor licensees forwarding NUREO-0619/ 
"DNR Feedwater Noxxle V Control Rod Drive Return Line 
Noxxle Cracking." Conf irma t ion that imp 1 ementati on dates 
will be met must be sent within 45 days. N/o end. 

ElSENHUTf D. G. Division of Licensing. 00/11/13. ip. 


8012020^73 Forwards revised Page 6-3 of 800806 application to amend 
License DPR-45. 

LINHERj F, Dairy land Power Cooperati ve, 00/11/18. 3pp. 07140:174. 


8012090393 Forwards corrected Tech Spec Page 32h 4/ updated Page 6-3 
from application for amend to License DPR-45 submitted 
000912. 

HNOERjf=', Dairy land Power Cooperative. 00/11/10. 2pp. 07207:139. 


— 801^090397 Corrected Tech Spe: Page 32h i updated Page 6-3 froni 
application to amend License D^'R-45 submitted 000912. 

•* Dairy land Power Cooperative BO/IO/29 2pp. 07207: 141 


8012010310 Concurs w/NF<C 800820 evaluation of SEP Topic VI 11 -2 re 
onsite emergency power lys diesel generator. Forward s 
responses to NRC questions ro diesel generator testing. 

LlNDERr F. Dairy land Fewer Cooperative GO/ 11/20. 4pp. 07098:031 


8012020100 Advises that injection of grout into voids underneath 
turbino bldg was completed on 001023. Enc] table includes 
data for each hole in which grout was » n jec ted. One overaije 
drawing end PDR drawing on aperture card only 

LlNUERi F. Dairy land Pc^er Cooperative BO/ll/26 6pp 0714G: Ii07 


8012020315 Forwards "Dasign of Emargency Bve L’aker Supply By s for 
LACBiilR. “ Safe shutdown 4< cooldown capability can be 
achieved 6 maintained in case of one or more adverse events. 
Installation of ays can be completed by 810225. 

LINDER, F. Dairyland Fewer Cooperative. 00/11/26. 2pp. 07142:001 


— 0012020318 "Design of Emergency Svc Uater Supply Sys for LACDUR, ” 
4i Moore statement of surface stability end. 

FlN'NAIJi C. F. ( Mll.OSiH.f YOLlfA. Nuclear Energy Servlcei Inc 
aiA0039. 80/11/25. 26pp. 07142 003 


8012000489 Forwards N£S Documertt 8lA0040« "Seismic t< Structural 
Analysis of Genoa 3 Stack Using NRC Site-Specific Ground 
Response Spectra. '' 

LINliER»F. Dairyland Power Cooperative 60/11/26. ip. 07197:001 


--8012000495 "Seismic ty Sturctural Analysis of Genoa 3 Sback Using NRi 
Site-Specific Ground Response Spectra. '* 

RUMFF,R.E. STRNAD, T. Nuclear Energy Service. Inc. S1A0040. 
80/11/25 53pp. 07167:001. 


BO1210O155 Confirms 801215 meeting in LaCrosse.NI to discuss 
evaluation of facility regulatory performance. 

KEPPLER/ J. C. Region 3. Chicago, Office of the Director. 00/11/20. 
Ip. 03791:286. 


001219006-1 "Safely Evaluation of [nservice Testing Program f-or Pumps i 
Valves at LACBU'R, Nov l979-Jol 1981.' SER. 

FEHRINGERi J. M, I ROCKHQLD. H. C. Idaho NafcicJoal Enginearing Laboraton 
FIN A-625B. 0012190061 80/11/30. 33pp. 07279:042. 


8012160350 Forwards ’'Liquefaction Potential Under Cenoa-3 Stack 
Adjacent to LACDidR Near Genoa, Vernon County. HI. '■ Rept 
concludes that adequate safety margin exists against 
liquefaction potential. 

LINDER. F. Dairyland Power Cooperative BO/lS/04. Ip. 07248:289. 


— 8012160359 "Liquefaction Potential Under Genoa-3 StaeV Adjacent to 
LACDL'R Hear Genoa, Vernon County. Uf .*' 

•4 Dames ^ Moore. 00, '12/10 54pp 07248:290, 


Q0122204B5 Responds to 000911 fiie.no requesting that Ofc of Nuclear 
Reactor Regulatlori jr.fofm licensees of need to comply 
w/revised Agreement State burial site c ond i 1 1 on». Forwards 
results cf IE survey 

DENTQV, hi, R, Office of Nuclear Resetor Regulation. Director. 
80/12/04. 2pp, 


—0012220506 Forwards tabulation suCi.^iary of IE survey on low level 
waste at 51 r«ac tor s. t.ow level waste storage facilities 
have been expanded at 377, of reactors surveyed u/7t7! 
planning or coti s ider ir.g increasing storage capacity. 

DANGARTrl?.!.. Effluent Treatment Systems Uranch. 80/11/06. Bpp 


8012120225 Forwards ropts on reviews of plant transient tn accident 
analyses, per NUREG-05 78 requirements. 

LINDER, F. Dairyland Peuer Cooperative 00/12/05. 9pp. 07220:249. 


— 8012120241 "'lACBNR Review of Plant Transients 

FIN-MIl, C. F. . YOLliA H . MILOS. R Dairyland Pouar Cooperative 
aiA0037. 80/07/09 ZApp 07£2a; 260. 


8012290475 Informs of completion of review of NES-81A0033, "LACBUR Rgi 
Drop Probability Study, *• submitted by 790329 I tr. Back f 1 tti ng 
of sys to monitor rod patterns not necessary, 

CRUTCMF IEl D. D. Operating Reactors Qt'anch 5. 80/12/05. 6pp, 

07335:060. ! 

8012310157 Notifies of foe determination for util 800416 request for’ 
route approval to cover shipments of spent fuel Dfc of i 

Controller has been notified to issue invoice. 

MILLER, 16 0. License Pee Management Branch. 80/12/08. Ip. i 

07371: ISI. ; 
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5012240*18'? Koti ^ i c ac ion or G012ld neeting u^'BEP o=jnera group in 
Deth&sdaiMD for diiC'jaiions on SEP pr ogra.TJ* sc hpdul c for 
licorkse topic cof!ipleticn h ass igiiiTient of lead topics to 
p lant s 

PUbSElL.U T Sgstefnatic Evalyation Progra.Ti 0ranc^. 80/13/16. 2pp. 


0. Inspection repcrtsi IE bulletins i. correspondence 


S01216&055 Forwards IF. Info Notice 80-37. Containment Cooler Leaks tc 
fl&actor Cavity Flooding At Indian Point Unit 2 “ No written 
response regoired, 

KEPPLER.J. G Region 3. Chicago. Office of the Director. BO/10/24. 
Ip. 07262 164. 


aoiSieO-OS^ Forgards IF Investigation ftept 50-409/80-07 on 800026-27. No 
none cmp Ha nee noted. 

KEPPLEfl. J. <5. Region 3. Chicago. Office of the Director 80/11/10. 
2pp. 03790. no 


--8012180026 IE Investigation fiept 50-409/BO-07 on 800026-27. No 
non c ofip 1 i anc e noted Major areas invest igated: whether 
contents of 800116 Itn re status of modified amended 
security plan implementation were intentionally misleading. 
PHILLIP. 0. A. . NuRELlUS. C F. . DCNAH'JE. J. R Region 3, Chicago, 
Office of the Director 80/ 11/ 10, 6pp. 03790:112. 


8012030743 Forwards three Perf or.tianc e Appraisal Branch insp repts U 
mgt avaluation tree u/user guide so that facility can 
compare program to program already reviewed i: make 
appropriate adjustments N/o s.icl. 

KEPPLEfl.J. G Region 3. Chicago. Office of the Director. 80/11/18. 
4pp. 


8012040654 Forwards lE Bulletin 80-24. "Prevention of Damage Due to 
Hater Leakage Inside Containment.*' No written response 
required. 

KEPPLER, J G Region 3, Chicago, Office of the Director. 80/11/21. 
2pp 07166:321. 


8012030055 Forwards IE Info Notice 00-42. "Effect of Radiation on 
Hydraulic Snubber Fluid '' No written response req^uirad. 

KEPPLER.J. 0 Region 3. Chicago. Office of the Director. 30/11/34. 
3pp. 07103 198 


8012330100 Responds to IF Bulletin 90-23 re failure of solenoid valves 
mfg by Valcor Engineering Corp No Valcor solenoid valves in 
use at site. 

HWQEfl. F Dairyland Power Cooperative. 0D/11/24. Ip. 07293:120. 


8013230236 Forwards new security badge numbers it clearance levels for 
Region 3 personnel Changes should be entered on Sept 1980 
access lists 

FEPPLER.J. G Region 3, Chicago, Office of the Director. 80/U/25. 
6pp. 07317 313 


8012170941 Forwards IF Info Notice BO-29. Suppl I, "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

KEPPLER, J. 0 Region 3, Chicago. Office of the Director. 80/11/26. 
2pp. 07264:270 


8012180228 Ac k receipt of 601125 I tr informing NRC of steps taken to 
con ect violation noted in IF Insp Rept 50-409/90-09. Time i 
date stated in rept is incorrect 

HEISHhaNi R. F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch. 80/12/08. Ip. 03792- 027. 


R Periodic operating reports 6 related correspondence 


£012160280 Forwards monthly operating rept for Nov 1980, 

LINDER, F. Dairyland Power Cooperative 80/12/09. Ip. 07252:241, 

— 8012160286 Monthly operating rept for Nov J9a0 

OQQCMAN. L S. Dairyland Power Cooperative 80/12/06 12pp 
07352:242. 


5 Reportable occurrences, lERs I related correspondence 

S01203050S RO 90-12; on 601 1 16, abnormal wear degradation discovered in 
fuel Cladding during reactor ref ueling . Further investigation 
determired fuel cladding on Assemblies 2-37 i 2-50 not 
abnormal. Notification of RQ BO-12 is withdrawn. 

LINDER, F. Oair.j land Power Cooperative. 90/11/20. 2 pp. 07141:^64. 


— B012030456 LER 90-01 1 /OlT-0; on SOI 1 10, c ool down rate exceeded Tech Spec 
limit of 130 F per/h at five points on reactor ve s s'e 1 . Caused 
by temp differential between coolant i: upper portion of 
vaascl. Water level lowered to slow cooldown rate. 

GOODMAN, L S. Dairyland Power Cooperative. 80/11/24. 4pp, 

07S43: 237. 


0012050503 RO BO-14: degradat ion discovered in primary reactor 
containment during Type C leak rate test ing . Leak flow rates 
eiceedad Tech Spec s. Heating steam condensate vakva will be 
repaired or adjusted i retested. 

LINDER. F. Dairyland Power Cooperative. 80/11/28. 3pp. 07174:230. 


8012100529 Forwards LER eO-OlO/03L-0. 

LINDER, F. Dairyland Power Cooperative. 80 / 11 / 20 . 2pp. 07210:129. 


--8013100535 LER e0-Ol0/03L-0: on 801023. sh ufcd own condenser control valve 
quarterly test performed approx 4-h beyond dead I ine. Caused 
by personnel error. Test performed <*.« supervisor will chock 
schedule more closely in future. 

GOQDfWJ, L. S. Dairyland Power Cooperative. 80/10/28. Ip. 

07210; 131. 


8012100530 Forwards LER eO-009/03L-0 t. updated LEft 80-009/01 T- 1 . 

LINKER. F. Dairyland Power Cooperatic'e. 80/11/28. 3pp. 07210:133. 


— 8012100540 LER a0-OO9/O3L-O: cn 00 1 027, me c han i ca I interlock preventing 
containment bldg personnel airlock doors from opening 
simul taneous ) y found Inoperab 1 o. Caused by stripped door link 
subassenb ty. Door guarded 4: padlocked i s ul>a s s emh 1 y repaired, 

GOODMAN, L S. Dairyland Power Cooperative. 00/11/25. ip. 

0721S: 136. 


—8012100547 Updated LER 00-005/01 T~1 : on 800806, valve addition to 
shutdown condenser shell gage tap found w/o design change. 
Caused by personnel error. Valve removed, pipe cap installed i. 
tes ted. 

GOODMAN, L. S. Dairyland Power Cooperative, 90/11/28. 3pp. 
07219: 137. 


8012090206 R080-i9:an 801129,while performing periodic Type C leak 
tests on retention tank pump discharge valve, leak flow rates 
from condensate exceeded Tech Specs. Repa i rs 4i adjustments to 
valve will be accomplished ir retest performed. 

LINDER, F. Dairyland Power Cooperative. 90/12/01. 8pp. 07207:106, 


eoi2l50-*44 RO 00-15: on 801 129, degradat ion discovered in primary reactor 
containment during periodic Type C surveillance leakage rate 
testing while In shutdown cond i t i on. Repairs i/oT adjustments 
to be performed on retention tank pump discharge valve, 

LINDER, F. Dairyland Power Cooperative. 80/12/01. 2pp, 07237:233, 

0012090366 Forwards LER 80-016/OIT-0. 

LINOHRiF. Dairyland Power Coeperative. 90/12/03. 2pp, 07203:001. 


— 6012090369 LER B0-016/OIT-O: on 801202, h our 1 ij fire watch patrol not 
established within l-h of drilling holes through turbine 
bldg barriers for fire protection i sampling sys, Job 
coordinators reminded of fire barrier requirements. 

GOODMAN, L 5. Dairyland Power Cooperative. 80/18/03. ip. 

07203; 003 


0012160442 Forwards LERs S0-Ot4/OlT-O 4: 80-0 13/0 1 T-0. 

LINOER.F. Dairyland Power Cooperative. 80/12/10. 2pp. 07254:178. 


—8012160449 LER ao-Ol4/OlT-0: on 801 127, containment isolation did not 
.^eet test cr i teria. As-found leakage rate for condensate 
return isajation valve 73-25-021 was 14. 3 SCFH. Cause not 
stated. Valve internals totally replaced, 

GOODMAIJ, L. S. Dairyland Power Cooperative. 00/12/09. Ip. 
07254:174. 


““®^512160463 LER 80-01 5/OlT-O: on 801 12?, containment Isolation did not 
meet test cr i ter ia. As-found leakage rate for retention tank 
pump discharge valve 54-25-006 was 0.56 -4.0 SCFH Cause 
unstated, Gaskets replaced i new packing installed, 

GQOOiiAN. L 5. Dairyland Power Cooperative. 00/12/0?. lo, 
07254:175. 


8012230378 RO 80-17: on 001216, dur Ing periodic Type C surveillance 
leakage rate testing while shutdown, 1 cak flow rates exceeded 
parmissable rates for reactor vent header valve b reactor 
cavity purge air line. Repairs will be accomplished. 

LlNoERiF- Dairyland Power Cooperative. 00/12/17. 3pp. 07311:260, 


8012020453 Forwards LER BD-Ol 1 /OlT-0. 

LlrlUER, F. Dairyland Power Coeperative. 80/11/24. 4pp. 07143:233. 
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T. Hearing transcripts on ron-ant i trcst r^atters 


B012?90&36 Forwards L Weiter b HA Levin 001205 prepared testimony in 
response to questions posed by 801112 b 25 show cause 
orders 

BURNS, s, G, Rulemaking Enforcement Division. 80/12/05. Id 
n7n'>3 mo 


--9012290640 Transcript of U Reiter prepared testimony in response to 
questions posed by 001112 b 25 shou cause orders Prof 
qua 1 i f i catl ons b Certificate of Svc end. 

REITER, L. Geosciences Branch. 60/12/05. 7pp. 07332:313. 


8012290645 Transcript of HA Levin testimony in response to Question 4 
in ASLB 001212 order b Question 6 in 001226 order. Prof 
qua I if icabions b Certificate of Svc end. 

LFVrN, H. A. Division of Engineering. 80/12/05. 7pp. 07332:320. 


'--00 12230C30 JE I nap Rep t 50-410/00-10 on 000923-26. No no nc omp I i anc e 
noted. Major areas inspected corporate QA program, 
organ! za t ion, p roc edur e s ?■ interface 

CHAUUHAR V, B. K Region 1, Philadelphia, Office of the Director, 
EflHETER, S. D. Region 1, P h i lad elph i a. Reactor Construction 6 
Engineering Support Branch 00/10/15 3pp. 


8012160046 Forwards 1£ Info Notice 00-37, 'Conta i rnnent Cooler Leaks 
Reactor Cavity Flooding At Indian Point Unit 2 "■ No written 
response required. 

GRIER, B. H. Regia 1, Philadelphia, Office of the Plrectar. 

80/ 10/24 Jp 07262 172 


601 20-10350 Responds to IE' Bulletin 80-20, ^Failures of Resting house 
Type W-2 Spring Return to Neutral Control Switches." 

Switches have not been used iti saf ety-r e la t ed sys at 
fac i 1 i ty . 

RHODE, O K. Niagara MohS'^i Power Cot p. 00/10/30. Ip. 07098:042. 


801216 hearing in La Crosse. MI re shew cause 6012030310 Advises that info requested in IE Bulletin 60-16, “Potential 

order. Pp 60-237. Mi aapp 1 i c a t i on of Rosemoutkt, lr«c Hodejs 1151 b 1152 Pressure 

Safety and Licensing Board Panel. 80/12/16. 169pp. Transmitters W/Either A or D Output Codes. " will he 

t>7j3O:Oe.0, provided by 00123) 

RHODE, O.K. Niagara Mohau/k Power Corp. 00/10/31. Ip. 07149:269. 

0012290454 Transcript of 801217 hearing in La Crosse, Ml re show cause 

801216 Itr end. 0012120136 Forwards IF 8u 1 1 et i n 80-21 . "Valve yokes Supplied by flalcoln 

* Safety and Licensing Board Panel. 80/12/17, I93pp. Foundry Co, Inc. “ ilritten response required. 

GRIER, D.H. Region 1, Ph i lade 1 ph ia, Office of the Director. 

80/11/06. Ip. 07230 205 


DDCKEI 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


A. Application/constructian stage docu,ients i: correspondence 


8012160050 Ltr to operating plant licensees. OL applicants tc CP holders, 
Forwards NUREG-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
End 1 implementation dates will be ret. 

EI6ENHUT, D. G. Division of Licensing. 00/10/31. 7pp. 


8012^20358 Ltr to all CP 4 QL holders for BtJfts re requirement for 
implementation of ODYN code for licensing basis calculations 
performed by GE. App 1 icab le to alt license applications b 
proposed amends, inc lud ing core reloads. 

EISEMHUT, D. 0. Division of Licensing. 80/11/04. 4pp. 


0012160032 Notification of 801212 meeting ui/Mark fl owners group in 
Hothesda.MD to discuss suppression pool temp limit. 

SUpT.M. Generic Issues Branch. 00/12/05. Ip, 


0012160150 Notlf icalion of 001210 meeting w/Mark H owners group in 
QethesdepMD to discuss status of improved chugging load 
p r og r am. 

ANDERSON, C. Generic Issues Branch. 80/12/02 tp. 


80122^0485 Responds to 800911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revisad Agreement State burial site conrf i t i ons. Forwards 
results of IE survey 

DENlONfH, R. Office of Nuclear Reactor Regulation, Director 
80/12/04. 2pp 


8012220506 Forwards tabulation b summary of IE survey on low level 
iL-'aste at 51 reactors. Lou level waste storage facilities 
have been expanded at 377, of reactors surveyed w/7l/t 
planning or considering increasing storage capacity. 

BANOARTiR L. Effluent Treatment Systems Branch. 80/11/06. 8pp. 


Q. Inspection reports, IE Bulletins 4: correspondence 


BO121LO590 Forwards IE Insp Rept 50-410/00-09 on 000909-11. Mo 
none oop L iance noted 

CARLSON, R. T. Region 1, Phi ladelph ia, Reactor Construction & 
Engineering Support Branch. 80/10/06. 2pp. 07227:169. 

— 0012110605 IE Insp Rept SO-410/60-09 on 800909-11, No noncomp llance 
noted. Major areas lnspectcd:QC records, storage & unresolved 
1 terns . 

FeiLiR.A- Region 1, Ph i ladel ph ia. Office of the Director, 
NARROW, L, Region 1. Philadelphia, Reactor Construction 6 
Engineering Support Branch. 00/10/03 7pp. 07227- 171. 


8012230073 Forwards IE Insp Rept 50-410/00- 10 on 800923-26. No 
none emp i i anc e noted. 

CARLBON* R, T, Region 1, Ph i 1 ad e 1 p h i a. Reactor Construction b 
Engineering Support Branch. 80/10/16. 2pp. 07313:240. 


0012030700 Forwards IE Info Malice 00-40, "Ekcessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operatian to Cause 
Reactor Depre&suriiatiar> " No written response required. 

GRIER, 0.H. Region I, Philadelphia, Office c# the Director. 
80/11/07. Ip. 07150:195 


B0120S0494 Forwards IF. Info Notice 60-41, "Failure of Swing Check Valve 
In Decay Heat Removal Gy a at Davis Hesse Unit 1. " No 
respa.ise required. 

GR lER, 0. H Region 1, Philadelphia, Office of the Director 
00/11/10. Ip. 07102:351. 


0012040028 Forwards IF. Bulletin 80-23, “Failures of Solenoid Valves 
Mfg by Valcor Engineering Cotp." Requires estimate of 
manpower associated w/correctlve actions. 

GRIER, B.H. Region l< Philadelphia, Office of the Director- 
80/11/14. tp. 07169:311 


6012220695 Advises that written response is required to lE Bulletin 
80“23. ‘'Failures of Eglenoid Valves Mfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required 

GRIER, P.H- Region ], Philadelphia, Office of the Plrector 
BO/ll/19. tp. 07293; 12 


0012040610 Forwards IE Bulletin 00-24, Prevention of Damage Due to 
Mater Leakage Inside Containment " No written response 
required . 

GRIER. D.H. Region 1, Philadelphia, Office of the Director 
80/11/21. app 07165 296 


0012050575 Forwards Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid. " Mo written response required. 

GRIER, B.H. Region 1, Ph i 1 ado 1 ph ia, Office of the Director. 
00/11/24. Ip, 07174:065 


S. Reportable occurroncos- LEW'S i related corr espondenc e 


0O12OOOJ4Q Ack receipt of BOiOOB intericii deficiency rept ro deviations 
in welding of rebar to shear bar-roactor ped esta I . Rep t will 
be reviewed b evaluated / 

CARLSQNi R. T. Division of Reactor Operations Inipectiona 00/10/27 
Ip. 07196:060. 


0012090414 Ack receipt of 801002 interim deficiency rept pc spent fuel 
pool coolirtg water heat o i c hanger s. Rep t will be reviewed b 
evaluated . 

GARLSCNfR.T, Region 1, Ph i lade 1 ph ia. Reactor Construction 
Engineering Support Branch. 80/10/27., Ip. 07196:174. 


0O12O9O345 Interim deficiency rep t, or ig ina I I y reported on. Q00902, re 
spent fuel pool cooling water heat exchanger s . Add 1 info, 
furnished by vendor, be I ng e valuted. Af fee ted heat oxchangers 
re jetted. Final rept will be submitted by 810430, 

DISEiD.P. Niagara Mohawk Power Corp. B0/I2/0I, 2pp. 07201:167, 


0012240039 Part 21 rept re reactor protection sys ftcKible conduit 
defect causing hot shorts If Improperly g raui>d ed . C ause d by 
paint on panel surfaces or high resistance connection to 
panel surfaces where te,(niriation modules are mounted. 

SHERMOOD. 0 O. General Electric Co. 80/12/00 3pp. 
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DOCKETED ITEMS 


2l'?044G Tinal deficiertcij rpp t, or i g i na 1 1 reported on SOO'yOBi rc ASME 
procedures used to weld reb^r I4 to shear b^rs an reactor 
edestal OiTibedment PP-Il' Procedures not code opplicabie for 
'OT k per f orr.o d 

HODEfG,^. Niagara Mohaw'* Povpt C&rp 00/12/12. 3pp 07285:314. 


SS30462 S'jpp 1 to final deftcienc*; r ep t • trar smi tt i ng corrected Pages 
It 4- 53 tc biological shield -jail rept i changing full 
mp I BTioTita i on date fro/n li av J*?30 tP Jan 19S1. 

hODE-G K Niagara hohawk Power Corp 80/12/^17. 3pp. 07318:207. 


6013030525 Forwards IE Info Notice 80“40. ’’Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Dep vessor i lat i on “ No written response req,uired 
CRIER. B.H. Region 1. Ph 1 lad e Iph ia. Office of the Director. 
80/11/07. Ip. 07150:311 


6013080363 Forwards IE Infa Notice 80-41. “Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Besse Unit 1. “ Na 
response required. 

CRIER. B.H. Region 1. Philadelphia. Office of the Director. 

00/11/10. Ip. 07163:300 


KET 50-412 BEAVER VALLEY POlvfR STATlOfL UNIT 3 


App I icatiort/c ons true t inft stage docviTionts 4: c erre spond ence 


2160050 Ltr to operating plant licensees. QL applicants 4t CP holders, 
orwards NUREO-0737 re TMl action plan r «qu i reir.er ts. Requests 
Iterating reactor licensee confirmation in 45 days that 
:rc 1 I imp lementa t i on dates will bo met. 

: I SELHUT, D. 0 Division of Licensing. 60/10/31 7pp. 


2030617 Forwards info re environ qual i f i cat i on of safety-re lated 
! qu i pner t. in response to NRC 601001 Itr.Ufcil has not 
.o.T-Tiittecf to qualification test program to upgrade 
fes t ing house (N3ES) scope of supply 

ICOLEVER.E J. Duquesne Light Co 83/11/26. 4pp. 07151:158. 


2220435 Responds to 600711 meto requesting that Ofc of Nuclear 
feactor Regulation inform licensees of need to comply 
j/revisad Agreetient State burial site condi t i ons. Forwards 
esults of IE survey 

JENIorLH. R. Office of Nuclear Reactor Regulation. Director. 
10/13/04. 3pp 


1013350506 Forwards tabulation t- sum.-nary of IE survey on low level 
waste at 51 reac t or s. Low level 'jaste storage facilities 
have been etpanded at 37’/; of reactors surveyed u/71«l 
plantiing or cons i d er if^g increasing storage capacity. 

BANGARTi R- L Effluent Freat.Tsent Systems Branch. 80/11/06. Opp. 


Security, medical, eirergency 4. fire protection plans 


2010118 Public version of "Independent Assessment of Evacuation 
'imes far Beaver Valleij Nuclear Power Plants" Vo I 3. prepared 
•or FEN A. 

:059V.J. C.. SHEPPARD. W V . DAY. R. A. Wilbur Smith U Associates, 
10/06/30 56pp. 071 SS 364 


801204C042 Forwards IE Bulletin 80-23, “Failures of Solenoid Valves 
Hfg by Valcor Engineering Corp." Requires estimate of 
man p over associated u/covrective actions. 

GRIER. B.H. Region 1. Ph I lad e Iph i a. Office of the Director, 

BO/1 1/1 4. ip. 07169:347 


eOlSSS’OiSd Advises that written response is required to IE Bulletin 
60-2:3. "Failures of Solenoid Valves Hfg by Valcor 
Engineering Oorp " First paragraph erroneously stated no 
uiritten response required. 

GRIER, D.H. Region 1, Ph i lad o Iph la. Office of the Director. 
80/11/19. Ip. 07293:116. 


8013040602 Forwards IE Bulletin 80-24. “Prevention of Danaga Due to 
Water Leakage Inside Containment.’' No written response 
requ ired. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director, 
aO/ll/21. 2pp. 07165:207. 


0O12OSOS51 Forwards Info Notice 80-42. “Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required, 
ORIER.BH- Region I. Ph i lad e Iph ia. Office of the Director, 
80/ 11/24. ip. 07174 033. 

j ' 

DOCKET 50-413 CATAWBA NUCLFAR STATION, UNIT I 


A Ap p 1 icatl on/construc Eton stage docuinents & correspondence 


8013160050 Ltr to operating plant licensees, OU applicants 1 CP holders. 
Forwards NUREG-0737 re TKI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dates will ba net. 

EISEriHJT, 0. 0. Division of Licensing. 80/10/31. 7pp. 


M. General correspondence 


2040065 Forwards public version of "Evacuation Time Assessment of 
line Nuclear F'ouer Plants Emargency Planning Zones.” 
mecutlve summary. 

'ELTGN, J M. Division of Rules and Records. 80/12/03 Ip. 

>6915: COl. 


0012290021 Expresses concern re pending purchase by NC Electric 
(1e.:;'b ers hip Corp of partial ownership In fac i I i ties. Questions 
financial advisability of purchase i. requests hearings. 

AYERS. H.G. Affiliation Unknown. 80/12/15. Ip. 07300:001. 


10120400&3 Public varsior of ''Evacuation Time Assess.rent of Nine 
Nuclear Power Plants Emergency Planning Zones, executive 
suffmary, prepared for FtKA 

* Wilbur Smith < Associates 80/06/30. 17pp. 06915:001. 


)0l?040i5g Public version of progra.T rept. "Evacuation Time Assessment 
of Nine Nuclear Po'wer Plants Emergency Planning Zones. Vol 
1. prepared for F£HA 

COSCV.J.C., SHEPPARD, w. V. Wilbur Smith Associates. BO/06/30. 

43pp. 07160:313 


M. Antitrust correspondence 


801203^0753 Advises of receipt of 80102? addl antitrust advice from Atty 
Oen re utils CP app 1 i cat i on. No antitrust hearing necessary 
re transfer of ownership interest. Forwards DQJ ltr. 

aALTZHAN.J, Utility Finance Branch (formerly Antitrust & Indemnity). 
aO/n/lO. 2pp. 07149:296. 


0. Inspection roports, IE 3uUetins 4: correspondence 


Inspection reports. IE Bulletins i- correspondence 


12110074 Forwards IE Insp Rept 50-412/80-09 on 000922-24. No 
\ one cop 1 lane e noted 

;ARLSONrR. T. Region 1, Philadelphia. Reactor Construction & 
ingineering Support Branch 80/10/10. 2pp. 07223:302 


1012110079 IE Insp Rept 50-4 1 -■‘/0O-O? nn 800932-24. No noncomp 1 i ance 
noted. Major areas inspoc ted . c ottc re to p iacement, settlement 
monitaring progi'am rept 6 review of outstanding items. 

N/,R»<0W.L., FEIL.N.A , VARELA. A. A. Region 1. Fh i lade IpMa. Office 
of the Director. 80/10/09. 7pp. 07223:304. 


12170366 Forwards IE Info Notice 80-30. “Cracking In Charging Pump 
lasing Cladding “ No written response required. 

;RIER,D.H, Region 1, Ph i I ad e 1 p h i a , Office of the Director. 
iO/10/3& Ip. 07269:075 


12120157 Forwards IE Dullstin 80-21, 'Valve Yokes Supplied by Malcolm 
'oundry Co, live.” Written response required 

JRIER.B.H Region 1. Fh i lad e 1 ph i a , affice of the Director. 

3:0/11/06 tp. 07238:'34 0 


0012160042 Forwards IE Info Notice 80-37, “Containment Cooler Leaks U 
Reactor Cavity Flooding At Indian Point Unit 2,“ No written 
response required. 

O^REILLY, J. P . Region 2. Atlanta, Office of the Director. 80/10/24. 
Ip. 


8012170813 Forwards IE Info Notice 00-33, '♦Cracking in Charging Pomp 
Casing Cladding.” No written response required 

O^REILLY. J.’P. Region 2. Atlanta, Office of the Director. 80/10/30, 

Ip, 


8012170571 Forwards IE Info Notice 80-39. "Malfunction of Solenoid 
Vales Mfg by Valcor Engineering Corp. *' No written response 
required. 

□ 'REIt.UY, J. P, Region 2- Atlanta. Office of the Director. QO/lO/31, 
Ip- 


8012230050 Forwards 3E Circular 80-23, “Potential Defects in Beloit 
Power Sys Emergency Ocnerators. “ No written response 
required. 

O'BEILLY.J.P. Region 2- Atlanta, Office of the Director, 80/10/31, 
IP- 


DOCKETED ITEMS 


6012110749 Forwards IE Bulletin 0O-21i '“Valve Yoies Supplied by Malcolm 
Foundry Co. Inc. " Uvitten responae req.uired. 

Q ''ftElULYi J, P- Region 2 Atlanta^ of the Director. QO/11/06. 

Ip 


6012030873 Forwards IE Info Notice 80-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve □peration to Cause 
Reactor Doprcssur i lat ion ■' No written response required. 

O^RElLLYf J-P Region 2. Atlanta, Office of the Director. 80/11/07. 
tp. 


6012080A03 Forwards IE Info Notice 80-41. "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Sesse Unit 1." Ho 
response required. 

0 'REILLYi J, P. Region 2, Atlanta, Office of the Director. 80/11/10. 
Ip. 


6012110613 Ack receipt of IE Insp Repts 50-413/00-27 ?; 50-414/80-37 
on 000929- IC03. No proprietary info. 

PARKER, U 0. Duke Power Co. B0/lt/l2. Ip. 07227:183. 


— 0012110610 Forwards IE Insp Repts 50-413/00-27 t; 50-414/00-27 on 
800929-1003. No none o^.p I ianc e noted. 

MURPHY, C.E. Region 2. Atlanta, Reactor Construction 1 Engineering 
Support Branch. 00/10/37. 2pp. 07227:184. 


—8012110623 IE Insp Repts 50-413/00-27 ^ SO-41 4/80-27. on 800929-1003, No 
noncomp 1 ianc e noted Major areas inspec ted : struc tural 
conci'ete. standby nuclear sve water pond dam, foundations tc 
site preparation. 

HARRIS, J.R. Region 2, Atlanta, Office of the Director. 

COHLON, T E. Region 2, Atlanta, Reactor Construction tc Engineering 

Support Branch. 80/10/23 4pp. 07227. 186. 


8012170509 Forward? IE Inf.5 Notice 80-27. Supp I 1. "Broken Studs on 
Terry Turbine Stea-n Inlet Flange * No written response 
required. 

O'REItUY, U- P Region 3. Atlanta. Office of the Director. BO/ll/26. 
ip- 


8012180123 AeV receipt of 801107 Itr informing NRC of steps taken to 
correct violations note? in IE Irisf Repts 50-413/00-24 V 
50-414/00-24 

MURPHY, C.E. Region 3- Atlanta. Reactor Conetructiou 1. Engineering 
Support Branch eO/\l/3(i 1? 03791:227. 


--8012160139 Responds to NRC 801008 Itr re violation noted in IE Insp 
Repts 50-413/80-24 * 50-414/80-24 Corrective actions: 

.'neaxurcs established to ensure equipment re.moved from 
warehouse is maintained at designated stoiage levels. 

PARKER, W.D Duke Power Co EO/ll/OV. 2pp, 03791:228. 


“0012100144 Forwards IE Tnsp Repts 50-413/60-24 4 50-414/60-24 on 
800902-05 % notice of v i :j 1 a i on 

MJRPHV, C. E Region 2. Ati-ota. Reactor Construction 4, Engineering 
Support Branch 80/10/08 2pp 03791:230. 


--80121S0147 Notice of violatjCni from insp on 000902-05. 

* Region 2, Atlanta, Office of the Director. BO/10/07. Ip. 
03791: 232 


—0012100150 IE Insp Repts 50-413/80-24 t- 50-414/80-24 on B00902-05. 
NoncompHance noted : inadequate measures for storage i< 
abandoned welding matl 

KLEINSDRGE.W P Region 3. Atlanta. Office of the Director. 
HeRDT,A. R Region 2, Atlanta, Reactor Construction ?< Engineering 
Support Branch. QO/10/07. 7pp. 03791:233, 


8012010172 Forwards IE Bulletin 00-23, "Failures of Solenoid Valves 
hfg by Valcor Engineering Corp. *' Requires estimate of 
manpower associated w/correctlve actions. 

O'REIU Y, J. P. Region 2. Atlanta, Office of the Director. 80/11/14. 
Ip. 


B012050055 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Hater Leakage Inside Containment.'’ No written response 
required. 

O^REILLY, J. P. Region 2. Atlanta, Dffice of the Director. 90/11/21. 
Ip. 07173:210. 


0012110666 Ack receipt of IE Insp Repts 50-413/00-31 50-414/80-31 

on 001006-10. No proprietary info 

PARKER, N 0. Duke Power Co 00/11/24. Ip. 07224:319. 


—0012110676 Forwards IE Insp Repts 50-413/00-31 SO-414/00-31 on 

801006-10. No noncomp 1 iance noted. 

MURPHY, C.E Region 2> Atlanta. Reactor Cons true t ion t: Engineering 
Support Branch. 80/11/05. 2pp 07224:320. 


0O12l9Oi'O6 Ack receipt of IF Imp Repts 50-413/00-33 St 30-414/00-32 
on 601020-22 No proprietary ir, fo. 

PARKER. N.D. Duke Potjior Co 00/12/03. Ip. 07232:094. 


—0012190213 Forwards IE Insp Repts 50-413/00-32 «.• 50-414/00-32 on 
001020-22. No noncompliance noted. 

M'JRPHV, C E. Region 2, Atlaniu, Reactor Construction S< Engineering 
Support Branch. 80/11/20. 2pp 07202:095. 


—0012190222 IE Insp Repts 50-413/60-32 // 50-414/80-32 on 001020-22. No 
noncompliance noted. Ma jcri areas inspected: OA procedures U 
training records, response to tOCFRSQ 55lel items t work re 
corrective actions. 

MCFARLAND. CR. Rogl.’iTi 2. Atlanta. Office cf the Director. 

BRYANT, J C. Region .V. Atlaita. Reactor Construction U Engineering 
Support Branch 00/11/17 5pp 07202:097. 


0Ol231C‘i>93 Ac',, receipt of if. Insp Repts 50-413/00-34 t. 50-414/80-34 on 
801105-07. No proprietary info 

PARKER, N.O. Dyke Power Co 0O.'l2/ia ip 07370:159, 


—8012110604 IE Insp Repts 50-413/80-31 50-414/80-31 on 001006-10. No 

noncomp 1 lance noted. Major areas inspected ; ins tal lation of 
electrical penetrat ions, cab I es, supports 4; equipment 
storage. 

MA/HfeLL, 0. F, Region 2, Atlanta, Office of the Director, BRYANT, J. 

Region 2, Atlanta, Reactor Construction & Engineering Support 
Branch. 00/11/04. 4pp 07224:322 


6012170054 Ack receipt of 001121 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/60-20 ^ 

50-41 4/00-28. 

MURPHY, G.E. Region 2, Atlanta, Reactor Construction 2( Engineering 
Support Branch. £0/11/26. Ip. 07268: 171. 


— 8019170060 Responds to NRC 001026 Itr re violations noted In IE Insp 
Repts 50-413/00-20 t: 50-41 4/80-20, Corrective actions; 
supports removed t; tray mounted correc tl y . Craftsmen 
trained to mount supports correctly 

PARKER. U.O Duke Power Co. 00/11/21. 2pp 07260:172. 


--S012170066 Forwards IE Insp Repts £0-413/80-20 «« 50-414/00-20 on 
000922-26 li notice of violation 

MURPHY, C . E Region 2, Atlanta, Reactor Construction 4: Engineering 

Support Branch 00/10/28. 2pp. 07268:174. 


— 0012170070 Notice of violation from insp on 000922-26, 

* Region 2, Atlanta, Office of the Director 00/10/22. Ip. 
07260:176. 


—0012170076 IE Insp Repts 50-413/00-20 50-414/00-28 on 800922-26, 

Noncampl iance noted; instrument tray i: tray support Installed 
on taf ety-related motors. 

GIBBONS, T.D. Region 2, Atlanta, Office of the Director. 

CONLQNrT.E. Raglan 3* Atlanta, Reactor Construction 1< Engineering 
Support Branch. 80/10/22. 3pp 07260:177. 


—8012310295 Forwards IE Insp Repts 50-413/00-34 50-414/00-34 on 

001105-07. No notkc 0 /rp 1 lance noted 

M'JRPHV, C.E Region Atliirta, Reactor Construction 4, Engineering 
Support Branch. GO/ 12 / 02 . 2pp. 0/3/0:160. 


—8012310299 IE Insp Repts 50-413/90-34 4' 50-.U4/80-34 on 001105-07, No 
noncompliance noted. Major areas inspected previous insp 
f ind ings, RCFB pipe welding 4 lafety-re Jatod pipe welding. 

GIRARD, E.H Region Atlartta, Office of the Director. HERDT, A R, 
Region 2, Atlanta, f'ea.tor Construction Engineering Support 
Branch. SO/ 12/02. 3pp 0/370 162 


DOCKET 50-414 CATAWBA NUCLEAR 5 TAT ION. UNIT 2 


A. App 1 icati on/censitruc t i on ^trge documents t correspondence 


0012160350 Ltr to operating plant Iicensee5,0L applicants t CP holders. 
Forwards HUREG-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 inp lemeniati on dates util be net 
EISENHJT, D.G Division of Licensing. 80/10/31, 7pp. 


H. General correspondence 


8012290021 Expresses concern ra pending purchase by NC Electric 
Me,abershlp Corp of partial ownership in fac i 1 i ties. Quest ions 
financial advisability cf pui chase 6 requests hearings. 
AVER0,H.G. Affiliation Vnino.,n 00/12/lS. Ip. 07308:001 
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'J Inspection report If 3ij]tetin? i c or res pond ere e 


00121^0042 Forwsrda IE Into Motive EC-37» ‘Ccntairiaeni Cooler Leals & 
ne«clor Cavttkj Flocdin^ Ar InjiaTt Point Unit 2. Mo uritten 
response required 

O'HEII.iYjJ P Hsgion 2i Atlanta. Ofrice of the Director. 80/10/54. 
Ip 


Q012170913 Forwards IE Info Notice EO-39* ’Cracking in Charging Po«p 
Casing Cladding * h'o written response required 

□ •REILLY, JP Region 2 Atlanta, of the Director. 80/10/30. 

Ip. 


0OI217O57I Forwards IE Info Makice BC-39i “hfal function of Solenoid 
Vales ttfg bq Valcor Engineering Corp. '* No viritten response 
required. 

O'REILLY, J P, Region ? Atlanta, Office of the Director. 80/10/31. 
Ip- 


80125J0050 Forwards It Circular BO^SS, ‘•Potential Defects in Beloit 
Power Sqs Etiergencq Generators. Mo uritten response 
required. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 80/10/31. 

Ip 


6012110/49 Forwards IE aulletin 80-21, -Valve Yokes Supplied bq Naicolm 
Foundrq Co. Inc. Written response required. 

O'REILLY, J. P. Region 3. Atlanta, Office of the Director. 80/11/06. 

Ip 


8012030373 Forwards 16 Ir.fo Hotite SO-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Oepresturi ration '* No written response required. 

□ 'REILLY, J. P. Region 2. Atlanta, Office of the Director. 80/11/07. 
Ip 


G012030&03 Forwards IE Info Notice B0-41i “Failure of Suing Check Valve 
in Decay Heat Removal Byd at Davis Besse Unit 1. “ No 
response required. 

O'REILLY, J. P, Region 3, Atlanta, Office of the Director. 80/11/10. 
Ip. 


8012110613 Act receipt of IE Insp Repts 50-413/80-27 it 50-414/80-27 
on 800929-1003 No proprietary info 

PARKER. W.O Duke Power Co. 80/11/12- Ip. 07227:183. 


--8012110618 Forwards IE Insp Repts 50-413/80-27 6 30-414/80-27 on 
000929-1003. Nc nancorpl iance noted. 

HJRrHY,C.E Region 2, Atlanta, Reactor Construction 6 Engineering 
Support Branch. 80/10/27 2pp. 07227:184. 


6012170054 Ac k receipt of 801121 Itr informing NRC Of steps taken to 
correct violations noted in 16 Insp Repts 50-413/80-28 it. 

SO-4 14/00-28 

HURPHY,C.E. Region 2, Atlanta, Reactor Construction & Engineering 
Support Sranch. . 60/11/26 Ip. 07260:171. 


— 6012170060 Responds to NRC 601028 Itr re violations noted in IE Insp 
Repts 50-413/80-28 6 50-414/80-20. Corrective actions: 
supports removed 6 tray mounted ccrrcc tlq. Graf tsmen 
trained to mount supports correctly. 

PARKER, ».□. Duke Pottar Co. 60/11/21. 2pp. 07260:172. 


—8012170066 Forwards IE Insp Repts 50-413/60-28 tt 50-414/80-20 on 
800922-26 6 notice of violation. 

hURPHY.C.E. Region 2, Atlanta, Reactor Construction it Engineering 
Support Branch. 80/10/26 2pp. 07260: 174. 


—8012170070 Njtice of violation from insp on 000922-26, 

■* Region 2, Atlanta, Office of the Director. 00/10/22, Ip. 
07266: 176. 


—6012170076 IE Insp Repts 50-413/80-23 %; 50-414/80-28 on 000922-26, 
Nonconp 1 iance noted: instrument tray 6 tray support Installed 
on safety-related nators. 

GiaSONS, T. 0. Region 2, Atlanta, Office of the Director. 

CDKLON, T. E. Region 2. Atlanta, Reactor Construction it Engineering 
Support Branch. 60/10/22. 3pp 07268:177. 


6012170509 Forwards IE Info Notice 80-29, 8upp I 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange. “ No written response 
required. 

O'REILLY, J.P Region 2, Atlanta, Office of the Director. BO/ll/26. 

Ip- 


6012100123 Ack receipt of 801107 Itr informing NRC of steps taken to 
correct violations notes in IF Insp Repts 50-413/00-24 Ic 
50-414/00-24. 

HURPHY,C.E. Region 2* Atlanta, Reactor Construction 6 Engineering 
Support Sranch. 60/11/26- Ip. 03791:227. 


— 6012180139 Responds to NRC 801008 Itr re violation noted' 16 IE Insp 
Repts 50-413/60-24 & 50-414/80-24, Correct ive actions: 
measures established to ensure equipment removed from 
warehouse is maintained at designated storage levels, 

PARKER, II. O Duke Power Co. 80/11/07. 2pp. 03791:220. 


—8012180144 Forwards IE Insp Repts 50-413/00-24 It 50-414/00-24 on 
000902-05 6 notice of violation. 

HURriiVfC.E. Region 2- Atlanta, Reactor Construction 6 Engineering 
Support Branch. 80/10/08. 2pp. 03791:230. 


--0012110623 IE Insp Repts 50-413/80-27 L 50-414/80-27. on 800929-1003. No 
nqncGnpl iance noted. Major areas inspected: structural 
concrete, standby nyclea^ sve water pond dan, foundations 6 
site preparation 

HARRIS, J.R Region 2, Atlanta, Office of the Director. 

COoLON, T E. Region 2« Atlanta, Reactor Construction 6 Engineering 
Support Branch. 80/10/23 4pp. 07227:186. 


S01SO<I0172 Forward? !E Bulletin BO-23, -Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp." Requires estirate of 
(nanpo-jer associated w/cor»e=tive actions. 

D’RElLiy, J. R Region 2, Atlanta, Office of the Director. 80/11/14 

Ip 


0«M2O5fr3S5 Forwards IE Bulletin 80-24. “Prevention of Damage Due to 
Hater Leakage Inside Containment." No written response 
required. 

□ 'REILLY, J. P. Region ? Atlanta, Office of the Director. 80/11/21 
Ip- 


'8012180147 Notice of violation from insp on 000902-05, 

a Region 2, Atlanta, Office of the Director. SO/lO/07. Xp. 
03791:232. 


“8012100150 IE Insp Repts 30-413/80-24 it 50-414/00-24 on 000902-05. 
Nonconpl iance noted . inadequate measures for storage it 
aba.idoned welding matl. 

KLEINSOROE.iJ. P. Region 2, Atlanta, Office of the Director, 

HrRDT, A. R. Region 2, Atlanta, Reactor Construction 6 Engineerlna 
Support Branch. 00/10/07. 7pp. 03791:233. 


80l2l90i>06 Ack receipt of IE Insp Repts 50-413/00-32 6 50-414/00-32 
on 801020-22. No proprietary info. 

PARKER, N.O. Duke Power Co. 80/12/03. Ip. 07282:094. 


--8012190213 Forwards IE Insp Repts 50-413/00-32 6 50-414/00-32 on 
801020-22. No noncomp 1 iance noted. 

h'JRPHY, C E Region 9, Atlanta, Reactor Construction it Engineering 
Support Branch. 60/ 11/20. 2pp. 07282:095. 


8€>1 2110666 Ack receipt of IE Insp Repts 50-413/80-31 6 50-414/00-31 
on 801006-10 No proprietary info. 

PARKER. W.O PtVo Peuer Co 80.^11/24. Ip 07224:319. 


-8012110676 Forwards IE Insp Repts SO-4 I 3/80-31 6 50-414/80-31 on 
801C06-tO. No none c-np ] iance roted. 

hJRrH>,C^E Region ?. Atta.ita, Reactor Construction t Engineer] 
Support Branch. GO/ 11/05. 2pp. 07224:320. 


—8012190222 IE Insp Repts 50-413/80-32 it 50-414/80-32 on 001020-22. No 
noncnmpl iance noted. Major areas inspcct8d:0A procedures & 
training records, response to 10CFR50. 5S<e ) i tens it work re 
corrective actions. 

MCFARLAND, C. R. Region 2. Atlanta- Office of the Director. 

BRYANT, J.C Region 2. Atlanta, Reactor Construction & Enoineerinn 
Support Branch. 60/11/17. 5pp. 07282:097. 


—8012110684 IE Inso Repts 50-413/80-31 6 50-414/00-31 on 001006-10. No 
ncnco.npliance roted Maj-ar areas inspected; installation of 
electrical penetratiens. cao les, supports 6 equipment 
storage 

MAKUaL-G S- Atlanta, Office of the Director. BRYANT, J. 

Region 2, Atlanta. Reactor Construction 6 Engineering Support 
Branch. £0/11 /ca Asp. 07224:322 v v oupporc 


6012310593 Ack receipt of IE Insp Repts 50-413/00-34 it 50-414/00-34 on 
801105-07. No proprietary info. 

PARKER, M.O. Duke Power Co. 80/12/18. Ip. 07370:159. 


—8012310295 Forwards IE Insp Repts 50-413/80-34 i 50-414/80-34 on 
801105-07. No noncompl lance noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction tt Engineering 
Support Branch. 00/12/02. 2pp. 07370: 160. * * 
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— e0l23t0299 IE I lisp R&pts 50-4 13/ BO-3-5 4 50-414/00-34 on BO 1105-07. No 
none acip 1 i ante noted. Kajor areas inspec teti: (irevious insp 
f ind Ingsi RCPB pipe uolditig I saHPetg-related pipe uieldtng, 

GIRABD. e, H. negiort 2. Atlanta. Office of the Director. HERDTr A. R. 

Region 2. Atlanta- Reactor Censtroc tion L Engineering Support 
Branch. 00/12/02, 3pp. 07370. Ita. 


DOCKEI 50-416 GRAND GULF NUCLEAR STATIDN- UNIT 1 


A. Ap p 1 i ca t i on/c ons true t i an stage documents & correspondence 


90120505^4 Foruards application for SN;1 license to permit receipt, 
possession. Insp Sr storage of SNfl ft: associated radioactive 
oiatls incideiital to operation of facility. 

DALE. L.F. Kississippi Power ft l.ight Co. 00/10/01. Ip. 


Q012290012 Foruards Amends 6 to CPPR-llB 8< CPPR-1 19, safety evaluation, 
negative dec 1 arat ion. ElA &• FR notice. 

EISEI-HUTi D. 0. Division of Licensing. 00/10/29. 4pp. 07330:257. 


— 8012290013 Amends A to CPPR-llB ft CPPR-l 19, ad d ing South KS Electric 
Pot;er Association as co-ewner of facilities. 

EfSEWUr, D. 0. Division of Licensing G0/10/S9. 2pp. 07330:261. 


-8012290015 Safety evaluation supporting Amends 6 to CPPR-llB ft 
cppn-119. 

TEDESCOi R- L. Assistant Director for Licensing. 80/10/29. Bpp. 
07330:263. 


— B012290O18 ElA supporting Anends 6 to CPPR-llO ft CPPR-119. 
• Division of Licensing. 00/10/29. 2pp. 07330:271. 


“-□012290019 Negative declaration re A’jend 6 to CPPR-llB ft CPPR-119. 
MIRACLIA. F. J. Licensing Drench 3 00/10/29. 9pp. 07330:273. 


— 8012290022 Notice of issuance of Amends 6 to CPPfl-1 IQ ft CPPR-119. 
HIRAGLIA, F. J. Licensing Branch 3. 60/10/29. 2pp. 07330:275. 


8012160050 Ltr to operating plant licensees. OL applicants ft CP holders. 
Forwards ,SUnEG-0737 re TttI action plan requirements. Requests 
opei-ating reactor licensee confirmation in 45 days that 
End I implementation dates will bo rot. 

EISEIPHUT, D. G. Division of Licensing. 60/10/31. 7pp. 


8012220358 Ltr to all CP ft OL holders for Dl^Rs re requirement for 
i mp 1 e.nentati on of ODYN code for licensing basis calculations 
performed by GE.Applicable to all license applications ft 
proposed amends, inc lud ing core reloads. 

Et&EI(i4UT. D. 0. Division of Licensing. 00/11/04. 4pp. 


0012030691 Forwards major casework milestones for DL review based on 
current Devill schedul es. Requests notification of inability 
to meet schedule ft list of reviewers by 601125. 

TEDESCO.R.L Assistant Director for Licensing. 80/ll/lB. 4ftp. 
07196: 123. 


8012300332 Confirms NRC 810105-09 visit to site re preltninary 
evaluation of control room. Prel imlnary human factors 
assessment to be forwarded ft. addl info supplied prior to 
visit. 

HARTOREr J. A Licensing Branch 3. 80/12/04. 6pp. 07359:001. 


8012160277 Describes hydrogen contra 1 prograa:. p lane for Implementation 
ft preliminary conclusions resulting from e valuations. per NRC 
801030 request. 

HCGAUCHV. J. P. Mississippi Pc'jjer I Light Co. 00/12/07. 7pp, 

07263: 149. 


8012240230 Forwards draft Tech Specs for fac i 1 i ty. Enel available in 
Central Files only. 

DALEtL F. Mississippi Power ft Light Co. 00/12/15. 2pp. 07340:001. 


C. Utility Environmental Report (ER>« amends ft correspondence 


8012030718 Requests addl info in order to complete facility environ 
review ft to satisfy NEPA requiroirents. Requests ufcil amend 
environ rept to reflect responses to end request. 

TEOESCO, R. L Assistant Director for Licensing. 80/11/20. 3pp. 
07196:144. 


80120-20449 Forwards clarified responses to environ rept Questions 
350. 9— 350, 12 re soc ioecanomic iopact ft initial response to 
Questions 451.1. Parts 1 ft 2 re air quality. End responses 
Will appear as Amend 5 to final env'iron rept. 

DALE.L F. Mississippi Power 4 Light Co. 00/11/26. 9pp. 07148:247. 


G0123-j 04H9 Forwards pr el i-r i nary rasponsos to NRC Questions 371.07. 
340.22 ft- 340 23 re plant swe u-iter radial wells. Some 
changes r*ay appear jti tjrial version to he i-icluded in 
Ar^end 5 to environ rept 

DAIF.U.F" h-ississippi F’ljuer 4 Light Co C0/I2/I9. 116pp. 

F. Security, mndical. emergency 4 fire protection plans 


6012030592 Releases public versions cf state ft local emergency plans. 
FELTQN, J. M. Division of Rules and Records. 80/11/26. Ip. 

07100; 056. 


— QO12030606 Forwards public versions of State of MS emergency plan-State 
of HSj F'ort Oibsoin/C la irborr-e Ccunty emergency plan- State of 
LA preparedness plan for etrergency oporatiuns Annei J.App 7 
ft State of LA. Tensas County emergency plan. 

I'CGAUCHVr J. P. Hississippl Power A Light Co BO/ 1 1/20. 3pp. 
O710B;O'57. 


— B01203061S Public version of State of MS. emergency operations plan, Voi 
5» "Radiological E-mergency Plan " 

Mississippi. Gtate of BO/06/20. lOOpp. 07103:131- 


— 80I20S0620 Public version of State of MS. Port Cibson/Clai borne County 
emergency operation plan. AT<ne> If, "Radiological Emergency 
Plan. 

« Claiborne County, MS * Affiliation Unknown. 00/11/20. 62pp. 

07163:340. 


— B012030635 Public version of Revision 2 to State of LA, preparedness 
plan for emergency opera t ions. Annex J.App 7, ■'Peacetime 
Radiological Response Plan. ' 

Louisiana. State of. 80/04/30. 53pp. 07104:040. 


— 801908-3646 Public version of State of LA. Tensas Parish radiological 
emergency implementing plan 

a Affiliation Unkiiowti. 00/04/30. 60pp. 07184:190. 


6012090713 Releases public version of util revised eraergency plan. 
FELTON. J. 11 Division of Rules and Records 80/11/20. Ip. 
07107: 106 


— 801708-3721 Forwards public voraion of revised emergency plan. Section 
13.3 of FSAR will be revised 

MCCAUCHV. J.P. Misaissipp i Power A Light Co 00/11/20. Ip. 

07107; ion. 


— 8012080727 Public version of revised emergency plan, to be tneorp ora ted 
In Section 13 3 of FSAR, 

« Mississippi Power A Light Co. 80/11/20. 25Qpp, 07187:109. 


K. Utility Final Safety A'taiysis Report (F£AR> ft amends 


8O1120CO64 Foruiarda Amend 44 to application for OLs. consisting of 
responses to N.qC quest i c ns, mi see I laneous refinements of 
design info ft revisoij ry drody'iam ic response spectra as 
required. Oversi Le drawings end, 

MCCAU7HV, J. p, Mississippi Power ft Light Co. 80/11/26. 2pp. 


-“8011280067 Amend 44 to application for OLs, responding to NRC questions 
re FSAR ft misc ol lanoous refinements of design info. 

MCCAUGHV. J. P, Mississippi Power i Light Co. 60/11/20. 2pp. 


0012160497 Forwards affidavit of sve o:i distribution of Amend 44 to 
FSAR per 7G0627 ltr 

DALF.L F. Mississippi Power S Lighf, Co. 80/13/08. 2pp. 07263:057. 


O. Inspection reports.. IF Bulletins ft correspondence 


8013090505 Forwards IF Inip Pept 50-416/80-21 on 800901-30, No 
nonccnpl tatice noted. 

LE'flIQ.R. C. Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch. 00/10/23. 3pp 07206, 196. 


-“8012070510 IE Insp Rept 50-416/Q0-21 on 800901-30. No none omp 1 iance 
noted. Major areas i e rted. prooperatlona I test procedure ft 
fuel storage license 

tfAG7..'€Ri A. G. Region 2- Atlanta# Office of the Director. 

KELLOOQrP. J. Region 2* Atlanta. Fuel Facility ft Materials Safety 
Branch. 80/10/22. 5pp. 07306:193. 


8012160023 Forwards JE Notice 80-37. "’Conta i nnent Cooler Leaks ft 

Reactor Cavity Flooding At Indian Point Unit 2. '* No written 
response required. 

0 ’REILLV, J. P. Region 2' AeJanta. Office of the Director. 80/10/24. 
Ip. 07361:175. 
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iOl 70;;90 lU vJopp 1 2 t5 IE Tiulletin 79’0I3. ^'Environ 

Otia 1 i IT 1 c a 1 1 c'n of Clast IE i p re-r t ' No yritten response 
required 

0'nEIL‘V, J. F i. •'*<. lanta. Clffjce of the Director, 9D/I0/24 

Ip 


e0l2iac:06 Foruardi IE Irfc Notice 60-39( ".’ial func tion of Solenoid 
Valves llfg by Vatcor Eng j ne ler i ng Ccrp. “ Ko written response 
IS required, 

0 'RE ILLV. J. F Region T.- Atlanta^ Office of the Director. BO/10/31 

Ip 03771 ;lfc3 


E01SS3CD43 Forvflids IE 8rV.j:i, 'Potential Defects In Beloit 

Pctier Sys ['fr<»?r gen-; y C-enii’itorf •' No u;t itten response 
required. 

0 'REILLY. J. P, Region Atlanta. Office of the Director 80/10/31 
ip. 07311 233, 


8012160 j37 For<jjaidi IE InEp Repts 50^4 16/80-23 50-4 17 /BO- 14 on 

601007-10. No ncnconp 1 i ance noted 

tIUSPKY.C E Region 2. Atlanta. Reactor Construction 6 Engineertno 
Support Branch SO.Ml.'CO 2pp, 07263 014, 


--8012160035 JE Insp iVepts 50-416/60-23 50-417/80-14 an 801007-10. No 

noncoop 1 1 ance noted S'isjor areas i nspoc ted; storage, 
housekeep ing. fo n ouup inspector identified items h 
licensee idsi'tified items 

VANDQQRN.P K Region 2. Atlanta. Office of the Director. 

DRYAtiT.J C Regi.sn 2. Atlanta. Reactor Construction 4 Engineering 
Support Branch GO/ 10/30 5pp. 07263:016 


B012HO727 Forwards IE 3«jll«?tin 80-21. "Valve Yokes Supplied hg Halcolm 
Foundrij Co. Inc *' Written response required. 

Q 'REILLY. J. P. Region 2- Atlanta. Office of the Director. 80/11/06 
Ip. 07225:217. 


8012030329 Forwards IE Info Nntice 80-40. ='E<cessive Nitrogen Supply 
Pressure Actuates Safety Relief Va I s'o Operation to Cause 
Reactor Depres sur i lati on " No written response required. 

□ 'REILLY, J. P. Region 2 Atlanta. Office of the Director 80/11/07 
Ip 07149: 350 ’ 


30l20a0-'00 Forwards IE hu’ij Notice 80-41. 'Failure of Swing Check 
Valve in Decay l-feat Pemovaj Syj at Davis Basse Vnit 1. " No 
response required 

0'Pfc.lLLY. J. F. Region 2. .ktlanfca, Office of the Director 80/11/10 
Ip. 07162:264, 


8012040199 Forward! IE Bulletin QO-23 "Failures of Solenoid Valves 
Mfg by Valcov Engineering Corp " Requires estimate of 
manpouer associated w/corrective actions 

O'REILLY. J.P Region 2' Atlanta. Office of the Director. 80/11/14 
Ip. 07158 HI 


80l«.05v041 Forwards IF. B‘jll<*tin 00-24^ "Prevention of Damage Due to 
Water Leakage Inside Cental nmsnt. " No written response 
required. 

□ 'REILLY, J P Region 2. Atlanta. Q-ffics of the Director. 80/11/21 
ip 07173:096 


8012050655 Forwards Info Notice 00-42* "Effect of Radiation on 
Hydraulic Snubfcer Fluid " No written response required. 

0 'REILI Y. xi. P. Region 2- Atlanta. Office of the Director BO/il/24 
Ip 07174:119 


0012170354 Forwards If: Irfo Notice 30-29, Sup pi I, ''Broken Studs on 
Terry Turbine Steam Inlet Flange “■ No written response 
required. 

O'REIUY.J P negion 2. Atlanta. Office of the Director 80/11/26 
Ip 07269:014- 


0012110228 AeV receipt of 0010-13 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-416/80-10. 

LEWIS, R,C. Region 2- Atlanta. Reactor Operations Nuclear Buooort 
Branch, 80/11/20 Ip. 07223. 1G3. 


-“801211023? Responds to NRC 800918 Itr re violations noted in lE tnsp 
Rept 50-416/80-18, Correct ive ac t i ons: ol ec trades discarded 
unar.rcuncei tool bor insp performed. 

HCGA'JOHV. J. p. Hiesisiippi Power Light Co. 80/10/13 200 


-0O12UO246 Forv.'ards IE Insp Rept 50-416/80-18 on 800804-29 4( notice of 
violation 

LEUlSiR.C. Region 2, AtU*ita, Reactor Operations Nuclear Support 
Branch. 80/09/13. 2fp 07223; 191, 


0012110250 Notice of violation from insp on 800804-29, 

^ Region 2, Atlanta. Office of the Director, BO/oWlB lo 
07223:193 


—8012110257 IE Insp Rppt 50-416/30-18 on BC0804-29, None omp I i anc e noted: 
failure to control welding eloctrodes 

WAGNER. A. 0 Region 2. Atlanta. Office of the Director. 

KELLOGG. P.J Region 2- Atlanta. Reactor Operations Nuclear Support 
Branch 00/09/18 *>pp 07223: 194. 


8012100092 Ac V receipt of 801106 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-416/80-20 k 
50-417/80-13 

MURPHY. C. E Region 2. Atlanta. Reactor Construction It Engineering 
Suppa.'t Branch. 80/12/04. Ip 03791; 109. 


— 8012180103 Responds to NRC 801009 Itr re violations noted in IE Insp 
Repts 50-416/00-20 i 50-4 1 7/00- 1 3. C orr ac t i ve dc t i ons : aod i t 
checklist corrected I training session held to review 
criteria for welds on components of different diameters. 

MCGAUOHV.j p. Mississippi Pouar t Light Co. 00/11/06. 5pp. 

03791 ; 190. 


—8012180106 Forwards IE Insp Repts 50-416/80-20 h 50-417/00-13 on 
800010-22 notice of violation. 

h'jRPHY. C. E Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch. 80/10/09. 2pp. 03791,193. 


--8012100110 Notice of violation from insp on BOO310-22. 

* Region 2, Atlanta. Office of the Director. 80/10/08. 2pp. 
03791 : 197. 


—8012180118 IE Insp Repts 30-416/80-20 t 50-417/80-13 on 800810-22. 
Noncomp 1 iance noted : inadequate audit preparation & revieu. 
failure to establish adequate visual insp measures h matls 
Issuance w/o author i lat ion. , 

BLAF.E. J. J. . ECaNOMOG. N , KLEINSQROE. W P. Region 2. Atlonta. Office 
of the Director. 80/10/08. I3pp. 03791 199. 


S. Reportable occurrences. L.ERs ^ related correspondence 


0012090568 Part 21 final rept re defective control transformer used at 
circuit breaker in motor control ctr which supplies power to 
motor operated valve. first reported cn 80071 1. Fal led 
transformer has been rep laced. Inc ident was isolated case. 

HCOAUGHY, J. P. Mississippi Power Light Co. 00/11/20. 2pp. 

07204; 130. 


8012100541 Interim deficiency rept re reactor rec irculation puqtp hanger 
component, f I rst reported on @01027. 1 nvest Igat ion has not 
identified conditions reportable under IOCFR50. 55 b or 
lOCFfl2l. Final rept due by 010304. 

MCOAUGHY, J. P. Mississippi Power V Light Co. 80/11/24. 2pp. 

07220: 1 17, 


0012130011 Part 21 rept re defective ITT Grinnell recirculation pump 
hanger component's/ in i t ia 1 ly reported on 001027. Cause 
undetermined Supplier info will be es'aluated In final 
deficiency rept by 810304. 

MCOAUGHV, J. P. Mississippi Power 4: Light Co. 80/11/24, 5pp, 
07241:064. 


B0120902S9 Interim deficiency rept advising that QAR F''227 has been 
upgraded to MCAR deficiency being tracked by MCAR-tOO. 

HC0AU3HY, J, P Mississippi Power Light Co. 80/11/25. Ip. 

07201: 143. 


6012150953 Part 21 rept re defective h;PP-2 carbon filters supplied by 
Pari' Co. Caused by faulty freon infection equipment. 

Corrective actions will be reported by 01O61Oi pending 
receipt gf addl Infg from supplier. 

KCGAUGHY. J. P. Mississippi Power Light Co. 00/11/25. 4pp. 

07187: 001. 


8012090946 Fifth interim deficiency rapt re defective Topa^ Inverter 
Model GZ, used on equipment supplied by GE. Cause associated 
w/trans lent signal failure Supplier will make mods to 
product, Fina 1 rept to be submitted by 810325. 

MCOAUGHV/ J. P, Mississippi Power 8, Light Co. 8-3/12/01. 4pp. 
07187:001. 


6012100343 Sinth interim deficiency rept re inadequate circuit 
separation initially reported on 800323. Corrective actions 
Includeruire redr ess ing, condui t installation uire 
tel ocatlon. Final rept to be submitted by 810610, 

MCGAUGKYi J. P. Mississippi Power A< Light Co. B0/12/0I. 3pp. 
07107:001. 


6012300098 Part 2t rept re installation of fire dampers in ventilation 
sys w/o sufficient drawings or procedures/ ini tla 1 ly reported 
on 801103. Stop work notice issued on 801030. Safety 
evaluation underway, 

MCOAL'GHY, J. P Mississippi Power U Light Co, 60/12/03. 3pp, 

07356. 207. 
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0012170304 Part 21 vept re Haase uijre terminations on Potter tt 
Srurtifleld AKP tgpe relays used in I'iSW leakage control sgs 
pane 1 Si ini t ial Ig reported on 601104 Cons true tor evaluation 
op OE rept expected fag G10206. 

MCOAOSHV', J, P- Misiiissippi Pocer Light Co. 00/12/04, 3pp 
07266; 324. 


801224003? Part 21 rept re reactor protection sg« flexible conduit 
defect causing hot shorts if i iTiproper Ig grounded. Caused bg 
paint on pansl surfaces or high resistance connection to 
panel surfaces where termination inodules are mounted. 

SHSRIJQQDiG O. General Electric Co. 00/12/08. 3pp. 


8012170429 Final deficlencg repti ar ig Ina 11 g submitted 800441ire 
improper installation of high pressure core sprag diesel 
generator pane I s. Concrete expo.Tsion anchors being added to 
Strengthen mount ing . Vendor drawings will be revised. 

KCOAI/OHYp J. P. Mississippi Power Light Co. 80/12/10. 2pp. 
07269; 349. 


8012160281 Final deficieneg report re feedwater pipe bend below design 
min wall th ic knessi or i g inal ly reported 900709, Piper supp I i ed 
bg' TX Pipe fiend ing> appear s to be isolated case. Defective 
pipe spool removed U returned! to vendor. 

MCOAUGHYi J. P. Mississippi Power t Light Co. 00/12/11. 2pp. 

07248: 249. 


0O12L9O527 Interim Deficieneg Rept I rc electrical wiring problem in 
Sire 3 starters supplied bg Kloc kner-Moel ler. Archl tect/ 
engineer is evaluating condition to determine extent of 
problete i. preventative action. 

MCOAUSHY. J. P. Mississippi Power e- Light Co. 00/12/11. 2pp. 
07274: 003. 


801223042? Deficieneg Rept 3 re unqualified insulation repairs in 
Rockbestos supplied 680 V cab 1 e. Qua 1 i f icatlon tests to be 
perforfRed to demonstrate accep tab i I i tg of repa ins. Final 
rept to be provided bg 810224. 

MCOAUGHYi J. P. Mississippi Power & Light Co. 80/12/16. 3pp. 

07318: 260. 

A. 


DOCKET 50-417 GRAND OUUF NUCLEAR STATION. UNIT 2 


A. App 1 ication/constructlo*! stage documents it correspondence 


B012290O12 Forwards Amends 6 to CPPft-110 it CPPR-l I9i saf etg evaluation^ 
negative dec larat ion. ElA & FF3 notice. 

eiBENHUTi D. 0. Division of Licensing. 80/10/29. 4pp. 07330:287. 


—8012290013 Amends 6 to CPPR-118 f/. CPPR-l I9i add ing South M8 Electric 
Power Association as co-ownei of facilities. 

EISENHUTi D. G. Division of Licensing. 80/10/29. 2pp, 07330:261. 


— 601229001S Safetg evaluation supporting Amends '& to CPPR-II8 U 
CPPR-l 19. 

TEDE8C0.R.L. Assistant Director for Licensing, BO/lO/29, Bpp, 
07330: 263. 


—0012290018 EiA supporting Amends 6 to CPPR-llB 8« CPPR-119 
a Division of Licensing. 80/10/29. 2pp. 07330:271. 


—0012290019 Negative declaration re Amend 6 to CPPR-l 10 U CPPR-119. 
MIRAOUlAi F. U. Licensing Branch 3 00/10/29. 2pp. 07330:273. 


—0012290022 Notice of issuance of Amends 6 to CPPR-lia e* CPPR-119, 
KIRAGLIAi F. J. Licensing Branch 3, 00/10/29. 2pp. 07330:273. 


8012160030 Ltr to operating plant licensees.OL applicants & CP holders. 
Forwards NUREG'-0737 re TMI action plan requirements. Requests 
operating reactor licensee carif irmatlon in 45 dags that 
Enel 1 implementation dates will be met. 

ElSENKUTi D. 0. Division of Licensing. 00/10/31. 7pp. 


8012220390 Ltr to all CP $; 01. holders for QWRs re requirement for 
imp le iientatlon of ODYN code for licensing basis calculations 
performed bg OE App I icab le to all license applications U 
proposed amendsr Inc lud ing core reloads. 

EISENHUTi D. G, Division of Licensing. 80/11/04. 4pp. 


8011280064 Forwards Amend 44 to application for OLSf consisting of 
responses to MRC questionsi miscel laneous refinements of 
design info 4: revised hgdrodynamic response spectra as 
r equired. Overs 1 le drawings and. 

MCOAUGHYi J. P. Mississippi Power 5-. Light Coi 00/11/26. 2pp, 


— 0011280067 Amend 44 to application for OUs< responding to NRC questions 
re FQAR ^ miscellaneous refinements of design Info, 

KCOA UGH Yi J. P. Mississippi Power Light Co. 80/11/20. 2pp. 


8012300232 Confirms MRC ’010105-09 visit to site re prelinlnary 
evaluation of control r aom Pre I i ninar-y hU'^^ati factors 
assessment to bo f or'waT'i# e-d tj- addl info supplied prior to 
visit. 

MARTQRE. J A Licensing Branch 3. 03/12/04 6pp. 073 59:001 


B012160277 Describes hydrijger control p rogram. p 1 ans for imp 1 ementa t i pn 
fy. pre I ini na*-ij conclusions resulting rrom eva I uati ons p per NRC 
801030 request. 

MCOAUGHV* J P. Mississsrpi Po'rer fy. Light Co. 80/12/09. 7pp. 

07263: 148. 


C Utility Envi r onmen ta 1 Report iERli amends K-. correspondence 


€012080718 Requests addl info in order to complete facility environ 
review & to satisfy NEPA requ i rements. Requests util amend 
environ rept to reflect response? to and request. 

TEOESCOiR.L Assistarit Director for Licensing 80/11/20. 3pp. 
07196: 144. 


8012030449 Forwards clarified responses to environ rept Questions 
350.9-350. 12 re soc 1 oec onamt c impact li: initial response to 
Questions 45l.liFaTts I 4; 2 re air quality. Enel responses 
will appear as Amend 5 to firal environ rept. 

DALFiL. F. Mississippi Power 4 Light Co. 80/1 1/26. 9pp. 07140:247. 


8012300489 Forwards preliminary responses to NRC Ouostlons 371. 07# 
340.22 4; 340.23 re plant sve water radial wells. Some 
changes (ray appear in final version to be Included in 
Amend 3 to environ rept. 

DALGiL F. Mississippi Power 4: Light Co. 00/12/19. I16pp. 


F. Security^ medicals emorgancy L-. fire protection plans 


8012080592 Releases public version? of state U local emergency plans, 
FELTON, J. II. Division of Rules and Records. 00/11/26. Ip. 
07100:056. 


--8012000606 Forwards public versions of State of MB emergency planiStato 
of M3, Port Gi b son/C 1 a 1 rborno County emergency plan, State of 
LA preparedness plan for emergeiicy operations Annex J»App 7 
4: State of LA, Tensas County emergency plan. 

MCOAUGHY, J. P. Mississippi Power L Light Co. 80/11/20, 2pp. 

07109: 037. 


— 0012000613 Public version of State of MS, emergency operations planrVql 
5, *'Rad 1 o log i ca ] Emergency Plan " 

Mississippi, State of. B0/06/2G. lOGpp. 07163:131. 


—8012030620 Public version of State of MS, Port Gi bson/Cla iborne County 
emergency operation planiAnnox U, "Radiological Emergency 
Plan. 

1 * Claiborne County, MS ^ Affiliation Unknown. 80/11/20. 62pp, 

07163:340. 


—8012030633 PublJC version of Revision 2 to State of LA, preparedness 
plan for emergency op erat 1 ona< Anne x J,App 7, ''Peacetime 
RadioLcglcal Response Plan.’' 

-* Louisiana, Giatc cf. 80/04/30. 53pp. 07184:040. 

—^12080646 Public version of State of LA, Tensas Parish radlploglcal 
eavergency Impiemehtirg plan. 

♦ Affiliation Unknown 60/04/30. 60pp. 07184:190. 


8012030713 Releases public venion o# util revised emergency plan. 
FELTON, J. II. Division of Rules and Records. 00/11/28. Ip. 
07187; 106. 


--0012030721 Forwards public version of revised emergency plan. Section 
13,3 of FSAR will be revised. 

MCOAUOHY , J, P , Mississippi Power t Light Co, 80/11/20. Ip. 

07107: loe 


--801 208D727 Public version of revised emergency plan, to be incorporated 
in Section 13.3 of FGAR. 

^ Mississippi Power t. Light Co 00/11/20 250pp. 07107:109, 


i^. Utility Final Safety Analysis Repert (FSARl 6 amends 


B01S160497 Forwards affiJavit of sve on distribution of Amend 44 to 
F9AR per 780627 Ur. 

DALE.L.F. Mississippi Power Light Co. 00/12/00. 2pp. 07263:057. 
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Q. Inapecticn reports. IE Bulletins i; correspondence 


S512160033 Forwards IE Info Notice 80-37, -'Con tainwent Coaler Leaks It 
l^eactsi Cavity Flanding At Indian Point Unit 2.=* No uritfren 
response req^uired. 

□ 'REILLY, J. P. Region 2. /ttlanfca. Office of the Oirecto-r. 60/10/34 
Ip. 07261.175- 


6012170290 Forwards Suppl 3 to IE Bui Igtin 79-OlB* "Environ 
Qua 1 i f icat i nn of Class IE Equipisent. '• No written response 
requ i r ed. 

a 'REILLY. J. P. Region 2' Atlanta. Office of the Director. BQ/10/24 
Ip, 07260:306. 


eoi31BO0'06 Forwards IE Info Notice BO-39, "Half unction of Solenoid 
Valves Mfg bg VaUor Engineering Corp ■* No written response 
is required 

□ 'REILLY, J.P Region 2, Atlanta, Office of tfie Director. 80/10/31 
Ip. 03791; 163, 


-Q0l2l80i06 Foruards IE Insp flepts 
BOO810'^32 li notice of violation. 
mRPHY.C-E. Region 2, Atlanta, 
Support Branch. 00/10/09. 2pp. 


50-416/00-20 fc 50-417/80-13 on 

Reactor Oonstruction S( Engineering 
03791:195. 


—BO 1218-31 10 Notice of violation 
■* Region 2. Atlanta, Office 
03791; 197. 


fron insp on 800B1Q-22. 

of the Director. 00/10/08, 2 pp. 


—8012180110 IE Ensp Ropts 50-416/00-20 & 50-417/00-13 on 0OO01Q-22, 
Nenconpl lance noted: inadequate audit preparation h review, 
failure to establish adequate visual insp measures & natls 
issuance i»i/o author i zation. 

BLAitE, J. J. , EC0N0K08, N. 


HLEINSORGE, U. P. Region 2. 
of the Director. 80/10/00. 13pp. 03791:199. 


Atlanta, Office 


S. ^Reportable occurrences, LERs h related correspondence 


8012*230042 Foruards IE Circular BO-23- "Potential Defects in Beloit 
Payer Sys Emergency Generators. " No written response 
required. 

O 'REILLY. J. P. Region 2 - Atlanta, Office of the Director. 00/10/31 
Ip. 07311:233. 


7 7 . uerec^jvB concroi transr orraer i 

Circuit breaker in motor control ctr which supplies power to 
motor operated valve, first reported on 000711. Failed 

"*’*"**' replaced. Incident was isolated case. 

0720*4^1^30^ ^ rtisdiasippi Power h Light Co. 80/11/20. 2pp, 


0012160037 Forwards IE Insp Rqp ts 50-416/80-23 & 50-417/00-14 on 
801007-10. No noriconp 1 iance noted. 

MlfRPHY.C.E. Region 2 , Atlanta. Reactor Construction Eeio Ineering 
Support Branch. 00/ 11/03. 2 pp. 07263.014. 


—8012160035 IE Insp Repts 50-416/80-23 & 50-417/B0-I4 on BOI007-10.No 
noncortp 1 i ante noted. Najor areas inspected : storagpp 
housekeeping* followup of inspector identified items & 
licensee identified items. 

VANDQOSN, P. K. Region 2, Atlanta, Office of the Director. 

BRYANT, J.C. Region 2 , Atlanta. Reactor Construction ti Engineerintr 
Support Branch 80/10/.30. 5pp. 07263:016. 


aOL2ttt>727 Forwards (£ Bulletin 80-21, ‘Valve Yokes Supplied by Halcolm 
Foundi'y Co, Ir»c. “ Written response required. 

D'RE ILLY, J. P. Region 2- Atlanta, Office of the Director. 00/11/06. 




— ti, vrsoneii recircu 

hanger conponents, i ni t ial Ig reported on 001027. Cause 
undetermined. Supplier info will be evaluated in final 
deficiency rept by Q10304. 

MCOAl>3KYr»i. P. Nississippi Power fc Light Co. 80/11/24. 
07241 : 064. 




»PP. 


8012090759 Interim deficiency rept advising that OAR F-2^7 
upgraded to MCAR & deficiency being tracked by KCAR-100. 
MCOAUCHYt J. P. Kisslsslppi Power U Light Co. 80/11/25. 
072*01: 145. 


has been 
Ip- 


_ « wcr-Buvtve rcr-i — c£ caroon ri Ivors 

rarr Co. Caused by faulty frecn injection equipment. 
Corrective actions will be reported by 010610, pending 
receipt of addl info from supplier. 

HCOAUOHY, J. P. Mississippi Power 8 , Light Co. 80/11/25. 




4pp. 


6012030329 Forwards IE Info Notice 00-40. “Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressor i i at ion . " No written response required. 

□ 'REILl Yr J, P. Region 2 . Atlanta, Office of the Director. 00/11/07. 


8012000200 Forvards IE info Notice 80-41, "Fa i lure of Swing Check 
Valve in Decay Heat Remov.al Sys at Davis Desse Unit 1, " No 
response required. 

O 'REILLY, vf. P. Region 2 . Atlanta. Office of the Director. 80/11/10 
Ip. 07162:264. 


801^40199 Forwards IE Bulletin 00-23. "Fail-ures of Solenoid Valves 
nrg by Valcor Engineering Corp, " Requires estirsate of 
manpower associated u/corrective actions. 

O 'REILLY;. J. P. Region 2, Atlanta, Office of the Director. 80/11/14. 
ip. o/i5a: 111 . 


0012050041 Foruards IE Bulletin 80-24. -Prevention of Damage Due to 
Water Leakage Inside Containment," No written response 
required. 

G'REILI Y, .J. P. Region 2, Atlanta, 

Ip. 07173: 096- 


Off ice of the Director. 00 / 11 / 21 . 


Q012050655 Forwards Info Notice 80-42, "Effect of Rad fat l( 
Hydraulic Snubber Fluid. ^ No urifcteri response required. 

□ 'REI LLV« »J. P. Region 2. Atlanta, Dffice of the Olrectcii 
Ip. 07174:119. 


on 

80/11/24. 


interim deficiency rept re defective Topaz Inverter 
Model GZ.used on oquipment supplied by GE. Cause associated 
u/transient signal fal lure. 8 upp Her will make mods to 
product. Final rept to be submitted by 610325. 

07?B7?om'^ ^ Power b Light Co. BO/12/01. 4pp. 


0012100543 Sicth interim deficiency rept re Inadequate circuit 
separation initially reported on 000323. Corrective actions 
include: wire redressing, condui t installation 6 wire 
raiocatlon. Final rept to be submitted by 810610. 

HCOAUCHV, J. P. Nississippi Power & Light Co. 80/12/01. 3pp, 


07107:001. 


drawings op procedures, ini tial ly reported 
on BOU03 stop work notice issued on 801030. Safety 
evaluation underw^u 


evaluation underway. 

MCOAUGKY, J. p. Mississippi Pouer 6 Light Co. 
07356:207. 


ao/12/03. 3pp. 


0012170304 Part 21 rept re loose wire terninations on Potter It 
Brumfield AMF type relays used In M3IV leakage control sys 
panels, initially reported on 801 104. Constructor evaluation 
of GE rept espocted by 810206. 

HCOAUGHY, J. P. Mississippi Power 6 Light Co 90/12/04 
07268: 324. 


3pp. 


8012170354 Forwards IE Info 
Terry . Turbine Steam Inlet 
required. 

O'REILLY, J.p. Region 2. 
Ip. 07269:014. 


Notice 80-29. Suppl 1 , "Broken Studs on 
Flange." No written response 

Atlanta, Office of the Director. 80/11/26, 


8012240009 Part 21 rept re reactor protection sys flexible conduit 
defect causing hot shorts if improperly grounded. Caused by 
paint on panel surfaces or high resistance connection to 
panel surfaces where termination modules are mounted. 

SHERIiOODi 0 . 0 . Onneral Electric Co. 00/12/08. 3pp 


fsCpt eOllOi Ur informing NRC of stop, ^aton i 
50M 17/00-13^^^*’"* fn^ted In IE Insp Repta 50-416/80-20 & 

Atlanta. Reactor Construction It Engineerlr 
Support Branch. 80/12/04. Ip. 03791 : 109 . 


8012170429 Final deficiency rep t, or Iginally submitted 800441, re 
improper installation of high pressure core spray diesel 
generator panels. Concrete expansion anchors being added to 
strengthen mounting. Vendor drawings will be revised. 

MC0AD3HY. J. P. Mississippi Povjor & Light Co. 80/12/10. 2pp. 


-BOiaiBOlra Rj’ponds nrc aoioo? Itr r. violation, not.il in IE In.o 
^ 30“*117/e0-13. CoTr.ctive ac tlofis: aud i t 
checklist corrected t training session held to review 

welds on comp men ts of different diameters. 

Mississippi Power & Light Co. 80/11/06. Spp, 


«C0AU0HY,xi. P. 
03791: 19Q. 


if S 7. Pinal deficiency report re feedwater pipe bend below design 
min wail thickness, orig inally reported 800709. Pipe, supplied 
by TX Pipe Bending, appears to be Isolated case. Defective 
pipe spool removed tc returned to vendor. 

MCOAUQHYi J. P. Mississippi Power 6 Light Co. 00/12/11 2bd 
07240:249. 
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8012190537 Interini Deficiencij Rept 1 re electrical wiring problem in 
Sire 3 starters supplied by K 1 ock ner-Moe 1 1 er. Arch i tact/ 
engineer is evaluating condition to determine oitent of 
problem t preventative action. 

MCOAD-GHY. J. P. Mississippi Power b Light Co. BO/iS/ll. 2 do 
07374:00a. 

\ 

8012230429 Deficiency Rept 3 re ungualified insulation repairs In ' 
Rockbestos supplied 6Q0 V cab Le. Qual if ication teats to be 
performed to demonstrate acceptabi 1 i ty of repairs, Final 
rept to be provided by B10224. 

MCOAU^HYi J. P. Mississippi Power & Light Co. □0/12/16, 3 dd 

n7'^i n- 


CQCKEl 50-423 MILLSTONE NUCLEAR POWER STATION* UNIT 3 
A. Ap p t ica tion/cons true t ion stage documents Jt correspondence 


□012030/07 Foroiards IE Info Notice 80-40* -Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur i lati on •' No written response renuired. 

GRIER. B.H. Region i, Ph i ladelpb i a. Office of the Director 

eO/lI/ 07 . Ip. 07150:207. 


in Decay Heat Reoioval Sys at Davis 
response required. 

GHIERtfl.H. Region 1. Ph i lade 1 ph lap 
BO/lt/lO. Ip. 07102:330 






Office of Director 


80I204CD92 Forwards IE Bulletin 80-23, ^Failures gf Solenoid Valves 
Hfg by Valcor Engineering Corp. Requires estir^ate of 
manpower associated w/corrective actions. 

GRIER.B.H. Region I, Philadelphia. Office of the Director 
60/11/14. Ip. 07157:333. 


B012160050 Ltr to operating plant licensees, OL applicants h CP holders. 
Forwards NIJREG-D737 re THI action plan reiiuirements. Retiuests 
operating reactor licensee cenf irmation in 45 days that 
Enel t Implementatian dates will be net. 

EISENHUTrO. O. Division of Licensing. 00/10/31. 7pp. 


6012270616 Advises that urifefcan response is req.uired to IE Bulletin 
80-23, "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp. "• First paragraph erroneously stated no 
written response required. 

GRIER. S.H. Region 1, Philadelphia, Office of the Director 
80/11/17. Ip. 07308:358. 


8012220465 Responds to 800911 memo requesting that Qfc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revlsad Agreement State burial site condl tlons. Forwards 
results of IE survey. 

DENTON. H, R. Office of Nuclear Reactor Regulation* Director 
60/12/04. 2pp. 


8012040599 Forwards IE Bulletin 60-24, ‘'Prevention of Damage Due to 
Mater Leakage Inside Con tai nmen t. ' Ho written response 
required. 

ORIERiB.H. Region I, Phi Udelpb ia. Office cf the Director 
e0/ll/2l, 2pp. 07165:201. 


— flOl2220S06 Forwards tabulation sur.mary of IE survey on low level 
uasta at 31 reactors. Low level waste storage facilities 
have been expanded at 37X of reactors surveyed u/71X 
planning or considering increasing storage capacity. 

BANOARTr R. L. Effluent Treatment Systems Branch. 00/11/06. 8pp. 


F. Securityi medical, emergency 6 fire protection plans 


Q01M40186 Public version of "Independent Assessment of Evacuation 
Tines for Millstone Nuclear Power Plant," Vol 6. prepared for 
FEKA. 

SHEPPARD. W. V. , LAMAGNA.F. Hllbur Smith 6 Associates. 
80/06/30. 72pp. 07161-289. 


B0IOT40065 Forwards public version of "Evacuation Time Assessment of 
Nine Nuclear Power Plants Emergency Planning Zones," 
executive su.nmary. 

FELTON, xi. II. Division of Rules and Records. 80/12/03. Ip. 


-BO120v00E3 Public version of ‘^Evacuation Time Assessment of Nine 
Nuclear Power Plants Emergancy Planning Zones," executive 
summary, prepared for FEMA. 

* Mllbur 8mith Ic Associates. 80/06/30. 17pp. 


--S01204015S Public version of program rept, “Evacuation Time Assessment 
of Mine Nuclear Power Plants Emergency Planning Zones,*' Vol 
It prepared for FEMA. 

COSBYrJ. C. Wilbur Smith L Associates. 00/06/30. 43pp. 


Q. Inspection reports, IE Bulletins 4; correspondence 


8012190506 Forwards IE In’sp Rept 50-423/80-07 on 001007-09. No 
noncampl iatice noted. 

CARLSON, R.T. Region 1. Philadelphia, Reactor Construction Ic 
Engineering Support Branch. 60/10/24. 2pp, 07287:069. 


—8012190511 IE Insp Rept 50-423/80-0/ on 801007-09. No noncompliance 
notad. Major areas inspected: concrete placement activities 
for Intake structure 6 activities for installation of rock 
anchors t shear wall mods in Auxiliary bldg. 

MATTIA, J. C. Region 1. Philadelphia, Reactor Construction fc 
Engineering Support Branch, FEIL.R. , VARELA, A. Region 1, 
Philadelphia, Qfflce of the Director. 80/10/23. 7pp. 07287:071. 


8012170402 Forwards IE Info Notice 80-30, "Cracking in Charging Pump 
Casing Cladding. " No written response required. 

ORlERrB.H. Region 1, Phi ladolph ia, Office of the Oirectur 
80/10/30. Ip. 07269:111. 


SOpiaOi 13 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc, " Writteit response required. 

GRIER, B. H. Region 1, Philadel pN ia, Office of the Director. 

80/11/06. Ip. 07230:221. 


80120S0573 Forwards Info Notice 80-42* "Effect of Radiation on 
Hydraulic Snubber Fluid," No written response required. 
GRIER.B.H, Region 1, Philadelphia. Office of the Director 
80/11/24. Ip. 07174:062. 


DOCKET 50-424 ALVIN W. VOOTLE NUCLEAR PLANT. UNIT I 
A. Application/construction stage do-cunents correspondence 


8012160050 Ltr to operating plant 1 i censees, OL applicants 6 CP holders. 
Forwards NUR6C-0737 re TKI action plan requirements. Roques ts 
operating reactor licensee conf iranatlon in 45 days that 
Enel 1 inp lementation dates will be ret. 

EIBEL’HUT, D. O Division of Licensing. 80/10/31. 7pp. 

6012020460 Forwards response to BOlOOl itr re environ qualification 
of sarety-re lated equip.-nent. 

HKRENSPERCER, U. Georgia Power Co. 00/ 11/24. Ip. 07148:233. 


8012020462 Responds to 801001 ltr re environ qualification of safety- 
related oqu 1 pment. Qua 1 i f i ca t i on test schedules enc 1 
ANDERSaN, T. M. Hestinghouse Electric Corp 80/10/31. Gpo 


G012tQ0tl9 Responds to 790821 Stppl 6 to CP application describing moil 
to plant des i gn. Deleti on of containment end bldg h safety 
grade exhaust Le rec ire ul ation sys must be considered under 
amend to CP. Decision may be delayed until 010131, 

EISGNHUT, D, O, Division of Llcenstrg. 80/12/01. 2 pp. 07272:286, 


8012230197 Application for amend to CPPR-100 L CPPR-109 to reflect moil 
in plant design. Mod would substitute more restrictive 
primary leakage containment for end btdg. Class I h III fees 
bi cost/faenefit assessment end. 

EHRENS-FEROERt H. Georgia Power Co BD/12/19. 5pp. 07317:027. 


tt. Utility Preliminary Safety Analysis Report, amends 


80123102V6 Forwards Suppi 3 to PSAP. submitted as suppl to application 
for CP t OL Buppl consists of revised analysis of 
radiological consequences of postulated LCCA. 

EHSENSPERGERi W, Georgia Power Co. 80/12/30. Ip. 0736i:00i. 

— 8012310298 Suppl 8 to PSAR. 

EHRCMSPERGER* H. Georgia Pourer Co. 80/12/30. 45pp, 07361:002. 


Q. I-nspection reports* IE Bulletins L correspondence 


8D12090520 Forwards IE Insp Repts 50-424/80-14 t 50-425/00-1+ on 
800915-10. No noncamp 1 lance noted. 

MURPHY* C. E. ReglDn 2, Atlanta* Reactor Construction & Engineering 
Support Branch. 80/10/2;^. £pp. 07206:209. 
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- -Q0l50>05i-; IE Iri^p Rop>, 5 5C- *;i4/eO- 14 t 50-42^/80-14 on 8D-0?t5-lB. No 
none or? I iance f'ajcr areas insp bc ted struc tural 

cc-nci to-: ■« T 1 1 1 I- previcuslv identified items 
M'pP?IS, J R Rajitn Atlanta- Office of the Director. 

COKLOfJ. T E Region 2- Atlanta. Reactor Construction 4; Engineering 

Support Granch 3C>/lC‘/20 3pp 07206:211. 


00121 SOl'fS For-jards IE Irfo Notice SO-37, Containment Cooler Leaks h 
Reactor Cavit<j Flooding At Indian Point Unit 3.” No uritten 
response rt^uired 

O REILLV. Jp Region 2 Atlanta. Office of the Director, 80/10/24, 
Ip 07240 283. 


5012170298 Forijjards Swppl 3 to IE aylletin 79-OlB. "Environ 
OLrali f ica tion of Clai* [E Equipment " No written response 
required. 

0 ‘REPJ y. J. H Region 2. Atlanta- Office of the Director. 
Ip 07243:311 


00/10/24. 


DOCKET 50-425 ALVIN W VOOTLE NUGLEAfl PLANT, UNIT 2 

A. App I icat i on/c ons tr uc t i cn stage docufoents t correspondence 


6012140050 Ltr to operating plant licensees, OL applicants t CP holders. 
For^aards NL'RE(J-0737 re TMI action plan reqtiircmHnts, Requests 
operating reactor licensee confirmation in 45 datf* that 
Enel 1 implementation dates ui 1 1 be net. 

EISENHUT, D. G. Division of Licensing. SO/lO/31. 7pp. 


8012020440 Foruards response to 001001 ltr re environ qualification 
of safety^-related equip.-ort. 

EHRENSPEqOEn,W. Georgia Poiaer Co. 80/11/24, Ip, 07146; 330. 


— 8012020462 Responds to GOlOOt ltr re environ qualification of safety- 
related equi pment. Qua 1 1 f ica ti on test schedules encl. 

ANDERSON, T. N, Uestinghouse Electric Corp. BO/lO/31. 9pp- 
07148: 23? 


«0l2l8(j<a4 Foruardi IE Ir.sp Pepts 50-424/80-15 U 50-425/80-15 on 
3009S9-1001 No noncoffip 1 i ance noted. 

MURPHf. C.E Region 2- Atlanta- Reactor Construction 6 Engineering 
Support Branch, 80/10/28 2pp 03794; 035. 


--601218020? IE Insp fiepts 50-424/E0-15 fy 50-425/80-15 on 800929-1001. No 
r.oncoop I iance noted. Major areas inspec bed: equipment starago. 
piping contractor fac i 1 i ti es, nonconforming repts 6 surface 
viater control. 

HUNT.IVD. . VANDOORN.p k, Region 2, Atlanta, Office of the 
Director 5RVANT. J C. Region 2, Atlanta, Rsactor Construction t 
Engineering Support Qranch. B0/10/2S 3pp, 03794:037. 


8013180119 Responds to 790821 Suppl 6 to CP application describing mod 
to plant design. Deletion o<f containment encl bldg t< safety 
grade exhaust 6 recirculation sys must be considered under 
a«nend to CP. Decision may be delayed until 610131. 

EIBEMHUT,D.G. Division of Licensing. 80/12/01. 2pp, 07278:266, 


8013230197 Application for amend to CPPR-lOB 8i CPPR-109 to roflect morf 
in plant design. Mod uould substitute more restrictive 
primary leakage containment foi encl bldg. Class I ^ III fees 
{c cost/benefit assessment encl. 

EHREfvtSPEROER, W. Georgia Power Co. 80/12/19. 5pp, 07317:027. 


9012180012 Forwards !E (rfo Notice 60-38, "Cracking in Charging Pump 
Casing Cladding ‘ No written response required. 

Q'REILLy. JP Regions. Atlanta, Office of the Director. BO/lO/30. 
Ip 03790 126. 


6013170016 Forwards IE Info Notice BO-39, "«al function of Solenoid 
Valves Kfg by Valcor Engineering Corp." No specific action 
or response required. 

□ REIUY.J P Region 2. Atlanta, Qffic 
tp 07264: 130 


5012230067 Forwards IE Circular 80-23. 
Power Sys Emergency Generators. " No i 
required. 

O'REILLY, J P Region 2, Atlanta. Of 
Ip 07313:234 


3012110/32 Forwards IE Bulletin 80-21, Valve 
Foundry Co. Inc. '* Written response required. 
O'RElLLYrJ.P Region 2. Atlanta. Office tf 
Ip 07225.215. 


the Director. 

80/10/31. 

Ual Defects in 

Beloit 

response 


the Director. 

80/10/31, 

Yokes Supplied 

by Malcolm 

the Director. 

00/11/06. 


E012030357 Forwards IE Info Notice 60-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operatiofi to Cause 
Reactor Depressur i lation. " No written response required. 

O'RfclUY.J. P Region 2. Atlanta, Office of the Director. BO/U/07. 
Ip. 07150:109 


c0i2060303 Forwards IE Info Notice 80-41, "Failure of Suing Check Valve 
in Decay Heat Removal Sya at Davis Basse Unit 1." No 
response required. 

Q'REILLV.J.P Region 2. Atlanta, Office of the Director. 60/(1/10. 
Ip. 07182:206. 


SO12O4OI09 Forwards IE 3L«netin 00-23, 'Failures of Solenoid Valves 
Mfg bg Valcor Engineering Corp, Requires estimate of 
manpower associated w/c orr ec tl ve actions. 

Q‘RElLLY,U. P Region 2- Atlanta, Office of the Director. 80/11/14 
Ip. 07158: 10.D. 


8012050043 Forwards IE Bulletin 80-24. "Prevention of Damage Due to 
Water Leakage Inside Contrai n.ment. " No written response 
required 

?p^^^a7173 ^C1 Office of the Director. 80/11/21, 


80120807-29 Forwards IF. Info Notice 80-42. "Effect of Radiation on 
Hydraulic ^nubber Fluid. " No written response required, 

□ REILLV.J.P Region 2, Atlanta, Office of the Director. 80/11/24. 
1 p. V? Ie2: 169. 


E. Utility Preliminary Safety Analysis Report, amends 


8013310296 Forwards 8oppl B to PSAR, submi t ted as suppl to application 
for CP 4; OL. Suppl consists of revised analysis of 
radiological consequences of postulated LOCA. 

EHRENSPERGER, W. Georgia Power Co. 00/12/30. Ip. 07361:001. 

— BO 123 1 0298 Buppl 0 to PSAR. 

EHRENSPERGER, W. Georgia Power Co, 00/12/30. 45pp. 07361:003. 


Q. inspection reports, IE Bulletins 4 correspondence 


8012090520 Forwards IE Insp Repts 50-424/00-14 4 50-425/00-14 on 
800915-10. No noncomp 1 iance noted. 

MURPHY, C.E, Region 2, Atlanta, Reactor Construction 4 Engineering 
Support Branch. 00/10/23, 2pp. 07206:209. 


— 8012090S24 IE Insp Repts 50-424/80-14 U 50-426/80-14 on 000915-10. No 
noncomp 1 iance noted. Major areas inspoc led: s true tural 
concrete, bac kf i 11 4 previously identified Items, 

HARRIS. J.R. Region 2. Atlanta, Office of the Director. 

CONLON, T. E. Region 2, Atlanta, Reactor Construction 4 Engineering 
Support Branch. 80/10/20. 3pp. 07206:211. 


8012170i.a6 Forwards IE Info Notice 80-37, "Containment Cooler Leaks t< 
Reactor Cavity Flooding At Indian Point Unit 8." No written 
response required. 

O'REILLV, J. P. Region 2, Atlanta, Office of the Director, 00/10/24, 


0012170398 Forwards Buppl 3 to IE Bulletin 79-OlB, "Environ 
Qual If ication of Class IE Equipment. " No written response 
required. 

□ REILLViiJ, P. Region 2* Atlantap Office of the Director 
ip. 07260:311, 


80/10/24. 


8012100^84 Forwards lE Insp Repts 
800929-1001 . No noncomp i lane o no 
MURPHY, C.E. Region 3, Atlanta. 
Support Branch. 00/10/38. 3pp, 


50-424/80-15 S: 90-425/80-15 on 
ted . 

Reactor Construction {t Englneartng 
03794:035. 


-8013180289 IE Insp Repts 50-424/80-15 8, 50-425/80-15 on 800929-1001 No 
noncqmpllance noted, Major areas inspected: equl pment storagcr 
piping contractor f ac 1 1 i t J es , nonconf ormi ng repts 6 surface 
water control. 

HUNT, 11. 0, , VANDOORN, P. K. Region 2. Atlanta, Office of the 
Director. BRYANT, J.C. Region 2, Atlanta, Reactor Construction 8. 
Engineering Support Branch. 80/10/2B. 3p p , 03794:037, 


6012170517 Forwards IE Info Notice 
Terry Turbine Steafli Inlet Flange, 
required. 

O'REILLY, J.p Regions. Atlanta, 
ip. 07260: 109 


60-29, Suppl 1, "Broken Studs on 
'* No written response 

Office of the Director. 80/11/26. 


BOI^ISOOIS Forwards IE Info Notice 80-30, "Cracking in 
Casing Cladding. " No written response required, 
O'REILLY, J. P. Region 2, Atlanta, Office of the Dlrec 
Ip. 03790:126. vxrec 


Charging Potnp 
top. 00/10/30. 



DOCKETED ITEMS 


Q0l2l70Dt£a Foru/ard^ fE Inr'o Notice 0O-39r '‘Ha 1 Pone t i on of Solenoid 
i^iq b<^ Valcov Cng i neev ing Corp “ No s-pccific action 
or responle required. 

0 'REILLV. J, P, Region 2. Atlartai Office of the Director. BO/IO/3t 

tp 


90122300'67 Faru;ords IE Circular 80-23i ‘‘Potential Defects in Beloit 
Pouer Si/5 Etnergenctj Generators.'' No written response 
requi red. 

0 ^flE ILL y# J . P. Region S> Atlanta< Office of the Director. 80/10/31. 

Ip 


9012110732 Forwarda [E Bulletin 60'2li “V/alve Yoiies Supplied bg Malcolm 
Foundry Co« Inc. " .Urltten response required. 

□ 'PElLUy. J P. Region 2, Atlanta. Office of the Director. QO/ll/Oi. 
Ip. 


9012030857 Forwards IE Info Notice 80’40/ ''Eiccsslve Nitrogen Supplij 
Pressure Actuates Safet'.^ Relief Valve Operation to Cause 
fteactoT Depr ess ur i lat i on. " No urittan response required. 

Q'REILLYiJ, P Region 2. Atlanta^ Office of the Director. 80/11/07. 
tp. 


80120B03D3 Forwards IE Info Notice dO''4l.^ ''Failure of 9^jing Check 1/alve 
in Decay Heat Removal Sys at Davis Basse Unit 1. " No 
' response required. 

0 'REILLY. J. P. Region 2- Atlanta. Office of the Director. aO/ll/JO. 
Ip- 


801804018'? Forwards IE Bulletin "Failures o# Solenoid Valves 

Mfg bg Valcor Engineering Carp " Requires estimate of 
manpower associated w/cor r ec t ive actions. 

0 'REILLY# J. P. Region 2. Atlanta. Office of the Director. 80/1 1/14. 
Ip, 


GD180&0D'13 Forwards I£ Bulletin B0-24i "Preventi OTk of Damage Due to 
Nater Leakage Inside Centa i nment. “ No written response 
required. 

□ ■'RElLLYi J, P. Region 2* Atlanta. Office of the Director. 80/11/21. 
Ip. 07173:101. 


801209002? Forwards IE Info Notice 80-48. "Effect of Radiation on 
Kydraulic Snubber Fluid.*" No written response required. 

O'REILLY, U. P. Region 2# Atlanta, Office of the Director, 80/11/24. 
ip- 


BD12170S17 Forwards IE Info Notice 80-29, 8uppl t. "DroVeti Studs cn 
Terry Turbine Steatn Inlet Flange." No written response 
requ i re d . 

O'REILf. Y, J. P. Region 2. Atlanta, Office of the Director. 80/11/24. 
IP 


DOCKET 50-436 ARGENTINA RESEARCH REACTOR 


A App 1 ica t ion/coostruc t ion stage documents 6 correspondence 


GD1803D701 Responds to 801023 Itr re C-E applications to export 
components for Atucha 11 nuclear power plant in Argentina. 
Executive Branch review underway when applications were 
wl th d pawn. Cihron o 1 eg y of NRC activity re applications end. 
OinCKSiW. J. Office of the Ejiecutis’S Director for Operations. 
80/11/12 Spp. 


— 8012030708 Responds to 800527 Itr re C-E applications to export 
cenponants to Atucha I I power plant in Argent Ina. NRC 
following nuc 1 ear-re 1 ated developments in Argentina & will 
act on applications upon receipt of Executive Branch views. 
SHEA»vI.R Office of I n ternational Programs, Director. BD/OA/I?. 
Ip. 


--8012D30714 Discusses efforts to gain VS govt approval of applications 
to export components to Argentina Contracts lost due to 
govt delays. 

8CHf1ITZ, H, K. Combustion Engineering* Inc. BO/07/16. 2pp. 


— 8012033719 Forwards C-E 800527 Itr re applications to export components 
to Atucha II nuclear power plant in Argent i na. Requests rept 
on stated problems, 

WARNER, J.W. Senate. 80/10/23. 5pp. 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


H. General correspondence 


6012040:?54 Forwards info in rasponse to 801029 Itr requesting 
licensing categories & info re floating nuclear plants. 
PURPLEiR.A. Division of Licensing, 80/11/17. 4pp, 07170; 059. 


--0012040293 Requests info re facilitje* w/active CPs p end i ng, 1 i c ens e 
der'lniticns K requ i re, n ants for floating nuclear plants. 

D9EY, L. A Aff ilia tier Unknown QO/lQ/29. ip. 07170:063 


0 Inspection reports, IE Bulletins L corresp ondenc a 


Q012160069 Forwards IE Info Natice 00-37, 'Conta Indent Cooler Leaks B< 
Reactor Cavity Flooding At Itidian Pojnt Unit 2.' No written 
response required 

0 'Rt ILLY, J. P. Region Atlanta, Office of the Director, QO/lO/24. 
ip. 07262 J 40. 


0012170249 Forwards Soppl 3 to IE Bulletin 79-013, "Environ 
Qua I i f i cat i on of Class IE Equipment." Mo written response 
required. 

O'REILLY, J.P Region 2- Atlanta, Office of the Director. SO/lO/24 
Ip. 07268:216 


80121B0047 Forwards IE [nfo Notice •&O-30, “Cracking in Charging Pump 
Casing Cladding. " No written response required. 

O'REILLY. J.F Region 2. Atlanta. Office of the Director. 00/10/30. 
Ip. 03790; 094. 


8012160008 Forwards IE Info Notice 80-39, ''r-a I f unc t i on of Solenoid 

Valves Ilfg by Valcor Engineering Corp." No written response 
Is required. 

0 'REILLY, J, P. Region 2, Atlanta. Office of the Director. 90/10/31. 
Ip. 03790:096. 


8012230079 Forwards IE Circular 80-23, "Potential Defects in Delojt 
Power Sys Emergency Generatori. '' Mo written response 
required. 

O'REILLY, J.P Region 2< Atlanta. Office of the Director 30/10/31. 
Ip. 07313:251 


8012110721 Forwards IE Bulletin 80-21. "Valve Yokes Supplidd by MaUoLn 
Foundry Co. Inc. " Written response required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director, B0/11/O&. 
Ip. 07225:228. 


8012030832 Forwards IE Info Notice 80-40, “Excessive Ni trogen Supp ly 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuriiation No written response required. 

D'REILLY, J. P. Region 2. Atlanta. Office of the Director. SO/lJ/07. 
Ip. 07150:031. 


6012080218 Forwards IE Info Notice 80-41, "Failure c-f Swing Check Valve 
in Decay Heat Removal Sys at Davis Besso Unit t. '■ No 
respar, s« required. 

□ 'REILLY, J P Regicn 2< Atlanta, Office of the Director. 80/11/10. 
Ip. 07102:273. 


8012040195 Forwards IE OuUetifi 80-23. "Failures of Solenoid Valves 
Nfg by Valcor Engineering Corp." Requires estimate of 
manpower associated w/corrective actions. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. BO/11/14. 
Ip. 0/159:106. 


8012050039 Forwards lE Bulletin 80-34, “Preventian of Danage Duo bo 
Mater Leakage Inside Containment. " No written response 
requ i red . 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 80/11/21. 
Ip. 07173:091. 


B012080001 Forwards IE Info Notice 80-42. "Effect of Radiation on 
Hydraulic Bnubber Fluid." Mo written response required. 

O'RE IIJ-Y, J, P. Region 2. Atlanta, Office of the Director. SD/11/H4. 
Ip. 07182:113. 


601217D347 Forwards !E Info Notice 80-29, Suppl 1, •'Broken. Studs on 
Terry Turbine Steam Inlet Flange." No written response 
r equ ired. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 80/11/26. 
Ip. 07268:361. 


ft 

DOC KEF 50-438 BELLE FONTS NUCLEAR PLANF, UNIT 1 


A. App 1 i cation/c ons true t Icn stage docui^ents correspondence 


8012160050 Ltr to operating plant licensees, DL applicants t* CP holders. 
Forwards NUfiEO-0737 re TMl action plan r equ I rements. Reques ts j 

operating reactor licensee confirmation in 43 days that 
Enel l i-mplementatlor dates will be net 
EIBEffHOT, D. G. Division of Licensing. 00/10/31, 7pp 


8012010470 Forwards request for addl info re auxiliary sys ia order to 
complete review of Ol application. 

TEOESCOii .R. L. Assistant Director for Licensing. BO/ll/20. lipp- 

06915:001. 


244 


DOCKETED ITEMS 


“0012010476 Ltr to all pending OL applicants of HSSS designed bg BliU 
requesting info re autiliarg feed^'ater sgs, 

ROSS-D. F. Division of Sgste.ns Integration. BO/04/24. 52pp. 


0012010510 Forwards request for addl info re autiliarg sgs« as result of 
OL application review K'otif icakion of availability of info 
requested is needed. 

TEOESCOjR.L. Assistant Director for Licensing. BO/ll/20. Upp- 
07070:069. 


G012D20069 Forwards "Interin Cenf i rmatory Piping Analysis'* w/App A-E 
for decay beat reiaaval sgs tc spent fuel cooling sgs> per NRC 
791220 request. Analysis will be updated when final as~bullt 
drawings are subAitted. 

BATESrJ. O Rociwell International Corp. , Energy SysteAs Div. 
BO/11/24. 2fp. 07123:159. 


-BOI2020073 “Interim Confirmatory Piping Analysis^* w/App A-E. 

•* Energy Technology Engineering Center. 00/10/22. 2500pp. 

07123: 161. 


0012090370 Forwards planned changes to FSAR Chapter 17 h TVA rept* 
TVA-Trt75-l re const & preliminary testing. 

HlLLSiL.H. Tennessee Valley Authority 00/12/01. 3pp. 07201:174. 


B012090347 Informs that util will address MRC concerns re auxiliary 
feedwater sys when responding to FSAR Question 410.20. 

KlUSit.lt. Tennessee Valley Authority. BO/12/02. Ip. 07199:351. 


8012160327 Responds to URC BOlOOl request for info re environ 
qualification testing of saf etg-related equipment. Info will 
be available Q10201. 

HILLS, L. It. Tennessee Valley Authority. 00/12/09. Ip. 


6012170316 Forwards planned changes to Chapter 17 of FSAR for Sequoyah* 
Ifatts Bar t Bellefonte It TVA-TR75-IA. Changes supersede 
001201 Ur. Changes will be included in application for OL 
for Hartsville, Phipps Bend & Vetlow Creek plants. 

HILLS. L. If Tennessee Valley Authority. 80/12/09. Spp. 


F. Security, medical, emergency h fire protection plans 


8012060635 llotif ication of 001121 meeting w/util in Bethesda.KO to 
discuss util position on central emergency response ctr tc 
plans for emergency cigt. 

8TAHLE.C. Licensing Branch 2. 60/11/19, 6pp. 


0. Inspection reports. IE Bulletins & correspondence 


8012080072 Forwards IE Insp Repts 50-438/80-23 V 50-439/80-23. on 000829 
“0926. Ho nonconpl lance noted. 

KURPHYiC. E. Region 2. Atlanta. Reactor Construction & Engineering v 
Support Branch. 00/10/22. 2pp. 07186:356. 


—0012080082 IE Insp Repts 50-458/80-23 L 50-439/80-23. on 000029-0926. No 
noncoeipliance noted. Hajot areas inspected: hardware in 
reactor bldgs k auxiliary bldg. 

MILCOX. J. D. . CANTRELL, F. a. Region 2* Atlanta. Office of the 
Director. 00/10/22. Bpp. 07106:350. 


8012150201 Forwards IE Info Notice 80-37. *CDntainment Cooler Leaks 
Reactor Cavity Flooding At Indian Point Unit 2.'' No written 
response required. 

O'REILLY. J, P. Region 2, Atlanta. Office of the Director. 80/10/24 
Ip. 07240:279, 


8012100774 Forwards IE Hgt Meeting Repts 50-430/60-24.30-439/80-24. 
50-390/80-31 1 50-391/00-24 on 800925. No reply required. 

HURPHY.C. E. Region 2» Atlanta. Reactor Construction it Engineering 
Support Branch. 80/10/27. 2pp. 03794:040. 


--8012100307 IE Hgt iMeeting Repts 50-430/80-24.50-439/80-24,50-390/00-31 
4c 50-371/00—24 on 000925. Kajor areas discussed: issues 
Identified in Insp Repts 50-438/00-12.50-459/00-12. 

50-370/80-19 k 50-391/00-13. « 

CQLEV. J. L Regipn 2. Atlanta. Office of the Director. MURPHY. C.E. 

Region 2. Atlanta. Reactor Construction k Engineering Support 
Branch. 00/10/24. 2?? 03774:042. 

8012100035 Forwards IE Info Notice 80-38. "Cracking in Charging Pump 
Casing Gladding. ** No written response required. 

0 'REILLY, vl. P. Region 2- Atlanta, Office of the Director. 80/10/30. 


0012170004 Forwards IE Info Notice 00-39. "Malfunction of Solenoid 
Valves Kfg by Valcor Engineering Corp. " No specific action 
or response required. 

^^**”**' of the Director. 00/10/31. 

Q/^oy: 132, 


0012230030 Forwards IE Circular 00-23. "PoteTitial Defects In Delolt 
Putier Sys Emergency Generators." No written response 
required. 

□ 'REILLY. J. P, Region 2. Atlanta, Office of the Director. 00/10/31. 
Ip. 0/311:214. 


801211C066 Requests assessment t: corrective actions taken re control 
room ceiling constructed w/apparently flammable tiles within 
20 days. 

TEDESCO.R.L. Assistant Director for Licensing. 60/11/04. 3pp. 
07223: 139. 


8012170471 Forwards IE Insp Repts 50-438/80-20 * 50-439/00-22 on 
800929-1092, No noncoeipliance noted. 

MURPHY. C.E. Region 2, Atlanta. Reactor Construction k Engineering 
Support Branch. 00/11/05. 2pp. 07264:218. 


—8012170473 IE Insp Repts 50-430/00-20 fc 50-439/00-22 on 000929-1002. No 
noncomp 1 iance noted. Major areas Inspected; welds on 
vendor supplied pipe spools & RCPB piping. 

GIRARD, E,H. Region 2, Atlanta. Office of the Director. HERDT. A. R. 

Region 2. Atlanta. Reactor Construction & Engineering Support 
Branch, 80/11/03. 7pp. 07264:220. 


8012180163 Forwards IE Insp Repts 50-438/80-21 L 50-439/60-20 on 
0CO93O-1OO3. No noncomp 1 iance noted. 

STOHR. J. P. Region 2. Atlanta. Fuel Facility 6 Materials Safety 
Branch. 00/11/05. 2pp. 03791:327. 


—8012100167 IE Insp Repts 50-438/80-21 k 50-439/80-20 on 800930-1003. 
No noncomp 1 iance noted. Major areas inspected : mg t controls, 
erosion k runoff control s, const effect monitoring & waste 
ngt. 

CUNNINOHAK, A. L. Region 2. Atlanta, Office of the Director. 
JcI5'JK8, G. Region 2. Atlanta, Fuel Facility 6 Materials Safety 
Branch. 00/11/04. 4pp. 0379X:329, 


8012110S07 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Halcoln 
Foundry Go. Inc. " Hrlbten response required. 

O'REILLY, J.P. Region 2. Atlanta. Office of the Director. OO/U/06. 
Ip. 07225:100. 


6012030637 Forwards IE Info Notice 80-40. ’'Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressor i lation ” No written response required. 

□ 'REILLY, J.P. Region 2. Atlanta. Office of the Director. 60/11/07. 
Ip. 07150:085. 


8012080276 Forwards IE Info Notice 80-41. '‘Failure of Suing Check Valve 
in Decay Heat Rcffloval Sys at Davis Besse Unit i. " No 
response required. 

O'REILLY. J.P. Region 2. Atlanta, Office of the Director. 00/11/10. 
Ip 


8012040143 Forwards IE Ruiletin 80-23. '‘Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated u/corrective actions. 

O'REILLY. J. P. Region 2< Atlanta. Office of the Director. 60/11/14. 
Ip- 


0012080616 Forwards updated response to IE Bulletin 80-09. "Hydramotor 
Actuator Deficiencies,*' Util will contact major valve 
suppliers to determine if addl deficient actuators were 
supplied. 

MILLBiL. M. Tennessee Valley Authority. 80/11/17, Spp. 


8012050023 Forwards IE Bulletin 00-24, ''Prevention of Damage Due to 
Mater Leakage Inside Containment.’* No written response 
required. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 80/11/21. 
Ip- 


8012310058 Forwards IE Insp Repts 50-438/80-25 k SO-439/80-25 on 
800927-1031. No noncooip I iance noted. 

MURPHY. C. E. Region 2. Atlanta, Reactor Construction 6 Engineering 
Support Branch. 80/11/21. 2pp. 07369:072. 


—0012310063 IE Insp Repts 50-430/80-25 6 50-439/80-25 on 800927-1031, 
No noncompUance noted. Major areas Inspected: const 
surveil lance, training 6 audita. 

WILCOX, J. D. Region 2. Atlanta. Office of the Director. 

CANTRELL.F. S Region 2, Atlanta, Reactor Construction 
Engineering Support Branch. 80/11/80. 6pp. 07369,074. 


8012080004 Forwards IE Info Notice 80-42, '‘Effect of Radiation on 
Hydraulic Snubber Fluid. ‘* No written response required. 

O'REILLY, J.P. Region 2. Atlanta. Office of the Director, 80/11/24. 
Ip. 



DOCKETED ITEMS 


e0120?Ot35 Ac It rec0i|>4: at 801105 Itr informing NRG of stop? taken tn 
correct violafeians noted in IE Inep Repts 50-43a/ao-’I9 & 
50-437/80-19. 

MURPHTi C. E. Region 3i Abldnta> Reactor Con-& true tion L Engineerinji 
Support Sranch. 80/11/35. tp. 07197:206. 


— aoiaO?Ol42 Responds to NftC 801014 I fcr re violations noted In IE Insp 
Repts 50-430/80-17 & 50-439/80-1 7. Correct ivc ac tl ans: draulng 
chaiigeil to reflect as-built condition of trunnions & 
personnel received retraining. 

lilLLSiL.K. Tennessee Val lei^ Authority, 80/11/05. 2pp. 

07177:207- 


—aO 12070 146 Foruiards IE Inap Rep ts 50-430/00-19 «< 50-437/00-19 on 
000727-0037 & notice of violation. 

itJRPHViC.E. Region 2> Atlfinta< Reactor Construction Ic Engineering 
Support Branch. 00/10/14. 2pp. 07199:209. 


— 8012090152 Notice of violation from insp on 600727-OB29. 

* Regi n 2. Atlanta^ Office of the Director. 80/10/07. Ip. 
07197:2, 1. 


— BO 12090 156 IE Insp Repts 50-438/80-19 4= 50-437/00-19 an 000727-0829. 
Koncempl lance noted : invalid QC signoffs for upper steaai 
generator restraint Installation, 

UtLCOXf J. D. . Reg<ion 2i Atlantai Office of the Director. 

CANTRELL* F- S. Region 2i Atlantai Reactor Construction '&( 

Engineer ing Support Branch, 80/10/07. 5pp. 07199:212, 


801217035? Faruards IE Info Rntlce BO-29. Suppl 1* ■*Uroten Studs on 
Tarry Turbine Steam Inlet Flange. ” No written response 
re 4 .ulrcd, 

O 'RElLLYi J, P. Region 3. Atlantar Office of the Director. 00/11/26. 
Ip, 07269: 022. 


8012190716 Forwards IE Insp Rept 50-433/80-36 on 001113. No 
noncomp 1 lance noted. 

KEtiftArH, 0. Region 2« Atlanta* Safeguards Branch. 00/12/07, 3pp. 
07288:039. 


8012190719 IE Insp Rept 50-400/80-26 on 801113. No nonconp 1 lance noted. 
f1a|or areas inspected: securi ty practices at fuel storage 
areas. Details withheld (ref 10CFR2.790). 

TILLMAN* A. I HALL. V. < HILLi A Region 2. Atlanta* Office of the 
Director. 80/12/03. Ip. 07280:040. 


S, Reportable occurrences* LERs Is related corr espondence 


BO'1215'0261 Part 21 rept re defective Tr-ansaner ica Oelaval diesel 
g enerators, Cause d by shallow dowel counterbone in link rod 
asseAbly. Insp procedures Implemented L repairs scheduled. 

MiLLSiL, K. Tennessee Valley Authority. 80/11/2S. 3pp. 07237:357. 


e012i0O4B6 Fourth interim dsficlency rept re ITT controls of American 
Warming Ventl lating dampers, ori g inal ly reported 800417. 

American Warming 8t Ventilating yet to receive 6 approve rept 
by ITT. Next util rept will be submitted 81OSO0. 

fllLLBiL.M, Tenressea Valley Authority. 80/11/26. Ip, 07220:040. 


B0121S0S66 Fart 2] rept re ITT controls of American Warning Cc 
Ventilating dampers. Rep t will be sent pending receipt 6 
approval of ITT evaluation. 

HILLS. L.H, Tennessee Valley Authority. 80/11/26. 2pp. 07237:360. 


B012100467 Fourth interim deficiency rept re lack of Internal purge on 
welds in chemical addition & boron recovery sys* initially 
reported on 800417. Util uiill identify stainless steel welds 
reiiuirlng purge. Meet rept scheduled on 810624. 

HILLS* L.H. Tennessee Valley Authority. 00/12/01. 2pp. 07218:292. 


8012160^03 Part 21 rept re eicessive vibration in essential raw 
cooling water pump/motor while running^ Ini tlal ly reported on 
B00819, Utl 1 evaluating two solutiotis: add 1 motor weight or 
addition of braces. 

MILXSiL. M. Tennessee Valley Authority. BD/12/02. app. 07261:315. 


8012100447 First interim deficiency rept re fillet ueld 
specif icat ion. Amer ican Insp of Steel Const stds |c 
affected uelds are being eva luated. iJert rept will be 
submitted by 810119. 

KILLS* L.K. Tennessee Valley Authority, BO/12/03. 2pp. 07219:034. 


8012100448 Forwards final defUiency rept. originally reported 801107* 
re undersized fillet welds on high pressure fire protection 
sys supports. Ut 11 revised h reissued all (questionable 
drawings detailing correct ueld size. 

MILLS* L.M, Tennessee Valley Authority, 80/12/03. 2pp. 07219:032. 


8012160675 Part 21 rept re B?iW none anser vat i ve analysis of neutron 
flu»* Imitiallg reported on QD1105. Util is aualting vendor 
proposed resolut i on. Ne» t rept will be subpitted by 610331. 

KILLS* L.M Tennessee Valley Authority, 00/12/03 3pp. 07254:332. 


R01217O406 Second inkcrin deficiency rept re 600-V 6 B 6 15-kV pawer 
cables* types CPJ 6 CFSJ* instal led in cable trays. not 
qualified for IEEE 303-1977 flame test. Next rept to be 
submitted by 010323. 

KELLS* L. II. Tennessee Valley Authority. 80/12/ 10. 2pp. 07270:003, 


8012300496 Second interim deficiency rept re socket weld ml s alig-nnent 
on essential air sys welds. Insp ectors uere reinstructed re 
roquirenents of 0-29li L applicable field const procedures. 

Std operatirg proc ed«r a Bi:P-iieV-S0P-71 1 revised. 

HILLS. L. II Tennessee Valley Authority. 80/12/16. 2pp. 07359:212. 


8012310382 First interim deficiency rept re seismic qualification of 
DLW oquiprent in frae standing . open* local insErunent panels, 
initially reported 001124. Util is ew'aluating sub j deficiency 
& is ‘aorking (ai/8&U toward resolution 

HILLS. L. 11. Tennessee Valley Authority. 80/12/23. 2pp. 07369:006. 


6012310311 First interim deficiency rept re certified mail test repts 
on anchorheads. IKRYCQ* Inc has infornod util that certified 
matl test repfcs have been obtained from Tecb Steel 6 Alloy 
Carp.Vtil will rovieui adequacy upon receipt, 

MILLS. L.H. Tannesseo Valley Authority, 00/12/24, 2pf. 07361:209. 


DOCKET 90-439 BELLEFONTE NUCLEAR PLANT. UNIT 2 

A. App 1 i cation/canstruct i on stage docuszents & correspondence 


8012160050 Ltr te operating plant licensees. OL applicants L CP holders. 
Forwards HyHEO-0737 re TMI action plan requirements. Requests 
operating reactor licensee cortf irmat ion in 45 days that 
Enel 1 inp 1 ementati on dates will be net. 

EISENHVT.O.O Division of Licensing, 00/10/31. 7pp. 


8012010470 Forwards request fnr addi info re auxiliary sys in prder to 
complete review of OL application 

TEOESCOiR.L Assistant Director for Licertsing. 00/11/20. liap. 
06915:001 


80i20>l0510 Forwards request for addl info re auxiliary sys. as result of 
OL application revi eu. Nottf i cat ion of availability of info 
requested is needed. 

TEDESCO.R.L. Assistant Director for Licensing. BO/I 1/20. llpp. 
07098: 069. 


8012090370 Forwards planned changes to FSAR Chapter 17 L TVA rept. 
TVA-TR75-1 re const 6 preliminary t( 9 sting. 

MlLLSrL. M. Tennessee Valley Authority. 80/12/01, 3pp, 


8012090347 Informs that util will address NRC concerns re auxiliary 
feedwater sys when respomfitig to FSAR OuestlDo 410,28. 

HILLS. L.H. Tennessee Valley Authority, BO/12/Oa. Ip. 07199:351. 


0012160327 Responds to MRC 601001 request for Info re environ 
qual i f icatlon testing of safety-related equ ipaenb. Inf o will 
be available by 010201. 

HILLS. L. M, Tent'iessee Valley Authority. 00/12/07. Ip. 


0012170316 Forwards planned changes tn Chapter 17 of F8AR for Sequoyah. 
Ifatts Bar & Bellefonle & TVA-TR75-1 A. Changes supersede 
801201 ltr. Changes will be inrJuded in application for OL 
for Hartsvll I a* Phipps Bond & Yellou Creek plants. 

HILLS. L.H. Tennessee Valley Authority, 80/12/07. 5pp. 


F, Security* medical, emergency 6 fire protection plans 


8012080835 Noti flcatlcan of 801121 meeting u/util in Hethesda.MD to 
discuss util position on central eriergency response ctr it 
plans for emergency mg t. 

STAHLE. C. Licensing Branch 2. 80/11/19, 6pp. 


a. Inspection reports* IE Bulletins L correspondence 


80120B0072 Forwards lE Insp Repts 50-438/80-23 6 50-439/80-23, on 800827 
-0726 No nonconpti ance noted. 

MORPHY. C.E. Region 2. Atlanta* Reactor Construction 6 Engineering 
Support Branch. 00/10/25. 2pp. 07186:356. 


— 8012080052 IE Insp Repts 50-433/B0-S3 L 50-437/80-23* on 800829-0726. No 
nonconpl i ance noted, Hajor areas inspec ted; hardware in 
reactor bldgs L auxiliary bldg. 

ifflLCOXi *J. D. * CANTRELL , F. S- Region 2. Atlanta* Office of the 
Director. BO/lO/22 3pp. 07186:358. 
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5012150^01 Fcruartf? IE IriV' fJotics eO-37j 'Containment Cooler Leaks tt 
Realtor Cavjt'j Floolinj Ar It'd j an Point Unit 2. No uritten 
respcrSG re^uire-i. 

Q'PtlLLV.J. P Region 2. Atlanta. Qrrice of the Director 80/10/24. 
Ip 


c':'l2iG02=?4 Forwards IE t I-ieet ing Repte 50-438/80-24.50-439/80-24. 
50“3'70/e:-31 5C-391/53-24 on 3C0925. No reply required. 

MU4PHV. C E Region 2- Atlanta. Reactor Construction h. Engineering 
Support 3ran:n. eO/lO/S"/ 2f p 03794.040. 


— 80121B0307 IE Hgt Meeting Repts 50-430/80-24.50-439/80-24.50-390/80-31 
?/ 53-371/00-24 on 800725. Major areas d i scussed; 1 ssuee 
identified in Insp Reots 50-433/00-12.50-439/80-12. 

50-390/80-19 h 50-391 /eO- 13 

CQLEf.J. i Region 2. Atlanta. Office of the Director MURPHY. C. E. 
Region 2. Atlanta. Reactoi Construction i Engineering Support 
Brar.ch. EO/ 10/24 2pp 03794:042 


E01216C335 Fc-ruard* IE Info Notice 80-38. "Cracking in Charging Pomp 
Casing Cladding ' No written response required. 

0 'REILLV, J. P Region 2. Atlanta. Office of the Director. 80/10/30, 
Ip. 


8012080618 Forwards updated response to IE Oullotin 80-09. d ramu tor 
Actuator Dcf i c i enc i es ” ,Ut i I will contact major valve 
suppliers to determine if eddl deficient actuators were 
s upp lied 

IIILtS.L H. Tennessee Valley Authority. 00/11/17 3pp. 


0012050023 Forwards IE Bulletin 80-24. "Prevention of Damage Due to 
Water Leakage Inside Containinent " No written response 
r eq.ui r ed. 

O'REILLY, JP Region 2, Atlanta, Office of the Director. GO/11/21, 
ip. 07173 072. 


0012310058 Forwards IF Insp Hepts 50-438/80*25 U 50-439/80-25 on 
B00927-1031 . No noncompliance noted. 

MURPHY. C. E. Region 2. Atlanta. Reactor Construction L Engineering 
Support Branch. eO/U/21. 2pp. 07369:072. 


— eO-12310063 IE Intp Repts 50-438/00-25 & 5O-4S9/0O-2S on 800927-1031. 
No r.oncomp 1 ianc e noted Major ai‘eas ins pec ted : c onst 
surve i tlance. tra in t ng K audits. 

WILCOS^.J. D. Region 2- Atlanta. Office of the Director. 

CANTRELL. F. S. Region 2. Atlanta. Reactor Construction 4c 
Engineering Support Branch. 80/11/20. 6pp. 07369:074, 


30l217Cv04 Forwards IE Info Notice 60-39. ‘Malfunction of Solenoid 
Valves nfg by Valcor Engineering Cerp. " No specific action 
or response required. 

O'REI'JV/J. P Region Z- Atlanta. Office of the Director. 00/10/31. 
IP 


6012230030 Forwards IE Circular 80-23. 'Potential Defects in Beloit 
Power Sys Emergency Oenerato-i. '■ No written response 
required. 

O'REILI V. J. P. Region Z- Atlanta- Office of the Director. 80/10/31. 
ip. 07311:214. 


8012080004 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

□ 'REILLY, J. P. Region 2- Atlanta, Office of the Director. 00/11/24. 

Ip 


6012090135 Ack receipt of 801105 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-438/80-19 8< 
30-439/80-19. 

MURPHY. C.E. Region 2, Atlanta. Reactor Construction 4< Engin-aerlng 
Support aranch. 80/11/25. Ip. 07199:206. 


S012110066 Requests aiseis.T?nt I corrective actions taken re control 
roo.T ceiling constructed w/apparently f 1 a.-rsnab 1« tiles within 
20 days 

TEDESCO.fi L Assistant Director for l.icensing. 00/11/04. 3pp. 
07223; 159. 


-0012090142 Responds to NRC 801014 Itr re violations noted in IE Insp 
Repts 50-430/80-19 50-439/80-19. Carr ec t i ve ac t ions: drawl ng 

changed to reflect as-built condition of trunnions & 
personnel received retraining. 

MILLS, L.H. Tennessee Valley Authority. 80/11/05. 2pp 
07199:207 


6012170471 Forwards IF liisp Repts 50-438/00-20 4; 50-439/00-22 on 
800929 -1C02 No norcomp 1 ianco noted 

MVRPHVj C. E. Region 2- Atlanta. Reactor -Construction 6 Engineering 
Support Branch 50/11/05 2p p 07264:210 


— 0012090146 Forwards IE Insp Repts 50-438/80-19 h 50-439/80-19 on 
800727-0829 4: notice of violation. 

M'JRPHV, C.E. Region 2. Atlanta. Reactor Construction it Engineering 
Support Branch. 80/10/14 2pp 07199:209. 


--0012170473 IE Insp Repts 50-432/80-20 4 50-439/80-22 on 800929-1002. No 
nonto.rrp J iance noted Major areas Inspec ted: welds on 
vendor supplied pipe spools 4- RCPB piping. 

GIRARD. e.H Region 2. Atlanta. Office of the Director. HERDT. A. R. 

Region 2. Atlanta, Praetor Construction 4 Engineering Support 
Branch. 60/11/03 7pp 07264.520 


SO1210O163 Forwards IE Insp Repts 50-430/80-21 6 50-439/BO-20 on 
8C0930- 1 003- Nc noncompliance noted. 

STOHR, 'J P Region 2. Atlanta. Fuel Facility U Materials Safety 
Branch. 80/11/05 2pp. 03791:327. 


--8012163167 IE Insp Repts 50-439/80-21 E0-439/B0-20 on 800930-1003. 

No r.onccmp I jance noted Major areas inspec ted: mgt controls, 
erosion t. runoff contra I s. vons t effect monitoring & waste 
ngt. ' 

CUNNINGHAM. A. L. Region 2- Atlanta. Office of the Director. 

G. Region 2, Atlanta. Fuel Facility 6 Materials Safety 
Branch. 50/11/04 4pp. 03791:329. 


— 8012090152 Notice of violation from insp on 000727-0829. 

* Region 2, Atlanta. Office of the Director. 00/10/07, ip. 
07199:211. 


■8012070156 16 Insp Repts 50-438/00-19 %. 50-439/80-19 on 800727-0829. 
Woncompliance noted : inva I id QC signoffs for upper steam 
generator restraint installation. 

WILCOX, J.D Region 2. Atlanta, Office of the Director, 

CANTRELL. F. S. Region 2. Atlanta, Reactor Construction U 
Engineering Support Branch. 80/10/07, 5pp. 07199:212. 


8013170359 Forwards IE Info Notice 80-29, Supp I 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange. " No written response 
requir ed. 

a 'RElLLYr J. P. Region 3- Atlanta. Office of the Director. 80/11/26. 
Ip. 07269:022. 


S Reportable occurrences. LERs 4 related correspondence 


8012110337 Forwards IE Bulletin 80-21, 'Valve Yokes Supplied 
Foundry Co, Int. " Written response required. 

□ 'REIU-Y, J. p Region 2, Atlanta. Office of the Director. 

IP 


by Malcolm 
80/11/06. 


0012150261 Part 21 rept re defective Transamerica Deloval diesel 
generators. Caused by shallow dowel counterbone in link rod 
assemb ly. Insp procedures implemented 4: repairs scheduled. 

MILLS. L.fl Tennessee Valley Authority. 80/11/25. 3pp. 07237:357. 


8012030337 Forwards IE Info 
Pressure Actuates Safety 
Reactor Cepressur i rati-jn. 
O'REILLY. O P, Region 2- 
Ip. 07150:085 


Notice 80-40, "Excessive Nitrogen Supply 
Relief Valve Operation to Cause 
No written response required. 

Atlanta. Office of the Director, 80/11/07. 


8012100486 Fourth interim deficiency rept re ITT controls of A<nerican 
warming 4: Ventilating dampers, or 1 g i na 1 ly reported 800417. 

Arfierlcan Harming fy Ve.nt j lat ing yet to receive 1: approve rept 
by ITT^Next util rept will be submitted 010509. 

IIILIS. L.M, Tennessee ValUy Authority. 00/11/26. 


ip. 


07220: 040. 


6012080276 Forwards IE 
in Decay Heat Removal 
response required. 
O'REILLY. V P, Region 
ip 


nfo Notice 80-41. "Fai 
Sys at Davis Sesse Uni 

2. Atlanta. Office of 


lure of Swing Check Valve 
t 1. •' No 

the Director. 80/11/10. 


8012150:766 Par 
Von tl lating 
approval of 
MILIS.L, M. 


t 21 rept re ITT 
dampers. Rept wi 1 1 
ITT evaluation. 
Tennessee Valley 


control 
be sen 

Authorl 


s of American Warming 
t pending receipt h 

ty. 80/11/26, 2pp. 


07237; 360. 


8012040143 Forwards IE Bulletin 80-23- ’‘Fai 
Kfg by Valcor Engineering Corp " Requires 
nanpowsr associated w/corrective actions. 
O^RElLLY, J P Region 2. Atlanta. Office 


lures of SoLenoid Valves 
estimate of 

of the Director. 80/11/14, 


Fourth interim deficiency rept re lack of internal purge on 
weios m chemical addition & boron recovery syi. initial lu 
reported on 800417, Util will identify stainless steel welds 
requiring purge.Next rept scheduled on 810624. 

rilLlS.L. M. Tennessee Valley Authority. 00/12/01. 2pp. 072:10; 292. 
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8012100447 First interim de^icifinci^ tepfc re weld 

spec i f icot i on, Amer i c an Insp of Steel Const stds it 
affected welds are being eva luated. Ne ir t t ept will bo 
submitted 810119. 

MH.iS«L.ri. Tennessee VaUeg Authority. 00/13/03. Spp. 07219; 034. 


0013100440 Forwards final deficiencaj rep l> or ig ina 1 li^ reported GOllOTt 
pe underslied fillet welds on high pressure fire protection 
«ys sup p or ts. Ut i 1 revised it reissued all questionable 
drawings detailing correct weld site 

MILLS/ L.M. Tennessee Valleg Authority 00/12/03. app. 07219:032. 


8012160S75 Part 21 rept re flt'l-l nonconservative analysis oF neutron 
f luii ini tial I y reported on 801105. Util is awaiting vendor 
proposed reso 1 ut i on, Ne * t rept util be submitted by 010331, 

MIH.SiU. M Tennessee Vallo^ Authority 00/12/03. 3pp. 07254:332, 


6012170406 Second interim deficiency rept re 600’-V & 0 & 15-kV power 
cablesi types CPU 6 CPSJi i nsta 1 1 ed in cable trays* not 
qualified for TGF.E 393''1977 flame test.Nevt rept to be 
subifiltted by 810323. . 

MILLS. L.tt. Tennessee Valley Authority. 80/12/10. 2pp. 07270:003. 


8012300496 Second interim deficiency rept re socket weld misalignment 
cn essential air sys we 1 d s. tnspec ters were reinstructed re 
requirements of G-29M // applicable field const procedures. 

Std operating procedure 0NP-IJ£U-SOP-7i 1 revised, 

MILLS. L. M. Tennessee Valley Authority. □0/12/16. 2pp. 07359:212. 


0012310311 First interim deficiency rept ro certified natl test repts 
on anchorheads. iNRYCa. Inc has informed util that certified 
matl test repts have been obtained from Tech Steel ti Alloy 
Carp. Util will review adequacy upon receipt. 

MILLS. L, 11, Tennessee Valley Authority. 00/12/24. 2pp. 07361:239, 


OQCKEI 50-440 PSPRY NUCLEAR POWER PLAllI , UNI,T 1 


A. Application/construction stage documents ^ correspondence 


8012160050 Ltr to operating plant 1 icensees. 01. applicants t CP holders. 
Forwards NUREO-0737 re TMt action plan requirements. Requests 
operating reactor licensee confirmation in 45 dags that 
Enct 1 imp 1 omentat ion dates will be ret. 

EI5ENHUT. D. G. Division of Licensing. 00/10/31, 7pp. 


0012220350 Ltr to all CP t OL holders for QWRs re requirement for 
imp I omen tat ion of ODYN code for licensing basis calculations 
performed by GE. Applicable to all license app 1 Icat ions 
proposed amends. Inc lud ing core reloads. 

EISENHUTi D. 0. Division of Licensing. 00/ 11/04 4pp, 


8012220141 Gummdvy of 801001 meeting u/util in Cleveland. OH re 
systematic assessment of licensee per formanc e. Regulatory 
perfoi-mance was adequate 

HCUSTON.M- 0. Licensing Branch 2 00/12/01. 3pp. 07307:149, 


' 6012220144 Advises that Systematic Assess.nenb of Licensee Performance 

Board concluded licensee regulatory performance was 
adequate. Eval nation vesu 1 t s. ac t ion plan 4 meeting details 
end. 

KEPPLER. J. G. Region 3. Chicago. Office of the Director, 80/10/23. 
6pp. 07307:152. 


K. Utility Final Safety Analysis Report (FRAR) amends 


8012030841 NotiFjes that remaining portion of OL application consisting 
of FSAR.Vols 1~18. is being sent to Perry, OH Public Library 
under separate cover. 

SQUDER. J. L. Division of Rules and Records 80/11/18. Ip, 

07149; 250. 


Q. Inspection reports, IE Sulletins i-. correspondence 


8012110041 Forwards IE Insp Repts 5O-44O/0O-2O JU SO-441/SO-10 on 
a00?l7-19 i notice of violation. 

FIORELLI.G. Region 3. Chicago, Reactor Construction It Engineering 
Support Branch. 00/10/21. 2pp. 07223:279, 

--B012110046 Notice of violation from insp on B00917’-I9. 

■* Region 3, Chicago, Reactor Construction 4: Engineering Support 
Dranch. 00/10/21. 2pp. 07223:231, 


— Q0l?ll0049 IE Insp Rept? 50-440/00-20 It 50-441/00-10 on 800917-19. 
Noncompliance noted : inadequate insp program re const 
qua 1 tty. fa 1 lure to follow procedures for concrete placement 
4: for certifying QA/GC personnel. 

LAN03MAN, R, B, Region 3, Chicago, Reactor Construction (< 
Engineering Support Branch. HAYES, 0, W. Region 3, Chicago. Office 
of the Director. 00/10/21 5pp. 07223:283. 


0012090130 Forwards If. Mgt Rept* S0"440/ 00-24 L 50-441/00-22 

on BOlOOl .No none omp I lane 0 rioted 

KEPPUEft, J. G. Region 3, .^icago. Office of the Director. 00/10/24, 
Spp 07199 2^.9. 


--8012090145 IE Mg t Meetir g Ropts 50 -440/80-24 i; 50-441/80-22 on 801001- 
No non compliance not?! r':ajoi areas discussed: regulatory 
performance as c end. Jed in sy derat ic assess rent of 
licensee fe5'foi'n..ance. 

7,FFPlER, J. G. r IJ I LI. 1 AM^ . C . C Regia r. 3. Chicago, Office of the 

Director. FlOFiELl.I.u Region 3. Chicago. Reactor Construction It 
Engineering Support Branch 80/10/22 7pp 07199:371 


0012170649 Forwards IE 5C--3Vj "Corifa i nment Cooler Leaks L 

Reactor Cavity Floeding at Indian Point Unit 2 No written 
response required 

KEPPLER. J. G. Region 3 Chicago, Office of the Director. 00/10/24. 
Ip. 07266.049. 


0012050425 Requests jnfo fron review of application re 

inservice insp cf pressure isolation valves Requests list of 
pressure isolation valves included in testing prog ra(n u/four 
sets of piping fy i fu tr v.rentat i on diagrams. 

T£DE5CQ,R.t, Assistant Director for Licensing. 00/11/17. 4p. 

07175: 307. 


8013020743 Forwards three Ferf ormanc e Appraisal BTanch insp repts & 
mgt evaluation tree w/jier guide so t^'at facility can 
compa.-e progt a.m to program already reviewed .nake 
appropriate ad justment s IL'o enc 1 

KEPPLER. J,G, Region 3. Chicago, Office of the Director. 00/11/10, 
4pp. 


8012240169 Forwards IE Imp Repts 50-440/80-26 At 50-441/80-24 on 
□01103-05. No nocconp 1 i aiice n j*. ed 

FIORElLI.O. Region 3, Chiesgs, Reartoi Constroction A Engineering 
Support Branch. gO/ll/ST 2pp 07325026. 


— 0012240172 IE Insp Repts 50-440, 00-26 V 50-441/00-24 on 801 103-05. No 
noncompl iance noted, (injo.i areas inspec ted : ut i l/OAl/OE design 
control interfaces. 

KDKLLIN. J, E. , ERR. C M , WU.LI AM3, C . C. Region 3. Chicago. Office of 
the Director. ao/11..l8 •'pp. 0V325 028. 


0012040671 Forwards IE Bullet 80’24, Prevent ion of Damage Due to 
Hater Leakage Inside Centainment " He written rasponie 
required, 

KEPPLER, JO. Region 3- Chicago, Office of the Director. 00/11/21. 
2pp. 07169:074 


8012080039 Forwards IE Info Notice 80-42, 'Effect of Radiation on 
Hydraulic Snuhbei* Fluid " No written response required. 

KEPPLER. J. G. Region 3, Cr-ica-go, Office of the Director. 80/ 1 1/24, 
2pp. 07182: 103. 


00121 705D7 Forwards IE Info Notice 8C"'29, Euppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flfinge." Ho written response 
required 

KEPPLER, J.G Region 3. 'Ihicago, Dffite of the Director. 00/11/26. 
2pp. 07264:293, 


0012160362 Responds to NR >7 8t>iiJ7 request for info re inservice insp 
program for pressure licatlor, valves Program will be 
developed at future date in support of Kay 19Q3 licensing 
schedule. 

DAVIDSniLD. R Cleveland Electric niuminati.ng Ca. BO/12/1 1, Ip. 
07261: 183. 


9012300464 Responds to IE Bullet in 79-01 B.Goppl 2, "Environ 
Qualification of Class IE Equipment. ‘ Required info 
supporting elecltical equipment qua J i f icat ion 'Jill be 
submitted 030101 , suppor t ing expected May 1903 CL issuance. 
DAVIDSON, D R Cleveland Electric J 11 .'minat mg Co. 00/12/16. tp. 
07346: 127. 


S. Reportable occur .eiice s, lERi 4: related correspondence 


0012090300 Interim deficiency rept on degradation of fuel pool 
penetration p i p i ng, i ni t; ia I 1 y reported on SOI 103. Contractor 
was directed to identify f investigate prob I em. Final rapt 
will be S'jbmitted by 810301 

DAVIDEON, D R Cleveland Electric Illuminating Co 00/12/03. 2pp. 
07201: 103 


8012100421 Interin deficiency rept re degradation of fuel pool 
penetration pfpln.j G"41 sys Uvncorif ormanc e rept CQA-I7a 
documenting def Ic i one i e j I status of 24 add I assemblies 
being prepared Final rept Will be submitted by 810301 
DAVIDS0f6D. R Clpvelar.i Electric Illuminating Co 83/ 1 2/03. 2pp. 
07219; 033. 
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Q012090337 Qf’ (JpUj fjntil 310201 for final deficiency rept re 

s^Iubilitg of Kono-Scl 7-Ojl5-3 CW3 polyvinyl alcohol film, 
ftddl tine is needed to -jeterojoe eitent of problem ti 
resolution. 

DAViaSOrii D, R Cleveland Electric M laminating Cn. 00/12/04. Ip. 
0720r 114 


8012240039 Pa; t 21 rept re reactor protection sys flexible conduit 
defect c.ausiTi3 hot sharti if i'^.eroperly grounded. Caused by 
paint on panel surfaces oi high resistance connection to 
panel surfaces uihere ter-:^i nation r^cdules are mounted. 

SiERUGQDjO.C General El-ectric Co. 20/12/03 3pp- 


B012300599 Second interim j^*fi:iencij rept. original ly reported on 
BOllOl^rre site qualification testing of Hi lti’'K-,iil Bolts 
which r.ay not neet spec reiuirements for 1.5 ti»aes working 
load l: ultifr.atc capacity <mar pullagt load!. 

DAVrDSON.O n Cleveland Electric 11 laminating Co, 00/12/19. 3pp. 
07346 ; 149 


DQCKEI 50-441 PERBV tJUCLEAR FQlicK PlA^JT. OMIT 2 


A App lication/cDnstructiotr stage docui^ents I correspondence 


8012160050 Ltr to operating plant licensees, DL applicants & CP holders. 
Forwards KUREC-0737 re TMI action plan requirements. Requests 
operating reactor Ucensaa cc-nf i rmation in 45 days that 
Enel I i^p ] Ementation dales 1 1 be -net. 

EtSE'iHJT. D G. Division of Licensing 00/10/31. 7pp. 


801222035Q Ltr to all CP i CL holders for re requlrejaent for 

ir!p 1 ementat i on of ODyN code for licensing basis calculations 
perforrped by GE Applicable to all license applications & 
proposed amends, including core reloads. 

EISEliHJT. D. C. Division of Licensing, 80/lt/04. 4pp. 


BD12220141 Si;m’:>ary of EOtvvl meeting ij/util in Cleveland. QH re 
5ystej?atic assessment of licensee performance Regulatory 
perf orr^ance was adequate 

HO'JSTO.NIrM. D Licensing Branch 2 00/12/01 3pp. 07307:149. 


•aOt2S£Oi'44 Advises that Systa'oatit Assessment of Licensee Performance 
Board concluded licensee regulatory performance was 
adequate. Evalua tion ti. ac ti on plan ^ meeting details 

and. 

KFPPlERi J. 0 Region 3. Chicago. Office of the Director. BO/ 10/23. 
6pp, 07307:153 


K Utility Final Safety Analysis flepert <FSrV?l i amends 


0012030341 Hotifies that ra>nairiing portion of OL application consisting 
of FSARiVols l-lQi is being sent to Perry.OK Public Library 
under separate cover 

SOUUER. J. L. Pivision of Rules and Records. BO/tl/10. Ip, 

07149:259. 


Q Inspection reports. IE Bulletins 6 correspondence 


B0121iC04l Forwards IE Insp Repts 50-440/80-20 & 5*)-44i/60-18 on 
600917-19 t notice of viola tier. 

FIDRELLIj G. Regicn 3. Chicago- Realtor Construction 4 Engineering 
Support Branch ea/l0/2l 2pp 07223:279. 


-6012110046 Notice of violation fro,'i insp on 000917-19. 

* Region 3. Chicago. Reactor Construction 4i Engineering Support 
Branch- 80/10/21 2pp. 07223:281. 


—8012110049 IE Insp Repts 50-440/60-20 6 50-441/00-18 on 000917-19. 
Nonconp 1 ianc e noted: ir,aie.iuate insp program re const 
qual i ty , fa i lure to fcllcj* procedures for concrete placement 
i‘ for certifying QA/G* personnel 

LAN03KAN. R B Region 5, eMcagtj, Reactor Construction & 
Engineering Support Branch HAYES. D W. Region 3, Chicago.r Office 
of the Director. 80/10/21 5pp 07223:203, 

8012090138 Forwards IE Mgt Meeting Repts 50-440/80-24 le 50-441 /C'0-22 
on 801001. No nontomp 1 iance noted 

KEPPLERiJ. 0. Region 3. Chicago, Office of the Director, 80/10/24 
2pp. 07199 269- 


0012090145 IE Kgt Keetir.g P^pts 50-440/80-24 i 50-441/80-22 on 001001. 
No none emp 1 lance noted Hajar areas discussed: regulatory 
performance as concluded in systeratic assessment of 
licensee perforAance. 

KETPLER, J 0 . WILLIAJVS, C. C. Rag ion 3. Chicago, Office of the 
DirBctoT, FIORElLI.G- Region 3, Chicago, Reactor Construction Sc 
Engineering Support Rt an,: r, 80/10/22 7pp, 07199;271. 


80l2t706'!9 Forwards IE Info Notice 80-37. “Containment Cooler Leaks Si 
Reactor Cavity Flooding at Indian Point Unit 2. *■ No written 
response required , 

KEf'PLER. J. G. Region 3, Chicago, Office of the Director, 80/10/24. 
Ip. 07266; 049 ' 


8012050425 Requests info resulting from review of application re 
inservice insp of pressure isolation valves. Requests list Of 
pressure isolation valves included in testing pragran w/four 
sets cf piping 6 instrumentation diagrams- 

TEDEGCU, R. L. Assistant Director for Licensing. 00/11/17. 4p. 

07175: 307. 


6012020743 Forwards three Performance Appraisal Branch insp repts & 
mgt evaluation tree w/user guide so that facility can 
coi*>pare program to program already reviewed & nake 
appropriate ad justments. ll/o er,cl. 

REPPLERrJ. 0. Region 3. Chicago. Office of the Diroctor. 00/11/10. 
4pp. 


0012240169 Forwards IE Insp Repts 50-440/00-26 6 50-441/BO-24 on 
001103-05. No noncompliance noted. 

riDRELil.O. Region 3, Chicago, Reactor Construction 6 Engineering 
'Support Branch. 00/11/20. 3pp. 07325:026. 


— »012240I72 IE Insp Repts 50-440/00-26 Si 50-441/00-34 on 001103-05. No 
nonconp 1 tance noted. Major areas inspected: uti 1/OAl/GE design 
control interfaces. 

KONALIN, U. E. , ER8. C. II. . UILLIAM3, C. C. Region 3, Chicago, Office of 
the Diroctor. 00/11/10. 7pp. 07325:020. 


6012040671 Forwards IE Bulletin 00-24, ‘’Prevention of Damage Due to 
Uater Leakage Inside Containment. '* No written response 
required. 

KEPPLER, J, C. Region 3, Chicago. Office of the Director. 60/11/21. 
2pp. 07169:074. 


0012000039 Forwards IE Info Notice 60-42, “Effect of Radiation on 
Hydraulic Snubber Fluid. “ No written response required. 

KEPPLER.J.G. Regions, Chicago, Office of the Director. 00/11/24. 
2pp. 07182: 183. 


6012170557 Forwards lE Info Notice 00-29, Suppl 1, “Broken Studs on 
Terry Turbine Stea.m Inlet Flange. " No written response 
required. 

HEPPLCR, J. 0, Region 3, Chicago, Office of the Director. 00/11/26. 
2pp. 07264:298. 


0012160362 Responds to NRC 001117 request for Info re inservice insp 
pro-gran for pressure location valves. Program will he 
developed at future date in support of May 1983 licensing 
schedule. 

DAVIDEON, D. R. Cleveland Electric Illuminating Co. 00/12/11. Ip, 
07261: 183. 


8012:300464 Responds to IE Bulletin 79-010, Suppl 2, “Environ 
Qual if ication of Class IE Equipment. “ Required info 
supporting electrical equipment qualification will be 
submitted Q30101, supporting expected May 1903 OL Issuance. 
DAVIDSON, D R. Cleveland Electric Illuminating Co. 00/12/16. Ip. 
07346: 127, 


S. Reportable occurrences, LEHs L related correspondence 


0012090300 Interim deficiency rapt on degradation of fuel pool 
penetration p iping, ini tlally reported on 001 103. Contractor 
was directed to identify L investigate prob lem, Final rept 
will he submitted by 010301 

DAVIDBON, 0. R. Cleveland Electric Illuminating Co. 00/12/03. 2pp. 
07201:100. 


0Of2lOO421 Interim deficiency rept re degradation of fuel pool 
penetration piping G-41 sys. Nonconfornance rept CQA-170 
ducunenting deficiencies it status of 24 add! assemblies 
being prepared. Final rept will be submitted by G10301. 

DAVIDSON, D. ft. Cleveland Electric Illuminatino Co. 00/12/03. 2pp. 
07219:030. 


8012090307 Notifies of delay until 010201 for final deficiency rept re 
solubility of Mono-Sol 7-0015-3 CNS polyvinyl alcohol film. 

Addl time is needed to determine eitent of problem fc 
resolution. 

OAVIDStHLD R. Cleveland Electric IllumiRating Co. 00/12/04. Ip. 
07201:114. 


0012240099 Part 21 rept re reactor protection sys flexible conduit 
defect causing hot shorts if improperly grounded. Caus ed by 
paint on panel surfaces or high resistance connection to 
panel surfaces where termination modules are mounted. 

8HERU*C0D, G. C. General Electric Co. 60/12/00, 3pp. 
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a0l£3005'^9 Second interim Jer'iciency rept. orjg inal ly 
aOlt06.ro site qualification testing of Hilfci-Kuilt 
which {nay not meet spec requirements for 1.5 tir.e 5 
load t ultimate capacity <mai pullojt load! 
DAViDSOtl. D. R. Cleveland Electric t 1 1 uininat i ng Co 
073 1 6: 


reported on 
Bol ts 
ctiorfc i ng 

00/13/1'?. 


3pp. 


O. Ad jodicator g correspondence 


0OI329CGO7 Transcript cf lOli: Q0C'9?3 Af f i i matioik Session GO-42 re 
petition for revieu of Se3\-»'Ojl seis.r.ic issues Pp 1-4. 

Exhibits eiic 1 . 

* Cor-nissi oners OO/OV/35 6pp 07330:233 


IKKKET 50”4*t3 SEABRQGK NUCLEAR STATION. L'KIT 1 


A. App I icati on/construc ti^on stage documents t correspondence 


0012160050 Ltr to operating plant licensees. QL applicants «i CP holders. 
Forwards iVUnEG-O/a/ ro Till action plan requi re.^ents. Reques ts 
operating reactor licensee c onf irmat ion in 45 days that 
Enel 1 implementation dates will be met 
ElSENHUT. D. G. Division of Licensing. 60/10/31, 7pp. 


6011L90371 Forwards Amend 41 to OL app I ication. Amend relates to 
applicant request for reinstatement of prior author i latian 
fop transfer from CT Light 6 Power Co to Fitchburg Gas «c 
Electric Light Co 

RJTSHER.J. A. Ropes & Gray. 60/11/16. Ip. 07006:209. 


0011190370 Amend 41 to application for QL requesting partial transfer 
of ownership from CT Light Power Co to Fitchburg Oas & 

Electric Light Co. Certi f icate of Sve 6 applicant general 
Info end. 

HeRRlLLi D. N. Public Service Co of New Hampshire. 80/11/10 
15pp 07006:220. 


— 0011190383 Order approving Hontaup Electric Co acquisition of IX 
interest In project from P5C of NH Fitchburg Gas fc Electric 
Light Go acquisition of percentages of interest in project. 

PDTE. D. R. Massachusetts. State of. 80/10/30 303pp. 07006:223. 


8011190396 Order directing consolidation of instant petitions for 
further h ear ing . 1 nves t iga t i on 6 cons ideration w/petition 
docUted as DPH 20055, 

POTE-D.ft. Massachusetts. State of. 79/06/20. I3pp. 07007:160. 


8012110566 Requests auth or i la t i on to uso Code Case N-279 “U-se of 
Torqulng as LoeVing Device for Section GiDiv l.Class 1.2 % 3 
te MC Component Supports. '• Case N-279 not covered li» Reg 
Guides 1. 04 h 1. 84. 

DEVIhHiENria. J. Public Service Co. of New Hampshire. 80/12/08. Ip. 
0/^23, 106. 


0012240135 Forwards Amends 4 L 4 to Licenses CPPR-135 6 CPPR-136, 
respectively 6 notice of issuance 4 availability. 

ElSEr^ItJTi D. G. Division of Licensing. 00/12/12. 3pp. 07325:002. 


“8012240160 Amends 4 L 4 to Licenses CFPn-135 i CPPR-136. respective! u. 
providing for transfer of partial ownership shares. 

EIGENHJT. 0. G. Division of Licensing, 00/12/12. 8pp, 07325:005. 


8012020673 Request for leave to reply to applicant ^ NRC answers to 
intervenar New England Coalition on Nuclear Pollution motion 
to suspend const due ti newly acquired info. 

MEISS.E. R. . vlQRDAN. W. S New 6:ngla»id Coalition on Nuclear Pollution. 
WEISS. E.R Sheldon, Hanrron 4 Weiss, 00/11/26 2pp. 07145:360. 


0Ol2a3OOlO Interrogator lea 1-3 be ansuered by MA C h tfinery. re que s t i ng 
info re seisnic lona def j n it ion. earthquat es occurring in 
seismic rone ir elsewhere 6 use of SEE of Jfl I for all U3 
nuclear plants . Cer t if icate of Sve encl. 

DICNAW, T. G. Public Servi-ze Co of New Ha^np shire. OrCNAN. T. C. Ropes 
*c Cray, 00/11/26. 5pp 07311. 169, 


8012240021 Order granting Meuii England Coalition on Nuclear Pollution 
leave to reply to NftC I applicant responses to WECNP .notion 
to suspend effectiveness of CJ’s pending outco.ne of renand on 
seismic issues Reply due G01204 

BIEHOPfC. J. Atomic Safotij and Licensing Appeal Panel. 00/12/01. 

I p . 07324 : 207. 


eoic;230007 Confirms 801210 depositioti in Los ATigelesjCA re KRC 0OO925 
order* NRC 001017 memo-rand um in response to ASLA6 000929 
order i previous testlfronq 

LES3Y»8.P. Antitrust Division. 80/12/03 2pp. 07311:163. 


8012170675 Response ts Licensee 6 applicant arguments against motieTi t« 
suspend cons t. Reqves ts immediate suspansion of CPs. 

Certificate of Sve encl 

JDHOAN* Irl. S. New England Coalition an Nuclear Pollution. JQRDANrW S 
Sheldon, Harmon We i as. 00/12/04. Upp. 07264:196. 


’80121706S2 Affidavit evaluating plant const 4 impact on changes to 
safety-related structures 4 c empenen ts. Prof qualifications 
& list of publ leal* i ons encl 

MINGRi G. C MHn Technical Associates. 00/12/02. 9pp. 07264:207, 


00121S0P41 Denies 801015 request for Farrar participation in A0LAD 
proceeding or replacement of ASLA9 ircmbers u/esperts In 
appropriate f i elds. Deques t dented due ta resignation of 
Farrar 6 failure to show read for reccn'posi ti on of A6LAG. 

GHILK, S. J. Office of the Secretary qf the Com.-s i ss i an. 80/12/10 
Ip. 07240: 120 


"0012150240 Requests Farrar part ic i pal l on as ASLAB member in seismic 
proceoding or replacement of ASLAB members ui/cxpvrts in 
fields of s« i sfflol ogy I geo logy 4: earthquake engineering. 

WEIWHGLD, £. H. Affiliation Unhnoun 80/10/15. 2pp. 07240:121. 


—0012240164 Notice of issuance & availability of Amends 4 
Licenses CPPR-135 6 CPPH-136 

VOUJIGBLOODi 8. J. Licensing Branch 1. 80/12/09. 2pp. 


8, 4 to 
07325:013, 


F . S ecurity, medical, emergency i fire protection plans 


0012030006 Releases public version of 'Seabrook Station Evacuation 
Ana I qs i s, Fi no 1 Rept, Es t , mate of Evacuation Tides'* & 

"Seabrook Station Evacuation Analys i s ; Technic.al Meraorandum 
t* Summary of Local Meetings. *“ 

FELTON, J.M Division of Rules and Records. 80/12/01 lu 

071^0077 ip. 


8012230029 Discusses ASLAH 001209 me."»or andUim 4: order (ALAa-623) ruling 
that effectiveness of CPs should not be suspended pending 
reconsideration- of seismic issues 

SlfAPARrH. K. Office qf the Eiecuttve Legal Director. 00/12/12. 2pp 
07311:212. 


0O12;i9OS22 Request for extension to 810107 to respond to applicant 
interrogatories. Certi ficatD of Sve end. 

JORDAN, W.B. New England Caali tion on Nuclear Pollution. JORDANi W B 
Harmon i Weiss. 80/12/16 3pp 07343:095, 


H. General correspondence 


- 8012060007 Public version of •'Seabroat Station Evacuation Analysis, 
Final Rept, Estimate of Evacuation Times,'* prepared for FEIIA 
KArirM,A.. KUlASH.M , herald, U PRC PUnnJns i Econo»ic«, Ala* H. 
Voorhees 4 Associates Div, 00/08/31. 92pp. 07190:078, 


6012030379 Requests ioicseOiate review of evacuation plan within 10-20 
mile radius of plant. Cites recent accident at Indian Point. 

Fears political pressure will be eiertctf to expedite 

license issuance. Demands immediate review 

DQUCHrY, J. Doherty* J F 80/1 1/24 ip. 06915,001. 


-0012000012 Public version of draft "Seabrook Station Evacuation 
Ana 1 ysi Si Final Rept, Estimate of Evacuation Times,"* prepared 
for FEMA. 

^ Economics. Alan J1 Voorheea & Associates Dlv. 
e0/0//31. 150pp. 07190:177- 


-S0£20^440 Public version of ^0eabrook Station Evacuation Analy 
Technical Memorandum 1. Summary of Local Heetinas, *' 
prepared for FEMA. 

^ Ecc.omics, Alan H Voorhees & Associates Di- 
80/00/31. SOpp. 07190:265. 


Q. Inspection reports. 16 Bulletins JL c or resp andenc e 


'8012080045 -Forwards IE Insp Repts 30-443,80-06 6 50-444/00-06 on 
000519-0627 notice of violation. 

CARLSON 1 R. T. Region 1 . Philadelphia, Reactbr Construction 8c 
Engineering Support Branch 8D/08/01, 2pp. 07100:324. 


•8012030049 Notice of violation fro.'i insp on G005 19-0627, 

0710^*^°" Philadelphia* Office of the Director, 00/07/25. Ip. 




2S0 


DOCKETED ITEMS 


--aOlSCBOOiO IE Insr Pepts 5 j~44 j/8i3* 06 ?/ OC-444/00-06 can Q00519-0627. 
Norcor'pl ianc? noted failure to pTovid« appropriate criteria 
^or in^p pf equipmorc gi* outing. 

CERrt-A C , VAfi'ELA. A A Rpjian 1. Ph i ladel ph sa* Office of the 
Director t-SCGAUGHV-P iJ Rejicn l, Philadelphia. Reactor 
Construction t Engineering Support Hranch. QO/07/25. I5pp. 

071B0: 327 


0012090524 Ack receipt of 801007 I tr inforwing NRC of steps taken to 
correct violations noted in l^ Insp Hepts 50-443/BO-07 & 
50-444/80-0? 

CARLSOri. R T Region I- Ph i I a 4 e 1 p h I a. Reactor Qperattons Wuclear 
Support Branch. 00/10.^30 Ip 07202:277. 


— 8012070232 Responds to 800704 1 tr re violatiotis noted in IE ln*p 
Repts 50-443^'ao-07 t S0-*I44/80-07. Cori'ftc tive ac 1 1 ons : reinSjp 
of stud ti,eI(Js i usuance o# nonconfot nance repts performed. 
Increased surveillance f. parsornel r e ins true fciosi einphasiied. 

CSV KJCEr^TlS. J. Public Service Cc. of New Kampsihlre^ 80/10/09. 

2pp. 07202:598. 


— 8012090237 Forv-ards IE Insp ftept* 5C-443/BO-D7 & 50-444/80-07 on 
800630-0001 h notice c-f viol alien 

CARLS0N>R T Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch. 80/07/04. Spp. 07202:300. 


— 8012090240 Notice of violation fro.T insp on 800530-0901. 

^ Region 1. PMJadelphiSi Office of the Director. BO/09/03. Ip. 
07202:302. 


“8012090242 IE Imp Repts 50-443/80-07 1: 50-444/GO-07 on 000530-0801. 
Noncofrpliance noted : fai lure to initiate nonconformance rept 
K' to review i' dispoaitian stud iiFOld sionconfnr.'nl np conditions 
u/p roc edura 1 reiui reinents. 

CERNc. A. C. Region 1. Philadelphia.. Office of the Director. 
IlCOAUGHV. R W Region 1. Philadelphia. Reactor Construction t* 
Engineering Support Branch. 80/09/03 llpp- 07202:303.. 

0012170334 Forwards IE Info Notice SO-36. “Cracking in Charging Pump 
Casing Cladding." No written response retjulred. 

GRIER. B.H. Region 1, Philadelphia. Office of the Director. 

80/10/30 Ip. 07269:070 


8012120131 Forwards IE Bulletin 80-21. "Valve Yokes Supplied by Malcolm 
Foundry Co. Inc. “ Written response required. 

GRIER, EH Region i. Ph i lad e I ph i a. Office of tha Director. 
aO/U/06. Ip 07230-310 


0012030777 Forwards IE Info Notice 90-40. ‘'Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuri lation " No written response required. 

GRIER, B.H Region 1. Philadelphia. Office of the Director. 
00/11/07. ip 07150; Wi 


8012080375 Forwards IE Info Notice 80-41, "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis fiesse Unit 1." No 
response required 

GRIER. a H Region 1. 'Philadelphia. Office of the Director. 

80/11/10. Ip 0/192:297. 


8012040007 Forwards IE Bulletin 80-23. ''Failures of Solenoid Valves 
Mfg by Valcoi Engineering Corp. " Requires estiirate of 
(Tianpojer associated w/corrective actions. 

GRIER. B.H. Region I. Ph i lade I ph i a. Office of the Director. 
80/U/14. Ip. 07169:250 


8012220697 Advises that wistten response is required to IE Bulletin 
80-23. "Failures of Solenoid Valves Mfg by Vale or 
Engineering Corp “ First paragraph ei'roneously stated no 
written response required 

GRIERiB.H. Region 1. F»h j lade I p h 1 a- Office of the Director. 
00/11/19. ip: 07293:124 


0012040629 Forwards IE fluMstin 00-24. 'Prevention of Damage Due to 
Water Leakage Inside Containment. '' No written response 
required. 

GRIER. &.H. Region I, Ph i lade t ph i a. afflce of the Director. 
BO/n/21. 2pp 07165:324. 


6012050596 Forwards Info Notice 00-42, "Effect of Radiation an 
Hydraulic Snubber Fluid,” No written respanso required. 

GRIER, B.H. Region 1. Ph i ladelph i a. Office of the Director. 
80/11/24, Ip. 07174:092 


DDCHEl 50-444 SEABBOOK NUCLEAR STATION. UNIT 2 


A. App I ica t lan/construc t i on stage documents correspondence 


5013160050 Ltr to operating plant 1 i censees, OL applicants «< CP holders. 
Forwards N'JREG-Q737 re TMI action plan requ irements. Reques ts 
operating reactor licensee confirmation in 45 days that 
Enel 1 i np lementat ion dates will be met. 

EISENHJT. D. G Division of Liceosirg. BO/10/31. 7pp. 


9012110566 Requests author i i at ion to use Code Case N-279 "Use of 
Torquing as Locking Device for Section 3. Div 1. Class 1 . 2 3 

t MC Component Supports," Case N-279 not covered in Rog 
Guides 1. B4 I- 1. 84. 

DEYINCENTIS. J. Public Service Co. of New Hampshire. BO/12/08. Ip 
07223: 106. 


8012340155 Forwards Amends 4 Ri 4 to Licenses CPPR-135 L CPPR-I36i 
respectively f* notice of issuance t-. availability. 

EISEIiHJT, D. 0. Division of Licensing. 80/12/12. 3pp. 07325:002. 

--6012340160 Amends 4 4 to Licenses CPPR-135 CPPR-136, resp ecti vely. 

providing for transfer of partial ownership shares. 

EISENHlfT. D. G. Division of Licensing. BO/12/12. 0pp. 07325:003, 


— 6012240164 Notice of Issuance 4; availability of Amends 4 Ic 4 to 
Licenses -:PPR-135 t‘ CPPR-136 

YOUNODLOOD. B, J. Licensing Branch 1. 60/12/09. 2pp. 07325:013. 


F Sacurlty, medical, cmergoncy if fire protection plans 


0012030006 Releases public version of "Seabrook Station Evacuation 
Analys is, Pinal Rep t, Est imate of Evacuation Times" 4e 
"Seatirook Station Evacuation Ana I y si s : Techn lea 1 Memorandum 
liSummary of Local Meetings." 

FELTON. J. h. Division of Rules and Records. 80/12/01. Ip. 

07190; 077. 


— 6012080007 Pi/bllc version of "Seabrook Station Evacuation Analysis. 
Final Rep t. Est ima te of Evacuation Timas," prepared for FEMA, 
KANEN. A. , KULASH.W. . HERALD. M. PRC Planning 6 Economics. Alan M. 
Voorheos Associates Div. 00/00/31. 92pp. 07190:070, 


— 6012030012 Public version of draft "Seabrook Station Evacuation 
Analys i 5. FI nal Rept. Estimate of Evacuation Times." prepared 
for FEMA. 

■4 PRC Planning Eccnonlcs. Alan (1 Voorhees it Associates Div 
80/07/31. 150pp, 07190: 177. 


— 60)2030440 Public version of "Scabraok Station Evacuation Analysis: 
Technical Memorandum 1. Summary of Local Meetings," 
prepared for FEMA. 

a PRC Planning &: Eccnornics. Alan K. Voorhees 6 Associates Div. 
BO/00/31. 20pp. 07190:265. 


0. Adjudicatory correspondence 


0012290007 Transcript of NRC 800925 Affirmation Session 00-42 re 
petition for review of Seabrook seismic issues. Pp 1-4, 

Exhibits and. 

» Commissioners. 80/09/25. 6pp. 


0012020673 Request for leave to reply to applicant NRC answers to 
intervenor New England Coalition on Nuclear Pollution motion 
to suspend const due to newly acquired info. 

NEI8S.E. R. . JORDAN. W. 8. New England Coalition on Nuclear Pollution. 
WEISS.E. R. Sheldon. Harmon // Weiss. 80/11/26. 2pp. 07145:360. 


8012230010 Interrogator! es to be answered by KA Ch innery. requesting 
info re seismic tone def ini tion. earthquakes occurring In 
saismic zone 4: elsewhere & use of SEE of Xtt for all US 
nuclear plants. Cert if icate of Bve end. 

DIONAN. T. Q. Public Service Co. of Mew Hampshire. DIONAN. T. 0. Ropes 
fe Oray, 0O/fl/26 5pp. 07311:169. 


8012240021 Order granting New England Coalition on Nuclear Pollution 
leave to reply to NRC i- applicant responses to NECNP motion 
to suspend effectiveness of CFs pending outcome of remand on. 
seismic issues.Reply due 001204. 

OIEHOP.C, li. Atomic Safety and Licensing Appeal Panel. 80/12/01. 
Ip. 07324:207. 


0012230007 Confirms 801210 deposition in Los Angeles. CA re NRC 800925 
order. NRC 001017 memorandum in response to ASLAB 000929 
order if. previous testimony. 

LE5SY, R. P, Antitrust Division. 80/12/03. 2pp. 07311:163. 
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0012170675 Response fco Licensee applicant arguments against motion to 
suspend const. Reguests immediate suspension of CPs. 

Certii>itat6 of Svc end 

JGRDAr'l, tJ. S, No'J England Coalition on Nuclear Pollution. JORDANi U. 6. 
Sheldon* Harmon U Weiss 80/12/04. llpp 07264: l‘?6. 


80l20902i-*4 AcV receipt of 601009 
correct violations noted in IE 
50-444/80-07 

CARLSOrj. R T. Region t, Phi lade 
Support Hranch. 60/10/30 Ip. 


Itf informing NRC of steps taken to 
Insp Repts 50-443/80-07 & 

Iphia* Reactor Operations Nuclear 
07202: 297 


— 6012170682 Affidavit evaluating plant const &: Impact on changes to ‘ 
sa f e tg-r c la ted structures >V components. Prof gual if 1 cat ions 
ft; list of publications end. 

MINOR* O.C. MHB Technical Associates. 80/12/02. 9pp. 07264:207, 


6012150241 Denies BOiOtS request for Farrar participation in ASLAR 
proceeding or replacement of ASLA8 members u/experts In 
appropriate f i e I d s . Reques b denied due to resignation of 
Farrar ft-, failure to show need for recomposition of ASLAD. 

CHILK* 5. J- Office of the Secretary of the Commission. 00/12/10. 
ip. 07240:120. 


— 8012090232 Responds bo NRC 800904 Itr re violations noted in IE Insp 
Repts 50-443/00-07 t 50-444/ 80-07. Correc t i v e ac t i ons : re L nsp 
of stud welds fti issuance of nonconformance repts performed. 
Increased sur vei t lane e ft. persQni<el re instruc t ion emphasized. 
DEVINCCNTIS* J. Public Service Co. of Neu Hampshire. 80/10/09. 
2pp. 07202:298. 


—8012090237 Forwards IE Insp Repts 50-443/80-07 6 50-444/80-07 on 
000630-0601 li notice of violation. 

CARLSONi R T Region 1. Philadelphia* Reactor Operations Nuclear 
Support Branch 80/09/04 2pp. 07202:300. 


— 8012150248 Requests Farrar par ti c ipat ion as A8LAQ member in seismic 
proceeding or replacement of ASLA0 members ui/sxperts in 
fields of sei smo logy* gcol ogy ft; earthquake engineering. 

NEINHOLD* E. H. Af fi 1 lati on Unknown GO/lO/15. app. 07240:121. 


9012230029 Discusses ASLA3 801209 memorandum ftt order 1ALA8-623} ruling 
that effectiveness of CHs should not be suspended pending 
reconsideration of seismic issues. 

GHAPAR.H, K. Office of the Executive Legal Director. 00/12/12. 2pp. 
07311:212. 


0012290322 Request for extension to 810107 to respond to applicant 
I nter I ogator ies. Cor tif icate of Svc end. 

JORDAN* W. 8, Neui England Coalition on Nuclear Pollution. JORDAN* W.0, 
Harmon 4: Weiss. 80/12/16 3pp. 07343:095. 


H. General correspondence 


--8012090242 IE Insp Repts 50-443/80-07 ft 50-444/80-07 on 800630-0901. 
lioncomp 1 iance noted : fai I ure to initiate none onf ormance rept 
ft to review ft disposition stud weld nonconf orming conditions 
w/proceduval requirements 

CERNEiA. C. Region 1. Ph t lade Iph la* Office of the Director. 
MCGAUOHr. R W Region I* Philadelphia* Reactor Construction ft 
Engineering Support Branch. 80/09/03. HpP- 07202:303, 


8012170334 Forwards IE Info Notice 80-38. "Cracking In Charging Pump 
Casing Cladding." No written response required. 

GRIER/D. K. Region I* Ph i tadelph ia* Office cf the Director. 
80/10/30. Ip. 07269:070. 


8012120121 Forwards IE DulUtin 80-21* "Valve Vakes Supplied by Malcolm 
Foundry Co. Inc. =' Written response required. 

GRIERiO. H. Region 1* Philadelphia* Office of the Director. 
eO/U/06. Ip. 07230:210 


80120S0379 Requests immediate review of evacuation plan within 10-20 
mile radius of plant. Cites recent accident at Indian Point. 

Fears political pressure will be exerted to expedite 
license i ssuance. Demands Immediate review. 

DQV0HrV*J. Doherty* J.F. 00/11/24. Ip. 06915:001. 


I. Financial information 


8011190371 Forwards Amend 41 to OL app 1 Icot Ion. Amend relates to 
applicant request for reinstatement of prior authorl zati on 
for transfer from CT Light ft Power Co to Fitchburg Gas fti 
Electric Light Co. 

RITSHSR.J, A Ropes (ft Gray. 80/11/18. Ip. 07006:209. 


— 8011190378 Amend 41 to application for OL requesting partial transfer 
of ownership from CT Light ft Power Co to Fitchburg Oas ft 
Electric Light Go. Cer t i f Icate of Svc ft applicant general 
info encl. 

KfRRlLL* D. N. Public Service Co. of New Hampshire. 80/11/10. 

ISpp. 07006:220. 


— 8011190383 Order approving Montaup Electric Co acquisition of IX 
interest in project from PSC of NH Fitchburg Oas ftc Electric 
Light Co acquisition of percentages of interest in project. 

POTE.D, R. Massachusetts, State of. 00/10/30. 303pp. 07006:225. 


— 8011190396 Order directing conso 1 idation of Instant petitions for 
further hearing* investigation ft consideration w/petltlon 
docketed as DPH 20055. 

POTEi D. R. Massachusetts* State of, 79/06/28. 13pp. 07007:168, 


0. Inspection reports* IE Bulletins fti correspondence 


80120307/7 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur i lat t on. " No written response required. 

GRlERfB.H. Region 1* Philadelphia* Office of the Director. 
aO/n/07 Ip. 07150:191 


8012080379 Forwards IE Info Notice 90-41* "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Bess© Unit 1." No 
response required. 

GRIER, D.H. Region 1. Ph i iadel ph ia* Uffice of the Director. 

80/lt/lO. Ip 07182:297. 


6012040007 Forwards IE □ulletin 80-23* "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estlnate of 
manpower associated w/corrective actions 

GRIER*0.H Region 1* Philadelphia, Office of the Director. 
80/11/14. Ip. 07169:280. 


9012220697 Advises that written response is required to IE Dulletin 
80-23* "Failures of Solenoid Valves Kfg by Valcor 
Engineering Corp." First paragraph erroneously stated no 
written response required. 

GRIER, D.H. Region 1* Ph i ladelphla. Office of the Director. 
00/11/19. Ip. 07293:124 


8012040629 Forwards IE SolU-tin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment." No written response 
required. 

GRIER, B.H. Region 1, Ph i ladolphia. Office of the Director. 
80/11/21. 2pp. 07165.324. 


8012DS0598 Forwards Info Notice 80-42* "Effect of Radiation on 
Hydraulic Snubber Fluid, " No written response required. 

GRIER, D.H. Region I. Ph i ladelphia* Office of the Director. 
80/11/24. Ip. 07174:092 


8012080045 Forwards IE Insp Repts 50-443/80-06 ft 50-444/80-06 on 
000519-0627 ft: notice of violation. 

CARLGQNiR.T. Region 1, Philadelphia, Reactor Construction ft 
Engineering Support Branch 00/08/01, 2pp, 07180:324, 


— 8012080049 Notice of violation from insp on 800519-0627. 

a Region 1, Philadelphia* Office of the Director, 00/07/25. Ip. 
07180:326. 


--8012080060 IE Insp Repts 50-443/80-06 ft 50-444/80-06 on 800519-0627. 
Noncompliance noted : fai lure to provide appropriate criteria 
for insp of equipment grouting. 

CERKGrA.C., VARELA, A.A. Region 1, Philadelphia, Office of the 
Director. MCOAUOHV, R. W. Region t, Ph i ladplph ia. Reactor 
Construction ft Engineering Support Branch. 00/07/25, 15pp. 

07100:327. 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STA .UNIT I 


A. App 1 ication/construc t i cn stage documents ft correspondence 


8012160050 Ltr to operating plant licenseesrQL applicants ft CP holders 
Forwards NUREG-0'/3/ re TMI action plan requirements. Requests 
operating reactor licensee corf irmat ion in 45 days that 
End 1 implementation dates will be net. 

EIBENHUT, D. G. Division of Licensing. 80/10/31. 7pp. 


0OI2OIOD5I Confirms 001030 plans for 801125 meeting in Chicago, IL fco 
discuss NRC evaluation of regulatory performance, 

KEPPLEfl.J. 0 Region 3, Chicago, Office of the Director. 80/11/18. 
tp, 



252 


DOCKETED ITEMS 


eO120‘)0'3l7 Forwards for addl info req^uir«d 

evaluation of application for operating licenses 
fat il itias- Response should be sub.iiitted within A 
TEDESCQ.R.L. Assistant Director For licensing 
07152:059 


to conplete NRC 

for 

wb 5, 

80711/20. 25pp. 


8012290311 Denial gF Citizens for Fair Util Regulation 000918 motion 
For protection. Grounds not stated w/par ticu 1 ari tg & good 
cause not shown. 

DEAt.E,V. B. Atomic Safety and Licensing Board Panel. 80/12/03. 4 pb. 
07341:223 


3C 12040197 Discusses Kf?C reviow scheduler require iTienta For special 1 
power test program?' e.Torgency procedures. Provid es list of 
lead times to be mot in order to ccrplete evaluations in 
conjunction uj/poticr ascension progran schedule. 

TEOSSCO'R L Assistant Director far Licensing. 30/11/20, 2pp 
07170 217 


8012100^63 Discusses hRC requirements for organ! latl onal structure «« 
staff resources FSAP amend reflecting recent organ 1 rat 1 ona I 
changes should be submitted by 810116 due to projected 
schedule for issuance of 5ER 

TEOESCO-R.L. Assistant Director for Licensing. BO/H/20. 3pp. 


Q012590647 Answer in opposition to Citizens Association for Sounii 
Energy 801120 motions For separata intervanor status & 
alternatively for appointment as lead party on consolidated 
contentions. U/Certificate of Svc. 

REVpIClDS' M. S. * HORIN<W. A. Texas Utilities Oenerating Co. 

REVWOLDS' IJ. S. Oebovoise f, Liborman. 80/12/05. 6pp. 07332:333. 


6012300057 Withdrawal of motion to compel Citizens Association for 
Sound Energy to respond to applicants' 000301 first 
interrogatories. Certificate of Svc end. 

REYNOLDS* W. S < HORIN' W. A Texas Utilities Oonerat Ing Co. 

REYNOLDS. H. S. Dobevoiee i Liberman. 80/12/09. Spp. 07^156:160. 


8012150^30 Forwards Revision 1 of Tab 1 
documentation submittal dates to NRC 
qualification data paeVages izicludad 
qual i f icat > on program. Tab I e 2 re fac 
AifOERSOlL T. hi Piestingheuse Electric 
07240: 270 ^ 


e I'providing scheduled 
for equipnent 
in vendor equipment 
i 1 i by equipment end, 
Corp. 00/11/26. 6pp. 


80l«:300536 Reppords to 80M14 Itr requesting add! clarification re 
environ review Commerc la 1 firm will remove sludge to 
dispasdi area. Dead fish were removed from travelling 
screens as screens were rotated once every 3-h. 

GARY.R.J Texas Utilities Generating Co. 80/12/22 Sod 
073'!6:271 


C. Uti lity Environmental Report IER>* amends 


& correspondence 


GARY, R. J. 

Texas Utilities Co. 

eo/ 12 / 22 . 

2pp. 

07350; 005. 

■aOl 23:0344 

Amend 2 to environ 

rep t. 




* Texas 

Utilities Co. aO/1 

J'/22 

i6pp. 

07350; 007. 

Secur i ty. 

(nodical, erne agency 

6 fire 

protect i on 

plans 


8012150243 Response in opposition to Citizens Association For Bound 
Energy 801120 motion for separate intervenor status, CASE did 
not demonstrate that s i gn i f i ca.it prejudice will result from 
c onso i i da 1 1 on. Cor 1 1 f i c a to of Svc end. 

Tua«,S E. Hearing Branch 1. 90/12/09. Bpp, 07237:335, 


6012290338 Response in opposition to Citizens Association for Soonrf 
Energy (CASE) 801201 motion for protective or dor. Cert 1 f i cate 
of Svc enc 1 

REYNOLDS. N. S. < HORIN.W. A Texas Utilities Generating Co. 
REYnOLDSiN.S Oebevolse Liberman. 00/12/16. 6pp. 07343:129, 


8012290436 Order overruling Association of Community Organ i latl on» For 
Reform Now 800911 objections to applicant BOO013 
interrogatories* denying ACORN motion for protective order e< 
granting ojrtension until 010105 For ACORN to respond. 

nPAtr.u n Atomic Safety and Licensing Board Panel. 80/12/19, 6pp. 


DEAtE* V. D. 
07336; 270. 


respono co Lzciiens for safe 
Energy 001201 motion for protective order re applicant 
interrogatory. Motion set Forth in 801201 suppl to answers to 
applicant first set of interrogatories. 

ROTHSCHILD. M U. Operations L Administrative Division. 80/12/22. 
Ip. 073S9 : 1 5l . 


8012160199 Notifies that util 800818 safeguards contingency 
acteptab le. Samp I e licensing condition end. 

TEGSSCO.R L Assistant Director for Licensing. 80/11/26. 


plan is 
3pp. 


S01231QOS9 Forwards response to NRC cq.iments re interim 
security pJan.Encl withheld Craf 1CCFR2. 790). 

GARY. R. J Teias Utilities Generating Co. S0/J2/23. 


physical 

3pp. 


aOl23lO?vO Answers to Citizens Association 
third set oF interrogatories objection 
Contention 5. Only ASLB can determine word 
tab tes. aFF 1 davl t t) Certificate of Svc enc 
REYNDlDS.N, 3. . HOHIN.W. A. Texas Utilitie 
REYNOLDS. N. S Oebevolse it Liberman 80/ 


For Bound Energy 601204 
to rewording of 
Ing. Supportive 
1 . 

s Generating Co. 

12/23. 14pp, 07362:006. 


H. Oenai'al correspandcnco 


0. Adjudicatory correspondence 


rVi-r,"' «■ dl.mU.tnj a.p.al 

Citii.rs for Fair util B.guUtion. Int.rv.nor In 

07335"lBi'* t'*' E.»=utive Lepal Director. BO/ll/29, Ip. 


aOJ2090341 Epruards ori 
to applicants* first 
produce re util applj 
ELLISiJ. Citizens As 
07199:347. 


ginal verification For 801201 suppl to 
sat of I nterrog afcor I es 6 requests tn 
cation for OLs. N/o and. 
sociatien for Sound Energy. B0/12/O1. 


answers 


2pp. 


8O12S9O310 Suppl 
applicants' fi 
produce. Detail 
insp repts.Cer 
ELLIS. J. Citi 
07308:001 


to Citizens Association For Sound Energy answer to 
rst set of interrogatories i requests to 
s info relied upon For Contention 5 re TE 
iificate of Svc encl. Related correspondence, 
zens Aisociaticn for Sound Energy. 80/12/01. 28pp. 


Second set of interrogatories directed to applicants 6 
I!? r to produce. Concerns Contention 5 re failure*^ to 
Provisions. L'/Certifitate of Svc. Related 


corr espotidencc 
ELLIS, J. 

07338: 001, 


ELLIS, J. Citizens Association For Sound Energy. 


80/12/01, 2app. 


‘"^ippHcant^AdS!!..*^^ interrogatories it requests to produce to 
QA/QC ® failure to adhere to 

S?CeSt n a “of cost/beneFlt balance. 

V rili correspondence. 

0733?’ 197 Association for Sound Energy. 80/12/04. 21pp 


8015230012 Informs that 800501 prehearing c 
missing pages from 800430 transcript were 
mini PDR at Unlv of TX, Ar 1 ington. 
ROTHSCHILD* K, iJ. Operations 4; Admlnlstrat 
Ip. 07311:167. 


onforenca transcript & 
transmitted to 

ive Division. 80/12/02. 


"’•'‘"'O HorH.T-X For 

07311^168* Services i Facilities Branch. aO/lt/ 13 . ip. 


8012290424 Respond 
NUREOs aval 1 ab le 
other requeetad 
ROTHSCHILD* K. U. 
2pp. 07337; 001. 


- ^ rur .xvnew puDiications St other repts 

for sale From GPP. NRC unable to locate 
repfes. 

Operations i- Administrative Division. Q 0 /I 2 /I 0 . 


Analysis Report (FSAR) i, amends 


9012190497 Forwards Amend 13 to FSAR 

07275”30i Utilities Generating Co. 


eo/l2/ig. 2pp. 


— 8012190493 
■** Texas 


Amend 13 to F8AR. 
Utilittos Generating 


Co 


80/12/15. 


400pp. 


07275: 303. 


conversion program sys env 
SCI'MIOT* H, C. Texas Util it 
07346:296. 


svc of copies of Amend 13 
statement F8AR. 

Generating Co. 80/12/22. 


to 

3pp. 
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M. Antitriisf; correspondence 


0012310259 Woti # i cat i on ot* contract e lec ut i an. Hod 2 to "Econcfnic 
Assistance Re Antitrust V. CosTi'-ianc h e Peak Antitrust 
Proc ead j njs. " Contractor Transcorriin* Inc. 

HAIRSTON I C A. < GLAGOLA. A F. Technical Assistance Contracts Dranch. 
PIN C-tS'ra. 00/tl/lO. Ip. 07370:033 


'■-80123102-62 Nod S.exten-ling period af perf ormance* to '‘Economic 
Aasistancv Re Antitrust t Co-tmanc he Peak Antitrust 
Proceedings. ' 

LERNER.U C TranscoenTi, Inc DOUOHEPTY, D. J. Technical Assistance 
Contracts Branch FIN B-65R3 BO/1 I /ID. Ip. 07370:034 


8012030433 Request to withdraw B00731 petition to intervene due to 
agreoT.ent reached u /Central )5-: South Nest Carp re proposed dc 
t i es . Cer t i F i c ate of Sve encl. 

0 ' I*..,. R . A. Teras Border Cooperatives 80/11/24. 6pp. 07149:347. 


B0l2t00>39 Notice of appearance on behalf of Central 4: South West Corp. 
Central Power i. Light C-o.PSC of CIA. Southwe stern Electric 
Po'jB'r Co 4: West TX Utils Co. Cer ti f i ca te of Sve end. 

THaaNFCN.R. Isham. Lincoln fy Beale. THORNTON. P. Central fc Sooth 
West Corp. THORNTON. P Carolina Power 1. Light Co. 60/11/26. &pp- 
07219: 067. 


SOl23003tB flemorandutn in support oF 90091 5 proposed settlement License 
conditions & response to Public Utils Roarif of Citi| of 
Brounsville B01I12 opposing comments. Cer t i f Ic ate of Sve enc- 
BOUi'.lMGHT, J. A. Houston Lighting Si Power Ca SOHKNIOHr* J. A. Baker *c 
Dotts. BO/12/01. 22pp 07337:097. 


8012170672 Response to Public Utils Board of Brownsville 601112 
cor-ments on proposed license conditions fy statement 
pursuant to ASLO 001024 rec^ufists at prehearing conference. 

Certificate of 8vc end. 

KW’OTTS-. J. 3. I AHEARNiC-t). Texas Utilities Generating Co. KNOTTS< J. D. 
Dabevaise & Liberman. 00/12/03. S9pp. 07264:063. 


0O123OOO13 CotTimeni's on request for approval of end settlement 
i i cansc cond i t i on s 

ClfAMAfllA.F. 0. . BLUKE. H. S. Antitrust Division. LEWIS. S. H. Hearing 
Branch 2. 60/12/03. 65f3p. 07331:301. 


— 9015303024 Forwards executed stipulation re license conditions. 
BALOUQH.RC. Austin. TX 60/09/26 Ip. 07332:004. 


—8012303030 Order granting attached licensee coiT.mi tmentst ag reed to bg 
util. nOJ V NRC 

TUBHIDY. J. F. . HALL. 0. n.. FARfWAIDES. -J B. Atomic Safety and 
Licensing Board Panel. 74/05/24 &lpp. 07352:015. 


— B0123C3040 Request for order directing licenses be amended per 
attached c ond i t i ons . DOJ ( util join in mo ti on. Order would 
terminate NRC prosecutorial rolo. but NRC would remain as 
party . Cert i fica te of Sve end. 

90GLFR,B.H. Atomic Energy Comcil ss Ion. LECKlE. D. A, . LEVIN. M.H, 
Justice. Dept, of V4/03/J3. 9pp. 07352:034. 


0012300^25 Response to intervener Public Utils Board of City of 
Dr D-uns Vi I I e . TX apposition to proposed settlement license 
cond i t i ons . Ceri t ra i antitrust issues arc adequately addressed 
in license conditions ASlB should approve -condltione. 

STAHLf D. N. Central *y. South West Corp. STAHL. D.H. Isham* Lincoln fit 
DeaU. 60/12/03. 16pp. 07357:009 


— 8012300259 Supp 1 e.ren t a 1 response, subni t ted to F£RC« on DOJ 900917 
petition to intervene DOJ position is Irrelevant to approval 
o-f supplemental offer of settlement fi: should be denied tj/o 
pre jud ic e-. Supporting info & Certificate of 8vc end. 

STAHh. -D. «. Central t. South U'est Corp. STAHL. 0. H. I sham, t^incoln 
ic Beoie. 80/ 11/23. 23pp. 07357:025. 


8012300950 Response to intervenor Public Utils Board of City of 
Hrouinsville 001112 opposition to proposed settlement license 
condlt i ons . Cond f t ions are in public interas t. Impos i t i on ui 1 1 
not damage 1 ntervenor. Certi f i ca te cf Sve end. 

FASRlHANT.n . HCIIJLLEN.IJ H. , DDPSOVIC. D, A, Justice, Dep t, P f. 
00/12/03. 54pp. 07358:086. 


0015230922 Order granting TX Border Cooperatives 801124 petition for 
leave to withdraw 000731 petition to intervene. 

MlLi ER. f-S. E, Atomic Safety anJ Licensing Board Panel. 60/12/04. 
2pp, 07317:079. 


0O1529D163 Corrects typographical error in Certificate of Svc.encl to 
801203 memorandum in support of proposed settlement license 
cand i t i ons. Date of sve should be 60 1203- W/Cert i f ica te of 
Sve . 

OREEN. D. 0. Houston Lighting Power Co 60/12/04. 3pp. 07344:144. 


8012300951 Jojot mot i an to c ov rac t i sxis to D00515 proposed 

settlement licrnso conditi-ofis. Also coves f-or leave to file 
encl corf or red pvopoiei license c ond i t i an s . Ccr tif ic ate of 
Sve eX'cl 

CHANANIA. F I) Anti trust Division Ju $ t ic e . Dep t . of . » Texas 

Utilities Generating Co Q-C' / 1 2 J'.S 50pp 07359:110 


8015300^69 Order granting laave to file 001222 conformed settlement 
license conJitio-ns h adopting corrections to 603915 
proposed license conditions License co-iiditions encl 
MILLER. H. E Atomic SafetJ| aud Licensing Board Panel 00/12/24 
17pp. 07357:210 


O. Inspection reports. It- aulletirs i. correspondence 


3012170744 Fo-ruards IE Circular 0O-2li "Regulation of Refueling Creuis." 
No written response reqvire-d 

SEYFRIT.K V. Region 4, Dallas. Office at tho Director. 00/09/10. 

Ip 07264; 160. 


0012030/96 Responds to It" IJuiletin 79-03A. "Long itud ira 1 Weld Defects 
in A5“l€ SA“3l2.Type 304 Btainless Steel P i p a •" Etching end’s 
of all safety-related SA-312 Type 30J scries fusion uelded 
pipe completed 

GARY. R J. Teiras Utilities Generating Co 80/10/07 Ip. 07149:270, 


8012020/39 Forwards IE Imp Repta 50-445/00-24 it 50-446/00-24 on 
001006- 10. No none omp 1 ianc e noted 

SEIDLE W C. Region 4. I^allas, Reactor Construction t< Engineering 
Support Branch. QO/lO/i'4. 2pp 07143: 160 


--8012020749 IE Insp Repts 50-445/60-24 f/ 50-446/03-24 on 001006“ 10. No 
nonconp 1 i ance fioted ('fsjcu areas insp ec ted : safety-re latetf 
const activities pertaining to installation of electrical 
cables. 

IViRTiN.L.E . CRQSSMAIL N A, Region A, Dallas. Office of the 
Director. JOHNSON. A R. Region 4. Dallas. Reactor Construction ?< 
Engineering Support Branch eOMG/22 3pp. 07143:170. 


8012170360 Forwards IE Info Notice 90-3&. "Cracking in Charging Pump 
Casing Cladding." No written response required 

SEYFRjr,H V Region 4- Dallas. Office of the Director. 00/10/30. 
Ip. 07269:025. 


0012170822 Forojards IP, Info Notice 00-39. 'lial f unc tion of Solenoid 
Valvea Hfg by Valcor Engineeritig Corp." No written response 
is required. 

SE/FRIT.HV. Region 4. Dallas. Office of the Director 00/10/31. 
Ip. 07266; 017, 


6012100544 Ac V receipt of 901020 Itr informing NfiC of steps taken to 
EorVect violation noted in IE Insp Repts 50-445/30-20 fit 
3O--446/0O-2O. 

SEIOLEiW C Region 4. I'allaj, Reactor Construction t: Engineering 
Support Branch 80/1 I/,/?? Ip 07218 140 


--£012100550 Responds to NRC SCli924 Itr re violations noted In lE Insp 
Repts 30-445/00-20 t- ^^0-446 / 80-20 Co rrec t ive actions.QA 
persornel will perforn inpiocess t release insp of future 
sh lp."'-ent:s from supplier. 

OARV. R J. Texas Utilities Generating Co. 80/10/20. 3pp. 
07210:141. 


6D12100606 Forwards IE 3ulletii> eO’2lr "Valve Yokes Gupplled by 
Kalcotcv Fouivdry Co. Jnc ’ Written response required. 

SEfhRIT.K. V. Region 4, DalLss. Office of the Director SO/11/06. 
ip 07220:105. 


8OI2030397 Forwards !E Tnfo Notice 60-40, "Excessive Nitrogen Supply 
Pressure Actuates Safet'j Pslie-f Vakve Operation to Cause 
Reactor Depressor f la tio^ri '• Na written response required. 

SEYfRlT.K V. Region 4, Tallas. Office of the Director. 30/11/07. 
ip 07150:155. 


6012060584 Forwards l£ Inf a Notice 00-4 J, -‘Failure of Swing Check Valve 
in Oecay Heat Removal Syi at Davis Qessc Unit 1.'* No 
response required 

SEYhHir,H. V. Region 4. Dillss. Office of the Director 80/ll/i0. 

Ip 07163:008. 


80121 803/v9 Forwards U Mgt Meeting Repks 50-445/00-25 50-446/80-25 

on 001030 No noTicmip I iaiic e ii>3<;ed. 

SElDLE.ll. C. Region 4. Dallas, Reactor CoTistructloh l« Engineering 
Support Branch 60/1 1/1 A* 2pp 03794:213. 


— BO I 2190372 JE Mgfc Meeting Repts 50-445/80-25 A 50-446/80-25 on 801030, 
i1a|or area d i s c us sod . s y stemot Ic assessment of licensee 
perf oriranc e 

5EVFRIT. H. V. . CROSSMA'i. N A- Region 4. Dallas. Office of the 
Director. SEIDLE.W. C Regjor 4. Dallas, Reactor Construction -Sc 
Engineering Support; [Jrarch S-Ci/ll/KJ lipp 03794:215. 


DOCKETED ITEMS 
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i nc 1 
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ling program u/four 


■3t* piping i tva tvj-^ntaticn J sag raTJ-s. 

5CQ<R i, A'lT-isSant Dir^c^or for Licensing. SO/Jl/t?. 3pp 
5; 3C4 


301210053& Responds to GO ! 1 1 4 Itr requesting addl clarifK^itj. 
environ re v i ew Ccr-!*ei-c >a I firoinjill remove sludge to 
disposal area Dead fish uere i ejraved from travelling 
screens as screens were rotated once every fl-h 
GARY, R.J Terss Utilities Generating Co. 00/12/22 5p p 
072^6:271 . 


€ Utility Env i ronfiienta 1 Report (ERl. amends i correspon der r * 


GOL23G0336 Forwards Amend 2 to environ rept. 

GARY, R. J. Texas Utt I i I j es Co. 00/12/22. 2pp. 07350 00*1 


coil Fciruardi. IF E’jlletin BC-24, Prev'entjon of Oanage Due to 

r Lea ’4 age Inside C •?nta i nnen t . " No uritten response 

ired. 

y Region 4. Dallas. Gffice of the Director, GO/11/21. 
07173 055. 


— SO 123033 4 4 
* TcJtas 


Amend 2 to environ ropt. 
Utilities Go. 00/12/22 


16pp. 


07350: 007 


F Security, m^'dical* emergency i fire protection plans 


1073 Forwards 
euiic Snubber 

>rt.h.V. Fleg 

07262: J3A. 


IE Info Notice 30-42- 'Effect of Rad 
Flui-l. " No response required 
ton 4, Dallas, Office of the Director 


iation on 
00/11/24 


8012160199 Notifies that util 600810 safeguards contingency pJa’ .s' 
accep tab 1 e. Samp le licensing condition end. 
rE0ESGa«R. L. Assistant Director fcr Licensing. 80/11/2* 
072*2:310 


>115 Forwards Suppl ] to IF Info Notice 00-29, "Broten Studs an 

I Turbine Steem Inlet Flange. “ No urltfcen response 

Ired. 

UT.X.V Region 4. Dallas. Office of fhe Director. 60/11/2* 
0/262 095 


>531 Informs that loact-jr coolant isolation valve inservice insp 
iretnents will he addressed in facility inservice in«p 
'an. Iniervice insp pro. gram being developed & will be 
tted to NFC within sn months of cor^nercia) operation. 

R J. Texas Utilities Generating Co. 00/12/08 Ip. 07263:093. 


»rt»hle otcui'T enc e j , L ER 5 f related correspondence 


1^45 Deficiency rep t, supers eoing 000421 sub.Til t tal , re installation 
illed-in eipansvon anch.:>r », m i t ial I y reported on 
>/. [nstallatiion protelure jas revised to reflect itijn 
rg requirements between various anchor types. 

R J. Teias Utilities Generating Co. 00/12/10. 2pp. 
f: 353. 
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Interim de 
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R J. 

T e 1 a s U t 

i 1 i t i es Gen 
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ng Co. 80/12/1*. tp 07343:3*1 


8012310096 Forwards response to NRC co.nments re interin phg-fical 
security plan. Enel withheld <ref 10CFR2 7901. 

GARY,R J.. Texas Utilities Generating Co. SO/12/23. 3pp 
07369:272. 


G. Adjudicatory correspondence 


8012290529 Informs of ASLA3 SOI 124 me.iiorandum order disf^issi"S 
filed by Citizens for Fair Util Regulation! intervenor in 
facility QL proceeding. Intervenor sought to appeal rejection 
of one contention. 

SHA.PAR, M. H. Office of the Executive Lesal Director. BG/1 1 'iT • i- 
07S35: lei. 


B012090341 Forwards original verification for 001201 suppl to 
to applicants' first set of interrogatories 6 requests to 
produce re util application for OLs. W/o end. 

ELLIS, vf. Cl ti lens Association for Sound Energy. 0-0/12/01 - v 

07199; 347. 


8012290318 Suppl to Citiiens Association far Sound Energy answer t .> 
applicants' first set of interrogatories 4: requests to 
produce. Details info relied upon for Contention 5 re IE 
insp repts . Cert I f ic-ate of Sve end. Related correspondence 
ELLtG. J. Citiiens Association for Sound Energy. 8D/J2/Q1 ilfvj; ;> 
07308; OOl, 


50-446 CCrANCHE PEAK SlfcV.ri ELECTRIC STA .UNIT 2 
i c at i cf) /c c-!>s t r uc t I •:'n stage documetits t- correspondence 


;050 Ltr to opeiatii.g plant lacensees.QL applicants L CP holders, 
irds NIJRFG-0737 re TNI ectian plan re qu irenents . R eques ts 
iting lesctoT licensee conf irma t ion in 45 days that 
] t mp 1 ementat i a n dates will be ,'iet. 
r»%UT,D.G. Di^iijon Lj tensing. SO/lO/31. 7pp 


>317 Forwards request 
fa 1 1 on of application 
ities Response should 
iCO. R 1. AssiitanK; Dj 
*•■058 


far ad(Jl info required 
far operating licenses 
oe subni tied, ui thin 6 
rector for Licensing. 


to CQnplete NRC 

for 

wks. 

00/ 1 1/20. gspp. 


>197 Discusses NRC review schedular requirements for special lou 
' test program L emsigent-y proceduies Provides list of 
tines to be met jn order ta complete evaluations in 
nction w/power as,:eMSian p^og^a ^^1 schedule 

:CO,R. 1. Asiiitant Dii'edoi for Licensing. 80/11/20. 2pp. 
L217. 


>4*3 Discusses t.'RC r e organi la tiona I structure 6 

■ resources FSAK arerii reflecting recent organ! lationa 1 
es should be submitted by 8]0tl* due to pra|ected 
ule for issuance of SER. 

iCO. R 1 . Assistant Director for Licensing. 80 / 11 / 20 . 3 pp. 


»230 Forwards Rsvisiaf> I tf Table I, providing scheduled 
leatation submittal daces to NRC for equipnent 
fication data packages inctuiud in vendor equipment 
ficatien prognsm Table 2 ire facility equipment end. 
EON, T hi 14*5 t i nghou a? Electric Corp 80 / 11 / 26 . 6 pp. 
L27iJ. 


80l2310''20 Second set of interrogatories directed to applicants %■. 
requests to produce. Cone erns Contention 5 re failure to 
adhere to OA/QC pr ovis i o-ns. U/Cert i f Icate of Svc. Related 
correspondence. 

ELl.IS< J>. Citiiens Association for Sound Energy, 80/12/01 
07308: OOl. 


8012290337 Third set af interrogatories -Si requests to produce tu 
app ticant. Addresses Contention 3 re failure to adhere to 
QA/QC provisions Contention 24 about cost/benefit balance 
U/Cert i f ica te cf 8vc. Related correspondence. 

ELLIS* J. Citi iens Assoc iation for Sound Energy. B0/I2/Q4 
07335: 197. 


8012290311 Denial of Cibtiens for Fair Util Regulation 000918 
for pr otect i on. Grounds tiot stated u/partlculari ty good 
cause nob shewn 

DEA1E»V. B. Atonic Safety and Licensing Board Panel. 80/l2/Ctl *^'a 

0734 J ; 225. 


8012290647 Answer in opposition to Citiiens Association for fc'a;.:r!3 
Energy 801120 metions -for separate intervenor status 6 
alternatively far appointment as lead party an consolidated 
content 1 ons. N/Cert) f ica t'u of 5vc. 

REYNOLDS. IL 8 . KORIN, W. A Texes Utilities Generating Co. 
REYNOLDS, N. S Debevoise i- Liberman. fiO/12/05. 6pp. 07332 


8Q123000S7 Withdrawal of rrntian to compel Citiiens Association ffl-y 
Sound Energy to respond to applicants' 600301 first 
in ter* agator ics . Cer t i f i c ate of Sve end. 

REYNOLDS- N. S. , HORIN, W A Teiaa UtiUties Generating Co 

REYNOLDS, IL S Dobevoi le Liberman. 00/12/00. Spp. 0735* 


0012150243 Response in opposition to Citiiens Association for 
Energy 801120 motion for separate intervenor status. CASE die 
not demonstrate that significant prejudice uill result from 
consol idat ion. Cvrti f lea te of Sve end 

Tt/RK.S. E. Hearing Branch I 80/12/09. 8pp, 07237:335. 



DOCKETED ITEMS 


S01S290338 in oppo^iliion to Citizens Association for Sound 

Energtj (CASE) 8012D1 motion for protoctivo or der . Cer t i f i cate 
of Svc encl- 

REVNQLOS, fvl. S . HORIN.W A Tezas Utilities Generating Co. 
REYNOLDS. N. 8. Debcvoise 4 Liberman. BO/13/16. 6pp. 07343; 129. 


6012290436 Order overruling Assoc iatioii of Community Organ I zatians for 
Reform Nou B0091 1 objections to applicant 800613 
interrogator i Bs, deny i ng ACORN motion for protective order 4 
granting extension until 010105 for ACCRN to respond. 

DEAi El V D. Atomic Safety and Licensing Board Panel. 80/13/19. 6pp. 
07336; 376. 


6012300310 (lomorariiJuffl in ivppor* of Bv09l5 proposed settlement license 
conditions ■’» I'eaponie tcj f-L'olic Utils Hoard of City of 
Srounsville 301113 oppoiing •: o -rmen t s. Cer t i f ic a t e of Svc enc. 
nOU^NlGHr, J A Houston i.ighting 4 f'ouei' Co EOJKNI GH r. J A Baker 4 
Qotts 30/12/01 ir/357 097 


8012170673 Rei pansa to P'.MlC Utils Hoard of Dro'i^nsui ] Ic 801113 
cormeits on proposed license conditions 4 state.^ent 
pursuant to ASl.a 301024 raqvdsts at prehearing conference 
Certificate of Ssc enc 1 

PNOTTS-J. E - AHcARNiC D Taiaa Utilities Generating Co. KNOTTSi J. D 
Debevoiss 4 Liberman. Q0/13/C-3 59pp 07364:063. 


8012300258 Advises that KftC ui 1 1 not respond to Citizens for Safe 
Energy 601201 motion for protective order re applicant 
i rvterr ogatory . Moti on set forth in B01201 suppl to answers to 
applicant first set of interrogatories 

RQTHSCHILtli M U Operations 4 Administrative Division. 80/12/22. 
Ip. 07356:151. 


9012310290 Answers to Citizens Association for Sound Energy 801204 
third set of interrogatories 4 objection to rewording of 
Contention S. Only ASL6 can determine word ing. Support Ive 
tab les. af f idavi t 4 Certificate of Svc encl. 

REYNOLDS. N. 8. . HDRIN. If. A. Texas Utilities Generating Co. 
REYNOLDSiN. S. Debevoise 4 Liberman. 80/12/23. t4pp, 07362;006. 


H. General correspondence 


8012230013 Informs that 600501 prehearing conference transcript 4 
missing pages from 600430 transcript were trans.Tii tied to 
mini PDR at Univ of TXiArlington 

ROTHSCHILD, K. U. Operations 4 Administrative Division. 80/12/02. 
ip. 07311:167. 


— 8012230015 Forwards transcript of 800501 hearing in Fort Worth, TX for 
p lacement in LPDR. 

4- Records Services 4 Facilities Branch. 80/11/13. Ip. 

07311; 168 


8012290424 Responds to request for NUREG publications & other repts. 
NUREOs available for sale fram GPQ. NRC unable to locate 
other requested repts. 

ROTHSCHILD, M. U. Operations // Ad.ni ni strat I ve Division. 80/12/10. 
Spp. 07337:001. 


K. Utility Final Safety Analysis Report CFSAR) ic amends 


3012190487 Forwards Amend 13 to FSAR. 

OARYfR.J. Tezas UbllitiDS Generating Co. 80/12/15. 2pp. 
07275: 301. 


—8012190493 Amend 13 to FSAR. 

* Texas Utilities Generating Co. 80/12/15. 400pp. 07275:303. 


8012300013 CoinT'enUs on 4 for approval cif encl settlement 

license conditions 

CHANANIA, F. C . OLUMEflH An 1 1 ti u s t D i v 1 s i on LEUIS-S.H. Hearing 
Branch 2. 00/13/03 65pp. 07351:331 


6012300335 Response to intervener Public UtiJs Board of City of 
Dr ownsvl 1 1 e. TX opposition to proposed settlement license 
conditions. Central antitrust issuas are adequately addressed 
in license conditions ASLD should approve conditions. 

STAHL. D. M Central South West Corp STAHL. D. M. Isham. Lincoln & 
Beale. 80/12/03. 16pp 07357:009. 


— 801230332? Supplemental r ponse. submi t ted to FERC, on DOJ 900917 
petition to Intevvena DOJ position is irrelevant to approval 
of supplemental offer of settlement 4 should be denied u/o 
pre jud i c e. Support ing into K. Certificate of Svc end. 

STAML.D H Central t South Ueat Corp STAHL. D.H Isham. Lincoln 
Beale. 80/11/25 I-3pp. 07357 025 


8012300350 Response to intorvenor Public Utils Board of City of 
Brownsville GOllio opposition to proposed settlement license 
conditions Conditions are in public interest. I nposii ion will 
not damage intervener Certificate of Svc end 
FABRIKANT, R. . H0r-lILL6f6 fJ. H. . DOPSQUTCrO A Ju s t i c e, Dep t. a f . 

00/12/03. 24pp. 07358:086 


8012230222 Order granting TX Boi der Cooperatives 80U24 petition for 
leave to withdraw 800731 petition to intervene 

MILLER. HE. Atomic. Safety aivd Licensing Hoard Panel. 60/12/04. 
2pp. 07317:079 


8012290163 Corrects typographical en or in Cortificate of Svc. encl to 
801203 ::ie.r^orcindum in sLppot t of proposed settlement license 
cond i t iens. Date of ivc sh '-uld be 601203 W/C#rt 1 f icate of 
Svc. 

GREEN. D 0 Houston Lighting 1 F^ewer Co B0/J3/04 5pp 07344:144. 


G012300251 Joint motion to male corrections to G00915 proposed 
settlement licenrc conditions Also moves for leave to file 
encl conformed piopu?ed license cord i ti ons. Cer t i f icate of 
Svc encl. 

CHANA'IIA, F. 0. Antitrust Division. •* Justice. Dept of. * Texas 
Utilities Generating Co fO/12.^22. 20pp. 07359:110. 


9012300.551 Forwards affidavit of svc of copies of Amend 13 to 
conversion program sys environ staiemont FSAR. 
aCIHIOTrH. C. Texas Utilities Generating Co 80/12/22, 5pp. 
07346:256. 


M. Antitrust correspoz Jence 


8012300469 Order granting lr;ivo to file 60(222 conformed settlement 
license conditions K adopting correct ions to 000915 
proposed license canditioni= License conditions encl. 

MILLER. HE. Atomic Safety atid Licensing Board Panel 60/12/24 
17pp. 07357. 2J0 


0. Inspection reports. IE Bulletins K correspondence 


8012310256 Notification of contract executi on, Mod 2 to "Economic 
Assistance Re Antitrust Commanebe Peak Antitrust 
Proceedings. " Contrac tor : Transcomm, Inc. 

HAIRSTON. C. A. r GLAGDLA. A. F. Technical Assistance Contracts Branch. 
FIN B-6593. 60/11/10. Ip. 07370:033. 


--8012310262 Mod 2, extending period of performance. to "Economic 
Assistance Re Antitrust Cammanche Peak Antitrust 
Proceedings. " 

LERNfcR^ W. C. Transcoff-i. Inc. DOUGHERTY, D. J. Technical Assistance 
Contracts Branch. FIN D~65?3, 80/11/10. Ip. 07370:034. 


8012030456 Request to withdraw 800731 petition to Intervene due to 
agreement reached w/Central 4. South (lest Corp re proposed dc 
ties. Cer tl f Icate of Svc encl 

O^NElLiR A. Texas Border Cooperatives. 00/11/24. 6pp. 07149:347. 


8012100039 Notice of appearance on behalf of Central & South West Corp, 
Central Power Light Co, PSC of Southwestern Electric 
Power Co if, West TX Utils Co. Cer ti f ica te of Svc end 
THORNTON, P. I sham. Lincoln b. Beale. THORNTON, P. Central b Sooth 
West Corp, THORNTON, P. Carolina Power h. Light Co. 60/11/26. 5pp. 
07219:067. 


8012170744 Forwards IE Circular 60-21, Regulation of Refueling Crews," 
No written response required. 

BEYrRIT,lt V. Region 4. Dallas, Office of the Director. 80/09/10. 

Ip. 07264:168 


8012030798 Responds to H- Bulletin 79-03A, "Long i tud ina 1 Weld Defects 
in ASM? SA-312, Type 304 Stainless Steel Pipe." Etching ends 
qf all safety-related Type 303 scries fusion welded 

pipe completed 

GARY, R. J Te»as Utilities Generating Co 80/10/07. Ip. 07149:270. 


8012020739 Forwards IE Irsp Repts 50-445/60-24 ?. 50-446/B0-24 on 
601006-10. No noncomp ] ianc e no ted . 

SEIDLEiN. C. Region 4, Dalles, Reactor Construction 6 Engineering 
Support Branch. 80/10/24. 2pp. 07143:168. 


—8012020749 IE Inap Repts 50-445/00-24 b 50-446/00-24 on 801006-10, No 
noncompliance noted. Maj;:.i areas inspec ted : sa f e ty-reiated 
const activities pertairiirg to installation of electrical 
cab les. 

nARTlNiL. E. , CROSSMAH. N A Region 4. Dallas. Office of the 
Director. . JOHNSON. A. R Region 4, Dallas, Reactor Construction fic 

Engineering Support IJranrh 60/10/22 3pp. 07j43jl70. 
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For'jj 3 T JK Inrc- rjc.<,i:r ^5Cr'-33. ‘Cracking in Charging Pump 
Casing Cla'lditig " Nj Teaponse re-i'Jired. 

SEyrPn.K V n^gjon d, Calliji, Grrice or the Ui rector. BO/ 10/30. 
Ip 07269 02 ^ 


50l3l70E-2a Forvar<€ IE In^o r.fjtice SO’39. 'Malfunction of Solenoid 
Valvas {tfg fcg Vale or Fn ; j near i c.g Cot p “ Ho uritten response 
IS req.uireJ 

SEVhPn.K V Region 4. TalJa^ Dft'ice of the Director. BO/lO/31. 
Ip 07266- 01 7 


301210C544 Aci •eceip': of cOlO^O Itr informing KRC of steps fcaVen to 
correct violation note! l*i l£ Insp Rapts 50“445/B0-20 
50-446/OC~20 

SEIDLEM-' C F^egion 4 i D.-ll 3 s< Reactor Canstiuction 6 Engiineering 
Support Branch 60 ' I 1 ^0'- Ip 07210.140. 


■3013100550 PeippTi-js to HSC 60 792*1 Itr le violations noted in IE Insp 
fiefts 50‘445/a':'~20 t 50- 446 / BO-30. Cor rac t i ve actions :QA 
perscmel perr’oji" inproces's ■!; release insp of future 

3 hip”eT’ts froiTi :uppjiar 

OAR/rR.O Teia? i.'tilit[a» 'Vetierating Co. SC/ 10/20. 3pp. 

07218; 141 


S0iai00‘>06 For'jards IE itoll-^tin S0-*3l. "Valve Yo‘*6S Supplied by 
Malcalrr Foundry Cp. Inc ' Written response required, 

SEYrRIT, K V. Region 4 DaUssi Office of the Director. BO/1 1/06. 
Ip. 07ZZO 105 


B0l2030n97 Forijards IE Info Notice S0-40 j "‘Etcesslve Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Causo 
Reactor Depressui i I atiov No iiritten response required. 

SE/fRIT,K. V Region 4. Dallas- Dffice of the Director. SO/H/07, 
Ip, 07150: 155 


6012090534 Forgards IE Info r;otic^‘ SC'^4li "Failure of Suing Cheeic V^alve 
in Decay Heat Removal By*: at ravis Sesse Unit 1." No 
respanse required 

SEYhRlT-K V. Regiwn 4. .Osllas. Office of the Director. 80/11/10. 
ip 07163: CCS 


8012100369 Fovgards IE Mgt Meet in j Repts 50-445/00-25 6 50-4-16/80-25 
on SCI 037. No noncci.np I i ar; e noted 

SEIDLE. If C Rogicn 4. I'aJlai- Reactor Construction it Engineering 
Support Branch. BOMl/li. 2pp 03794:213 


—8013183372 IE Mgt Meeting Repts 50-445/80-25 t 50-446/80-25 on B01030. 
Major area discussed sy-teit'attc assessment of licensee 
per f ormance 

SEYFRIT-K V , .:Ru 2SMA?{.W A Region 4, Dallas, Office of the 
Director SEIDLE-W Rag I on 4. Dallas, Reactor Construction <« 
Engineering Support Hranch QD/Il/12 ilpp 03794:215. 


8012040125 Forwards lE Bulletin 30-23, "Failures of Solenoid Valves 
Mfg by Valcor Fog j nee,* tug C,;'ip " Requires estiiT^ate of 
manpojer associated w/ cui-ret *; i ve actions. 

SEYrRITiX.V Region 4 rialJij, Office of the Director. 80/11/14. 
Ip. 07159:046 


8012050411 Requests info resulting fron review of application re 
inservice insp of pressu^'i, isclaVion va I ves. Requests list of 
pressure isolaiion valvct mcludicd in testing program u/Pour 
sets of piping 6 instru.rentat i on diagrams. 

TEOESOO. R. U Assistant Director for Licensing. 00/11/17. 2pp. 
07175:304. 


0012050-Dll Forwards IE 80-24. "Rrevention of Damage Due bo 

Water Lealiage Inside C nr^-n " La wiritten response 
required. 

SEYFRIl.K. V. Regihn^d. ."alUs. Office of the Director. 60/11/21. 
Ip. 07173 055 


8012140071 Forwards If Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Flui-J. " Na response required. 

SEYrRI Ti K. V. Re-jien 4. Dallas. Office of the OirectofA B-O/lI/24. 
Ip. 07263: 136. 


S. Reportable occurrences. LERs i: related correspondence 


S012160245 Deficiency rapt, suparsed ing 800421 submlttalire installation, 
of drtllcd-in oKpansion anc hors, j n 1 t ial 1 y reported on 
791 10/. Ins talla.t ion procedure uas revised to reflect min 
spacing requirements betuiuen various anchor types. 

&ARY,R. J. Texas Vtilities Oenerating Co. 80/13/10. 2pp. 

07272: 3S3. 


0012290169 Interim deficiency repfc re violation of piping min wall 
fc hi c Vness . Eng ineer ing review i: disposition of min wall 
violations at welds coni i nu ing . Me c t progress rept to be 
submitted by B10619. 

CARY.R.J. Texas Utilities Generating Co. 00/12/16, Ip, 07343:361. 


DOCKET STN-50-447 GE5SAR-23a 


B. Utility Preliminary Safety Analysis Report, amends 


8012150095 Forwards Amend 1 to GESSAR II. 

SHERWOOD, O.C General Electric Co. 80/12/02. 3pp. 07241:303. 


— B012150096 Amend 1 to GESSAR-II 

* General Electric Co 80/12/02. Q25pp. 07241:308. 


8012170444 Forwards proprietary info for review of 230 Nuclear Island 
GESSAR-II. Info part of Amend 1# responding fco NRC 800722 
questions re safety relief valve actuation methodology. 

Affidavits end Rept withheld iref tOCFRS. 7901. 

eHERUOQD, O. G. General Electric Co 80/13/02. 5pp. 07269:143, 


DQCKEl 50-440 DGUOLAS POINI NUCLEAR STATION, UNIT 1 


G. Ad jud icatary correspondence 


0012310216 Motion for withdrawal of CR app 1 i cat ions. Cert i flcate of 
Sve end. 

□LAKE. E. L. Potomac Electric Power Co. HLAKE, E. L. Shaw, Pittmanj 
Potts i Trowbridge. 80/12/24. 3pp. 07369:286. 


OOCKEl 50-449 DOUGLAS POINT NUCLEAR STATION, UNIT 2 


G Adjudicatory correspondence 


8012310216 Motion for withdrawal of CP app 1 ic at ions, Cor ti flcate of 
Sve end. 

BLAKE. E.L Potomac Electric Power Co. BLAKE, E. L. Shaw, Pittman^ 
Potts 6 Trowbridge. 80/12/24. 3pp, 07369:286. 


DOCKET 90-450 SUMMIT NUCLEAR RDNER STATION, UNIT I 


G. Ad jud icatory correspondence 


6012090263 Forwards motion withdrawing application for permit to 
construct twin HTGR units Z- terminating CP proceedings, 
IRWIN.D.P. Hunton Williams. 00/12/09, 2pp. 07201:136. 


— 8012090265 Motion to withdraw application for CP 4: to terminate permit 
pracaed i ngs. 

IRWIN.D.P. Delmarva Power «< Light Co. IRWINi D, P, Hunton 6 
Williams. 80/12/05. 2pp. 07201:139- 


60'1223G0S8 Motion to withdr.aw CP application 4< terminate proceedings. 
Certificate of Sve end 

IRWIN.D.P, Delmarva Power Zr. Light Co. IRWIN.D.P, Hunton 
WlUia.ms. 00/12/05. 4pp. 07313:220. 


80'12300f34 NRC Staff response to motion to withdraw application it. 
terminate proceed i ng. Oeterminnt ion e.i applicant motion 
should be held in abeyance until NRC has evaluated precis* 
condition of site Certificate of Sve end. 

KABMAN, M. Hoaring Branch 2. 80/12/17, 3pp. 07347: 192, 


8012160115 Fot'jardi 6oppl 1 to IE Info Notice 80-29, '*Brokon Studs on 
Terry Turbine Steam Inlet Flange " No (i<ritten response 
required. 

SEYhRIT.K- V. Region 4. Dsllss . uffics of the Director. 80/11/26. 
Ip, 0 7262 035, 


8012160531 Informs that tijactor coolant isolation valve inservlce insp 
requirements will be addressed in facility Inservice insp 
program. Inservice insp program being developed i^will be 
submitted to NRC within sii ,'^?ntirs of cof^-mercial operation. 

GARY-R J Texas Utilities Generating Co, 80/12/00, ip, 07263:093, 


DOCKEI 50-451 SUMMIT NUCLEAR POWER STATION, UNIT 2 
0- Adjudicatory correspondence 


G012090?63 Forwards motion withdrawing application for permit to 
construct twin HTGR units fy terminating CP proceedings. 

IRWIN, D.P. Hunton 6 Williams. 80/12/05, 2pp. 07201:136. 
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— SO b 209026 5 Motion to lij i t h 1 v oi; a p p I i cd t ) Oft for CP ?< to terminate permit 
proceed s . 

iniMNiO. P. Delmarva Power V Light Co IHWIN. D. P Hunton 6 
UiUiams, 00/12/05 2pp 07201; 123 


0O12S3OO58 Motion to with jraui CP application 6 terminate proceedings. 
Certificate of Svc encl, 

If?WlN, D, P. Delmarva Power ^ Light Co IRWIN# D. P. Hunton 
WilSiara. 80/12/05. 'Ipp 07313 £20 


8012300134 MflC staff response to motion to withdraw application 
terminate proceed i ng. De termi nat i on Oii applicant motion 
should bfl held in abeyance until NRC has evaluated precise 
condition of si te. Cert i f icat e of Svc end 

KARMAN.K. Hearing Branch 2. BD/12/17 3pp. 07347:192. 


DPCKEr 50-452 GREENWaOD ENERG/ CENTER, UNIT 2 


A App 1 icat i on /construe t ion stage documents t-. correspondence 


0. Inspect tar. repcirli. 1?' li-.. H ^ t i r f, t- ras pond enc e 


B012170510 Forwards IE I f' r s L>tic^ 80-37. ‘Containment Cooler Leaks tr 
Reactor Cavity Flooding at Indian Poirit Unit 2 " No written 
response required 

l^EPPLEfii J. 0. Region 3, Chicago, Office of the Director* 00/10/24. 
IP 


e0120ao:'27 Forwards IE losp 5i>-454/aO-' 1 9 t. 50-455/80-10 on 

800910-12 i 30. No n o n-c c " p I i a r-c a noted. 

FiDRELLhO. Region 3. Ohicaje. Reactor C on 5 true t ion 6 Engineering 
Support Branch. 0O,MO.'7O 0717‘j 356 


--8012000035 IE Intr Repts 4 54 /SO- 19 i 50-455/80- SB. on e009i0--l2 t 3C 

Nc nor.compLtance note. d lijjjr areas inspected: status of 
praviously rioted uri rai pi ved i terns, s tafcus of action 4t 
resolutiorv 6 documents t t on of items reported per lOCFftSO 5S. 

J01.'£S, C. E . WILLIAMS 0 C. Re-gion 3. Chicago, Office of the 
Director. 00/10/29. 5pp 07175: 35lL 


Q01224097B Ac k receipt of WRC 501 ItO Ur L- invoice for alleged cost In 
reviews of withdrawn app 1 1 ce ti ons. Utl 1 will not pay 
until rulemaking to amend 10CrR170 is complete t. legality of 
collecting invoiced amount is resolved. 

xJENS.ll.K. Detroit Edison Co. 80/12/12. 2pp. 07324:343 


DOCKET 50-453 OREENNQOD CNEROT CENTER, UNIT 3 


A. App i lest i an/c onstruc t ion stage docunenis 6 correspondence 


8012240278 Acfc receipt of NRC 801110 Itr ^ invoice for alleged cost in 
reviews of uilthdraun app 1 ica tions. Ut i 1 will not pay 
until rulemaking to amend 10CFR17D Is complete 6 legality of 
collecting invoiced amount is resols’cd. 

JEN3.W. H. Detroit Edison Co. 80/12/12. 2pp. 07324:342. 


6012030279 Forwards IE trsp 50-454/80-20 50-455/80-19 on 

00100 7-09. No none ontp 1 L an r: ? noted. 

FIORELLI.O. Region 3. Chicagij. Reactor Construction 6 Engineering 
Support Branch. aO/lO/3C“ £pp 07106 253 


— B0120ea£B£ IE Insp Hepts 5':-454/aCi~30 50-455/80-19, on B01007-09. No 

noncomp I lance noted Major areas inspected stoan generator 
mods, hardware. I of At; i|-re I at ed comp onent s, fabr i cat ion t flu* 
tote j nsfc ru.rentah j on 

ERB) C. 11. Region 3, Chicago, Office of the Director. 

DAIilELSOW, P. H Regiori 1. Chicago. Reactor Construction U 
Engineering Support Rtai*ch GO/ 10/20 4pp. 07166:235. 


6012190242 Forwards IE Insp Rep ts 50-454/00-21 6 50-455/80-20 on 
001022-24. No none omp 1 i an-c e noted. 

F I OR ELL I, 0, Region 3. Chicago, Reactor Construction 6 Engineering 

Support Branch. 60/11/13 £pp 072S2' 125. 


DOCKET SO-454 OyRGN STATION. UNIT I 


A. App Heat i ar»/c (instruct i on stage dacu.ments 4 correspondence 


8012160050 Ltr to operating plant licensees, OL applicants & CF holders. 
Forwards KUREO-0737 re TMl action plan requ irements. Requests 
operating reactor licensee confirmation in 45 days that 
End 1 implementation dates will be net 
EISENHUT, D. 0. Division of Licensing 80/10/31. 7pp. 


0012010051 Confirms 801030 plans for 001125 meeting in Chicago. IL to 
discuss NRC evaluation of regulatory performance. 

KEPPLER, J, G, Region 3, Chicago. Office of the Director. 00/lt/lB. 
Ip. 07096: 190. 


8012010084 Infor.Tia NRC of intentions ta use ASME Code Case N-279r 
'^Repair of We 1 ds, Sec tion III.Div 1. '* to utilise alternate 
rules for e naminati on of areas prepared for repair of uelds. 
Requests notice of acceptability of end code case. 

7RAMM, T. R. Commonwealth Edison Cq. 80/11/18. 2pp. 07098^206. 


6012000440 Informs of intent to use AS?1E Code Case N-275, "Repair of 
Ne 1 ds, Set t i on III.Div 1." approved 800515, for ortiliiatian 
of alternate rules for examination prepared for repair of 
we Ids. Requests acknowledgement of acceptability, 

TRAMMiT.R. Commonwealth Edison Co, 80/11/18 2pp. 07183:053. 


8012010581 Confirms 801017 plans for 001120 meeting in Olen Ellyn, IL 
to discuss util evaluation of d es ign/eng ireer ing 
or gani lat i ens &: Functions re significant const rework at 
facilities. 

REPPLERiJ. G, Region 3. Chicago. Office of the Director. 80/11/19, 
Ip. 07090: I06i 


8012020301 Forwards tabulation of planned environ qualification testing 
programs, in response to NRC BOtOOl ltr, 

ABEL, J. 3. Copimanweal th Edison Co 80/11/26. 4pp. 


6012190004 Approves 801118 request for author i xaiion to use ASME Code 
Casa H-275.Use should be dacu.'^'ented in F8AR. 

VaUNOSLQOD. D- J. Licensing Branch 1. 80/12/09. 2pp. 03795:185. 


— 8012190267 IE Insp Flepts 5O-454/0O-2J i 50-455/80-20 on 801022-24. No 
noncom.p I iance noted. Major ai'eas i r.spec ted : sta tus of post- 
tensioning work K> mfg oF button heals. 

JONES, C.E., WtLLtAri0,C.C Region 3. Chicago. Office of the 
Director. 00/11/13 3pp 07232 137. 


0012020/43 Forwards throe Performance Appraisal Branch insp repts i< 
mgt evaluation tree w/usev guide so that facility can 
compa.e program to program alroodij reviewed 4 r>aVp 
appropriate ad jus tmen ts. Ij/o encl. 

K6PPLER,J. 0. Region 3. Chicago, OFfire of the Director. 8D/11/I6. 
4pp. 


0012040637 Forwardi lE ii'.]l.’Cin 00-24. ''prevention of Damage Due to 
Nater Leakage Inside Con teti nr>snt. " Nc written response 
r equ i red. 

KEhPLER,J. G, Region 3, Chicago. Office of tho Director. 00/11/21. 
2pp. 07165.335. 


0012080037 Forwards IE Info Notice 00-42. "Effect of Radiation on 
11ydr.eLit ic ??r,ubber Fluid “ Uq u-.*itben tesponse required. 

JtEPPLER. J. G. Region 3, Chicago. Of F ice of the Director. 80/11/24. 

2pp. 


60121705S2 Forwards IE Info No'fcicc 80-29. 8upp I 1, "Broken 8tuds on 
Terry Turbine Steam Inlet Flsinge. '' No written response 
r equ 1 red. 

KEPPUER.J, G, Region 3. Chicago, Office of the Director. 80/11/26. 

app. 


8012160520 Ack receipt of 601113 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-454/60-18 
50-455/80-17. 

DAVIS. A. B, Region 3, Chicag-?. Fuel Facility 4: l^aterials Safety 
Branch. B0/Jl,'2ft Ip i>7261:l97. 


— 8012160529 Forwards reiponse to NRC 801016 ltr re violations noted in, 
IE Insp Repts 50-454/80-10 t 50-455/80-17. Cor r ec tive 
ac t i ons : or oded area graded I proper use of daily const 
checklists reinstitutad 

AREL.J. 6 CornmonweaUh Edison Co. G0/11/k3. 3pp. 07261:180 


S. Ropoi table occurrences, LERs related correspondence 

8012290398 Informs that meeting held to discuss utU evaluation of 

design/engineering organiiation t> functions proved effective 8012100492 Ititert;^ deficiency rept Initially reported on 801106 re 

in defining scope ^ explaining results of util evaluation. Uestingheuse El ec tr o -Kech ani c a I Div mfg 3-inch gate valves, 

FiaRELLl.O, Region 3, Chicago, Reactor Construction 6 Engineering Model 30^30 falling to close unler preopera t Iona I test 

Support Branch, 80/12/03 £pp. 07345:348. c ond i tiens. Westing hows e developing generic solution. 

THAMI1. T. R. Cammofiujea 1 fch Edison Co. 80/12/02 2pp. 07220:044. 
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DOC^ri yiROfJ STAT^:r^^ UJiir 

A Ap p 1 1 c-d t iofi / c c'ns hr L«c t i •?.' <}o< u'r'.ent 5 4 correspondence 


S01216C050 Ltr to operating plcint 1 i c ensces « Ql. applicants U CP Koldcrs. 
Por(L'Qr<3 3 WURfc'O’O?!?? re TKI action plan r equirenent s . Roques ts 
cper3»:ir. g reactor lif?'i.:-9e *: vnt* i rrrva t i on in 45 days that 
Enel 1 jnp le:«cfit^tion will be net. 

E 15, G Division of Licensing 80/10/31 7pp. 


3012010034 Irifor.r.5 NPC of mieFi tiers to use AShE Code Case N-SySi 
"Repair of 1 d si Bee t i on lirifav 1.' to u t k 1 i i e alternate 
rules for (^lammation of areas prepared for repair of uelds. 
Requests notice of acc t4b i 3 i ttj of end code case. 

»RAMfi, T,p Co’-.-icntejltr rdiicn Cc. GO/ 11/18. 2pp. 0707B; 206. 


3QI203C4 18 Infor^'S of intent to ASliE Code Case N-275* "Repair of 

l«'e 1 d s f Sec t i on IIIiDiv 1-" approved B00515» for utiliiation 
of alternate rules for e«ai7ii nation prepared for repair of 
welds Requests a>i kn-: wl sdgement cf ac c epiab i 1 i by. 

TRAW, T P CCiT.-onuealtr. Edison Co, BO/ 11 /IB. 2pp, 07183:053. 


3012010591 ConirtT;T!s SiI'lC'!? plans for 001120 iTieeting in 01 en Ellyn»IL 
to discuss util evaluation of d as ign/eng irear ing 
org a n i 7 a t i an a function:i re sigftifjcanfc const reuiori at 
f ac i 1 i ts es 

KEPPLER.O-G. Region 'i. Ghicsgo. Office of the t>t rector. 80/ 11/ 19, 

Ip- 


8012020301 fCrrwards tatfUlaticn of planned environ qualification testing- 
prograQSfin respof>se t-i NRG BvlOOt ltr. 

ABEI / J 3. CoiTiT.Dnuea 1 th Edisc-r. Co. eO/tl/26. 4pp. 


801219C.004 Approves 001118 request for a u thor i * a 1 1 on tc use ASME Code 
Case lJ-275 Use should be docu-rented In FSAR. 

V0UNG3LCGD. a. J Licensing Branch S. 00/12/08, 3pp. 03795:165. 


60125905:90 Inforins that mieting held to discuss util evaluation of 
das i gn /eng i near ing argent jat i on 4- functions proved effective 
in defining scopj f.< erplsining results of util evaluation. 

FlCRFLLIi C. Region 3t Chi'ragoi Reactor Construction It Engineering 
Support Sranch. 0-3/ 12/00 2pp 


Q Irspeition reportSi IE Sulletins it ccrreapcndence 


8012170510 Forwards IK Irfo fJsbice 80-37, "Containment Cooler Leaks St 
React oi' Cavity Floodang at Indian Point Unit 2. " No written 
response required 

i^C^^PLCR. J 0 Region 3, Chicago. Office of the Director. B0-/10/24. 
Ip 


8012030027 Foruiards IE Irsp Repts 50-454/00-19 It 50-455/00-10 on 
000910-12 fjt 30 No rionccrvpliar.ee noted. 

FlGRELLI.G. Region 3, Chicago. Reactor Construction L E’ngineering 
E-jpport Branch G0.'l0/2t> 2pp 07175:356, 


—6012080035 IB Insp Reptt 50-454/80-19 4. 50-455/B0-1S. on 800910-12 tt 30. 
Ho noTv; amp I i anc e noted . Ha jo r areas insp ec ted ; sta tus of 
previously noted unresolved items, status of action & 
resolution 4- doc umprvtaf; ion of items reported per 10CFR50, 55. 

JOr-icS, C. E. . k'U.l.lAr^S.G C Region 3, Chicagoi Office of the 
Director. 00/10/29. 5pp 0/175:359. 


3012090279 Foruarda IF Imp Rep ts 50-454/80-20 it 50-455/80-19 on 
801007-0?. No roncomp Uanc e noted 

FIQRELi 1 1 G. Region 3' Ghicagu, Reactor Cnnstrucbion tt Engineering 
Support Branch SO/IO/jO 2pp. 07106-233. 


— 0012080506 ZE Insp Repts S0-4S4 /B0-2‘> 5; 50-455/00- 19, on 001007-09, No 
n one onp 1 i anc e no t ed, j 1:1 a.^esa ins pocted: steam generator 
mods, harduai e. saf sty^re lated c omponenfes, fabr icatioo i flus 
tube i nsfcrujT.ontat i en, 

ERB.C.li. Region 3< Chicagp, Office of the Director, 

DANIELEQN. D. H Region 3, Chicago, Reactor Construction i 
Engineering Support Branch. 60/10/20 4pp. 07166:235. 


0012190242 Forwards IF Irsp Repts 50-454/80-21 2c 50-455/80-20 on 
80 1 0£2-"24 , No ncncojrp 1 i anc e noted. 

FIGRELI 1,0. Region 3, Chicago, Reactor Construction U Engineering 
Support Branch. 00/11/13, 2pp. 07232 125, 


■8012190267 JE Insp Repts 50-454/00-21 50-455/60-20 on 801022-24. No 

r encofpp 1 i anc e noted. Majar areas inspec ted : status of post — 
tansituiing wort i mfg of button heads. 

../ONES, C . E. , MILLIATIS, C. C, Region 3 j Chicago# Office of the 
Director, 00/11/13 3pp. 07282.127. 


8012020743 Fariuardi three Performance Appraisal Branch insp repts ti 
.ngt evaluation tree u/user guide 30 that facility can 
compare program to program already reviewed i naVe 
appropriate ad jus tmont3 . W/o end. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 60/11/18. 
4pp. 


S012040637 Forurards IE Bulletin 00-24, ’'Prevention of Damage Duo to 
Uater Lea-ts^e Inside Ccntajnment. " No uritten response 
required. 

KEPPLER-J. G Region 3, Chicago, Office of the Director. 80/11/21, 

2pp. 


8012000037 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

KEPPLE«,J.G. Region 3, Chicago. Office of the Director. BO/11/24. 

2pp 


801S170552 Forwards IE Info Notice 00-29, Suppl 1, "Sroien Studs on 
Terry Turbine Steam Inlet Flange." No written response 
r equired. 

I^EFPLER. J. C. Region 3, Chicago, Office of the Director. 00/11/26. 

2pp. 


8012160520 Ack receipt of 801113 ltr informing NRC of steps taken to 
correct ’Violations noted in IE In&p Repts 50-454/00-16 i 
50-455/60-17. 

DAVIS, A. S. Region 3, Chicago, Fuel Facility h Materials Safety 
Branch. 60/11/26. Ip. 07261:187. 


—8012160529 Forwards response to NRC 801016 ltr. re violations noted in 
t£ Insp flepts 50-454/80-18 t 50-43S/S0-17. Correct I ve 
ac t i ons ; erod ed area graded 4; proper use of daily const 
checklists r e inst i tuted. 

ABELi J. S. Commonwealth Edison Co. 80/11/13. 3pp, 07261:169. 


S. Reportable occurrences, LERs & related correspondence 


8012100462 Interim deficiency rept initially reported on BOllOA re 
Nestinghouse El ectro-Mechanica I Dlv irfg 3-lnch gate valves. 

Model 3GK6B falling to close under preoperationa 1 test 
cond i t tens . Nes t Inghouse developing generic solution. 

TRAMM, T. R. Conmonwea I th Edison Co. 00/12/03. 2pp. 07220:044. 


DOCKEr 50-456 ORAlOWaOO STATION, UNIT 1 


A. Application/construction stage docuincnts i correspondence 


8012160050 Ltr to operating plant licensees, OL applicants & CP holders. 
Forwards NUREO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
End I Inplemantation dates will be net. 

EISENHUT, D, 0. Division of Licensing. 80/10/31. 7pp. 


8012010051 Confirms 801030 plans for 001125 meeting in Ghlcagoi IL to 
discuss NRC evaluation of regulatory parformance. 

KEPPLER, 0, Region 3. Chicago, Office of the Director. 60/11/16, 
Ip, 


0012010004 Informs NRC of intentions to use ASHE Code Case N-2754 
“Repair of Me Ids, See t io» tII,Div I," to utilixe alternate 
rules for ejtaminatlon of areas prepared for repair of uelds. 
Requests notice of acceptability of end code case. 

TRAMH, T. R Commonwealth Edison Co. 00/11/10. 2pp. 07098:206. 


8012060446 Informs of Intent to use ASHE Code Case N-275r '^Repair of 
LfeldSi Section IIlrDlv I," approved 800515, for utllliation 
of alternate rules for examination prepared for repair of 
ue Ids. Requests ac k hocitledgemerit of acceptability. 

TRAMM, T. R. Commonwealth Edison Co. BO/ll/IB. 2pp. 07103:053, 


8012010591 Confirms 001017 plans for 001120 meeting in Olen Ellyn, IL 
to discuss util evaluation of des 1 gn/eng inoering 
organl xati ons 4t functions re significant const rework at 
f 4C i I i t ies . 

KEPPLER,J. G. Region 3, Chicago, Office of the Director. 60/11/19. 

If. 


60120203-31 Forwards tabulation of planned environ qualification testing 
programs, in response to NRC 801001 ltr, 

ABEL, / S. Commonwealth Edison Co. 80/11/26. 4pp. 


8012190004 Approves 001118 request for authorization to use ASHE Code 
Case N-275. Us* should be documented in FSAR. 

YOUNGBLOOD, 0. J. Licensing Branch 1. 00/12/06. 2pp. 03795; 169, 
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0012290398 Informs that; rsfeting held to discuss util evaluation of 
deslgii/engineering organitatioH i' functions proved effective 
in defining scope ^ eiplainiivg results of util evaluation. 
FlQ.RELLIiO. Region 3i Chicagci Reactor Construction & Engineering 
Support Branch. 80/12/03 2pp. 


C3. Inspection reports^ IF Bulletins K. correspondence 


8012160533 Foruards IE Insp Repts 50-456/80-12 50-457/BO-ll on 

000922-25 h notice of violation. 

FI0RELLI»0. Region 3» Chicago* Reactor Construction ht Engineering 
Support Branch. 80/10/23 2pp. 07261; 191. 


—9012160541 Notice of violation fron insp on 0OO922-25. 

♦ Region 3* Chicago. Reactor Construction It Engineering Support 
Branch, 80/10/21. 2pp 07261:193 


—8012160555 IE Insp Rapts 50-456/80-12 fy. 50-457/80-11 on 000922-25. 
Noncoirp I lance noted ; inadetiuaie control of stared ductuort & 
defective shop uelds. 

MAfDU.K. R f SCHAPKER.J. Region 3. Chicago. Office of the Director. 

HAYES. D- W. Region 3/ Chicago. Reactor Construction ^ Engineering 
Support Branch. BO/lO/21 10pp. 07261:195. 


6012170510 Forwards IF Info Notice 80-37, "Containment Cooler Leaks 
Reactar Cavity Flooding at Ittdian Point Ui^it 2." No written 
respor.se required 

KCPPLER.J. G. Region 3, Chicago, Office of the Director. 80/10/24. 
Ip- 


8012190^21 Forwards lE Insp Repts 50-436/80-13 i-. 50-467/00-12 on 
801022-23, No noncompliance noted. 

FIQRELLliO. Region 3, Chicago, Reactor Construction L Engineering 
Support Branch. 00/11/13. 2pp. 07202: tlO. 


—0012190227 IE Insp Repts 50-456/80-13 50-457/80-12 on 801022-23. No 

noncompliance noted. Ha jor areas inspec ted : preparat ion for 
reactor vessel move to containment Kt steam generator mod. 

ER8*C.H. Region 3. Chicago, Office of the Director. 

DAM1FL6DN, D. H. Region 3, Chicago, Reactor Construction & 
Engineering Support Branch. 60/11/12. 4pp. 07282:112. 


8012020743 Forwards three Performance Appraisal Branch insp repts tt 
mgt evaluation tree w/user guide so that facility can 
compare program to program already reviewed & make 
appropriate ad jus tments . N/o end. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 80/11/18. 
4pp. 


6012040637 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Uater Leakage Inside Containment. " No written response 
r et^uired. 

KCPPLER, vi. G. Region 3. Chicago, Office of the Director. 80/11/21. 

2pp. 


6012080037 Forwards IE Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

KEPPLER/J. G. Region 3, Chicago, Office of the Director. 00/11/24. 

2pp. 


6012150223 Ac k receipt of 601106 I tr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-456/00-11 h 
50-457/00-10, 

FIORELLIjG. Region 3. Chicago, Reactor Construction it Engineering 
Support Branch. 00/11/26. Ip. 07237:351. 


— 6012150228 Forwards response to NRC 801003 itr re violation noted in IE 
Insp Repts 5O-456/0O--1 1 fy 50-457/00-10, Correc tive actions: 
surveillance of storage is performed per DM-i03, site storage 
I nstructi on. 

ABELiJ. S, Commonwealth Edison Co. 00/11/06. 2pp. 07237:352. 


6012170552 Forwards l£ Info Notice 80-29, Suppl 1. "Brotien Studs on 
Terry Turbine Steam Inlet Flange. " No written response 
recvuired. 

ViEPPLER, J. 0. Region 3, Chicago. Office of the Director. 00/11/26. 
2j>P- 


6. Reportable occurrences. LERs f/. related correspondence 


6012100432 Intari.m deficiency rept initially reported on 801106 re 
Ues-tinghouse £1 ec tro-Nechanica 1 Div .mfg 3-inch gate valves, 

Model OOHSO failing to close under p reop erat 1 ona 1 test 
c ondi t icns. Westlnghouse developing generic solution, 

TRAMM,T. R. Commonwealth Edison Co, 80/12/02. 2pp. 07220:044. 


D0CKE1 50-457 BRAlEUODO {jT All Of 4. 2 


A App 1 i ca t ion/c on stryc 1 1 cn stage documents correspondence 


60121600SO Ltr to operating plaiit 1 ic ensees. (IL applicants t CP holders. 
Forwards .'JL4:tG-0737 re TNI action plan reqo i rsiiienta. Reques ts 
operating reactor licensee c oof irmat i on in 45 days that 
End 1 ir‘p lementat ion dates will be ret. 

EISENHJT.D 0 Division of Licensing. 00/10/31. 7pp- 


8012010051 Confirms 001030 plans for 001125 meeting in Chicago, IL to 
discuss NRC evaluation of regulatory performance 

KEPPLER, J G Region 3. Chicago, Office of the Director BO/ll/lB. 
IP 


60120100S4 Informs NRC of intentions to use ASNE Code Case N-275, 
"Repair of U’e H s . Sec t ion 111, Div 1, ' to utiliie olternate 
rules fo.' eiamination of areas prepared for repair of welds. 
Requests notice of acceptability of end code case. 

TRAHN. T R Commonwealth Edison Co. 00/ 11 /IS. 2pp. 


3012030448 Informs of intent to use ASHE Code Case N-275, "Repair of 
Uolds, Sec t) on lit, Div 1," approved 800515, for utilization 
of alternate rules for ejiaminatlon prepared for repair of 
we Ids. Requests acknowledgement of acceptability. 

TRANK, T. R C Gi- -^ onwea 1 th Edison Co 80/11/10. 2pp. 


6012010581 Confirms 80101? plans for 83U20 meotirig in Olen Ellyn, IL 
to discuss util evaluation of design/engineering 
organizations ^ functions re significant const reurorl. at 
f ac i 1 Iti es. 

KEPPLEn,J. 0. Region 3, Chicago, Office of the Director. 80/11/19. 
Ip. 


8012020301 Forwards tabulation of planned environ qualification testing 
programs, in response to NRC 601001 Itr. 

ABEL, J. 8. Commonwoa I th Edison Co 60/11/26. 4pp. 


6012190004 Approves 801110 request for authorization to use ASKE Code 
Case N-275. Use should be documented in FSAR. 

YOUNG 0 LQ0D. B -J. Licensing Branch 1. 80/12/08. 2pp. 


8012290390 Informs that meeting held to discuss util evaluation of 
deslgif/eng ineer i ng organization fy. functions proved effective 
in defining scope ezplaining results of util evaluation. 
FIORELLIiO. Region 3, Chicago, Reactor Construction It Engineering 
Support Branch. 80/12/00. 2pp 


0. Inspection reports, IF Bulletins 4 correspondence 


B012160535 Forwards IE Insp Repts 50-456/80-12 U 50-457/80-11 on 
000922-25 fy notice of violation. 

FIORELi.[,G. Region 3, Chicago, Reactor Construction U Engineering 
Support Branch. 80/10/23. 2pp 07261:191. 


— 6012160541 Notice of violation from insp on 800922-25. 

Region 3, Chicago. Reactor Construction 4: Engineering Support 
Branch. BO/10/21 2pp 07261 193 


— 8012160555 IE Insp Repts 50-456/60-12 & 50-457/00-11 on 800922-25. 
Noncomp 1 iance noted : inadequate control of stored ductwork S< 
defective shop welds. 

NAIDU, K R , SCNAPKER,.J Region 3, Chicago, Office of the Director. 

HAYES, D. U. Region 3, Chicago, Reactor Construction ?< Engineering 
Support Branch 80/10/2J. lOpp. 07261:195. 


8012170510 Forwards IF Info Notice 00-37, "Containment Cooler Leaks tc 
Reactor Cavity Flooding at Indian Point Unit 2.“ No written 
response required. 

KEPPLER, J. G, Region 3, Chicago, Office of the Director. 80/10/24. 

Ip 


8012190521 Forwards IE Insp Repts 50-456/80-13 I 50-457/00-12 on 
801022-23. No noncomp Uanc e noted. 

FI0RElLI,O, Region 3, Chicago. Reactor Construction It Engineering 
Support Branch. 00/11/13 2pp. 07282:110. 


--8012190227 IE Insp Repts 50-456/80-13 U 50-457/00-12 on 801022-23. No 
noncomp 1 iance noted. Major areas inspec ted: preparation for 
reactor vessel move to containment ^ steam generator mod. 

ERB, C h. Region 3, Chicago, Office of the Director. 

OANIFLSON, D. H. Region 3, Chicago, Reactor Construction h 
Engineering Support Branch. 80/11/12. 4pp. 07282; U 2. 



DOCKETED ITEMS 


4pp. '’‘°" Chlcpjo. OPfice of tKo Directoi- eo/ll/ie. 

HEPPWH.j.g. Rog.op 3 . Ch.rogo, affUo of thp Director ao/H/2l. 


'^Hf4ra2?it''Gn“b0pJ rLlo^" No 'i”tten‘'''‘ "adiation on 

"SSsri-"”'"-" 

lir^ricli.^ aO/?l ^ 07237 ^ 351 ”^** '^^^**^'^ ** Engineering 
l^oTiijards rcsporso to NFJf* nrkt 11 ... < « a.. 

Into Repta 50-456/aO-ll «. 5C-.lS7/e3- “coiJec Uv^al tUn^ 
tRUricu'on' P- GNMOaruU^JJ^^ag. 

AHEL. J.S Connoweaith EJUon Co. 80 / 11 / 06 . Spp 07307:352 
NS170553 Forward. [E lofg Notice 00-29, Suppl 1. "Brol.r, Studs on 
KEPPLER.JO Region 3, Ch.tejo, Office of the Director. 60/11/24 

^ ■-euted correspondence 

TR“id‘r;;’ r 

TRAMK. T. rt C omnoni^ea I th Edison Co. B0/t2/05. gpp. 

:iKET 50*‘I5G RKER :JEfJD BTATrorT UN‘IT 1 

^^^ 3 ® (iocu.^onb« & correspeadenee 

'orJ^rds NI/nE0-073r?^'?Sl‘’‘“r‘ I'censeos.oi. applicants !, CP holders. 

sese. !!"* NisfiEo 0737 rt TMI ection plan requ irenents. Reques ts 

ipoTd vng n?rtctor Iicens^ti C onf irnati on in 45 dau 3 t^a2 

:nc 1 I inp I ement-att on dates uiJIi be net. 

lISEIMUTp I). G. Di\^isjon of Licensing. 30/10/31. 7pp. 


4: correspondence 

"”N^‘uruL'“;n;:2nsl%ei:“lr »' Rtfueim, Cr.NS. 

?r‘^'’o7264M5a'’*’‘°" Offltt of the Director, 80/09/10. 

^'’700^11-2 Bor(na‘'B 1 ° 80 - 20 , "Failures of Nestinghouse 

Tvpe U 2 Spring Return to Neutral Control Switches " 

Speciriarf control switches are not used in saf etu-re lated 
applications at faciliti^. 

DRAPER* E.L Golf States Utilities Co. 80/09/19. 


*P- 


07149: 291. 


response to IE Bulletin 79-03A. 

St!el pjji - F Defects in asKE SA-312, Type 304 Stainless 
Steel Pipe Fusion welds are not sobj to greater than B5% 

□ r code allduable stresses. 

DRAPER.E. L. Gulf States Utilities Co. BO/09/19. tp. 07299:563. 

0012230635 Responds to IE Bulletin Q0**16. "Potential MisaDol Icati on of 
Rose^cunt. Inc Hcdejs 1151 1152 Pressure Trallsitueir"^ ' 

M/Eieher A or D Output Codes. Investigations are 

I ncoiTip le ae. Final response scheduled bu 801103. 

DRAPER. E. L. Gulf States Utilities Co. SO/10/06. Ip. 07299:269. 

1"^° “M^lfDDttlhn af Sol.n.ld 

is requlred.^^ Valcor Engineering Corp. " No uritten response 

ir''’'iJ246^02l"'’‘°" D*'-*'*"'-. eO/iO/3t. 

^'^Mai?2l’2*F^°''d'"''‘r 'f “""“‘’D 80-21, "Valve foies Supplied hv 
sei^R ? J°r 2 Wffttsn response required. * 

II 07220^10 “‘’••ft"- 80/11/04. 

8012030899 Foruard. IE Info Notice 80-10. "E.ce.slve Nitrogen Bupplu 

? T”!"'' "‘I"" “ “■’“‘•D tesponse required, 

tp 07150 ^29 8ffl'" of ths Director. 80/11/07. 

Notice 00-41. "Failure of Suing Check Volva 
in Decav Heat Removal Sgs at Davis Desse Unit 1 " No 
respofSB required. 

fr'^"o7i63yi>ll"**’‘°" <■' ‘“o Director. SO/Il/lO. 

Bulletin 80-23, "Failures of Solenoid Vdlvts 
Engineering Corp. “ Requires estimate of 
manpauer associated w/cgrrective actions 

ir'^''o7i58!^03s"*’‘°" ‘G" Diroctor. 80/11/14. 


222035G Ltr bo ail CP 4: GL. 
I’lp Jej>enlat ) on of qdYN code 
erformad bg OE Applicable 
ropaned aoiendsa l nc lud ing c 
ISEfJHUV, D G Divisiao of 


holders for Hijas re requirement 
for licensing basis calculations 
to all license applications «« 
ore reloads. 

Licensing. SO/ll/oq. 4pp. 


for 


0012050015 Forwards lE 
Water Leakage Inside 
required. 

SE/fRlT. K, V, Region 
Ip. 07173:063. 


QuUetin 80-24. ‘'Preventian of Damage Due to 
Containment. " No written response 

4f Dallas. Office of the Director. BO/11/21. 


2160338 Forwards info re small 
tri, hi response to NRC eOtOOl 
ual I f I cat ion prog ram. Revi ew sh 
RARER, C.L, Gulf States Util it 


drij transformer & 4a0*-volt load 
ltr TO IEEE 3S3 environ 
owld be completed bij 810115. 
ies Co. 00/13/05. .2pp. 07263:141. 


0012160077 Forwards 
Hydraulic Snubber 
SEYfRITfK. V. Regi 
ip. 07262; 130. 


IE Info Notice 80-42k "Effect of Radiation on 
Fluid ■ No response required. 

on 4. Dallas, Office of the Director, 60/11/24. 


2310332 Rospcnds to NRC 801125 
omarandif.i ^ Order of 600523,'’ 

9 0infSuppl 2. Info requested u 

ppllcablon review 

RAPERiE.L. Oulf States Utilit 


publication, "Sub j; Cammi s s i on 
referencing IE Bulletin 
1 1 I be submitted during OL 

ies Co. 00/12/22. Jp. 07369:174. 


6012160102 Forwards Suppl l to IE 
Terry Turbine Steam Inlet Flangi 
required. 

SE/hRlTfK. V. Region 4, Dallas, 
ip. 07263:097, 


Info Notice 80-39, "Broken Studs on 
i. " No written response 

Office of the Director. 80/11/26. 


Security, mrdjcaj, emet'gonc y 6 


re protection plans 


aO90-536 Forwards public version of "Evacuation Time Es 
ar lOHIilc Emergency Planning Zone. 

of Rules and Records, 80/12/01. 


timates 

Ip- 


>120 50540 Forwards 
lO-Hi 1 e Emnrgencu 
DRArERiE.L Oulf 


public version of "Evacua t i on Time Estimates for 
Platin i ng Zone, *’ 

States Utilities Co. BO/08/29. Ip. 07171:352. 




violations noted in IE Insp Rept 


steps taken to correct 
30-453/00-05. 

SEtDLE.W C. Region 4, Dallas, Reactor Construction & Engineering 
Support Branch. 00/12/02. Ip. 07200:205. * 


Responds to NRC B00815 ltr re violations noted in IE Jnso 
Kept 30-458/80-09. curt, i.s in,o .ubmltk.d In 800710 'tr r. 
usage Of word qualified it supervision of technical 
personnel. 

DRAPER, E.L. Oolf States Utilities Co. 00/09/10. 5pp, 07208:296. 


n2G5&542 Public version of ''Evacuatien Time Estirnafcea far lO-hil« 
Emergency Planning Zone," 

^ Oulf States Utilities Co, 90/03/29, 36pp. 07171:353. 


nonoin II i. Z ' c lar iricac ion of Item B of 

000710 ltr re tests performed by technical personnel under 
supapvi Sion. Ass Istant technicians ui U work w/Level II or 
above personnel. 

DRAPER, E. L. Gulf States Utilities Co. 00/10/03. 2pp. 07208:291, 


DOCKETED ITEMS 


26 


BOiai^O^a*? Ac If receipt of 80002^ 5. 1021 Itra informing NRC of steps 
t<alen to correct violations noted in IE Insp Rept 
50-458/80-06 

SEIDLEMI. C, Region 4* D<3tlasr Reactor Construction 6 Engineering 
Support Branch, 60/12/03. Ip. 07287:214. 

— 80121^0534 Responds to NRC 800930 Itr re violations noted in IE Insp 
Rept 50-450/00-06. Add 1 info sutmitted as requested in 000720 
Itr, Random sample of concrete samples tested for air 

content „ 

DRAPER/ E L Ou I f States Utilities Co. 80/10/21. 2pp. 07207:213, 


0012310332 Responds to NRC 001125 publication/ "Sub j : Commlss ion 
fiemarandum t. Order of 800323/" referencing IE Bulletin 
79 01 Q I Sc;p p I 2. Info requested will be submitted during OL 
application review. 

DRAPER/ E.L Gulf States Utilities Co 80/12/22. Ip. 07369:174. 


S, Reportable occurrences. LERs i. related correspondence 


0012240009 Part 21 rept re reactor protection sys flexible conduit 
defect causing hot shorts if improperly grounded. Caus ed bg 
paint on panel surfaces or high resistance connection to 
panel surfaces where termination modules are mounted. 

SHERNOQDi 0. 0. General Electric Co. 80/12/08. 3pp. 


DOCKET 30-459 RIVER BEND STATION, UNIT 2 


A. App 1 ication/construction stage docurments ft: correspondence 


6012160050 Lfer to operating plant licensees/ QL applicants tc CP holders. 
Forwards NUREG-0737 re TMl action plan req.uire(nen t s. Reques ts 
operating reactor licensee conf irmat i on in 45 dags that n 

End I Implementation dates will be net. 

EISENHUTj D. 0. Division of Licensing, BO/10/31. 7pp. 


6012220358 Ltr to all CP ft, OL holders for BNfls re raquirement for 
implementation of ODVN code for licensing basis calculation* 
performed bg GE. App 1 i cab I e to all license applications i 
proposed amends/ inc lud ing core reloads. 

EISENHUT/D. 0 Division of Licensing 80/11/04. 4pp. 


&012U038B Forwards info re small drg transformer & 4eO-volt load 
ctrs/ in response to NRC 801001 ltr re IEEE 323 environ 
qua 1 i f i c at i on program Review should be completed bg 810113. 

DRAPER# E.L. Gulf States Utilities Co. 80/12/05. 2pp. 07263:141. 


0 Inspection reports/ IE Bulletins i correspondence 


8012170737 Forwards IE Circular 00-21/ "Regulation of Refueling Crews. 
No uirltten response required. 

SEYfRIT.K. V. Region 4. Dallas, Office of the Director. 80/09/10. 
Ip. 07264:150. 


8012030783 Responds to IE flulUtln 00-20. "Failures of Westinghouse 
Type W-2 Spring Return to Neutral Control Switches.” 

Specified control switches are not used in safety-related 
applications at facility. 

DRAPER/E.L Gulf States Utilities Co. 80/09/19. Ip. 07149:291. 


8012220669 Submits supplemental response to IE Bulletin 79~03Ai 
■'Longitudinal Weld Defects in ASME eA-312, Tgpa 304 Stainless 
Steel Pipe, " Fusion welds are not subj to greater than 03X 
of code allowable stresses 

DRAPER/ e L. Oulf States Utilities Co, 00/09/19. Ip. 07299:268, 


8012220685 Responds to IE Bulletin 80-16. "Potential Mlsapp I i cat ion of 
Rosemountj Inc Models 1151 ft« 1152 Pressure Trans, mi ttees 
W/Elther A or D Output Codes. " Investigations are 
1 ncomp 1 ete . Fina i response scheduled bg 001103. 

DRAPER, E.L. Oulf States Utilities Co. 80/10/06. ip. 07299:269. 


a012170&26 Forward* IE Info Notice 80-39/ "Malfunction of Solenoid 
Valves Mfg bg Valcor Engineering Corp. " No written response 
is required. 

SEVFRITrK. V. Region 4/ Dallas. Office of the Director. 80/10/31. 
Ip. 07266:021. 


B012100602 Forwards IE Bulletin 80-21. "Valve Yokes Supplied bg 
Malcolm Foundry Co/ Inc. " Written response required. 

8EYFRlTfX, V. Region 4. Dallas- Office of the Director. 80/11/06. 
ip. 07220:110. 


0012030899 Forwards IE Info Notice 80-40/ "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuri lat ion " No written response required. 

SEYfRITcK. V. Region 4, Dallas. Office of the Director. 00/11/07. 
ip, 07150: 129. 


80120B0591 Forwards IE Info Notice 80-41, "Failure of Swing Check Valve 
in Dacag Heat Remov/al Eijs at Davis Qesso Unit i." No 
response required. 

SEffRir. K. V. Region 4, Dallas.- Office of the Director. QO/ll/lO. 

Ip. 07103:011. 


B012040106 Forwards IE Bulletin 80-23- "Failures of Solenoid Valve* 
Mfg bg Valcor Engineering Corp " Requires estimate of 
manpower associated w/corrective actions. 

SEYFRIT, K. V. Region 4. Dallas. Office of the Director. 80/11/14. 

ip. 07150:033 

80i2f>500i5 Forwards IE Ounetin 80-24. "Prevention of Damage Due to 
Hater Leakage Inside C on ta i nment. " Nc written response 
requ ired. 

SEYFRIT, W V. Region 4. Dallas. Office of the Director. BO/ll/21. 

ip. 07173:063 

8012160077 Forwards IE Info Notice 80-42/ "Effect of Radiation on 
Hydraulic Snubber Fluid " No response required, 

SEYFRIT. K. V. Region 4, Dallas. Office of the Director. 80/11/24. 

Ip. 07262: 125. 


8012160102 Forwards Bopp I 1 to IE Info Notice 60-29. "Broken Studs on 
Terry Turbine Steam Inlet Flange " No written response 
requ ired. 

SE/hR IT. S^. V. Region 4. Dallas. Office of the Director. 00/11/26. 
Ip. 07262.097. 


S. Reportable occurrences/ LERs ft related correspondence 


8012940039 Part 21 rept re reactor protection sg* flexible conduit 
defect causing hot shorts if improperly grounded. Caused bg 
paint on panel surfaces or high resistance connection to 
panel surfaces where termination modules are ,rounfred, 

SHERNOOD, C. G. General Electric Co. BO/12/OB. 3pp. 


DOC RE r 50-460 NPPSS NUCLEAR PROJECT/ U.'JIT 1 


A. App I i cat I on/c ons t rue t i on stage documents ft: correspondence 


0012160050 Ltr to operating plant licensees/GL applicants & CP holders. 
Forward* NUftE0-O737 re TMI actiorj plan r aqo i remen bs. Requests 
operating reactor licensee confirmation In 45 day* that 
Enel 1 imp lemantat ion dates will be ret. 

EISEf.'H'JT, D, G. Division of Uiconsirg. GO/10/31. 7pp. 


1. Financial information 


3012160128 Forward* Annual Financial Rapt 1900. 

BOUCHEY. G. D. Washington Public Power Supply System, B0/12/1S, Ip. 
07187:001. 


— 0012160134 Annual Financial Rept 1930. 

m Uashingbon Public Power Supply System. 80/12/11. 23pp. 

07187; 001. 


0, Inspection reports/ IE flullefcins ft: correspondence 


0012170680 Forwards IE Info Notice 00-37, "Containment Cooler Leak* ft( 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
response required. 

EN3EL«eN. n. H Region 5. 8an Francisco, Office of the Director. 
00/10/24. Ip 07366:069. 


8012170410 Forwards IE Info Notice 80-38/ '"Cracking in Charging Pump 
Casing Cladding." No written response required. 

ENCELKEM, R H Region 5. San Francisco- Office of the Director. 
80/10/30. ip. 07266:160. 


0012170347 Forwards IE Info Notice GO-39, "Malfunction of Solenoiif 
Valves Mfg by Valcor Engineering Corp.” No written responae 
la required. 

ENCEL«EN|R H. Region 5. San Francisco/ Office of the Director. 
80/ 1 0/31. Ip. 07366:035. 


0Ol2t2OJ>2l Forwards IE Bulletin 80-21/ "Valve Yokes Supplied by Malcolm; 
Foundry Co« Inc^ " Written rasponae required 

ENOELKEN, P.H Region 5- San Franc iscox Office of the Director, I 

00/11/06. Ip, 07220:284. i 


B012030914 Forwards IE Info Notice 80-40/ ’'Excessive Nitrogen Supply 
Presisure Actuate* Safety Relief Valve Operation to Cause i 

Reactor Depre* *ur I za tion No written response required. f 

ENGEL:^F|j, R. H Region 5. San Francisco/ Office of the Director. ? 

80/11/07. Ip. 07150: 133 
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F'ru 

UTii IE 0 

tjl 
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*53. "Failures 

of 
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b'j. '."a leer 

Eng inser 

1 n 

5 CoTp ■’ 

Requires estiirate of 



r'3np.j._er Cir r ec ti ve acti-sns 

Eh:;eh^?(^F! h Pejur. li. San Francisco. Office of the Director. 
50/11/1.4 Ip 071 


" ■■•' i *-''J lO t>9 1 Fotu/ar-Js IF Bl'J let in SO”?.!. "Pres'But son of Danage Dye to 
Uatei Iniide C crta jri.n-nt " No written response 

r atjui r ei 

FN“FLHErf,P H Rejicn San Francisco. Office of the Director. 

Ip 07|>.9 


5vv;>lti:‘,3i Fcruarsi IF Jrfc- N-stice BO-42, "Effect of Radiation on 
H^dra.jlic F'lvbter FlyI■^ ' No response required. 

EN3FLMPN P H Re 9 i:n 5an Francisco. Office of the Director 
5 0/11/^4 Ip O'^ZtiS lZ<j- 


6012530227 Notice of appearance in proceeding. 

GODOARU.n. J. Hearing Dranch 2. 60/13/04, 2pp. 0731 7; 263, 


6012300114 Notice that end notices of appearances uere filed 
w/Secretarv of NftC. Cert i fi cate of Svc end, 

WILUWI.P.L, Illinois- State of. 00/12/09, 6pp. 07390:324, 


6012300112 Merror an dum it order ai/rmar i i ing 001302 telephone conferencs 
t. directing special prehearing conference to be held 910127 
in Urbana> IL. 

CLARK, H. U. Atomic Safety and Licensing Roard Panel. 0O/(2/S2. 2pp. 
07350: 330. 


K Utility Final Safety Analysis Report (FSAR) At amends 


6012310315 Forwards Amend 3 to FSAR, in response to NRC BOO039 I tr. 
KOCH.L.J, Illinois Power Co. 00/12/30. Ip. 07361:054. 

—0012310317 Amend 2 to FSAR. 

KOC0.L.J, Illinois Power Co. 80/12/31. 260pp, 07361:035, 


”-01^310503 Forwards IF I- *e } t igation Repts 50-460/00-14 & S0-513/B0-14 
on 8003G6'07I7 Nc r.Diic c.-p 1 lanc e noted. 

SPENCCP.G 3 Pfijion 5. 3an Francisco. Reactor Construction «< 
cnjireering S'jpport Branch 5G/tl/25. 2pp. 07365:237. 


"50123105j 3 IE Investigation Repts 50-460/B0“i4 >j 50-513/80-14 
Q0033fc-07l7. Ko n on c o-p 1 i ,3nc e noted, iffajor areas investigated: 
anoi^npys aiUgatip.is re const K reinforcing steelwork/ 


4 1 i e s 

TOTm, A D , RHACHLETa?.’. Q C Region 5. San Francisco# Office of the 
Diractir HArNE.5.P C Region 5. San Franciscoi Reactor 
Contraction f Engineering Support Dranch. SO/ll/25 
07ri:S, 539 


16pp. 


0. Inspection reports* IE Oullotlns h copr espondonco 


0011250274 Forwards IE Insp flopt 50-461/80-17 on 800801-31 Ct notlco of 
violation. 

FIORELLliO, Region 3. Chicago* Reactor Cons trwc 1 1 on Englriearlng 
Support Branch. 80/09/11. 2pp. 07056:292. 

8011250276 Notice of violation from insp on 0OOBOl“3t. 

< Regions, Chicago, Office of the Director. 80/09/11. Ip. 

07056; 294. 


0'jl2ltOl33 Forwards Suppl 1. 
Terry Turbine Steam Inlet 
required. 

ENvELkSN. HU Region 5, 
60/11/26 Ip 072i5 06 7 


to IE Info Notice 00-29, '^Broken Studs on 
Flange ' Wo uritten response 

San Francisco. Office of the Director. 


-0011250278 IE Insp Rept 50-461/00-17 on a0080l*-31. Noncomp 1 1 anc e no 
nonsels.mic Category I floor drain lines in reactor fuel bldg 


dg 

power 6 cable 


installed t. rooted over V dose to electrical 
trays. 

LIVCRhORE, H. H. , HNOP,R.C. Region 3* Chicago* Office of the 
Director. BO/09/tl I4pp. 07056:295. 


Con grass i ona I /Eiecutive Correspondence 

9012100154 Responds to 600408 Itr tc DOE requesting rept on Finley 
potential far earthquake i. effect on facilities 
to.ated at Hanrcrd r as er va t i ?n Se i sni c i ty will be re- 

,i,coverli., 

a"n/i!4 u?; ”7°a7'c.Sr''"'*'''' '’O"*'*"- 






violation. 

FIORELLI.O. Region 3, Chicago* Reactor Construction 6 Engineerlno 
Support Branch. 00/10/23. 2pp. 07223:237. 

8012110011 Notice of violation from insp on 801006-09, 

Reactor Construction 3* Engineering Support 
Dranch. 80/10/23. ip, 07223:239. v i-r 


CaCFEl 5G-4il CLINTON PONFR STATION, UNIT 1 

fFior -wii! ^ *9^^ents per mfg instructions 

iusfoaIb le.sFona. ieizfoma, 

=Pe-KEf5 r*’"" F«,l,bl, at ait,. 

HI inois Pw'.er La 60/10/23. Ip. 07194:189. 

'^Foi.varj? ‘ OL applicant, t CF hold,,,, 

n dates uill be net. 

.-/T.OG Division af Licensing. 00/10/31. 7pp. 07250:080. 


F^wiV',; led, nj PC,, r.load' 

etSEi..,jr. D 0 Divmc-, of Liccihj. eo/ 11 / 04 . 


4pp, 


itatg, Chart5*r3?apM’IJ?i«,j*'*"’’ *" Ciinton. lU r, cnit 

GFtHES.C I Utc,n„„, Branch 3 ' B3/1K/04 SGpp. 07254,234. 

GFI«ES.C I Uc.cic, Branch 3. 83/12/10 3pp, 07252:227. 

i3. Ad judicatory c orresppnde n< » 

3 W i •C«L^ 0 I Cf dO O ^ A r.jari a^ « 

.^«io.P V. iiiicc./jc.,,".?: 8s;M/^r"%jr‘‘o73«*.;;’'''' 


faniiro ,Z — . , “w* wwsj-uro, Muntomp * iunce nas«o; 

io::,:?,Lrtti:"^ca“iJ;a"ucn; 

0.r«t!J"To/;o/23“"T"^^^ 

®®R«c?“‘ravll?rF?Jd.'"'\'‘?‘J^' "'FFtol""-* Cool,, Laali, 1, 

ir'"'‘07264fb6i’"’‘°" Ofl’lCP Gf 44* Dir,cl»r. 00/10/84. 

®“w??M/ao'''o'’r‘'* '''••'Hon 4*t.d in IE In.p Rant 

30 461/80-20. Corrective act ion: constructor Instructed fcn 

documented temporary attachment* from 
KQCH*L. J, Illinois Power Co. 80/tt/lO. 2pp, 07303:234. 

50-441/80-88 on 00.020. No 

app!'*’^ 037 TO: 234 .'”'’'’ ‘^'“'“5”' 0*f(e* of t4i Director. 00/11/18. 

MrJ™,"r"?:i'''"’ of lien,., 

s"poit'braocS!”‘ 2 S/?i/«‘“’IJp. 234 .“'''''=“'’'' ‘‘ EUlne.rloo 



DOCKETED ITEMS 


S01202074P Faruards three Performance Appraisal Branch insp repts tt 
(ngt evaluation tree u>/user . gui de so that facilittj can 
conpare program to program already reviewed ii matte 
appropriate a d j us tments. M/o end. 

KEPPLCRj J. G. Region 3, Chicago^ Office of the Director. 60/11/18. 
-tpp. 


6012040236 Ack receipt of 601110 Itr informing NRC of steps taken to 
correct violations noted in IE Iitsp fiept 50-461/80-20, 

FIORELLliG. Region 3( Chicago^ Reactor Construction 6 Engineering 
Support Branch. 60/11/21. Ip. 07150:161. 


— 8012040247 Responds to K'RC BOlOtO 1 fcr re vidlatians noted in lE Jnsp 
Rept 50-461/80-20. Correc t ive actions stop work order issued 
800924 for all permanent noaselsmlc Categorc^ 1 structures i 
components In containment bldg. 

KQCHiL. J. Illinois Po^er Co. 80/11/10. 2pp, 07189:162, 


3012040646 Forwards IF. Bulletin 00-24. "Prevention of Damage Due to 
Water Leakage Inside Containment. " No written response 
ro<iulred. 

HEFPLERi J. 0. Aagion 3* Chicago. Office of the Director. GO/ll/21, 
2pp. 07165:384. 


9012000063 Forwards IE Info Notice 0O-42i "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response reiiuired, 

KEPPLEftrJ. 0, Region- 3r Chicago. Office of the Director. 80/11/24, 
2p9. 07102:213. 


9012170539 Forwards IE Info Notice 80“29»8uppl 1. "Broken Studs on 
Terry Turbine Steam Inlet Flange, " No written response 

HEPPLERj U. 0, Region 3. Chicago. Office of the Director. 00/11/26. 
2pp. 07264:262. 


&. Reportable occurrences. LERs t related correspondence 


0012240039 Part 21 rept re reactor protection sijs flexible conduit 
defect causing hot shorts' if improperly grounded. Caused by 
paint on panel surfaces or high resistance connection to 
panel surfaces where termination modules are mounted, 

SHERWCQDr 0. G. General Electric Co. 80/12/00. 3pp. 


OaCKSl 80-462 CLINTON POWER STATION. UNIT 2 


A. Application/construction stage documents t: correspondence 


0O12OBO34O Advises that Baldwin Associates has been authorlted to 
repair disc/guide bar misalignments per mfg instructions 
CNRC 3455lon Valves iaF004. 1E12F014A. IE. 2FO140. 1E12F069 Aj 
lEt2F068S 1FC-003A, Repair plan will be available at site. 
SPENCCR.J, Illinois Power Co. 00/10/23. Ip. 07194:109. 


0012160080 Ltr to operating plant licensees. QL applicants i; CP holders. 
Forwards NUREQ-0737 re Tfll action plan requlremen ts. Requests 
operating reactor licensee confirmation in 48 days that 
End 1 Implementation dates will be net. 

EIBENHVT. D. 0. Blvlsion of Licensing, 80/10/31. 7pp. 


6012220350 Ltr to all CP t: OL holders for DMRs re requirement for 
Imp 1 emen ta t i on of ODVN code for licensing basis calculations 
performed by GE. App I icabi e to all license applications 
proposed amends. Inc lud Ing core reloads. 

EISENH'JTi D. 0. Division of Licensing. 00/11/04. 4pp, 


G012160537 Notification of 8I0107-OB meeting w/ANU util in Clinton. It 
to obtain preliminary info concerning design t layout of 
instrument t control sys for facility. 

GRlhEaiC. I. Licensing Branch 3. 80/12/10. 3pp. 07282-227. 


0. Adjudicatory correspondence 


8012290165 Notice of appearance in proceed 1 ng. Certi ficate of Sve encL 
FA2I0.P.V. 1 1 J inols Power Co. 80/11/26. 5pp. 07344:149, 


0012230227 Notice of appearance in proceeding. 

GODDARD. R.J. Hearing Branch 2. 00/12/04. 2pp. 07317:263. 


0012300114 Notice that enc 1 notices of appearances were filed 
u/Secretary of NRC. Certi f icate of Sve end, 

WILLI1AN. p. L. Illinois. State of. 00/12/09. 6pp. 07330:324, 


0012300112 Memorandum ^ order sgmmarlxlng 001202 telephone conference 
It directing special prehearing conference to be held 010129 
in Urbana. IL. 

CLARK. H.K. Atontlc Safety and Licensing Board Panel, 80/12/22. 2pp. 
07358:330. 


Utility Final Safety Arv>:ilysis Report IFSARl & amends 


0012310315 Forwards Amend 2 tu FEAR, In responae to NRC 800029 ltr 
KOGH.L J. Illinois Power Co. 00/12/30- Ip. 07361:054. 


—8012310317 Amend 2 to FSAR. 

KOCH. L. J. Illinois Fewer Co 80/12/31. 260pp. 07361:055. 


0 Inspection reports. IE bulletins t: correspondence 


8Q12170666 Forwards IE Info Notice QO-37. "Containment Cooler Leaks 
Raa-ctor Cavity Flooding at l-ndian Point Unit 2." No written 
response rflq.uirecl- 

KEPPLER.J. G. Region 3. Chicago, Office Of tho Director. OO/lO/a 
tp. 07366:061. 


8012020743 Forwards three Performance Appraisal Branch insp repts & 
mg t evaluation tree w/user guide so that facility can 
compare program to program already reviewed make 
appropriate ad lustments. N/o end. 

KEHPLER. V. O. Region 3, Chicago, Office of the Director. GO/ll/l 
4pp. 


6012040646 Forwards IE Bulletin 00-34. "Prevention of Damage Due tb 
Water Leakage Inside Containment." No written response 
required . 

KEPPLER.J. 0. Region 3. Chicago, Office of the Director. 0G/11/2 
2pp. 07165:354. 


8D1209D063 Forwards IE Info Notice 90-4Pj "Effect of Radiation on 
Hydraulic Snubber Fluid.*' No written response required. 

KEPPLER., J. O. Region 3, Chicago, Office of the Director. 0D/11/2 
2pp. 07102.213. 


8012170539 Forwards IE Info Notice 80-29. 3upp I 1. "Broken Studs on 
Terry Turbine Steam Inlet Flange. " No written response 
required. 

KEPPLER. J. G. Region 3, Chicago. Office of the Director. OO/ll/S 
2pp. 07264:263. 


S. Reportable occurrences. LERs 4 related correspondence 


6012340089 Part 21 rept re reactor protection sys flexible conduit 
defect causing hot shorts If improperly gi-ounded. Caused by 
paint an panel surfaces or high resistance connection to 
panel surfaces where termination modules are mounted. 

SHERWOOD, 0. 0. General Electric Co. 80/12/00. 3pp, 


DOCKET 50-463 FULTON GENERATING STAT10.N, UiUT I 


G. Ad judicatory correspondence 


8012160144 Forwards BEC Form lO-Q. Quar ter 1 y Flnanctai Rept S< supper- 
mgt comments, in response to ^^'RC 790931.1109 it 80081 1 
requests for info re significant financial developments 
affecting utils in restart proceeding. 

COMOON, V.H. 0-enoral Public Utilities. 80/11/26. 3pp. 


— 0G1216O154 Quarterly Financial Rept Sept 1980 Ic supporting mg t 
com-T-ents. 

« General Public Utilities. 80/11/14. 44pp, 


0012090297 Requests that util CP application be withdrawn w/o prejui 
fl-. CP proceedings be terminated. Motion end, 

IRMIN. ». P. Hunton Wl 1 1 iams. 80/12/03. 2pp. 07201:129, 


-0012090298 Motion ta withdraw application for CP 6 terminate 
proceedings. 

IRUIN.D.P. Hunten 8i Wl II iamc. IRNIN.D.P, Ph I lad elph i a El ectr 
Co. 00/12/05. 2pp, 07201:131. 


8012100471 Motion to withdraw CP .app 1 ic ation terminate proceodlngi 
Certificate of Sve end 

IRWIN, D.P, Hunton Wl I I xams. IRWIN. D. P. Philadelphia Electric 
80/12/05. App. 07220:036. 


G0122900B3 Response of interveners York Committee for Safe Environ i| 
Central PA Com.nittee on Nuclear Pouerrln opposition to 
applicant 8012-05 request to withdraw CP application w/o 
prefudice, Certi ficate of Sv« enc 1 . 

KEPFORil, C. Environmental Coalition on Nuclear Power. BO/12/17, 
4pp. 07342:357, 


264 


DOCKETED ITEMS 


eoi23003SO Response ko applicant 001205 tt-oticn to u/ithdrau application 
torninate proceed ing 5 Raises no objection to notion. No 
deterenination nade to conditions of <ji th draua 1 . Car t i f icate 
of Svc end. 

C-RAViJ, R Hearing Branch I 30/^2/5^. 4pQ. 07359: Oi7. 


— 80I2020i34 Memorandum in support of applicant reouest to sot date far 
com:;sncement of health safety hear inga. Certi f icata of Bve 

‘f’ 2 ' COPELAND, J C. Houston Lighting << Poiuer Co. 

Reis, Are Irad «t Toll. SO/ll/g*. jp 
U7Ih0’Oiv* ' ■ 


DQCK0T 50-'4£i4 FULTON GENERATING STATID^i, UNIT 2 

G, Adjudicatory correspondence 

aoiat60l4^ Forwards SEn Form lO-Q, Quar terly Financial Rept !» supporting 
mgt comments, in response to NRC 790^21,1109 eoOBl 1 
req.uests for info re significant financial deueiapments 
affecting utils in restart proceeding. 

CONDON. V.H General Public Utilities 60/11/26. 3pp. 

'"6012160154 Quarterly Financial Rept Sept 19B0 & supporting mat 
confluents » e 

•* GeraTal Public Utilities. B0/H/t4. •14pp, 

3012090297 Requests that util CP application he withdrawn ui/o prejudice 
fy lP proceedings be terminated Motion end. ^ 

IRUIlf.D.P. Honton tHllUams 0O/12/G5. Spp. 07201:129. 

--801209029a Motion to withdraw application for CP ?( terminate 
proceeding s . 

Williams. 1RUIN,D. P, Philadelphia Electric 
Co. 80/12/05. 2pp 07201:131. 


BO 2050-100 Motion for summary disposition of consolidated contention 
(Cumings 9, Griffith 1. Johnston t, Lfimmer 3) as reworded by 
ASLD 4 admitted pursuant to 000926 order. No genuine matl 
issue of fact remains to be litigated. 

BLACK. R.L. Hearing Branch 3. 80/11/26. 6pp. 07173:245. 

—3012050405 Statement of matl facts as to which no genuine issue It to 
be heard on consolidated contention re NEPA Impacts of low 
level radiation. 

BLACK, R.L Hearing Branch 3 80/11/26. 4pp, 07173:251, 

--8012050406 Affidavit re NEPA i.rpacts of low level rad i a tlon. Health 
risks associated w/LNRs are insignl f leant. Prof 
qual i f ications Certificate of Svc end, 

R^^Jiological Assessment Branch. BO/ll/26. Slop, 

0 / 173: 255. 

8012290005 Motion for amend of 800627 protective order approving 
settlement agreement on tnsp of OE Reed Rep t. Certificate of 
Svc ehcl, 

CCPphANn' i n‘ ' R Houston Lighting & Power Co. 

CCPELAND, J. 0. Baker it Ootts. 80/12/02. Spp. 07344:196. 


»■ procdin,, 

'Ko»: ”pr'’"07220-i3r“‘ Electric C. 

8012290033 Response of interveners York Committee for Safe Environ & 
central PA Com-ni btee on Nuclear Power. In opposition to 
applicant 801205 request to withdraw CP application w/o 
pre jud ice. Cert i f ica te of Svc end 

WEPFORDuC. Environmental Coalition on Nuclear Power. 00/12/17. 

4pp. 07342; 357. 

0012300350 Response to applicant 601205 motion to withdraw application 
5 terminate proc eed Ing s. Ra i ses no objection to motion. No 
determination made to conditions 0 # ui thdrawal. Certif 1 cate 
of Svc encl. 

GRAY. J. R. Hearing Branch 1. 00/12/24. 4pp. 07359:067, 


DOCKEl SO-466 ALLENS CREEK NUCLEAR STATION, UNIT 1 

stage documents 1 corresp ondanca 

8012220358 Ltp to all CP t OL holders for BURs re requirement for 
L?**® licensing basis calculations 

perropi-ed by GE. App 1 icab 1 e to all license applications 
proposed amintfs, i nd ud ing core reloads. 

EISEHHUT. D. 0. Division of Licensing. 60/11/04. 4pp. 

Qtatenents. suppls 8. corr esponden, 


to make limited appearance before Conrnission on 
800d4 or 15 in Houston, TX. 

MAGcE. A. A. Affiliation Unknown, 80/12/04. Ip, 07359:214. 

Order granting applicant 001202 motion for amend of 
800627 protective order 8 t amend to Attachment A re 
^®8arding disclosure of confidential info. 

07307^057 Safety and Licensing Board Panel. 80/12/05, Sp;. 


8012300135 Response to first set of interrogatories & request for 
production of documents from util on health effects of low 
level radiation. Certif icate of Svc end. Related 
correspondence. 

CUMtllNGSiE. Affiliation Unknown. 00/12/05. 4pp. 07356:259. 

8012150100 Responds to ASLQP 001202 request for clarification ra 
exclusion of TX PIRO Contention 30,1 from applicant 000304 
motion for summary disposition Unflltered leakage issue ie 
relevant to McCorkle Contention 17 only. 

COPELAND, J. 0. Baker it. Dotts. 80/12/06. Spp. 07240:359. 

8012150152 Requests to make limited appearance statement at CP Kearlmgs 
at Oates College of Law, Hous ton, TX. 

EIDMAN, U. Affiliation Unknown 80/12/08. Ip. 07237:223, 

Requests rewording of applicant it NRC joint response to A6UP 
B01121 order re Intervenor failure to identify expert 

deposed many identified witnesses. 
HINDERSTEIN, C. Aff 1 1 iat ion Unknown. 80/12/00. 2pp. 07241:002. 


001:2190214 Draft Supp I 2 to FES. 

* Office of Nuclear Reactor Regulation, Director 
80/12/31. 104pp. 07282; 153. 


G. Adjudicatory correspondence 


NUREO-Oa/O 32. 


8012890641 Joint response of NRC L applicant to ASLD 001202 order to 
submit proposed schedule for commencement of hearings on 
heal .n L safety issues. Lists 30 issues requests B10501 
hearing on 16 i ssues. Cer ti f i cate of Svc end. 

NEWMAN, J.R., COPELAND, J. O. Houston Lighting & Power Co. NEWMANi J. R. 
Lowe, isteln, New.ran, Reis, Axelrad fc Toll. 80/12/08. 6pp. 07332:327. 


--e r-atlllt, U icli.duled to b.,in 

S"i? BOOTOrit'”’"'”' in 

Ip°’' ondS-asS" 'or ap.r.tton,. 


80123000^5 Order rescinding all previous orders it issuances which 
averted to ti/or granted procedural assistance to any 
Intervenors. 

Atomic Safety and Licensing Board Panel. 00/12/09. 2pp. 

0/39or iOt. 


303 *'”'"“ Safety and Licensing Appeal Panel. BO/ll/24. 

memorandum in support of applicant request to set 
date for commencement of health ^ safety hearlnos 
Certificate qf avc end, * 

^07148; Ol?' Axelrad It Toll. 00/11/26. lOpp, 


Requests opportunity to make limited oral statement or 
800114 or 15 at Univ of Houston. 

MUELLER, E.E Affiliation Unknown. 00/12/10. Ip. 07243:395, 

801229'0344 Notification of 801210 conference call re Comptroller 
General ruling terminating procedural assistance to 
intervenors for copying t: serving direct testimony. Order 
issued QG1209. W/Certif icate of Svc. 

COPELAND, J. 0. Houston Lighting it Power Co, 00/12/10 In 
G7343: 135. 


0012290627 Notice that CD Stutienbaker agreed to be wl tnes 1 , Cer 1 1 f 1 ca te 
of Svc end. 

MARBICK, D. MarrackdD, 00/12/10. Ip. 07300:001. 



DOCKETED ITEMS 


0012100500 Ecpreases desire to make limited appearance statement during 
ASLD 810114 meeting in Houston<TX. 

PQTTHOFF.F. Affillatian Unknown. BO/IS/U. Ip. 07187:001. 


6012300002 Clarifies redrafted Dohertg Contention 26 re stud bolts. 
BLACK. R. L. Hearing Branch 1. 00/12/11. app. 07356:003, 


0012290271 Notifies that CO Stutzenbacter of TX Parks e* Wildlife Dept 
will testlfg cn Contention 76 re presence & movements of 
mlgraton^ wildfowl presented in 800730 job performance rapt 
& 740521 special rept. 

MARRACK. D. Marrack,D. 80/12/16. Ip. 07341:181. 


0012290327 Memorandum & order ruling that matters discussed or 
determined at ASLB 801202 second prehearing conference shall 
control subsequent course of proceeding unless modified for 
good cause. 

WOLFE. S. J. Atomic Safety and Licensing Board Panel. 00/12/16. 7pp. 
07343:141. 


6012240304 Requests bo make limited appearance statement at B10114 
hearings in Houston. TX. 

WHARTONj A. Citizens Anti-Nuclear Information Team. 00/12/17. Ip. 
07325: 144. 


8012300079 Request to miake limited appearance statement at 810114 
hearing in Houston. TX, 

HOOKER; K. Affiliation Unknoun. 00/12/17. Ip. 07308:001. 


6012390091 Response in support of NftC -notion for aummarg disposition of 
consolidated contention (Cummings 9jOrlffith 1. Johnston 1 It 
Lermer S) re health effects of low level radiation. 

NEWMAN. J.R.j CUlP.R.H,. RASKIN. D. B. Houston Lighting *< Power Co. 
80/12/18. 2pp. 07343:040. 


6012270095 Affidavit ro health effects o# low level rad la t ion. 8uppor ts 
NftC statement of matl facts re consolidated contention on 
NFPA impacts of low level rad la tion. Prof qualifications It 
Certificate of 6vc end. 

HAMiLTGNrL D. Srookhavon National Laboratorg. BO/12/17, 24pp, 

07343: 030. 


6012300095 Requests to make limited appearance statement at ovldentiarg 
hearings in Houston.TX. 

WATANA0B. D. H. Affiliation Unknown. 60/12/10. Ip, 07356:206. 

6012300266 Forwards testimony of RL Oabchg.WS Divins.OE Gears I. 

Gil Moon. 

BLACK. R.L. Hearing Branch 1. aO/12/ta, 2pp. 07336:241, 


— 6012300260 Transcript of OE Gears supplemental testlmong re 

transmission llnes/health effects (Marrack Contention 2(b) It 
Rentfro Contention 21, Prof qual i f ic attons end. 

QEARS.O. E. Environmental Engineering Branch. 60/12/18. 16pp. 

07339:243, 


8012300271 Transcript of RL Ootchg supplemental testlmong re 
radioactivitg in cooling lake (Bishop Contentions 12 tt 21). 
Prof qua 1 if icat ions encl. 

ODTCHVrR.L Radiological Assessment Branch. Q0/12/1B. 7pp. 
07336:260, 


—8012300277 Transcript of WS Bivins testimony re potential requirements 
for dredging San Bernard river to transport reactor 
pressure vessel. Prof qua 1 i f icati ons encl. 

B Ik'INS. W. S. Hydrologic I? Geotechnical Engineering Branch. 

00/12/18. 9pp. 07358:269. 


— 8013300279 Transcript of CW Moon supplemental testimony in response 
to A5LB Question 2 on use of WASH- 1 400, Prof qualifications 
enc 1 . 

MOON. C.W. Licensing Branch 1. 0O/l2/i0. 3pp. 07350:278. 


SO133OO203 Transcript of CW Moon supplemental testimony In response to 
ASLB Question 7 re onsite transportation accident. Prof 
qual If ications encl. 

PiOONiC. U. Licensing Branch 1. 00/12/18 3pp. 07330:201. 


8012290030 Confirms 601217 telcon re availability of campus parking 
spaces on 8| 01 1 4-16. NRC will not pay for parking during 
subsequent hearing sessions beginning 810202. 

WOLFErS. J. Atomic Safety and Licensing Board Panel, 80/12/19, Ip, 
07336; 325. 


8012i£ 90207 Appeal of ASLB 001113 order ruling marine biomass farm is 
not viable alternative to facility (Contention 6). Author 
should be readmitted as intervenor In timely hearings on 
contention should be he Id. Certl f lea to of Sve end, 

POTTHQFF.F.H Affiliation UnVnown. 00/12/17, 5pp, 07300:001, 


0012300476 Requests to make limited oral statement on 610214 or 15 
Jniv of Houston.TX 

PINA/R. Affiliation UnkTum^n 80/12/19 Ip. 07359:144. 


9012310277 Requests to appear for 10 minutes at NRC 010114 hearing 
Bates College of Law in Housten, TX 

OLIVEROS. R. 0. Affiliation Unlooiiin. 80/12/17. Ip. 07300:001. 


6012300605 Requests to make appearance before Commission on B10114 
13 in Houston; TX re otil request for CP. 

CRU.MP; 0. Affiliation Unknown. 80/12/20. Ip. 07359:244. 


9012300550 Response to intervenor Doherty first set of special 
interrogatories on Contention 50 Includes data on metal 
coriipcsitlon in jet pump c omp oren ts . Af # i dari t t: Certificate 
of 8vc enc L . 

MOON.C.W, Licensing Branch 1. 00/12/24. Bpp. 07361:344. 

6012310281 Requests to appear in afternoon at 010114 hearing in 
Houst'PPf TX . 

BURNSTONEi G. Affiliation ■Unlnowti. 80/12/26. Ip. 07308:001. 

S01229029S Joint response to ASLB 001121 order requiring submittal 
environ contentions ASLB questions I- sequence in which 
Issues will be hea r d. Proposed schedule is tentative. 

Certificate of Sve encl. 

CQPELANDj. J. 0. , NENHAN. O. R. Houston Lighting It Power Co. 
COPELAND; J. 0. Baker It Botts. 8(3/12/02. 7pp. 07341:206. 


8012300587 Response in opposition to hiRC motion for summary disposlt 
of consolidated contention (Cummings 9, Griffith li Johnston I 
le Lemmer 5) re NEPA impacts of low level radiation. 

Certificate of 5vc encl. 

DOOOETT. S. A. Doggo tt, S. A. 80/12/29. 2pp. 07300:001. 


— 9012300596 '‘1901 Reassessment of Health Hazards Of Low Level lonlz 
Radiation. “ Affidavit It curriculum vitae encl. 

BRQ39f 1. D. Roswell Park Hefoorlal Institute. 00/10/09. 40pp. 

07306:001. 


H. General correspondence 


6012290524 Requests halt to const of facility. 

STAVlNOKAiJ. Affiliation Unknown. 80/11/13. 2pp. 07300:001 


60120'10256 Forwards info in response to 801029 Itr requesting 
llconslng categories It info re floating nuclear plants. 
PURPLE; R. A. Division of Licensing. GO/U/17- 4pp. 


— 6012040299 Requests info re facilities u/acfcjve CPs pend ingi 1 icens 
definitions It requirements for floating nuclear plants. 

DREV. L. A. Affiliation Unknown. 80/10/29. Ip. 07170:063. 


6012150167 Opposes facility const because engineering It technology n 
equal to task; & opposes owner company liability limits in 
event of major accident. 

HOWARD; H.J. Affiliation Unknown 80/ 12/03. Ip. 07237:227. 


8012170504 Requests cessation of nuclear plant 1 icens ing. Nuc lear pi 
believed to be unhealthy. 

SCIIIIIDTpT. Afft I latl on Unknown. 80/12/09. Ip. 07107:001. 


S, Reportable occur retic es; LERj I related correspondence 


0012240039 Part 21 rept re reactor protection sys flerlble conduit 
defect causing hot shorts if improperly grounded, Caused by 
paint on panel surfaces or high resistance connection to 
panel surfaces where termination modules are mounted. 

SHERWOOD; 0. 0. General Electric Co. 60/12/08. 3pp, 


T. Hearing transcripts on non-anti tros fc jnatters 


6012080204 Transcript of 801202 hearing in Houston; TX re environ imp. 
of const. Pp 1; 003-2, 004. 

* Atomic Safety and Licensing Board Panel. 00/19/02. 201pp. 

07161:268. 


BOI2270156 Forwards L Hamilton 801218 testimony re Doggett Contentloi 
Kb) I. AELB Question 1 cn health effects of coal li nuclear 
power it TX P|R(J Contention 1(f) on comparative population 
riats. 

NEI4NAN; J. R. Lowenste t ri; Newmati; Re is; Az e Irad I Toll. 00/12/18 3pl 
07344:035. 
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— €0122^0160 T9&timon(j or Doggett Contention 1 ( b 1 (Pishop Contentioni 13) 
re health e^^ect6 oif ccaj i nuclear pouer. Pp l‘'6^9.PrDf 
i^ua J jfications encl 

HAfULTOrJi L Droolbavon National Laboratort/. 80-/^12/10. 74pp. 

073«1'1 : 058 


— 80122^0167 Teitimonij re TX P I FJQ Contentian t(f> re population risks. 
Pp J-B 

M*iMILTG?J. L D Hrookhaven National t.abaratorv. BO/12/tB. Bpp. 

073 44: 132, 


001230065*1 For*^ardi applicant direct testi/noni^ in environ phase of 
proceeding scheduled to begin QlOl 12. Tes fcleiong addresses 
issues re cooling lakepeoerg^ ai ternat i ves« tranfinl s s ion 
1 inesi a 1 t erna t ive sites i. barge slips. 

COPELAND. J. G. Baier llotts. 80/13/10 5pp. 07347:193. 


— 8012300659 Teslinorg an behalf af «j 1 1 1 re TX PIRO Contentions 2 2( 4 tc 
McCorkle Contention 2 concerning caoliTigi latte recreational 
benefits t dar. eitenaion 

SCHlICHT. F. G. tfoustyn Lighting t Power Co. BO/12/10. a4pp. 

07347 : 200 


■Q0123C066+ Testimony ori behalf of util re TX PlRG Contention 2. Griffith 
Co-nten t i on 4 Jl: HcCorkle Contention 2 concerning cooling lake 
recreational benefits Re su/re i. calculations of total 
chla.ine residuals encl. 

TISCHLER/L F. Engineering Science. 80/12/18 SGpp. 07347:234. 


--0O123CO6iS Testimony on behalf of util re Dishop Contention 21r cooling 
lake radioactivity U Bishop Contention i2rcaoling lake 
seepage. Reauf^e encl. 

ARfiSTfiO.NG, W. E. Teias. Untv. of. BO/12/10 53pp. 07347:322, 


“•^8012330675 Testimony on behalf of util re energy al ternati ves. Info re 
planned seneratlon add i t i one* s gs capab i 1 i ty* 1 oad purchase 
pouer t. reserve for 1977-1990 encl. 

OUY.jf. D. Houston Lighting 4 Power Co, 80/12/16. 20pp. 

■07349:013 


— 0012307677 Testimony on behalf of util re energy al ternati vas. Tab les of 
actual 4 projected sales 4 peak loads for E979r 1990 4$ 2000 
enc 1 . 

ANDERSDNf K. P, National Econoimic Research Assoc iates* Inc . 
aO/j2/tB. 27pp. 07340:033 


8012300682 Testimony on behalf of util re energy al ternati ves. Charts re 
leveliied electricity cost from facility 6 coal 
alternatives encl. 

PERLi L. J. National Economic Resaarch Assocfatesi Inc, 8G/12/1B. 

56pp. 07340:060 


--80123006QS Testimnny o-n behalf of util re TX PIRO Contention 5 
concerning solid waste combustion. 

IJQ005GN, H, H. TexaSi l/nlv. of. 80/12/18. 13pp. 07348:116. 


—8012300692 Testimony on behalf of util re TX PIRG add I Contentl-on 12 
concerning i ntertonnec tion/p urc has# of power. Netl Electric 
Reliability Council annual rept encl. 

SINi-'iDJlS, D. E Houston Lighting it Power Co. 80/12/10 92pb 
07348:129, 


— B01230C696 Testimony on behalf of util re Rentf ro/H#rrac k contention 
concerning health effects of high voltage transmission 
1 ines . 

hICHAEUSON. S. Rochasteri Unlv. of. Medical Center, 00/12/18. 

39pp. 07348:221. 


--8012300702 Testimony on behalf af util re Karrack Contention acc) re 
transnission lines Jt waterfcial 

SCHl ICHT, F, 0. Houston Lighting A Power Co. 80/12/18. 26a p. 

07349:261 


—0012330706 Testimony on behalf of util re TX PlRQ addl Contention I re 
barge slip. Damss i. C'lOoro rept ’*Er»virqn Assessment &t 
Responses to NRC Oues t i ons' Transportat i on of Reactor 
Pressure Vessel*" end, 

HUSSEY*J.R California* Unjv. of. 3erteley. 80/12/lB. S/pb. 

07348: £09. ^ 


— B0123007JI Testimony on behalf of util re T5C P IRG Contention t re South 
Teias Project 3 versus Allens Creek site Listing of cost 
savings encl. 

hCCUIsrON* fl. M Houston Lighting A Power Co, 90/12/10. 2app. 

07349: CDS 


■*-8012330719 Testlmany on behalf of util re Hinderstein Contention 5 
corcerning coastal sites. 

FINLAY, RL. URS Co. 00/12/18 26pp. 07349:030- 


— 8012300723 Testimony on behalf of util re Hlndersteln Contention 5 
concerning coastal sites, 

VAN3ICKLE,D. Turner Collie 4 Braden, Inc. 80/12/18, lOpp, 
07349; 056 


—8012300728 Testimony on behalf of util re TX PIRG Contention I 
concerning South Texas Project 3 versus Allens Creek 1, 
Analysis of prime farmland soils encl. 

HUSEEV, .J. R. Dames it Moore. 80/12/10, 20pp. 07349:066. 


8015300731 Testimony on behalf of util re Bishop Contention I 
concerning population projections. 

WHITE, U.T. Dames A Hoore. 00/12/10. 51pp. 07349:006- 


—8012300733 Testimony on behalf of util re Hindersteln Contention 5 
concerning coastal site. TERA Corp ''Coastal Site Comparison 
Rep t< " enc 1 . 

SCHOEIIDERO, E. TERA Corp. 50/12/18. 200pp. 07349:136. 


DOCKET 90-467 ALLENS CREEK NUCLEAR STATIGMr UNIT 2 


A. App 1 Icati cn/construc t i on stage documents & correspondence 


8012250358 Ltr to all CP i. OL holders for BWRs re requirement for 
implementation of ODYN code for licensing basis calculations 
performed by CE. App I icab la to all license applications & 
proposed amends* inci ud ing core reloads. 

EISENH'JTj D. 0. Division of Licensing. 80/11/04. 4pp. 


0. Adjudicatory correspondence 


8012030842 Advises that CP hearing re facility is scheduled to begin 
on 010112 in response to 6010^0 ltr re concerns expressed In 
util B00904 ltr. 

DtRCKS, U. J. Office of the Executive Director for Operations, 
80/11/17. Ip. 07149:253. 


DOCKET SrN-SO-470 CE8SAR SYSTEM 80 


A. Ap p ! icati QM/construc t ion stage documents It correspondence' 


0012160197 Requests that CESSAR preliminary design approval (PDA-2> be 
extended until NRC issues final design approval or 
application is ui thdrawn. Lac k of approved ref design adds to 
uncertainty facing util. 

SCHtRER.A, E C-E Power Systems. 8'3/12/ll. Ip. 07262:309. 


DGCKEl 50-471 PILGRIM NUCLEAR POWER STATION* UNIT 2 


A. Application/construction stage documents 4: correspondence 


8012220485 Responds to 000911 memo requesting that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
u/T*vised Agree.nent State burial site cond i tions. Forwards 
results cf IE survey. 

DENION, H. R. Office of Nuclear Reactor Regulation* Director. 
80/12/04, Spp. 


--Q012220506 Forwards tabulation summary of IE survey on low level 
ii’aste at 51 reactors. Low level waste storage facilities 
have been expanded at 377. of reactors surveyed ii}/7l% 
pla.tning or considering increasing storage capacity. 

BAN0ART*R. L. Effluent Troat.nent Systems Branch. 80/11/06. 0pp. 


0. Adjudicatory correspondence 


8012240027 Order receiving into record applicant Exhibits 23*24 l< 25 i 
NRC Exhibit 67 subj to right of parties to file objections 
w/ASLB within 10 days 

* Atomic Safety and Licensing Board Panel. 80/12/16. 2pp. 
07524:218. 


K. General correspondence 


6012040296 Forwards info in response to 801029 ltr requesting 
licensing categories it info j*e floating nuclear plants. 

PURPLErR. A. Division of Licensing. 00/11/17. 4pp, 07170:059. 


-8019040293 Requests info re facilities w/active CPs pending* 1 Iccnst 
dsfinitions i requirements for floating nuc 1 ear plants. 

DREYiL.A. Affi I iatlon Unknown. 00/10/29. Ip, 07170:063. 
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DOCJ^ET STN-50-492 WOLF GEKERATIKO STATinM 


A. App 1 1 tion/construc bi an docuiTtents correspondence 


3012160050 Lfer to operating plant llceneeea>GL applicants & CP holders. 
Forwards KUREO-0737 re TMl action plan requ Ir events. Req^uests 
operating reactor licensee ccnf i rma t ton in 43 dags that 
Enel 1 imp 1 ementa t i on dates util be net. 

ElSENHUTi D, 0. Division of Licensing. 80/10/31. 7pp. 


8012220358 Ltr to all CP tt QL holders for BU'Rs re requirement for 
implementation o'f DDyrJ code for licensing basis calculat ions 
performed bg OE, App 1 i cab lo to all license applications & 
proposed amends* Inc lud ing core reloads. 

EISEfJHUT. D. G. Division of Licensing. 80/11/04, 4pp, 


8012080320 Informs that NRC will attend QOlS09-iO meeting re util 
interoal technical revlcu of FSAR Chapter 8. Requests that 
panel members be chosen from both senior luorking levels it 
engineering mgt it members of public be alloued to attend. 
TEDESCQiR.L. Assistant Director for Licensing. 80/11/21. Ip, 
07174: 196. 


—8012080336 Extends invitation to attend 801S09-10 meeting re internal 
technical revieu of FSAR Chapter 8 concerning electric 
p oLfer, 

PETRICK. N A, Standard lied Nuclear Unit Power Plant System. 
80/10/17, Ip. 07194: 197. 


9012110630 Notification of 001209-10 meeting w/utll in Oaithersburg* MD 
to conduct Independent design revieu of F&AR*Chapter 0. 

STARK* R.H. Licensing Branch 1. 60/11/25. 2pp. 07224:313. 


— 6012110667 Confirms NRC attendance at util 601S09-10 technical revieu 
of FEAR, Chapter 8. 

TEDEaCO*R.U. Assistant Director for Licensing, 60/11/21. 2pp. 


C. Utilitg Environmental Report (ER)* amends & correspondence 


6012060577 Advises that 600219 OL stage environ rept is suff icientlij 
complete based on evaluation of all info filed. 

EISENHUTr D. 0. Division of Licensing. 80/11/21. 4pp. 07106:196. 


8012020093 Forwards environ rept.Vols 1 t« 2* for Wolf Creelt 1, 

KOESTERrO. L. Kansas Oas it Electric Co. 80/11/25, 2pp. 07137:037, 


—01012020089 Environ rept.Vol l.for Wolf Creek 1. 

4 Kansas Gas 4: Electric Co. 00/11/25. 325pp, 07137:039. 


—6012020093 Environ rept.Vol 2* for NqI# Creek 1. 

4 Kansas Oas it Electric Co. 60/11/25. 400pp. 07139:064. 


6012090239 Advises that distribution of environ rept was made to 
parties on end list, 

KOESTERrO. L, Kansas Oas it Electric Co. 60/12/03. 3pp. 07201:102. 


6012300371 Informs of docketing of environ rept, OL stage* for facility. 
Notices af receipt of application for facilitg GL* 
avallabilitg of applicant environ rept S* consideration of 
issuance of facilitg DL end. 

YOUNOSLaOD. B. J. Licensing Branch 1. 80/12/08, 3pp. 07359:339, 


— 8012300375 Notice of receipt of application for facility DL,of 
availability of applicant environ rept*of consideration of 
issuance of facilitg OL it of opportunitg for hearing. 

VaUMOBLOQD* B. J. Licensing Branch 1. 80/12/06. 6pp. 07359:342. 


Q. Inspection reports, IE Bulletins 4^ correspondence 


B012L70731 Forwards IE Circular 00-21* "Regulation of Refueling Crews." 
No written response required, 

6EYFRIT.K. V. Region 4* Dallas, Office of the Director. 00/09/10. 
ip. 07264:153. 


0012020757 Forwards IE Insp Rept 50-482/80-20 on 001007-10. No 
none omp 1 ianc e noted. 

SElDLE* U. C. Region 4* Dallas* Reactor Construction H Engineering 
Support Branch. 60/10/23. 2pp. 07143:336. 


—8012020762 IE Insp Rept 50-462/60-20 on 001007-10. No noncamp 1 lance 
noted. Major areas inspected : const activities including site 
tour 6 observation af wor V. Records for RCP0 pipe welding 
reviewed. 

01LBERT,L. D. I HALL, R. E Region 4, Dallas. Reactor Construction 8( 
Engineering Support Branch. CRQSEtlAN, W. A. Region 4, Dallas, 
Office of the Director. 60/10/22. 4pp, 07143:340, 


8012170349 Forwards IE InFo Notica 90-30. 'Cracking in Charging Rump 
Casing Cladding.'* No written lesponse required. 

SEYfRITiK V Region 4. Dallas. Office of the Director. BO/lO/30. 
Ip. 07269:004 


80I2170S32 Forwards IE Info Notice 80-39, 't'ial f unc t ion of Solenoid 
Valves llfg by Valcor Erg i near ing Corp. " No cjritten response 
is required. 

SEYfRITiK. V Region 4, Dallas. Office of the Director. 80/10/31. 
Ip. 07266:023. 


8012100613 Forwards IE Btillatin 80-?i, '‘Valve Yokes Supplied bg 
Malcolm Foundry Co. Ihc " Written response required. 

SEYfRIT.K, V. Region 4r D.^^llas* Office of the Director. 80/iJ/06. 
Ip 07220: 100. 


0012030901 Forwards IE Info Notice 80-40* ‘Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuri la t i on '* No written reapona® required. 

SEYtRIT. K. V. Region 4, [Jallas. Office of the Director. 80/11/07, 
Ip. 07150:163. 


8012030675 Forwards IE Info Notice 80-41, "Failure of Suing Check Valve 
in Decag Heat Removal Sys at Davis Qcsie On-it 1. ' No 
reapciiise required. 

aEVf R IT* K. V. Region 4, Dallas* Office of the Director. 80/11/10, 

Ip. 07163:044. 


6012040129 Forwards IE Bulletin 80-23. "Failures of Solenoid Valves 
Mfg bg Valcor Engineering Corp, “ Requires estimate of 
manpower associated w/corrective actions. 

SEYFRIT.K. V. Region 4. Dallas. Office of the Director. 00/11/14. 
Ip. 07169:267. 


8012050013 Forwards IE Bulletin 60-24. ‘'Rrevention of Damage Due to 
Water Leakage Inside Containment. " No written response 
required. 

SEVFRIT,K. V. Region 4. Dallas. Office of the Director. 80/11/21. 
Ip. 07173:059, 


6012160076 Forwards lE Info i4otice 30-42. "Effect of Radiation on 
Hydraulic Snubber Fluid." No response required 

SEffRI7,K. V. Region 4. Dallas, Office of the Director. BO/ll/24. 
Ip. 07262: 124. 


6012160112 Forwards Suppl 1 to IE Info Notice 80-29, "Dro'keri Studs on 
Terry Turbine Steam Inlet Flange. " Wo written response 
required. 

SEVtRITfK. V. Region 4* Dallas* Office of the Director. BO/U/26. 
Ip, 07262:080, 


8012190318 Confirms receipt of G31125 ltr re Work Hold Agreement 13, 
issued 601120 to Da-nie] I nt 1 . Corr ec tive actions to be taken 
prior to agreement release include shifting respons lb 1 1 1 tg 
for pipe cleanliness to installing const craft 

SEYFRir.K. V. Region 4, Dallas. Office of the Director, 0O/U/26. 
2pp, 07286:080. 


8012300717 Updates S00820 response to IE Bulletin 79-03A* "Longitudinal 
Weld Defects In A8ME. SA-312* Type 304 Stainless Steel Pipe " 
Fusion-welded pipe supplied by nanufac turers ether than 
four listed not subj to greater than allow^able stresses. 

SEIKEHiS. J. Standardi.{ed Nuclear Unit Power Plant Sgstem. 80/11/26. 
2pp. 07359:294. 


S. Reportable accurronces. l.ER s i related correspondence 


6012040403 Final deficiency vep t. or ig inal ly submitted 001027, re 
generic design interferences betwaen Bergen-Patterson 
pipe clamp assemblies t Pacific Scientific Co .rating snubber 
assemt I ies Cla'Dps will be modified or replaced. 

8EIKEN. S. J. Standard I I ed Nuclear Unit Po'jer Plant System. 90/11/26. 
app. 07169:233, 


6012100440 Interim deficiency i ep t re failure of Westinghouse 3~inch 
gate valves to close, first reported on B0103D.Addl info is 
still being obtained i corrective mods are being developed. 
Followup or fln-il rept will be tent in first quarter 1981, 
PETRlCKiN. A Standardiied Nuclear Unit Power Plant System, 
80/11/26. 2pp. 07 250: i59 


6012100174 PNO-1V-80~39: by Q0ii:?5 !fcr,util notified Region 4 that 
work-hold agreement re »af ety-re Lated piping issued to 
Daniel Inti for corrective action to pipe cloanllness 
cond i 1 1 ons. Reac tor coolant pipii\g excluded, 

HUflACFK, U. 0. , CROBStlAN, W. A. Region 4, Dallas. Office of the 
Director. 60/12/01. »p 07216:302. 
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DQCKfT CALLat.'^,! PLAf^'F- •■J'.ilT I 

A. App I i cati-oii ^cor « i;ru-: 1 1 (jf* sta^e ■Jocvn^nti i; correspondence 


S‘>1216C050 Ltr to operating plant 1 i ceri'i ee%> 01. applicants Si CP holders, 
rorwards NtiREG-O’/S? re Tr'.I a:»;ion plan r aqu ir enents. Requests 
operating reactor licensee confirnatioh in 45 dags that 
Ericl I tnp 1 %Tientat von i?at.65 Lii I 1 be net. 

EISeiiHUt.D 0 Divv^ion of l.icensir.q 80/10/31. 7pp. 


i30l2S?035H t.tr to all CP t Q*, holders for Divrta re requirement for 
lirp lenenta t i on of QDVN co:e for licensing basis calculations 
perforired bg OE. Ap p 1 i c !ib I ^ to alt license applications U 
proposed a>ri?:id s> me iud I ( 1 ^ core reloads. 

EISEf:>-;'JTj I), li. Division of Licensing. SO/! 1/04. 4pp. 


3012030320 Irf&r'ns that will attend 001209- 10 meeting re util 

internal technics! revie'^ of FSA'i Chapter S. Requests that 
panel nenbers be chosen from both senior uorVing levels it 
engsns&ring mjt t mombers of public be alloujed to attend. 
TEDSSCO. R L Assistant Director for Licensing. 80/11/21. Ip. 
07194: 196. 


— 8012030336 ft tend? invitation to attend 001209-10 meeting ro internal 
technical revia^> of FEAR Chapter 0 concerning electric 
power. 

PETRICKiN A Standardized f-luc 1 ear Unit Power Plant System. 

BO/ 1 0/1 7. Ip 07194 197 

8012310136 Confirms agreement t'p £01210 meeting in St LouiSiMO to 
discvss regional evalusti.jrt of licensee reg^ulatorg 
perfor nance 

KEPPLERi J. 0. Region 3- Chicago- Office of the Director. 80/11/21. 

Ip 07371 : ISO. 


5012110650 K'ot i f ic at i on of 801209-10 meeting ui/otil in Oa i there b-urg* HD 
to caaduct independent design review of FSAR>Chapter B. 

STARK- R I! Licensing Ovanch I 80/11/25. 2pp. 07224:315. 


--80121 10667 Confirms h.'RC attendance at util 801209-10 technical review 
of FSAR. Chapter 8 . 

TEDFSCO- n L. Assistant Director for Licensing. 80/11/21. 2pp. 


Utility Env i ronmpnta I Report iERi* amends 6 : correspondence 


8012190465 Advises that environ ropt is sufficiently complete for 
docketing w/r eal i ration that substantive deficiencies nay 
eikst that will need to be corrected during review. 

Distribution list one I 

EJSEIWJT.D.G Dlvisior. of Liceniing 00/11/26 4pp. 07273. 300. 


8012190484 Forwards environ rapt in i esponse to IvRC 001126 request. Rept 
suppls 791019 aCC‘822 s ubm i t ta I i. If/o enci. 

ORYAN, Ji K Union Electric Co. &0/12/15. 3pp. 07275:298. 


S012190494 Forwards affidavit of sve re distribution of environ reptr 
in response to NRC 801126 request 

DRYAN-U l^ Union Electric Co 30/12/15. 3pp. 07285:317. 


0. Adjudicatory correspondence 


eOl £300505 Petition to iii'.arvenoi au&ritted by AH5 MO-KS Section* re 
issoarvee of facility 01. mer^bers are concerned as 

citiiens 4. profs in energy matters i are aware of current 
natl c r I D i s . Res u mrs of UH I'iiller 4. iJ Meyer onci. 

ERi U. H American Uuclvar Scciety B0/I2/i9. 21pp. 07359:215. 


H. General c orresp ondaTicc- 


6012300443 Forwatds M Hie»’cny.mu 3 I tr apposing issuance of parcitt to 
dump radioactive matl into MD R i , ei' Requests response. 

DAh'FORTH. U C Senate e0/l2/16 5pp. 07308:001. 


6012300610 iic*tiifiei that en.iran rapt sent to Dept of Array* Corps of 
Engineers* KS City*K 0 *p 9 r D Eisenhut 8G1 126 request. 

BRVAfi-J.K Union F.Uccrj.: Co. 60/12/22. Ip 07346:154, 


0. Inspectior* reports- li* S'-'lletir.? 3 correspondence 


0012120207 Forwards IE Insp Pept gC'463/aO-a5 on 800930-1003 
notice of violation 

FIDSELLI- G. R^>g ion 3. Chicag's- Reactor Construction & Engineering 
Support Branch 0O/IO/2C 2pp 07231 287. 


"0012120293 Notice of violation fror insp on 800930-1003. 

* Region 3- Chicago* Office of the Director. 80/10/17. Ip, 
07231:239 


--8012120300 IE Insp Fept 50-4G3/BO-25 on 000930- 1 003. None omp li ance 
noted ; provi s i on of 10CFR21 not included in purchase order 
welding procedure spec not at work location. 

HLSCOTT. H. M. r NEISLER. J. H . KNOPrR.C. Region 3, Chicago. Office of 
the Director. BO/10/17. 7pp. 07231:290. 


0012170553 Forwards IE Info Notice 80-37. *'Conta i nment Cooler Leaks & 
Reactor Cavity Flooding at Indian Point Unit 2. No uritfcefi 
response required. 

KEPPLER.J. G. Region 3. Chicago. Office of the Director. 00/10/24. 
Ip 07264:290 


0012020/43 Forwards three Performance Appraisal Branch insp repts fc 
mgt evaluation tree ui/user guide so that facility can 
compare program to program already reviewed 4t make 
appropriate ad jus tments. W/o end 

HEPPLER.J, O. Region 3, Chicago* Office of the Director. BO/ll/lfi. 
4pp. 


0012040296 AcSr receipt of 801030 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-483/80-22. 

FlORELLIfO. Region 3. Chicago. Reactor Construction U Engineering 
Support Branch. QO/ll/19 2 pp 07163:279. 


--6012040303 Responds to NRC 000929 Itr re violations noted in IE Insp 
Rept 50-483/00-22. Correc t ive ac tions: indoctr inati on film re 
concrete vibrating 4, onsite guidance of craft personnel to 
be shown. 

BRYAN. J.K. Union Electric Co. 80/10/30, 5pp, 07163:281. 


0012240026 Forwards IE Insp Rept 50-453/80-26 on 001001-31. No 
nonconp i lane e noted. 

FtORELl 1. G. Region 3* Chicago. Reactor Construction Engineering 
Support Branch. 80/11/19. 2pp. 07324:203. 


—8012240030 IE Insp Rept 50-483/80-26 on 801001-31. No none omp Uance 
noted. Major areas inspected protection of reactor vessel, 
matl lay down b storage areas. 

KAN5£N*U.A. I KNOP.R. C. Region 3. Chicago* Office of the DireetOT. 
80/11 /la. Qpp. 07324:210 


Q01204066B Ac k receipt of G01105 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-483/80-07. 

FIQRELLItO. Region 3. Chicago. Reactor Construction 6 Engineering 
Support Branch 90/11/20. Ip. 07169:067. 


— 8012040672 Responds to NRC 800426 Itr re violations noted in IE Imp 
Rept 50-483/80-07. Correc tive ac tions: C lass IE cable tray 
sijs has been designed J!< instal 1 ed. Use of commercial grade 
tray sys Incorporated, 

DRYAN. J. K. Union Electric Co. 80/11/03. 2pp, 07169:060. 


8D12040664 Forwards IE Bulletin 80-24* ’"Prevention of Damage Dire to 
Water Leakage Inside Containment." No written response 
required. 

KEPPLER.J. G. Region 3, Chicago. Office of the Director. 80/11/21. 
2pp. 07166:351. 


80120800/6 Forwards IE Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid " N'o written response required. 

HEPPLEH* J. <S. Region 3. Chicago. Office of the Director. 80/11/24. 
2pp. 07 182: 230. 


8012110630 Responds to NRC 801020 Itr re violations noted In IE Ifisp 
Rept S0-4B3/Q0-25 Corrective ac ti ons change order to 
purchase number was initiated t. controlled pamphlets are 
being issued to welders. 

BRYAN. J. K. Union Electric Co. 80/11/14. 3pp, 07227:191, 


8012110621 AeV receipt of 801114 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-403/80-25. 

FICRELLIiO. Region 3, Chicago* Reactor Construction 6 Engineering 
Support Branch 60/11/20 Ip. 07227:190. 


0012170754 Forwards IE Info Notice 80-29* Suppl 1* "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

KEPPLER*J. G, Region 3* Chicago* Office of the Director. GO/lI/26, 
Ip. 07265:000. 


0012300717 Updates 600920 response to IE Bulletin 79-03Ai "Longitudinal 
Weld Defects in A 8 ME 5A-312. Type 304 Stainless Steel Pipe. " 
Fusion-welded pipe supplied by manuf ac turer s other than 
four listed not subj to greater than allowable stresses. 

SEIKEN. S. U. Standardized Nuclear Unit Power Plant System. 00/11/26, 
2pp. 07359:294. 



DOCKETED ITEMS 


S. RQporta&l« occurrencesr LER^ 4. related correspondence 


9012040403 Final deficienctj r ep !;> or i 9 ina 1 1 g sub.nitted 0OlO27jre 
generic design interferences betucen llergen-Patterson 
pipe clamp assemblies f. Pacific Scientific Co rating snubber 
ass emb 1 i es. C lamps uti 11 be modified or replaced. 

SE IKEll^ 5. J. Standard! led Nuclear Unit Pouer Plant Sgstem. 00/11/26, 
0pp. 0716?; 233. 


&0iai00440 Interim deficxencg rept re failure of Uestinghouse 3-inch 
gate valves to close< first reported on 901030. Addl info is 
still being obtained ^ corrective mods are being developed. 
Follouup or final rept will be sent in first quarter 1981. 
PETRICKjN. A. Standardixed Nuclear Unit PoL-er Plant Sgatem. 
B0/11/S^». 2pp. 07230 159. 


8012030726 Final deficiency rept re use of improper preheat of heavy 
structural members prior to uie 1 d i ng. ini t ia 1 Ig reported on 
000416. Phgs i ca 1 test program has been conducted. Ne t ds are 
acceptable as is 

HRYANr J, K. Union Electric Co 80/11/23. 8pp. 07149; 307, 


DOCKET STN-50-484 TYRONE ENERGY PARK, UNIT I 


0. Adjudicatory correspondence 


B012100047 Motion in opposition to Dakota Commission's petition for 
reconsideration of 001103 order denying Dakota request for 
hearing it. refusing to defer rev'ocation of CP. 

BAXTER, T. A. Shau, Pittman, Potts i: Tro>j>br i dg e. BAXTER* T. A. 
Northern States Power Co 00/11/26 5pp. 07219 072. 


a012t00l34 Answer in opposition to Dakota Commissions' 801113 petition 
for reccns iderat ion. Requos t* denial of petition 
affirmation of 601103 order declining to defer revocation 
of CP Hf denying hearing reque st . N/Cer t i f 1 c a te of Svc. 

BURNS, S. Rulemaking it Enforcement Division. 80/12/01, 12pp, 

07219; 286, 


9012300399 Order denging Dakota Commissions' 801113 petition for 
r econsiderati on. 

CHCLK* 8. J. Office of the Secretary of the Commission. 80/12/24. 
Ip. 07357:181. 


DOCKET STN- 50-405 S’lEHUlNG POWER PROJECT NUCLEAR, UNIT 1 


A, App i 1 ca 1 1 on/c ons true t i on stage docu,ments 4. correspondence 


6012160030 Ltr to operating plant I i cerisees, DL. applicants 4; CP holders. 
Forwards NUREG-0737 re TKI action plan roquiremants. Reques ts 
operating reactor licensee confirmation In 45 dags that 
Enel 1 Implementation dates will be :’'et. 

EISENK'JT* D. 0, Division of Licensing. 60/10/31. 7pp> 


Q. Inapectinn reports* IE Bulletins 5: correspondence 


8012170331 Forwards IE Info Notice 00-38* "Cracking in Charging Pump 
Casing Cladding." No written response required. 

ORlERfU.H. Region 1, Philadelphia, Office of the Director. 
90/10/30, tp. 07369:065 


80i212019'5 Forwards IE Bullotin 80-21. ’'Valve Yokes Suppl ied bg Malcolm 
Foundry Co, Inc. " Written response required. 

GRIER, D.H. Region 1, Ph i lade Iph ia* Office of the Director. 

00/11/06. tp. 07220:300. 


8012030309 Forwards IE Info Notice 60-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depr essur i lati on " No written response required. 

ORlERi B. H. Region 1, Ph i ladel ph i a* Office of the Director. 

BO/ 1 1/07, Ip. 07150:256 


0012080560 Forwards IE ln,’o Notice 80-41* "Failure of 8ujing Check Valve 
in Decay Heat Removal Sys at Davis Pesse Unit 1. " No 
response required. 

GRIER. E.H. Region i* Philadelphia, Office &f the Director, 

80/11/10. Ip. 07102 503. 


9012040073 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Hfg bg Valcor Engineering Covp. *' Requires esti,rate of 
manpower associated u/correc t i ve .actions 

OR lER, B . H, Region 1, Ph t lade Iph ia. Office of the Director. 
BO/H/14. ip. 071 37; 293. 


0012220702 Advises that './r’lfctofi ra = por, 50 is required to IE Bulletin 
80-23. "Failures of Solenoid Valves (1»’g by Valcor 
Engineering Corp " First .p^ragrapn fri'vneously stated no 
written response required 

GRIER. B.H. Region 1, mi'idelphia. (Jffice of the Director. 
00/11/19 Ip 0/293 i;.6 


B0I2G4O60'/ Foi'wai'd^ IE li'.-! e 3 ot 1 Ti 3C-24, Preverition of Damage Due to 
Water Leakage Inside C 'I'Mtiiin.Tienv ' Ntt ijiritten response 
required . 

GRIER, Eti Region 1, F-h i I id.,. 1 p ^ i a. Off ice- of the Director. 
00/U/ai. 2pp 07 16'J S>".1 


0012050601 Fcrwai'df IE. I r» f ,a Nnvic>j >v0“42'. '“Effect of Radiation on 
Hydraulic Snubber Fl*.* i,l No wriLt^ri response lequired. 

GRIER, n.H Region 1, Philadelphia. Office of the Director 
60/11/24 Ip 07174 093 


DOCKET STN-50-4 06 CALLQWAV PL AtJT. IF^IT 2 


A. Ap p 1 i c a t i on/ c on s t r uc t i vT stage docuni^nts 4 c orresp 0 ndenc e 


0O1216OOSO Ltr to opei'ating plant I leers ees , Ol, applicarxta & CP holderi 
Forwards NUREG-0737 re ff'il action plari requit ements. Roque 5 ts 
operating reactot 1 iceTtseu c onf i 1 nat i on irt 45 days that 
Enel 1 imp 1 cmenta t i an date^ will be met. 

ElSEf^HUT, D. G. Division Liceliiing 86/10/31 7pp. 


8012220358 Ltr to all CP *. i)l. holders f.-ir Iiivr^s re requirement for 
i imp 1 0'^eti tati on of QDvhi c :-de for licensing basis calculations 
performed bg GE. App L ic sb I o to all lice’iso applications 6 
proposed amends, irtc lod 1 g core reloads 

E ISEtv S’JT* D. G. Division of U icoftsirg 00/11/04. 4pp. 


8012000320 Informs that NRC will attend 001209-10 meeting re util 
internal techtiical rev 1 aw of r-SAF Chapter 0. Requests that 
pane] mambers be chosen Pt , 3m both senior ucrkjr.g levels & 
engineering mgt t membsra of public be allowed to attend. 
TEOESCQ.R.i. Assistant Director for l.iceTising 00/11/21. Ip. 
07194: 196 


— 6012060336 Extends invitation to attend 001209-10 ire e ting re interne 
technical review of f*2AFi Chapter Q concerning electric 
pQuer. 

PETniCK,N. A. Standard I r ed Nuclear '.Jnit Fawer Plant System 
80/10/17 Ip. 07194 197, 


6012110658 Notification f F0iS,j9"lC’ .”ec«Ling w/oti I in Ga i the rsburg , MT 
to cGiiduct j Tide p end ent design revicj of FEAR, Cha p t er 8, 

STARK* R-M- Licensing branch I RO/ 11/25 2pp. 07224:315. 


--6012110667 Cflrifii-ii'a L'RC a b 1 end ,mc e at uti] 801209-10 technical re vie 
of FSAR* Chapter 6 

TEDE3CD, R. L. Assistant Director for l.i censing 80/ 1 1/21. 2pp 


C, Utility EnvironmeTi ta I Feonrt lERi, amends i correspondence 


0012190665 Advises that environ rept is sufficiently complete for 
docketing w/rea 1 i xa 1 1 on that ?.ub i tant 1 ve deficiencies nay 
exist that will lie?! tj b,> co) reeled during reviov 
Distribution list end 

EISENHVT. D. G. Division ,> f 1. iceming 90/11/26 4pp. 07273:308. 


601219049*1 Forwards eTivlr-in rept in respoTif.e t<i. I.RC 901126 request. Rop 
suppls 791019 h 9006,"^ submittal I i,'/g c-ricl. 

BRYAN* J K. UniOfl Electric Cc. 80/12/ 15. 3pp. 07275:290. 


G012190494 Forwards a f f i .'!<i . r t vif J,v.: re distribution of environ rept, 
in response to NRC SOI 126 request 

BRYAN. J. K. Union Electric Co 90/12/15 3pp. 07205:317. 


0 Adjudicatory co im e ip o:Kfen; e 


8012300509 Petition to i r,t*? r , eno . su‘b mt t ted by ANB HD-KG Sectlomre 
issuance of facility OL. S'l-; meiitbers a*'</ concerned as 
citlions t\ prof s In energy mat be*' s it are aware of current 
natl c r 1 s i s. Resumes of UH Mi M at- i W flegtr end 

MILl.ER* N. H. Anar lean Nu.cle.ar Society 80/12/19. 21 pp. 07359:215, 


H Genera) correspondence 


0012300443 Forwards M Hi er .:,Tiyii,u= ix.r opp-osirig issuance of permit to 
dump radioactive psa"*:! into MO R j. vei. Request s response. 

DANFDRTH* J C. Senate. 80, Uvi6 5pp 073DG:00|, 


270 


DOCKETED ITEMS 


SOlS300f>l0 TJat i ^ i e 3 tmat ?»iviror^ »€*pt sent to Dept of Arny^Corps of 
Eng ineer^r K5 Citt|iKOrper T Ei?erhut 9011^^ re-quest. 

BRYAI^JK. Union EUc trie Co B0/i2/P:S Ip 07346:154 


0. Inspect ten reports. IE S'jlletitis correspondence 


0012170533 For>i»ards IE Info Wolice 80-37r 'Contei niTion t Cooler Leaks h 
Reactor Cavity Flroodiivi at Indian Point iJnit 2 '•' No uritten 
response required. 

KEPPLER.J. 0. Peg ion 3, Chicago, Office of the Director. 00/10/24. 
Ip. 07264:290 


0012020743 Foruards three Perf-jrrpdnc<? Appraisal aranch Insp repts 6 
mgt evaluation tre? ij''u-eT‘ guide so that facility can 
cON-?pare prograiiv to progr.g.Ti already revie'j-ed t rake 
appropriate adjustments U/o enc I 

KCPPLER.J G Region 3, Chicago, Office Of the Director. 00/11/18. 
4pp. 


9012040464 Forwards IE Svllotin 90-24, •‘Prevent ion of Danage Due to 
Water Leakage Inside Containment.''' rio written response 
required. 

KEPPLER, J. Q fiegiort 3 Chicago. Office of the Director, 00/11/21, 
2pp. 07166:351 


80120S0076 Forwards IE Info Uotice BO- 42- 'Effect of Radiation on 
Hydraulic Bnjtber Fluid " No written* response required. 
i^EPPLER, J. 0. Region 3, Chicago Office of the Director. 80/11/24. 
2pp. 07152:230 


0012170754 Forwards IE Info TJcitjce 0O“2RtSuppI 1, "Droken Studs on 
Terry T'Jrbi(»e Steam InJtt Flange. Ho written response 
required. 

KEPPLER,J. 0. Region 3. Chirago, Office of the Director 00/11/26. 
Ip. 07265:050. 


3012300717 Updates 000020 response to IF. Bulletin 79-03A. "Longitudinal 
Weld Defects in AShtE SA-3t2, Type 304 Staintess Steel Pipe." 

Fus i on-uclded pipe supplied by .Tanofac turers other than 
four listed not sub j to greater than allowable stresses. 

SEll^EN.S J Standardiced Nuclear Unit Power Plant System. BO/li/26. 
2pp. 07359:294 


S. Reportable occurrences. IFRs < related correspondente 


8012040403 Final deficiei>cy t op t> oi ig i nai Ig submitted B0l027/re 
generic design i nter f erenc ?s between Hcrg en~Patter s on 
pipe clanp Assemblies t- Pacific Scientific Co mating snubber 
assemblies Clatups will be modified or replaced. 

BElKEfLS. J 8tafida rd 1 le d Nuclear Unit Pouar Plant System. SO/11/26, 
app 07169:230 


8012100410 Intei-im deficiency rept re failure of I4est inghouse 3-inch 
gate valves to close. first reported on 801030. Addl info is 
still being obtained ^ corrective nods are being developed. 
Follo4:up or final rept will be sent in first quarter 1981. 

PE7R1CK, H. A Standard 1 ? 9 1 Nuclear Unit Power Plant System. 
eO/11/26, 2pp 07220:159 


DOCKS 1 STW-50-4e9 PERKfK'3 NUCLEAR STATION, UNIT 1 


0. Ad judicatory rorrespondence 


9012230329 Order granting applicant rotittn for ertenslon until 901231 
to file brief. Tine for NRC to file brief is eitcnded until 
610115. 

BISHOP, C.J. AdiTini s tr at i ve Branch. 60/11/25. 2pp. 07310:329, 


H General correspondence 


801204QJ'56 Forwards info in response to B01029 Itr requesting 
licensing categories U info re floating nuclear plants. 

PURPLE. R. A. Division of Licensing. 00/11/17. 4pp. 07170:059. 


— 8012040298 Requests info re facilities u/active CPs pend ing, I icense 
definitions t: requirements for floating nuclear plants. 

DREV.L.A. Affiliation UnknOiJn. 00/10/29. Ip. 


0. I'nipectioii reports. IF Bulletins correspondence 


8012150179 Forwards It: Info Notice 60-37, ''Containment Cooler Leaks & 
Reactor Cavity Flooding At Indian Point Unit S. '* No written 
response required 

□ 'REILLY, J, P. Region 2. Atlanta, Office of the Director. 80/10/24. 
Ip. 07240:291. 


8012170903 Forwards IE Info Notice 80-30, "Cracking in Charging Pump 
Casing Cladding." No written tesponse required. 

D'REILLV, U. P. Region 2, Atlanta, Office of the Director. 0Q/1O/3D, 

Ip. 07266:256 

8012170595 Forwards lE Info Notice 80-39, "Malfunction of Solenoid 
Valves K#g by Valcor Engineering Corp. " No written response 
required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director, 00/10/31. 
Ip. 07264.126. 

8012230057 Forwards IE Circular 80-23, "Potential Delects in Belolfc 
Power Sys Emergency Generators." No written responso 
required. 

0 'REILLY^ J. P. Region 2, Atlanta. Office of the Dlroctor. 00/10/31. 

Ip. 07313:226. 

8012110760 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Halcplm 
Foundry Co, Inc." Written response required. 

D 'REILLY^ J. P. Region 2, Atlanta. Office of the Director. fi0/ll/'06. 

Ip. 07235; 195. 

8012030262 Forwards IE Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor De p res sur i la 1 1 on " No written response required. 

O'REIlLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/07, 

Ip. 07150:113. 


801208QJ>48 Forwards IE Info Notice 80-41, "Failure of Swing Checif 
Valve in Decay Heat Removal Sys at Davis Oesse Unit 1.'* No 
response required. 

O'REfLI Y, J. P. Region 2. Atlanta, Office of the Dirattor. 00/11/10, 
ip. 07162:279. 


8012040164 Forwards IE Bulletin 00-23. "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. *' Requires estimate of 
manpower associated w/correcilve actions. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director, BO/ll/14, 
Ip. 0/158:077. 


8012050040 Forwards IE Bulletin 00-24, "Prevention of Djimage Due to 
Mater Leakage Inside Containment. " No written response 
required. 

O'REILLYr J. P, Region 2, Atlanta, Office of the Director, 00/11/21. 
Ip. 07173: 111. 


8012050626 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid. " No written response required, 

O'REILLY, J. P, Region 2, Atlanta, Office of the Director. 90/U/24, 
Ip. 07174: 123. 


6012170500 Forwards IE Info Notice 00-29, Buppl 1, "Broken Studs on 
Terry Turbine Steam Inlet Flange." Mo written response 
required. 

D'REIUY, J. P. Region 2, Atlanta. Office of the Director. 80/11/26. 
Ip. 07269:065. 


DOCKET STN-50-489 PERKINS NUCLEAR STATION, UNIT 2 


0. Adjudicatory correspondence 


8012S30329 Order granting applicant motion for extension until 801231 
to file brief. Time for WRC to file brief is extended until 
810112 

DIEKOF.C. J. Administrative Branch. 80/11/25. 2pp. ’ 07316:329. 


H. General correspondence 


8012040256 Forwards info in response to 801029 Itr requesting 
licensing categories // info re floating nuclear plants. 
PUfiPLE»R. A, Division of Licensing. 80/11/17. 4pp. 


— 8012040290 Requests info re facilities w/active CPs pend Ing, lie en«a 
definitions requirements for floating nuclear plants. 

QREYrL. A. Affiliation Unknown. 00/10/29. Ip. 


0, Inspection reports, IE Bulletins Iz correspondence 


8012150179 Forwards IE Info Notice 00-37, "Containment Cooler Leak* it 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
response required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 80/10/24. 
Ip. 07240:291. 


8012170003 Forwards IE Info Notice 80-30, "Cracking in Charging Pump 
Casing Cladding. " No written response required. 

O'REILLY. J- P. Region 2. Atlanta, Office of the Director. 00/10/30. 
Ip. 07266:256 



DOCKETED ITEMS 


8012170595 Forujardt IE Info Notice 80'39i "Mai f unc t ion of Solenoid 
VaWes I1fg k/alcor Engineering Corp " No uritten reeponae 
rc<iuired . 

O'REILLYfJ. P Region 2. Atlanta. Office of the Director. 80/10/31 

ip. 07264:126. 

B012230OS7 Forwards IE Circular B0-23» "Potential Defects In Beloit 
Pouer Bys Emergency Generator’s " No written response 
re^iulred , 

O 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 8D/10/31 
IP 


8012110760 Forwards IE Bulletin aO-21. "V/alve Yokes Supplied by Malcolm 
Foundry Co. Inc. " Written response required. 

D 'REILLY. J. P, Region 2- Atlanta. Office of the Director. 80/11/06, 
ip. 07225:193. 


9012030962 Forwards IE Info Notice 80-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressuriiatlon " No written response required. 

0 'REILLY. J- P. Region 2. Atlanta. Office of the Director. 80/11/07, 
IP 


3012080^40 Forwards IE Info Notice 30-41. "Failure of Swing Check 
Valve in Decay Heat Removal 3ys at Davis Besse Unit 1. *' No 
response required. 

a 'REILLY, J. P. Region 2. Atlanta. Office of the Director. 00/11/10, 
Ip. 07102:279. 


8012040164 Forwards IE Bulletin 00-23. "Failures of Solenoid Valves 
Hfg by Valcor Engineering Corp. " Requires estimate of 
manpouer associated wfcorrective actions. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 80/11/14. 
Ip- 


8012030040 Forwards IE Bulletin 00-24. 'Prevention of Damage Due to 
Water Leakage Inside Containment." No written response 
required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 80/11/21. 
Ip. 


8012050626 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 80/11/24. 
tp. 07174:123. 


0012170300 Forwards IE Info Notice 80-29. SuppI 1. "Broken Stud* on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

O'REILLY. J, P. Region 2. Atlanta. Office of the Director, 80/11/26. 
Ip- 


DOCKET STH-SO-490 PERKINS NUCLEAR STATION. UNIT 3 


0. Adjudicatory correspondence 


801223D329 Order granting applicant motion for extension until 001231 
to file brief. Time for NRC to file brief is extended until 

aioiis. 

BISHOP. C.J, Administrative Branch. 80/11/23. 2pp. 07310:329. 


H. Oeneral correspondence 


B012040i>56 Forwards info in response to B01029 Itr requesting 
licensing categories Ic info re floating nuclear plants. 
PURPLE.R.A. Division of Licensing. 80/11/17. 4pp, 


— 8012040298 Requests info re facilities w/actlve CPs pend ing. 1 Ic ensa 
definitions 4: requirements for floating nuclear plants, 

DREY. L. A, Affiliation Unknown, 80/10/29. Ip. 


Q, Inspection reports, IE Bulletins 4; correspondence 


3012150179 Forwards IE Info Notice 00-37.. "Containment Cooler Leaks h 
Reactor Cavity Flooding At Indian Point Unit 2. *■ No written 
response required. 

O'REILLY, J. P. Region 2, AtUntai Office of the Director. 80/10/24. 
ip. 07240:291. 


8012170003 Forwards IE Info Notice 80-30. "Cracking in Chary inq Pomp 
Casing Cladding, " No written response required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 80/10/30. 
Ip. 07866:296. 


0012170595 Forwards IE Info Notice 90-39. "Mai f unct i Qfi of Solenoid 
Valves Mfg by Valcor Erg ioe er i ny Corp " No written response 
required . 

Q'RGILtY, J P Region 2, Atlanta, Office of the Director. 00/10/31. 
tp. 07264:126 


8012230057 Forwards IE Circular 00-23, 'Potential Defects in Beloit 
Power Sys Emergency Oeneiatori. ” No written response 
required . 

□ 'REILLY. J.P Region 2- Atlanta, Office of the Director, 00/10/31, 

IP 


8012110/60 Forwards IE Bulletin 80-21, ‘Valve Yokes Supplied by Malco' 
Foundry Co, Inc. " Written response required. 

O'REILLY, J. P. Regioa 2. Atlanta. Office of the Director. 80/11/06. 
Ip 07225:195. 


3012030962 Forwards IE Info Notice 00-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operatioti to Cause 
Reactor Depr essur t la t i on " No written response required. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 80/11/07, 

IP 


3012090248 Forwards IE Info Notice 60-41. "Failure of Swing Check 
Valve In Decay Heat Removal Sys at Davis Hesse Unit 1. " No 
response required. 

O 'REILLY, J. P. Region 2- Atlanta. Office of the Director. 60/11/10. 
Ip. 07162:279. 


8012040164 Forwards IE Bulletin 00-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp." Requires estimate of 
manpower associated w/correctivo actions. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 80/11/14. 

tp. 

8012050040 Forwards IE Bulletin 00-24, “Prevention of Damage Due to 
Water Leakage Inside Containment." No written response 
required. 

O'REILLY.J.P Region 2, Atlanta. Officp of the Director. 60/11/81. 

‘P 

80120S0626 Forwards IE Info Ngtice 80-42, "Effect of Radiatloti on 
Hydraulic Snubber Fluid. " No written response required. 

O'REILt Y, J, P. Region 2. Atlanta, Office of the Director. BO/tl/24. 

Ip. 07174:123. 


0012170500 Forwards IE Info Notice 80-29, Suppl I, "BroHon Studs on 
Terry Turbine Steam Inlet Flange " No written response 
required. 

O 'REILLY, J, P. Region 2. Atlanta, Office of the Director. 60/11/26. 

Ifl. 


OaCKET SrN-SO-491 CHEROKEE NUCLEAR STATION, tIMfT 1 


A. App I i cati oti/constr uc tion stage docu-ments if correspondence 


9012160050 Ltr to operating plant licensees, OL applicants L €P holder' 
Forwards HUREO-0737 re 7Ml action plan requ I romants. Requests 
operating reactor licensee confirmation in 45 days that 
End 1 implementation dates will be met. 

EISENH'JT, 0,0, Division of Licensing. 90/10/31. 7pp. 


Q. Inspection reports, IE Bulletins t correspondence 


8012150179 Forwards IE Info Notice 80-37, "Containment Cooler Leaks L 
Reactor Cavity Flooding At Indian Point Unit 2." No uritten 
response required. 

O'REILLY, U. P. Region 2, Atlanta, Office of the Director. 80/10/24 
Ip, 


6012170803 Forwards IE Info Notice 90-38, "Cracking in Charging Pump 
Casing Cladding." No written response required. 

O'REILLYi U. P. Region 2, Atlanta, Office of the Director. 80/10/30 
Ip- ■ 


8012170595 Forwards IE info Notice 90-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. " No written response 
required. 

O'REILLY, P. Region 2, Atlanta, Office of the Director. 80/10/31 
Ip. 


8012230057 Forwards TE Circular 80-23, "Potential Defects in Beloit i 
pQuer Sys Emergency Generators," No written response 
required. I 

Q 'REILLY, J. P. Region 2. Atlanta, Office of the Director. BO/lO/31 

Ip’ 


i 
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DOCKETED ITEMS 


B0I311O/&O Farujards IE Sulletwi eO-^at, "Valve Yokes Supplied Malcoln) 
Foundry CoiEnc.’' iJritten response rei^uired 

O'REILLY. JP Region 2, Atlanta. Office of the Director. BOfll/06. 
Ip. 


0012030962 Forwards IE Info Notice BO-40. “Eicessive Nitrogen Supply 
Pressure Actuates Safety Raltef Valve Operation to Cause 
Reactor Depress uri la t i on. “ Mo written, response required, 

O'REILLV, J P. Region 2, Atlanta. Office of the Director. BO/ll/07. 
Ip. 07lE0;lt3. 


&OS20aO348 Forwards IE Info Notice 30—41. "Failure of Suing Chock 
Valve in Detag Heat Removal Sys at Davis Resse Unit 1.^’ No 
raspoiisa required. 

O 'RE [LLV.- J. P. Region 2, Atlanta, Office of the Director. BO/ll/lO. 
Ip 


8012040164 Forwards TE DuHetin 80-33 “Failures of Solenoid Valves 
Wfg by Valcor Engineering Coi p " Requires estirrate of 
manpower associatod w/coprective actions. 

a "REILLV'. J P. Region 2. Atlanta. Office of the Director. Q0/1!/14 
Ip. 07159:077 


fl0ia050-34a Forwards lE Sullefcin 00-24. "Prevention of Damage Due to 
Nater Leakage Inside Containment. " No written response 
required. 

O 'REJLLY. J. P. Region 2. Atlanta. Office of the Director. 90/11/21. 
Ip 


3012050626 Forwards IE Ir.fo Notice BO-42. "Effect of Radiation 
Hydraulic: Srubher Fluid. " No written response required. 

O 'REILLY. J. P. Region 2, Atlanta, Office of the Director. 80/11/24 

Ip 


8013170500 Forwards IE Info Notice 60-29. Suppl I, ''Broken Studs on 
Terry Turbine Steam Inlet Flange " No written response 
required. 

0 'REILLV. J P. Region 2. Atlanta. Office uf the Director. 00/11/26 
Ip. 07269:005 


8012030248 Forwards IE Info Notice 00-41, "Failure of Swing Check 
Valve in Decay Heat Removal Sys at Davis Resso Unit 1." No 
response required. 

0 'REI LLY, J. P. Region 2. Atlanta. Office of the Director. BO/11/10. 


801204D164 Forwards lE Bulletin 00-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp " Requires estimate of 
manpower associated w/corrective actions, 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 0O/M/14 
Ip. 


0O12O5OO4B Forwards lE Bulletin 00-24, "Prevention of Damage Due to 
Water Leakage Inside Ccntainment. " No written response 
requ 1 red. 

O'REILl Y, J. P. Region 2, Atlanta, Dfflce of the Director. 00/11/21 
ip. 07173:111. 


B012050626 Forwards IE Info Notice 00-42, "Effect of Radiation 
Hydraulic Snubber Fluid." No written response required. 

O'REILLY. U, P, Region 2, Atlanta, Office of the Director. 80/U/24. 

Ip. 


0012170500 Forwards IE Info Notice 80-29. Suppl 1, "Broken Gtudi an 
Terry Turbine Steam Inlet Flange, " No written response 
required. 

O'REILLY, J, P, Region 2, Atlanta, Office of the Director, BO/U/36. 
Ip 07260:005 


DOCKET SrN-50-493 CHEROKEE NUCLEAR STATION, UNIT 3 
A App i icat ion/const ruction stage documents 6 correspondence 


6012160050 Ltr to operating plant licensees, OL applicants it CP holders. 
Foruiards NURE0"’0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
End t implementation dates will be met. 

EISENHJT, D. 0. Division of Licensing, 00/10/31. 7pp, 


DOCKET STN-50-492 CHEROKEE NUCLEAR STATION. UNIT S 


A. App 1 ication/construc tfan stage docj.-aents 1: correspondence 


SOI31600S0 Utr to operating plant licensees, OL applicants & CP holders. 
Foi wards NUREG-0737 re TMI action plan requirements. Requests 
operating reactor licensee c cnf i rma t i on in 45 days that 
Enel 1 i,np 1 ementa t ion dates will be net. 

EISENHJT, D. 0 Division of Licensing. 00/10/31. 7pp, 


0. Inspectiion reports. IE Bulletins 6 correspondence 


8012550179 Forwards IE Info Notice 90-37, "Containment Cooler Leaks & 
Reactor Cavity Flooding At Indian Point Unit 2. No written 
response required. 

O'REILLY. J.P Region 2 Atlanta. Office of the Director. BO/10/24. 

ip 


6012170003 Forwards IE Info Notice 80-30, "Cracking in Charging Pump 
Casing Cladding." Wo written response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 00/10/30. 


8012170595 Forwards t£ Info Notice 60-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp." No written response 
required. 

D'RE ILLY. J. p. Region 2, Atlanta, Office of the Director, 00/10/31 
Ip- 


8012230057 Forwards IE Circular 00-23. "Potential Defects in Beloit 
Power Sys Emergency Generators " No written response 
required, 

O 'REIlLY. J. P. Region 2. Atlanta. Office of the Director 00/10/31 
Ip. 07313:226. 


Q. Inspection reports. IE Bulletins A; correspondence 


0012150179 Forwards 16 Info Notice 80-37, "Containment Cooler Leaks It 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
response required 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 00/10/24. 
Ip. 


0012170803 Forwards IE Info Notice 80-38, "Cracking in Charging Pump 
Casing Cladding. " No written response required. 

□ 'RE II LV, J. P. Region 2, Atlanta. Office of the Director. 0O/IO/3 Oh 
ip 


8013170595 Forwards IE Info Notice 00-39. "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp." No written reeponie 
required. 

O'REILLY, -J. P. Region 2. Atlanta, Office of the Director. 0O/lO/3i. 
ip- 


0OI2,i3OO37 Forwards IE Circular 00-23, "Potential Defects in Beloit 
Power Sys Emcrgenct| Oenerators. “ No written response 
required. 

0 'RtILLV, J. P. Region 2, Atlanta, Office of the Director. 00/10/31, 
Ip, 07313:226. 


8012110760 Forwards IE Bulletin 80-21, "Valve Yokes Bupplied by Malcolm 
Foundry Co, Inc. “ Hrlttesi response required. 

O'REILLY, J.P Region 2, Atlanta, Office of the Director. B0/U/O&. 
ip- 


8012030862 Forwards IE Info Notice 80-40, "Eccessive Nitrogen Bupply 
Pressure Actuates Safety Relief Valve Dperation to Cause 
Reactor Depressurization. " No written response required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/07. 

Ip 


6013110/60 Forwards IE Bulletin 80-21, "Valve Yokes Supplied by Malcol 
Foundry Co, Inc. " Written response required. 

O'REIIJY, J. P Region 2. Atlanta, Office of the Director. BO/tI/06. 

tp 


e012030ao2 Forwards IE Info Notice 80-40, "Eircessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Causb 
R eactor Depressor i jatton " No written response required. 

0 'REIi.i Y, J. P. Region 2. Atlanta, Office of the Director. 80/11/07, 


6012000240 Forwards IE Info Notice 0O-4t, ''Failure of Swing Check 
Valve in Decay Heat Removal Sys at Davis Resse Unit l. " No 
response required. 

O-'REtJJ Y, J. P. Region 2. Atlanta, Office of the Director. 80/11/10. 
Ip- 


©012040164 Forwards IE Bulletin 80-23, "Failure* of Solenoid Valves 
Mfg by Valcor Engineering Corp." Require* estimate of 
manpower associated u/corrective actions. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 00/11/14, 
Ip. 07158:077. 



DOCKETED ITEMS 


8O120SOO'49 Forwards IE Dull^tin 80-24p 'Prevention of Danage Due to 
Uater Leakage Inside Ccnta i nrrient . '' No written response 
req.u iretf. 

G 'REILL r* J, P, Region 2- Atlanta. Office of the Director. 80/11/21 
Ip. 07173:111, 


Q0t209062£> Forwards IE Info Motice 90-42. "Effect of Radiation Oit 
Hydraulic Snubber Fluid. " Mo written response required. 

O 'REIU, V. J. P. Region 2. Atlanta. Office of the Director, 8D/11/24. 
Ip- 


8012170500 Forwards IE Info Notice 80-29. Suppl 1. "Broken Studs on 
Terry Turbine Steam [niet Flange. " No written response 
requ I r ed . 

0 'SeiLL'/i J. P. Region 2. Atlanta* Offlca of the Director. 00/11/26. 

IP 


DOCKET STN*-50-49B SOUTH TEXAS PROJECT, UNIT I 


A- App i icatlon/construc 1 1 on stage documents i>. correspondence 


B012IA0050 Ltr to operating plant 1 i c ensecs* QL applicants tt CP holders. 
Forwards NUREG-0737 re TMI action plan requiroiTten t s. Roques is 
operating reactor licensee confirmation in 45 days that 
Enel L i(np lamentation dates will be ,ret. 

EISEliH'JT, D. C. Division of Licensing. 80/10/31. 7pp, 


GOt20GD390 Discusses 600728 response to 800430 show cause or der. Llml ted 
work restart in certain selected areas has be«n authorised. 
Safety-related complex concrete const corrective actions are 
being reviewed. 

STELLO. V, Office of Inspection ^ Enf orcement* Office of the 
Director. BO/ll/21. 3pp. 07196; 064. 


8012100638 Ack receipt of 801002 1119 Itrs re actions taken 

concerning initiating ASMS welding activi t i as. Correct Ive 
actions have been verified % approved. 

EEXFRIT.K.V. Region 4. Dallas. Office of the Director, BO/ll/21. 
2pp. 07220:068. 


O. Adjudicatory correspondence 


&01224000B Notices of withdrawal from 6: appearance in proceeding. 
LONERRE. R. U. . BERWICK. D. E. Tetas. State of. 80/11/24. 2pp 
07324: 196. 


BO12O0OOOS Requests advice re Cltixens Concerned About Nuclear Poweri 
Inc discovery requests for names of inspectors h employees 
involved in harassment. Ste 1 lo closed door statement 
investigator identified items. Views needed by B01201. 

CHRISTENBURV', E. Hearings Division. 80/11/29. 4pp. 071B7;001. 


8012290112 Response to Citiiens Cbncarnad About Nuclear Power 901111 
request for Info. Request does not conply w/ 1 0CFR2. Documents 
Should be available at UPDR. Certi f ica te of Sve end. 

BORDEN I CK» B. (1, Hearing DrAnch 4, 80/»2/0l. 4pp. 07343:085. 


8012300477 Second prehearing conference order setting forth issues 
accepted for consideration at expedited OA/OO hearing. 

Hearings will be held In Bay City, TX. List of QA/QC Issues 
enc 1. 

BECHMGEFER, C. Atomic Safety and Licensing Board Panel, 00/12/02. 
12pp. 07359: 145. 


80I2S2DD23 Ac k receipt of 800910 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-498/79-19 fc 
50-499/79-19 in response to NRC B00430 order to show 
cause. 

SEJDLErM. C. Region 4* Dallas. Re..']ctor Construction tc Engineering 
Support Branch. 80/12/03. Ip. 07306:315. 


— 8012230030 Discusses violations noted in IE Insp Repts 50-49S/79-19 it 
50-499/79-19 to B00430 order to show cause. In preparation 
for 8DQ913 meeting. H/o enc I docutnentatl on re welding 
program. 

DPREAj 0, W Houston Lighting L Power Co. 80/09/10. 2pp. 

07306:316 


0012230053 Third set of interrogatories Zn requests for production of 
documents to Citiiens Concerned About Nuclear Potjer. Inc, 
Certificate of Sve end. 

HUDSON. T.H. Houston Lighting i. Power Co, 80/12/05. 3pp. 
07311:250. 


8012310005 Addl response to Citiiens Concerned About Nuclear Power 
0OID24 2B requests for Info. Discusses in forwards requested 
insp repts & related inf o. Cert i f ica te of Sve end. 

BOREENtCK, B. M. Hearing Branch 4. BO/ 12/03. 200pp. 07362:020, 


6012300004 Respends ta 001301 request for intervention. 10CFR2 encl.W/a 
enc 1 . 

REIS. E. J. Hearing Branch 3 SO/12/11. Ip. 07356:094, 

K. Utility Final Safety Analysis Report <FSAR) 6 amends 


8012170339 Forwards Am«*nd 14 to FSAR. 

OPREA. 0. U. Hovston Lighting Z: Power Co, 80/12/15 4pp 07270:032 

—6012170333 Amend 14 to FSAR. 

QPREA. G. N Houston Lighting i Pouer Co 90/12/15. tOOpp 
07270: 036. 


M. Antitrust correspondence 


8012030458 Request to withdraw 000731 petition to intervene due to 
agreement reached w/Central 6 South Nest Corp re proposed dc 
t ias. Certi f icate o# 6vc enci 

0 '.VEIL, ft, A. Texas Border Cooperatives. 00/11/24. 6pp. 07149:347. 


6012100039 Notice of appearance on behalf of Central & South West Corp. 
Central Power S: Light Co.PSC of GK. Sauthkiestern Electric 
Power Co & West TX Utils Co Cer tif i cate of Sve end. 

THORNTON, P. I sham, Lincoln 4 Beale. THORNTON, P. Central 6 South 

West Corp. THORNTON. P. Carolina Power 4; Light Co. 00/11/26. 5pp. 
07219:067. 


8012300338 Memorandum in support of 0C-O915 proposed settlement license 
conditsotks Zf response to Public Utils Board of City of 
Qrawnsville 601112 opposing comments. Cer t If i ca te of Sve enc. 
OQU/.NIGHT, J. A. Houston Lighting 6 Power Co. flaUK-NIGHT, J. A. Baker t. 
Botfcs, aO/12/OI. 22pp 07357:097. 


6012170672 Response to Public Utils Board Df BrownsvilLe 801112 
cginments on proposed license conditions L statement 
pursuant to ASLB 601024 requests at prehearing conference. 
Certificate of Sve end. 

KNOTTS, J.B., AHEARNrC. D Texas Utilities Generating Co. KNOTTS. J. B. 
Debavoise Si Liberman. 80/12/03, 59pp. 07264:063. 


6012300013 Comments on S; request fur approval of and settlement 
license conditions. 

CMANANIA. F. n . BLtJME, li. S Antitrust Division. LEWIS, S.H, Hearing 
Branch 2. 60/12/03. 65pp. 07351:301. 


—6012300024 Forwards executed stipulation re license conditions 
BALOUGH,R. C. Austin, TK. 60/09/26. Ip, 07352:004. 


6012300225 Response to tntervenor Public Htils Board of City of 
Drownsvil le, TX ppposition to proposed settlement license 
conditions Central antitrust issues ate adequately addressed 
in license conditions ASLI3 should approve conditions. 

STAHL, D.M. Central V South Hast Corp- STAHL.D.H. Isham. Lincoln & 
Deale. 60/12/03. 16pp. 07357:009. 


— 8012330229 Supplemental response, subml feted to FERC, on DOJ 600917 
petition to intervene DQJ position is irrelevant to approval 
of supplemental offer of settlement it should be denied w/o 
pre judlce. Bupporfelng info i Certificate of Sve enc I . 

3TAI-IL, D, K. Central i South Nest Corp. STAHL, D. H. Isham, Lincoln 
it Beale. 60/11/25 23pp. 07357: 025 


3012300250 Response to Intervanor Public Utils Board of City of 
Brownsvitle 001112 opposition to preposed settlement license 
cond i t ions . Cond 1 tions are in public interest. Inposltlon will 
not damage intervener. Cer tl f i cate of Sve end. 

FAnHIKAUr.R. . MCNILLEN.N. H. . DOPSOVIC, D. A. Jus 1 1 ce* Dep t. o f . 
80/12/03, 24pp, 07350:006, 


3012230272 Order granting Tt Border Cooperatives 601124 petition for 
leave to withdraw G00731 petition to intervene. 

MILLER, M, E. Atomic Safety and Licensing Board Panel. 60/12/04. 
2pp. 07317:079. 


6012290163 Corrects ty pagraphica I error in Certificate of &vc, enc 1 to 
801203 memorandum In support of proposed settlement license 
conditions. Date of sve. should be 801203. W/Certi f i cate of 
Sve . 

GREEN, D. 0. Houston Lighting b. I^owep Cq, 60/12/04. Spp. 0734 4:14 4. 


6012300251 Joint notion to mafte corrections to 800915 proposed 
settlenent license cond i 1 1 ons. Alsu move* for leave to file 
sncl conformed proposed license c-ordi t ions. Cert i f i cate of 
Sve end. 

CHAMANI A. F. D. Antitrust Division Jus 1 1 ce. D«pt. of . « Texas 

Utilities Generating Co. 60/12/22. 20pp, 07358:110, 



DOCKETED ITEMS 


6012030635 Third interim deficiency rept< -first reportc-d on B004ll»re 
stop iijor t order on safety-related uel d ing. Di scosses current 
status of safety-related >i;elding Forwards chronotogq of 
//NWS Dl-1 welding restart correspondence, 

OPREAi 0- t-J, Houston Lighting 4: Power Co. 00/11/25. 7pp. 07151:239. 


6012030666 Fifth interim deficiency rept- first reported on 800320, re 
broken tie-down studs in containment bldg polar crane rail 
ayt. Repairs in progress St completion expected by late Dec 
L9d0. Next rept to be submitted by DlOdOl. 

DPR£A. G, U. Houston Lighting 4: Power Co. BO/U/25. 4pp. 07151:271, 


0012190418 Third interim deficiency repti or Ig inal 1 g reported on 800321, 
re nonconforming backfill matl areas around power block. 

Provides status of structural backfill 1 nves tl ga t ion it notes 
activities completed by independent review cotrmlbtee. 

□PneA.G.lJ. Houston Lighting i Power Co. 80/12/12. 6pp. 07295:303. 


8015300004 Responds to 801201 request for intervention lOCrR2 end. W/a 
enc 1 . 

REIS, E. J, Hearing Branch 3 90/12/11, Ip. 07356:034. 

K. Utility Final Safety Analysis Report fFSAR) 4 amends 


8013170329 Forwards Amend 14 to FSAR 

OPREA, C. U. Houston Lighting L Rover Co 60/12/15, 4pp, 07.270:032 


—0012170333 Amend 14 to FSAR. 

CPREA,0. W Houston Lighting 4 Power Co BO/12/15. lOOpp. 
07270; 036. 


11. Antitrust correspondence 


DQCKEt aTk-SO-499 SOUTH TEXAS PROJECT. UNIT 2 


A. App t lea tlon/construc ti on stage documents 4 correspondence 


9012160050 Ltr to operating plant licensees. DL applicants 4 CP holders. 
Forwards NUR60-0737 re Till action plan requirements. Requests 
operating reactor licensee confirmation in 49 days that 
Enel 1 implementation dates will bo net. 

EISEHHUT, D. 0, Division of Licensing. 00/10/31. 7pp, 


8012090350 Discusses 80072a response to 800430 show cause order. Lirti tod 
work restart in certain selected areas has been authoriied. 

Saf ety-Telated complex concrete const corrective actions are 
being reviewed. 

STELLD, U. Office of Inspection 4 Enforcement# Office of the 
Director. 00/11/21 3pp. 07196:064. 


8012100638 Ack receipt of 901002 t. 1119 Itrs re actions taken 
concerning initiating ASMS welding ac t ivi t ies- Corrective 
actions have been verified S» approved. 

SEYf RIT, 'A. V. Region 4. Dallas, Office of the Director. 90/11/21. 
2pp. 07220:069. 


0. Adjudicatory correspondence 


80122400010 Notices of withdrawal from 6 appearance In proceeding. 
LOtJERRfe, R. M. r BERWICK, B E. Texas. State of. aO/U/24. 2pp, 
07324: 196. 


8012030+98 Request to withdraw 000731 petition to Intervene due to 
agreeinont reached w/Central S-outh Uest Corp ra proposed dc 
t ies. Cart i f ica to of Sve enc 1 

O'NEIL. R. A. Texas Ilorder Cooperatives 90/11/24, 6pp, 


9012100039 Notice of appearance on behalf of Central it South West Corp 
Central Power L Light Co. PSC of GK# Southwe stern Electric 
Power Cc 4; West TX Utils Co. Cer t i f Ic ate of Sve end. 

THORNTON. P. Isham. Lincoln i Seale. THORNTON, P. Public Service Co 
of Dklahcma. THORNTON,?. West Texas Utilities Co. 00/11/26. 5pp, 


8012300310 ilexo random in support of 800915 proposed settlement license 
conditions 1: responso to Public Utils Board of City of 
Brownsville 801112 opposing co-nments. Car t i f ita te of Sve 
enc 1 . 

a OWN E GMT, J. A. Houston Lighting 6, Power Co. 80/12/01. 22pp. 


9012170672 Response to Public Utils Board of Brownsville 901112 
conmeiita on proposed license conditions L statement 
pursuant to A9LR 801024 requests at prehearing conference. 
Certificate of Sve encl. 

KNOTTS. J. B. Texas Utilities Genex-atlng Co AHEARM, C.D. Debevolse 
Liberman. 90/12/03. 59pp. 


8012300013 Comments on tt request for approval of enc I settlement 
license conditions. 

CHANANIA, F. D. , HODGDON. A Antitrust Division. BO/12/03. 65pp. 


--8012300024 Forwards executed stipulation re license conditions. 
DAtOUGH. R. C. Austin, 7X. 80/09/26. Ip. 07352:004. 


GQ120BO0D5 Requests advice re Citiiens Concerned About Nuclear Pouor, 
Inc discovery requests for na.nes of inspectors 6 employees 
Involved In harassment, Etell o closed door statement 6 
investigator identified items. Views needed by 901201. 
eWRESTENBURY. E, Hearings Division. 80/11/25. 4pp. 07107:001, 


901530022S Response to intsivonor Public Utils Board of City of 
Browns V i 1 I e, TX opposition to proposed settlement license 
cond 1 tions. Centra 1 antitrust issues are adequately addressed 
in license condit i ons . A2LB should approve conditions. 

STAHL. D. M. Central i South West Corp. 80/12/03. I6pfl. 


9012290112 Response to Citixens Concerned About Nuclear Power BOllll 
request for info. Request does not comply w/10CFR2. Documents 
should be available at LPDR. Cer ti f icate of Sve encl. 

BORDEN I CK r B. M. Hearing Branch 4. BO/12/01. 4pp. 07343:085. 


B012300477 Second prehearing conference order setting forth issues 
accepted for consideration at expedited OA/QC hearing. 

Hearings will be held in Bay CltyjTX.Llst of OA/GC issues 
end. 

BECHHOEFER, C. Atomic Safety Licensing Board Panel. 80/12/02. 
12pp. 07359; 145. 


B012220023 Ac k receipt of B00910 Itp informing NRC of steps taken to 
correct violations noted in IE Insp Rep ts 50-499/79-19 6 
50-499/79-19 i: in response to NRC G00430 order to show 
cause. 

SEIDLEfW, C, Region 4, Dallas, Reactor Construction 6 Engineering 
Support Branch. 90/12/03, Ip. 


— 8012220030 Discusses violations noted In IE Insp Repts 50-499/79-19 Zt 
50^499/79-19 t to 900430 order to show cause, in preparation 
for 800913 meeting. W/o encl docunenta 1 1 on re welding 
progran. 

□PREAiO.U. Houston Lighting Z. Power Co. SFN-V-OaiO, 80/09/10. 

2PP 


8012330053 Third set of interrogatories Zt requests for production of 
documents to Citiiens Concerned About Nuclear Power* Inc. 
Cortificate of Sve end. 

HUDSON, T. D. Houston Lighting ^ Power Co. 80/12/05. 3pp. 
07311:250. 


8012310005 Addl response to Citiiens Concerned About Nuclear Power 
801024 % SB requests for info. Discusses forwards requested 
insp repts & related inf o. Cer t i f icate of Sve encl. 

BORDEMICVI, B. «. Hearing Branch 4, 00/12/09. 200pp. 07362:020. 


—8012300229 Supplamental r ssponse, s jfami t ted to FERC, on DQJ 800917 
petition to intervene. DOJ positioT* is (rreJe-vant to approval 
of supplemental offer of settlement should be denied w/o 
pra jud i c e Supporting info 6^ Certificate of Sve encl. 

STAHl, D. <1. Central L South Hast Corp. 80/11/25. 23pp. 


8012300250 Response bo inter venor Public Utils Board of City of 
Orewnsvllle 901112 opposition to proposed settlement license 
cond Iti one. Condi t ions are in public into-res fc. Bmp os tt ion will 
not damage intervenor Cei t i f Kate of Sve encl, 

FABREKAKT, R. . CALHOUN, (1 L. , iJH I TLER, J. D, Ju s t i c e , Dep t . of. B0/12/QJ 
24pp. 


8012230322 Order grant iny TX Border Cooperatives 801124 petition for 
leave to withdraw Q00731 petition to intervene. 

HILLER. II. E. Ato,Tiic Safety and Licensing Board Panel, 80/12/04, 

2pp 


9012290163 Corrects typographical error in Certificate of Sve, enc L to 
801203 memorandum in support of proposed settlement license 
cand i 1 1 ona. Date of sve should be 808203. N/Certi f 1 cate of 
Sve, 

GREEN. D.O. Houston Ulghtlng Z: Pouer Co. 80/12/04. 5pp. 


9012300251 Joint motion to make corrections to aOO'7lS proposed 
settlement license c ond i t i ons Al so- moves for leave to file 
encl conformed proposed license conditions Certificate of 
Sve encl, 

CHAWAN I A, F. D. Antitrust Div'ision '♦ Houston Lighting -It Power Co. 

e Central Power Light Co. 80/12/22. 20pp. 


8012300469 Order granting leave to file 901232 conformed settlement 
license conditions Zt adopting corrections to 000915 
proposed license cond 1 1 i ons. L i cense conditions encl, 

MIUER.I1. E. Atomic Safety and Licensing Board Panel. 00/12/24, 
|7pp. 


276 


DOCKETED ITEMS 


Q Inspscticn repor+Si IE [J>.j ! ] e i ns h. cor r sspond encp 


S 012170740 ' TE Circular 00 - 21 , Regulation of Refueling Crewa. 

Wo written re^pan^e I’O'^uired 

SEYERIT. K. y, Region -1, Dallas, Office of the Director. aO/09/lD. 
Ip. 072&4: 


8012040032 Forwards IE I:*v e it i g a t i o»i Repts 50-498/80-26 U 50-499/80-26. 
Wo none 1 jane e noted 

S£I DLE.I II. C. Region 4, Dallas, Reactor Construction 6 Engineering 
Su-pport Branch. BO/ 10/24. Spp. 07169:331. 


--eOl 2040039 IE Invc 5 t i gat j an Repts 50-49d/80-26 ti 50-499/80-26 on 
800904-05 f/ 09 No none otnp I i.5nc e noted, rra jot areas 
investigated allegaticTii thair audit followups were 
inappropi- id tfl « eng meets unqualified ? aileger intinidated. 

HtRR^R.K. Region 4, Dallas., Office of the Director. TAPIAjJ. I./ 
CR03SJ1AN, W. A Region 4, Dallas, Reactor Construction ?e Engineering 
Support Branch &0/10/03 9pp 07169.333. 


6012160^99 Responds to IE Eullstin 79-03A, "^Long i tud i nal Weld Defects 
m ASN€ SA-312, Type 304 Stainless Steel Pipe. " Lists 
affected aqui pnent. Only ct',nponents affected are cylindrical 
portions of deni nera 1 i ler shells. 

GPREA, G.il. Houston Lighting h Rower Co. 80/10/27. 2pp. 07 248:249. 


Q012190539 Forwards IE Ir.ip Repts 50-498/80-25 A: 50-499/00-25 on 
800701-30 No none omp 1 i anc 6 noted 

SEIDLE-lfC Region 4, Dallas, Reactor Construction U Engineering 
Support Branch. 00/10/38 2pp 07288: 103. 


--8012190544 IE Insp Repts 50-498/80-25 50-499/80-25 on 800901-30. No 

noncDop I lane e noted, ilojor areas ins pee ted : none ocip 1 ianc e 
fol louups, unresolved i^a tters , c ons t deficiencies & ehou cause 
order items. 

PHILLIPS, H.S . CRQSSKArMJ. A Region 4, Dallas. Office of the 
Director. 80/10/29. 13pp 07263: 105. 


G01217D3S6 Forwards IE Info Notice 0O-3B, "Craclring in Charging Pump 
Casing Cladding " No written response required 

BEyhRlT,K.V. Region 4. Dallas. Office of the Director. 80/10/30. 
Ip. 07269:017. 


G012170S2S Forwards IE Info Notice 80-39. "I'fal func tion of Solenoid 
Valves Mfg by Valcor Engineering Corp-'* No written response 
Is required. 

SEYFRIT,H.V Region 4, Dallas. Office of the Director. 80/10/31. 
Ip. 07266.019. 


30121Q0615 Forwards IE Dullatin 80-21, "Valve Votes Supplied by 
Malcolm Feundry Co. Inc. " Written response required 
SEYI-RIT, V Region 4, Ddllas, UFr'ice of the Director. 60/11/06. 
Ip. 07220:095. 


8012190407 Forwards IE Insp Repts 50-499/80-24 6 50-499/80-24, on 
000818-22,0902-05 t 16-19. No none onp 1 iance noted. 

6ErDLG,tLC Region 4. Dallas, Reactor Construction 6 Engineering 
Support Branch. 80/11/06 2pp 07286:22 5. 


■8012190416 SE Insp Repts 50-498/30-24 te 50-499/80-24 on 800010-22, 
0902-05 is l6-t9. No nonconp I ianc e noted. Major areas 
in s pec t ed : cons t activities lecords re responses to Insp 
Rept 50-490/79-19. 

TAPIA, J. I., TOKLINSOfii D P , HUBACEK.M. O. Region 4. Dallas, Office 
of the Director. 80/11/05 19pp. 07266:327. 


3012030394 Forwards IE Info Notice 6O-4'0, ’’Excessive Nitrogen Bupply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurization ’’ No written response required. 

SEVrRIT.K V. Region 4, Dallas. Office of the Director. 80/11/07. 
Ip. 07150: 125- 


8012190610 Forwards IE Insp Repts 50-498/00-28 U 50-499/00-28 on 
001006-10 A. 14-17. No noncompliance noted. 

SEIDUE'N. C. Region 4, Dallas. Reactor Construction 6 Engineering 
Support Branch. E0/11/G7 2pp. 07288:262. 


— 9012190623 IE Snsp Repts 50-490/80-23 A 50-499/80-28 on BO I 006- 10 ^ 
14-17. No nantomp I ianc e noted. Major areas inspec ted: const 
activities pertaining to resumption of AUS welding. 

TOItLlNSON, D. P. . HALL, R E Region 4« Dallas. Reactor Construction & 
Engineering Support Branch CROE9MAN, U. A. Region 4. Dallas, 

Office of the Rirector. BO/tS/06 4pp. 07283:264. 


B0i2CG0590 Forwards IE Info Notice 00-41* "Failure of Swing CheeV 
Valve in Decay Heat Removal 6ys at Davis Sesse Unit I,*' No 
respD,.se required. 

SEYrRIT. Si, V. Region 4. Dallas, Office of the Director. 00/11/10. 
Ip. 07103:005 


aoi2l9066‘l Forwards lE Ir.sp Repts 50-490/00-32 6 50-499/00-32 on 
B0102J-23. Ho noncomp 1 iancs noted. 

BROWN, GD Region 4,‘ Dallas, Fuel Facility i. Mater lals Safety 
Branch. 80/11/13 2pp 0723/ 305. 


—8012190669 IE Insp Repts 50-498/80-32 ^ 50-499/80-32 on 801021-23. No 
noncor.p 1 iance noted. Major areas i nspec ted : cons t phase 
environ protection programs. 

UILOORN. L Region 1. Ph i 1 ad e 1 p h i a , Office of the Diroctor, 

BROW.’l, O D. Region 1, Ph i lade Iph ia. Fuel Facility & Materials 

Safety Branch. 80/11/12. 7pp. 07287:307. 


8012040123 Forwards IE Bulletin 00-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/corrective actions. 

aEyfRtT,K. V. Region 4, Dallas, Office of the Diroctor. 80/11/14, 
Ip. 07159:041. 


0012110339 Foruards Mechanical Engineering Branch position &< requests 
addl info re inservice insp of pressure isolation valves. 

List of valves R: Pf/ID a.-e required. 

TEOH3CO.R L. Assistant Director for Licensing. 00/11/17. 3pp. 
07234: 128. 


8012050018 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment. " No written response 
required. 

SEYhRIT,K. V. Region 4, Dallas, Office of the Director, 80/11/21, 
Ip. 07173:067 


9012080350 Discusses 000739 response to 800430 show cause order , Limited 
work restart in certain selected areas has been authorlied. 
Safety-related complex concrete const corrective actions are 
being reviewed. 

5TGLLO, V. Office of Inspection Enforcement, Office of the 
Director. 80/11/21 3pp 07196:064. 


8012160003 Forwards IE Info Notice 00-42, "Effect of Radiation on. 
Hydraulic Snubber Fluid. " No response required. 

SEVFRlT, K V. Region 4. Dallas, Office of the Director, 80/11/24. 

Ip. 07255:031 


0012160111 Forwards Suppl i to IE Info Notice 80-29, "'Broken Studs on 
Terry Turbine Steam Inlet Flange. " No written Response 
required. 

SEVfRIT,K. V. Region 4, Balias. Office of the Director, 80/11/26. 
Ip. 07262:091 


6012190642 Ack receipt of 600918 Itr informing NRC Of steps talen to 
correct violations noted in IE Insp Repts 50-498/79-19 8* 
50-499/79-19. 

SEIOLE.W. C. Region 4. Dallas, Reactor Construction 6 Engineering 
Support Branch. 80/12/03. Ip. 07297:293. 


— 6012190647 Responds to NRC 800430 Itr re violations noted In IE Insp 
Repts 50-498/79-19 i. 50-499/79-19. C lari fies statements made 
in 800523 Itr re concrete placement activities 6 caduelder 
recar ti f 1 cation. 

GPREA. 0. U Houston Lighting U Power Co. BO/09/18, 3pp. 

07287: 294. 


6012220023 Ack receipt of 800910 Itr informing NRC of steps taken to 
corre.it violations noted in lE Insp Repts 50-498/79-19 & 
50-499/79-19 JL In response to NRC 800430 order to show 
cause. 

GE10LE,N. €. Region 4. Dallas, Reactor Construction 6 Engineering 
Support Branch. 80/12/03. Ip. 07306:315. 


— 8012220030 Discusses violations noted in IE Insp Repts 50-498/79-19 t 
50-499/79-19 6 to 800430 order to show cause, in preparation, 
for 800913 meeting. N/o end documentation re welding 
program. 

CPRtiArO. N. Houston Lighting i: Power Co. 00/09/10. 2pp. 

07306:316. 


0012170420 Responds to NRC 801201 request for addl info re inservlCf 
insp of pressure isolation valves. Not all details available. 

Request to he addressed in future submittal of inservice 
testing program on pumps valves. 

GPREA, <J.W. Houston Lighting Power Co. 80/12/11. 2pp. 07268:142. 


S. Reportable occurrences, LERs t. related correspondence 


S01210Q?00 PN0-IV-80-34B: util 001119 Itr requested limited restart of 
ASMc safety-related welding Request for new production 
welding is specific to site fabrication shop welding. 

Resuiuption permissible. 

HUBACEM,, If. G. , CROSSMAN, W A. Region 4, Dallas, Office of the 
Director, 60/11/24. Ip 07218:290. 
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801203O&55 Third interim do-ficierKy rept# first reported an S00411»re 
stop work order on saf etg-re lo ted we I d i ng, Di sc usses current 
status of saf ety-'rela ted ue 1 d ing. Toruard s chronology of 
ASi^-t/AWS 01, 1 welding restart corresponds nce. 

QPREAiO.lJ. Houston Lighting i. Power Co BO/11/25. 7pp. 07151; 259, 

SD1203Q66^ Fifth interim deficiency rept< first reported on 800320i re 
brolfen tie-down studs it^ containment bldg polar crane rail 
sys.flepeirs in progress ^ completion expected by late Dec 
19S0.Next rept to be submitted by QlO‘101. 

OPREA. O. 1^ Houston Lighting r, Pouer Co. 80/11/25. 4pp. 07151:271. 

8012190416 Third interim deficiency rep t< or ig iiia 1 ly reported on 0OO321« 
re nonconforming backfill matl areas around power block. 

Provides Status of structural backfill investigation It notes 
activities completed by independent review committee. 

QPREA/ O. W. Houston Lighting i Power Co, QO/ 12/12. 6pp. 07285:308, 


COCKE I 50-500 0AVIS-3ESSE NiJCLGAP POUEfl STATION. UrJiT 2 


A, App 1 i ca t i on/c 0(1 s tr uc 1 1 0 n stage documents 4; correspondence 


8(312090414 Forwards description of status of work authorized under 
LWA-1 ^ UktA-S 4 plans to redress po-rtions of site affected 
by facility tonst ac t i vi t le s. i n connection w/800123 declslan 
to caticel f ac i 1 i t i BS. Drawing enc I 

CflOUSE. R P. Toledo Edison Co. 80/11/26. 6pp. 07207:126. 


81312220495 Responds to 000911 memo req,uesfcing that Ofc of Nuclear 
Reactor Regulation inform licensees of need to comply 
w/revisod Agreement State burial site cond i tlona. Forwards 
results of lE survey. 

CENIOlfi H. R. Office of Nuclear Reactor Regulation. Director. 
00/12/04. 2pp. 


8012220306 Forwards tabulation t. surmary of IE survey on low level 
waste at 5i reactors. Low I e /e I waste storage facilities 
have been expanded at 375( of reactors surveyed w/717, 
planning or considering increasing storage capacity. 

0ANOART»H,L. Effluent Treatment Systems Dranch. 60/11/06. 8pp. 


O. Ad jud i catorij correspondence 


9012000013 Discusses util 801117 Itr to H Denton withdrawing joint 
applications for CPs.NRC will conduct site insp before 
presenting views to ASL3 re whether termination requires 
Itmposition of special conditrions. 

ROTHSCHILD. M. U. Hearing Qranch 1 00/11/26. 2pp, 07175:354. 


8012190162 Memorandum 4. order granting limited relief to applicants' 
ro request to withdraw applications for CPs. Request for full 
termination of CP proceedings must be addressed to ASLB. 

DIEHQP. C. J. Atomic Safety and Licansing Appeal Panel, 80/12/01. 
9pp. 03791:291. 


8012290124 Confirms M Rothschild Q01125 telcon w/0 Florelll re request 
for insp of facilities to ascertain site conditions in view 
of withdrawal of CP app 1 1 cat i ons. Raques ts all insp repts re 
LNA activities. 

TREBY. 8. A. Hearing Hraneh 1. 80/12/03. 3pp. 07300:001, 


8012300213 Forwards util 601126 Itr to PJ Youngblood describing status 
of all activities performed by applicant pursuant to LWAs 4 
plans to redress portions of site affected by const 
activities. 

RQTHSCH ILHi M. U. Operations 4 Administrative Division. 30/ 12/22. 

Ip. 07357:001. 


8012310276 Motion for termination of all further proceed ings. CP 
applications withdrawn Certificate of 8vc end. 

SILSERO* J. E. Toledo Edison Co. SILBERO.J. £. Shaw. Pittman. Potts & 
Trowbridge. 00/12/29. 3pp. 07370: 053 


L. Limited work authorization 4 related correspondence 


9012090414 Forwards description of status of uiorV authorited under 
LNA- 1 ii LI'JA-2 S’ plans to redress portions of site affected 
by facility const ac t i vi t ios . in connection U//800123 decision 
to cancel fac i 1 i tl es. Drawing end. 

CRDUSE.R.P, Toledo Edison Co. 80/11/26. 6pp. 07207:126. 


O. Inspection reports. lE Bulletins 4: correspondence 


8012190^10 Forwards third bimonthly status rept on IE Bulletin 79-OXD 
re environ qual i f xcatl cn of Class IE equipment. 

HAVES. 0- If, Region 3. Chicago. Reactor Construction U Engineering 
Support Branch. 80/12/09. 2pp. 


DOCKET 50-501 DAYI3- 3E3SE TiUCLEAR POl.'ER STAtlGN. UNIT 3 


A App 1 j ca t i on/ c rns t r uc 1 1 on jtage docuPients L. correspondence 


SOJS090414 Forwards dasci jption c ir status of work authorized under 
LU'A-I 6 HJA-2 t< plans to red res* portions a# site affected 
by facility const activicia^.jfi carnectioo w/600123 decision 
to cancel fac i 1 Lti es, Drawing en< 1 

CROUSC-R.p. Toledo Edison Co. 00/11/26. 6pp. 07207:126 


80122204S5 Responds to GO0911 merano requesting that Dfc of Nuclear 
Reactor Regulation inf-jrn licanse;zs of need to camply 
u/revised Agreement Btste huriaJ site cond i tions. Forwards 
results of IE survey, 

DENTOM. H. R, Office of h'uclear Reactor Regulation. Director. 
80/12/04. 2pp 


— 8012220506 Fox' ward 3 tab u I at i on 4 sur-':.aiy of IE survey on low level 
waste at 51 reactors. Low le.al jaste storage facilities 
have been expanded at cf reactors surveyed w/7t7, 

planning or consideri.^g me .'ea ?. ing itorage capacity, 

BAN-3ART. R. L, Effluen*: Treatment Systems Branch, 00/11/06, Bpp. 


<J. Adjudicatory c o-rresp ond ence 


8012080013 Discusses util ftOlllT Itr tc H Denton withdrawing joint 
applications for CPs.NRC vji 1 I conduct site insp before 
presenting views to ABLE re whether termination requires 
imposition of special conditions 

ROTHSCHILD. K. U. Hearing Bra'ich 1. B0/1t/26. 2pp. 07175:354. 


8012180162 Hemorandum i. o-der granting limited relief to applicants' 
re request to withdraw ap p I ic a t i ens for CPs. Request for full 
termination of CP proceedings must be addressed to ASLB. 

BISHOP. C. J. Atomic Safety and Licensing Appeal Panel. 00/12/01. 
5pp. 03791:291. 


6012290124 Confirms li Rothschild 801125 telcon w/0 Fiorelli re request 
for insp of facilities to ascertain site conditions in view 
of withdrawal of CP app I i •: at i i ns Requests all insp repts re 
LNA activities 

TREilY, S.A. Hearing Branch 1 00/12/03. 3pp. 07300:001. 


6012300215 Forwards util 001126 Itr to PJ Youngblood describing status 
of all activities performed by applicant pursuant to LHAs 
plans to redress portions of sice affected by const 
activi ties. 

ROTH5CH (LDi H. U Gperattonj; 4 Administra ti ve Division. 00/12/22, 

Ip. 07357:001. 


8012310276 Motion for tei'iVinaC i an of all further proceed! ngs. CP 
applications wi thd rawn . Cor 1 1 t'i c ate of Sve encl. 

SILBERC* J. E. Toledo Edison Co SlLEERGi J EL Shaui Plttmanj Potts & 
Trowbridge. QO/12/29. ^>7370:053 


L. L.imited work au th ori t d t i^jn * related c grrespondence 


0012090414 Forwards description of status of work authorized under 
LWA-l 4: Llrl/i-2 fc plans to redress pcrtiuiis of site affected 
by facility const ac t i v i t i e s. i n connection w/800123 decision 
to cancel fac i I i t i es. Dr (Zwi ng encl 

C ROUSE. R P. Toledo Edison Co 0O/H.'26. 6pp, 07207:126. 


0. Inspection reports. IE Dullotzns 4. correspondence 


8012190210 Forwards third bimonthly status rept on IE Bulletin 79-013 
re environ qualification ef Class IE equipment. 

HAYESi D. IT. Region 3r Chi-.'ago. Reactor Construction 6 Engineering 
Support Branch. 80/12/(39, 2pp 


DOCKET STfl-50-50a NPFS8 [.IL'ClEAR FfJOJECT/ UhJIT 3 

A, App I ica t i on/const rue t i on sta^e documents correspondence 


B012160050 Lfcr to operatin.^ plant licensees. DL applicants ?< CP holders. 
Forwards WUREO-'OV37 re THl action plan requirements. Requests 
operating reactor licensee c anf i rmat i on In 45 (fays that 
Encl 1 imp lementa t i on dates will be net. 

E I SEf<HUT» I>. 0. Division of Licensing. B0/t0/3l, 7pp. 


I. Ftnanicial information 


8012160126 Forwards Afxnual rinarciaL Rept 1980. 

BOUCHEYi G. D. 1.fashington Public Power Supplij System. 80/12/11, Ip. 
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*^8012 1 ^>0134 Annu-al Fifkanciai Rept I'tSO. 

'» Slashing ton Poblic Cupply S'^ stein SD/12/11. 23pp. 


0 Inaptction reports- IF. Stjlleiins t: cirrespoTidence 


0012040^*77 Foruardi IE Insp Repts 5O-5O3/0O-O0 L 50-50 R/flO- OB on 
000304-29. No fioncciTip I : snc^ 

SPENCER, C. 5 Regicn ?. San Francisco, Reactor Construction tc 
Engineering Support Rranch. 83/09/26. 2pp. 07169:099- 


8012040679 IE Insp fiept? 50-503/00-09 t 50-509/00-08. on BOOSO4-20. No 
nanconp ! lance noted areas inspected; const activities. 

BIEIfOP.T.u Region 5. San Francisco. Office of the Director. 

HAVNS9, ft C PegiJO 5. San Francisco, Reactor Construction 6 

Engineering Support Branch. BO/07/26 7pp. 07169:091, 


9012170630 Forwards IE Info Notice 00-37, "Containment Cooler Leaks ii 
Reactor Cavity Flooding at Irlian Feint Unit 2. '• No uritten 
response rtnuired 

EN3ELJ<.EL*i R H Region 5- San FT-ancisto, Office of the Director. 
80/10/24. Ip. 0/266; 0i,9. 


8012170410 Forwards IF. Info Notice 80-39, ‘Cracking in Charging Pump 
Casing Claddit'g " No written response required. 

EN3ELKEN. ft H Region 5, San Francisco. Office of the Director. 
80/10/30. Ip. 07266: 160 


8012170347 Forwards IE Info Notice BO-39, "Malfunction of Solenoid 
Valves llfg by Valcor Engineering Corp. " No written response 
is required, 

EN'3ELi<EN, R. H Region 9, Sar Fiancisco. Office of the Director. 
00/10/31. Ip. 07266; 0.1s 


8012120271 Forwards IE Bulletin 30-21, "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc " Written response required. 

ENJELS^EN, ft. H Region 5, San Francisco, Office of the Director. 
80/11/06. Ip. 07229 2^4 


6012030914 Forwards IE tnfe Notice 00-40, "Eicessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Bperatlon to Cause 
Reactor Depressur i rati ,:n. ' No written response required. 

£N0EL1<EN> R. H Region 5, San Francisco, Office of the Director. 
00/11/07. Ip. 07150:133 


6012080656 Forwards IE Info Notice 80-41, "Failure of Svlng Check Valve 
in Decay Heat Removal Sys at Davis Desse Unit 1. " No 
response required. 

EUOELf^EM, R. H Region 5. San Francisco, Office of the Director. 
00/11/10. Ip. 07163:041. 


001201:0233 Forwards IE Sulletin 80-23, "Failures of Solenoid Valves 
Hfg by Valcor Engineering Corp.'* Requires estimate of 
manpower associated w/correc t i ve actions. 

ENCELHEN, R.H. Region 5, San Francisco, Office of the Director. 
80/11/14. Ip. 


8012040631 Forwards IE SLiUetin 00-24, "Prevention of Damage Due to 
Water Leakage Inside CcntainiTient, " No written response 
required. 

ENOELMFN, R. K. Region 5, San Francisco, Office of the Director, 
aO/Il/21. Ip. 07169 : 272 . 


0012160031 Forwards IE Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No response required. 

ENOELKEM, R. H. Region 5, San Francisco. Office of the Director. 
80/11/24. Ip. 07262 12h 


0012160133 Forwards Suppl 1 to IE Info Notice 80-29, “Broken Studs on 
Terry Turbine Steam Inlet Flange *' No written response 
required, 

ENOELKENrft.H Region 5. San Francisco, Office at the Director. 
60/11/26. Ip. 07262:067. 


NVCLEAR PROJECT. UHl T 5 


bion stage documents 4; correspondence 


lant licensees, OL applicants CP holders, 
action plan requirements. Reques ts 
confirmation in 45 days that 
will be met. 

licensing. 80/10/31. 7pp, 


vandal R«pt 1980. 

ilic Power Supply System. 80/12/11. Ip. 


— 0012160134 Annual Financial Rept 1930. 

» Idashington PubMc Power Supply System. BD/lS/ll. 23pp, 


Q. Inspocticn reports, IE Bulletins 4; correspondence 


8012040677 Forwards IE Insp Repts 50-500/00-09 8, 50-309/00-08 on 
000804-23. No noncompliance noted. 

SPENCER, 0. S. Region 5, San Francisco. Reactor Construction & 
Engineering Support Branch. 00/09/26. 2pp. 07169:069. 


— 0012040679 IE Insp Repts 50-500/60-03 ^ SO-5O9/GO-08, on 800004-20. No 
none omp 1 i ance noted. Major ai eas inspec ted: const activities, 

BISHOP, T. W. Region 5. San Francisco, Office of the Director- 
HAYNES, R. C Region 9, San Francisco, Reactor Construction 6 
Engineering Support Branch. 80/09/26. 7pp. 07169:091, 


6012170630 Forwards IE Info Notice SO-37, '“Containment Cooler Leak« 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
response required. 

ENCELKEW.R.H Region 5, San Francisco, Office of the Director. 
00/10/24. ip. 


8012170410 Forwards IE Info Notice 80-39, “Cracking in Charging Pump 
Casing Cladding." No written rosponse required. 

ENCELKEH, R. H, Region 5, San Francisco. Office of the Director. 
80/10/30. Ip. 07266; 160. 


0O1217O847 Forwards IE Info Notice 00-39, "Half unction of Solenoid 
Valves Mfg by Valcor Engineering Carp." No written response 
is required. 

ENOELKGU, R. H. Region 5, Ban Francisco, Office of the Director. 
00/10/31. Ip. 


0012120721 Forwards IE Qulletin 80-21, “Valve Yokes Supplied by Malcolm 
Foundry Co, Inq " Written response required. 

ENOELFEN, R. H. Region 9, San Francisco, Office of the Director. 

eo/U/06 Ip. 


8012030914 Forwards IE Info Notice SO-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurization." No written response required. 

EUOELKt N, R . H. Region 3, San Francisco, Office of the Director. 
00/11/07. Ip, 


8012080658 Forwards IE Info Notice 80-41, "Failure of Swing Check Valva 
In Decay Heat Removal Sys at Davis Basse Unit 1," No 
response required. 

ENOELKFIf, R. N Region 5, San Francisco, Office of the Director. 

ao/ii/io. ip. 


8012040733 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp, " Requires estimate of 
manpower associated w/correctlve actions. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director, 
80/11/14. Ip. 07159: 196. 


9012040601 Forwards I£ Bulletin 00-24, "Prevention of Damage Due to 
Uater Leakage Inside Containment." No written response 
required. 

ENGELKFN, R. H. Region 3, San Francisco, Office of the Director. 

eo/lI/21. ip. 


8012160031 Forwards IE Info Notice BO-42, "Effect of Radiation on 
Hydraulic Snubber Fluid. " No response required. 

GNGELKENi R. H Region 9, Ban Francisco, Office of the Director, 
00/11/24- Jp. 


80 12160133, Forwards Suppl 1 to IF Info Notice 00-29, "Broken Stude on 
Tarry Turbine Steam Inlet Flange. " No written response 
required. 

£NGELKEN*R. H Region 3, San Francisco, Office of the Director. 
80/11/26. Ip. 


DOCKET 50-510 BLUE HILLS STATION, UNIT t 


A. Application/construction stage documents 2; correspondence 


8012160300 Forwards info re small dry transformer ^ 400— volt toad 
ctra, in response to NRC 801001 I tr re IEEE 323 environ 
qualification program. Revl ew should be completed by 010119. 

DRAPER, E.L. Gulf States Utllltiee Co, 00/12/05. 2pp. 07263;,14l. 
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DOCKEI 50-511 auJE HILLS STATION, UM T 2 


A- App 1 ic^t i an/con«truc t ion stago docuinents 4: corrospondence 


0012160338 Forwards info i p sm/ill dri^ transformer & 480~volt toad 
ctrs, in response to NRC 001001 1 tr re IEEE 323 environ 
qua 1 i f i ca t i on prog ram. Review should be completed bg B10115. 
DRAPER, E.L, Gulf States Utilities Co. 80/12/05. 2pp. 


DOCKET 30-513 WPP8S NUCLEAR PROJECT, UNIT 4 


A. Application/c obstruction stage docuiments 4: correspondence 


8012160030 Ltr to operating plant licenseasiOL applicants 4c CP holders. 
Forwards NUREO-0737 re Till action plan requirements. Requests 
operating reactor licensee confirmation in 45 dags that 
End 1 implementation dates will be net. 

EISEKNUT, 0. 0. Division of Licensing. 00/10/31. 7pp. 


I. Financial information 


6012160128 Forwards Annual Financial Rapt l^fBO. 

BOUCHEV.O. D. Washington Public Power Supplg Sgstem, 00/12/11, Ip, 
07187: 001. 


— 8012160134 Annual Financial Rept 1930. 

a Washington Public Power Supply Sgsto.m. 80/12/11. 23pp. 

07187:001. 


0. Inspection reparts, IE Bulletins 4i correspondence 


80121706SO Forwards IE Info Notice 80-37, “Containment Cooler Leaks St 
Reactor Cavity Flooding at Indian Point Unit 2.“ No written 
response required. 

ENGELKFfLR.H Region 5, San Francisco, Office of the Director. 
00/10/24. Ip. 


801217041Q Forwards IE Info Notice 80-38, ''Cracking in Charging Pomp 
Casing Cladding." No written response required. 

ENOELKFM, R.H Region 5, San Francisco, Office of the Director. 
80/i0/30. Ip. 


Q012170847 Forwards IE Info Notice 80-39, “Malfunction of Solenoid 
Valves Mfg bg Valcor Engineering Corp. " No written response 
is required. 

ENOELI'FN, R . H. Region S, San Francisco, Office of the Director. 
80/10/31. Ip. 


6012120221 Forwards IE Bulletin 00-21, ‘‘Valve Yokes Supplied bg Malcolm 
Foundry Co, Inc." Nritteu responso required. 

ENOELKFN, R.H Region 3, San Francisco, Office of the Director. 

□0/11/06. Ip. 


8012030914 Forwards IE Info Notice 80-40, “Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur i lation. '' No written response required. 

ENGEUKFN, R. H. Region 5, San Francisco, Office of the Director. 
80/11/07. Ip. 


6012080658 Forwards IE Info Notice 00-41, "Failure of Swing Check Valve 
in Decay Heat Removal Sgs at Davis Oesse Unit 1." No 
response required. 

ENOELKFN, R. H. Region 3, San Francisco, Office of the Director. 

80/11/10. Ip, 


8012040233 Forwards IE Duilotin QO-23, "Failures of Solenoid Valves 
Kfg by Valcor Engineering Corp." Requires estimate of 
manpower associated w/corroc t i ve actions. 

ENOELKENiR.H Region 5, San Francisco, Office of the Director. 
80/11/14. Ip. 


8012040681 Forwards IE Bulletin 00-24, '’Prevention of Damage Due to 
Water Leakage Inside Containment." No written response 
required. 

ENQELKFN, R.H Region 5, San Francisco, Office of the Director. 

00 / 11 / 21 . Ip, 


8012160001 Forwards IE Info Notice 80-42, “Effect of Radiation on 
Hydraulic Snubber Fluid." No response required. 

ENOELKFNi R. H Region 5, San Francisco, Office of the Director. 
80/11/24, ip. 


0012310503 Forwards 16 Investigation Repts 50-460/80-14 tt 50-513/00-14 
on 800306-0717. No noncomp 1 iance noted. 

SPENCER, 0. S Region 5, San Francisco, Reactor Construction 4c 
Engineering Gupport Branch. 00/11/25, 2pp. 07365:237. 


-•'8012310503 IE Investigation Repts 50-460/80-14 «< 50-513/80-14 on 
0003-06-0717 No none 0 iip 1 i anc e noted. Major areas i twes t i ga t ed : 
dno;;ynocs allegations i-a ccr.st h. reinforcing steelwork 
activities 

TOTH. AD. SH,\CKLET):]N, 0 C Region 5, San Francisco, Office of the 
Director HAVNES, R. C Region 5, San Francisco, Reactor 
Constrection \ Engineering Support Branch QG/ii/25, 16pp 
07365; 239 


0O1216OJ33 Forwards Suppl 1 to IE Info Notice 00-29. "Broken Studs on 
Terry Turbine Steam Inlet Flange " No written response 
required. 

ENCEL/EN.R.H Region 5. San Francisco. Office of the Director 

ao/li/26. ip 


U. Cong ,'es6 Iona 1 /E> ecu t i ve Correspondence 


8012100654 Responds to 800409 ltr to DQE requesting rept on Finley 
Quarry fault potential for earthquake 4 effect on facilities 
located at Hanford reservation Seismicity will be r e- 
evaluated as result of recent geologic discoveries. 

DIRCKS, W. J. Office of the ExecutiS'e Director for Operations. 
00/11/24. llpp. 07187:001. 


DOCKEI 50-514 PEBBLE SPRINGS NUJLEAR PLANT. UNIT 1 


A. App 1 icatlon/construc t i nn stage documents t corres p ondenco 


8012290384 Responds to 800930 ltr re util desire to continue 
w/licensing effort of facility in limited fashion. Proposal 
to proceed u/limited effort <icc ep ted. but .ray be problem 
w/tine allocation 

DEhMGN.H. R. Office of Nuclear Reactor Regulation, Director. 
0O/12/II. 6pp. 07345:109. 


0. Adjudicatory corrospondence 


8012170689 Proposed findings of fact i conclusions of law in form of 
limited partial initial decision on environ 6 site 
suitability mattors. Cert i f Icate of Sve end. 

□ DRDCNICK, D M. Hearing Branch 3. 80/12/02. 39pp. 07264:012. 


H General correspondence 


6012040256 Forwards info in response to 001029 ltr requesting 
licensing categories bt info le floating nuclear plants. 

PURPLE, R. A Division of Licensing. 80/11/17. 4pp. 

--6012040298 Requests info re facilities u/active CPs pend ing, 1 iconse 
definitions b requirements for floating nuclear plants 
OREf.L.A. Affiliation Unknown. 80/10/29. Ip. 


DQCKEi 50-515 PEBBLE SPRINGS NUOLEAR PLANT, U/41T 2 


A. App 1 icat lon/construc t ion stage documents 4. corresp ondenco 


8012290384 Responds to 000730 ltr re util desire to continuo 
w/Hcenslng effort of facility in li, tilted fash ion. Proposal 
to proceed w/limlted effort accepted, but may be problem 
w/tlme allocation. 

D£NICN«H. R Office of Nuclear Reactor Regulation, Director. 
80/12/11. 6pp. 07345:109 


G. Adjudicatory correspor, donee 


0012170689 Proposed findings of fact 6 conclusions of law in form of 
limited partial initial decision on environ & site 
suitability matters. Cert i f icate of Sve end, 

BORDENICK, D.M. Hearing Branch 3, 00/12/02. 39pp. 07264:012. 


H. General correspondeiice 


0012040256 Forwards info in response to 001029 ltr requesting 
licensing categories b info re floating nuc laar plants. 
PURPLE. R. A. Division of Licensing. 80/11/17. 4pp. 


--8012040293 Requests info re facilities w/active CPs pend ing, license 
definitions 6 requirements for floating nuclear plants. 

DREv,L.A. Affiliation Unknown. 60/10/29. Ip. 
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DOCKET STW-50-S16 aAllESPtii! I taiCUEAR STftTiOH, u;4IT I 


■5. Adjudicatory cor r e s pcni enc e 


601S3l) 0572 Status Rept & i request that proceeciing be t ertni nated. I ssties 
are noot doe to util df'Cision to end nyclear project. 

Cer fci r" i cate of Svc end 

REVELGVilJ T Long Island Lighting Co REVELEV. W. T. Hunton ti 
Wn liars. 80/12/19 ^pp. 07362 304. 


0. Inspection reports. IE Bulletins i; correspondence 


S0i217O37B Forwards IE litfo Notice 00-38. ''Cracking in Charging Putnp 
Casing Claddirj. " No uritter response required. 

GRIER. n.M. Heg-ion 1. Philadelphia. Office of the Director. 
00/10/30. Jp 07269 060. 


G012120173 Forwards IF Dulletir 00-2 1 < "Valve Votes Supplied by Malcolm 
Foundry Co. Inc. ■' i^ritten response required, 

GRIER. DH Region 1. Ph i lad^e 1 ph ia . Office of the Director. 

BO/ll/06 Ip 07228 324 


0012030702 Forwards IE Info Notice 60—40. -'Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Oepressur i ra t i on " No written response required. 

GRIER.B.H. Region 1, Philadelphia. Office of the Director. 
BO/ll/07. ip. 071S0:l‘?v. 


0012000441 Forwards IE Info Notice 00-41. "Failure of Suing Check Valve 
i-n Decay Heat Removal Sy s at Davis Sesse Unit t. " No 
response required. 

GflieR.B.H Region 1. Ph i iadel phisa. Office of the Director, 

eo/ll/io. Ip 07182;3J8. 


8012040077 Forwards IE Bulletin 00-33, 'Failures of Solenoid Valves 
Hfg by Valcor Engineering Carp '■ Requires estifrate of 
ntar power associated w/co rrect i ve act tens. 

GRIER^B.H Region 1, Ph i lade I p hia. Office cf the Director. 
aO/ll/14 Ip 07157; 293 


S012220637 Advises that u.ritter response is required to IE Bulletin 
00-33. “Failures of Solenoid Valves Nfg by Valcor 
Engineering Corp '' First paragraph erroneously stated no 
written response required. 

GRIERrQ.H Region 1. Philadelphia. Office of the Director. 
aO/lt/19 Ip. 07293; 133 


0O]2O'1Oil4 Forwards IE OuJlrtin 00-24, "Prevention of Danags Due to 
Water Leakage Inside Containment." No ijrltten response 
required 

GRIER. Q.H Region 1, Ph 1 1 ade 1 p h ia . Office of tha Director. 
GD/lJ/21. 2pp. 07165 290 


9012C90566 Forwards Info Notice 80-42, “Effect of Radiation on 
Hydraulic Snuther Fluid '' No written response required. 
GRIER, B.H. Region 1. Philadelphia. Office of the Director. 
80/11/24. Jp. 07174; 053 


DOCKEI SrN-SO-517 JAME5P0RT NUCLEAR STATIDN, UNIT 2 


0 Adjudicatory correspondence 


30123D0573 Status Rept 6 t request that proceeding be tertnl nated. Issues 
are moot due to util decision to end nuclear project. 

Certificate of Svc enc I 

REVELEV. W.T. Long Island Lighting Cu, REVELEV. W. T. Hunton U 
Williams. 00/ 1 2/19. 3pp 07363.304. 


D Inspection reports, IE Bulletins correspondence 


0012170378 .Forwar d s IE Info Notice 00-38. ‘CraeVing in Charging Pump 
Casing Cladding." No turitten response required 
GRIER, B.H. Region 1., Philadelphia, Office of the Director. 
00/10/30. Ip. 07269.060. 


8012120173 Forwards IE Bulletin BD-?!. "Valve Yokes Supplied by Malcolm 
Foundi-y Co.Inc." Written response required. 

GRIER. B.H Region 1, Philadelphia, Office of the Director, 

00/ 11/06. Ip. 07220:324. 


0012030702 Forward* IE Info Notice 80-40. “Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur i iati on " No written response required. 

GRIER, B.H. Region 1. Philadelphia, Office of the Director, 
eO/ll/07, Ip. 07150:199. 


8012060441 Forwards IE Info Notice 00-41, “Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Besse Unit 1. “ No 
response required, 

GRIER, B H. Region 1, Philadelphia, Office of the Director. 

80/11/10. Ip 07182:318 


8012040077 Forwards IE Bulletin 60-23, “Failures of Solenoid Valves 
Nfg by Valcor Engineering Corp." Requires estimate of 
manpower associated w/corrective actions. 

GRIER, B.H. Region 1. Ph i lade Iph ia, Office of the Director. 
80/11/14. ip. 07157:298 


8012220637 Advises that written response is required to IE Bulletin 
ao-23, "Failures of Solenoid Valves Mfg by Valcor 
Engineering Corp. " First paragraph erroneously stated no 
written response required 

CRIER, B.H Region 1. Ph i lade Iph ia, Office of the Director, 
BO/U/T9. Ip. 07293.133. 


B0i20406l4 Forwards IE Bulletin 80-24, 'Prevention of Damage Due to 
Hater Leakage Inside Cuntainment. " No written response 
required. 

DRIER, D.H. Region t. Ph i lade 1 ph ia. Office of the Director. 
80/11/21. 2pp. 07165:290. 


80120S0566 Forwards Info Notice 80-42, "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 
GRIER, D.H. Region 1, Philadelphia, Office of the Director. 
80/11/24. ip. 07174:053, 


DOCKET SrN-S0-SI8 HARTSVILt E NUCLEAR PLANT. UNIT I 


A. App t i c ation/construc t icn stage documents & correspondence 


0012160050 Ltr to operating plant licensees, OL applicants tt CP holders. 
Forwards NUREO-0737 re Tftl action plan requirements. Requests 
operating reactor licensee confirmation in 45 days that 
Enel 1 implementation dates will be net. 

EISENH'JT, D. G. Division of Licensing, SO/lO/31. 7pp, 


0012220358 Ltr to all CP t; OL holders for DHRs re requirement for 
imp lem«>ntatl on of ODVN code for licensing basis calculations 
performed by GE. App 1 icab le to all license applications fit 
proposed amends, inc lud Ing core reloads. 

EI5ENHUT, D. 0. Di vi s i on of Licens Ing. 00/11/04. 4pp, 


0012090370 Forwards planned changes to FSAR Chapter 17 fit TVA rept, 
TVA-TR75-1 re const fit preliminary testing. 

MIl.LS*L.M. Tennessee Valley Authority. 00/12/01. 3pp. 


8012160327 Responds to NRC 001001 request for info re environ 
qual if i cati on testing of safety-related equipment. Info will 
be available by 810201. 

hlLL8, L. M. Tennessee Valley Authority. 00/12/09. Ip. 


6012170316 Forwards planned changes to Chapter 17 of FBAR for Sequoyah, 
Hatts Bar fic Bellefonte fie TVA-TR75- 1 A. Changes supersede 
001201 ltr. Changes will be Included In application far OL 
for Hartsvi 1 le, Phipps Bend fi Yellow Creek plants. 

MILLS. L.K. Tennessee Valley Authority. 80/12/09. 3pp. 


F. Security, medical, emergency i. fire protection plans 


6012080333 Notification of 801121 meeting w/utll In Dethesda,MD to 
discuss util position on central emergency response c tr fi. 
plans for emergency mgt. 

STAHLEpC. Licensing Branch 2 80/11/19, 6pp, 


O. Inspection reports, IE Bulletins ic correspondence 


8012150201 Forwards IE li»fo Notice 00-37, "Containment Cooler Leaks fc 
Reactor Cavity Flooding At Indian Point Unit 2. “ No written 
response required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 00/10/24. 
Ip. 


0012110040 Forwards IE Insp Repts 50-518/00-20,50-519/80-19. 
30-320/00-20 %■ 50-521/80-16 on 800929-1001. No noncomp Uance 
noted. 

HURPHY,C.£. Region 2. Atlanta, Reactor Construction fic Engineering 
Support Branch. 00/10/27, 2pp. 07225: 135. 


—0012110647 IE Insp Repts 50-518/00-20, 50-519/00-19, 50-520/00-20 & 
SO-321/00-18 on 800929-1001. No none omp 1 lance noted. Major 
areas inspected: previous insp findings, 1 Icensee identified 
10CFR50. 55e Items welding. 

CROWLEY, D. R. Region 2, Atlanta. Office of the Director, 

HtRDTrA. R. Region 2, Atlanta. Reactor Construction fi« Engineering 
Support Branch. 0O/iO/24. 7pp. 07225:137, 



DOCKETED ITEMS 


G012160730 Forwards IE Insp Repts 50-518/90-21,50-519/60-20. 
50-320/00-21 it 50-321/80-19 cn 000902-27. No noncomp 1 iar»ce 
no^ed . 

rtURPHl/i C, E, Region 2- AtJa»ita, Reactor C one true t ion U Engineering 
Support Branch, 80/10/20 2p p 07261310. 


— 0012160750 IE Insp fiepts 50-510/00-21.50-519/00-20.50-320/80-21 & 
50-321/00-19 on 800902-27. No none o,''p 1 lance noted. Major areas 
Inspsc ted; earth coffipac t ion. roc k t: -concrete for spra^ 

pontf s . 

SWAf'li IV. D. Region 2. Atlanta., Office of the Director 
CAN TRELL, F. S. Region 2, Atlanta. Reactor Construction 6 
Engineering Support Branch. 80/10/27, Spp. 07261:320. 


0012170004 Forwards IE Info Notice 00-39. "Ma 1 f unc t ion of Solenoid 
Valves Mfg bt/ Valcor Engineering Corp.'" No specific action 
or response required. 

□ 'REILLY. J. F. Region 2. Atlanta, Office of the Director. BO/10/31, 

IP- 


9012230030 Forwards IE Circular 80-23. ''Potential Defects in Qclolt 
Power Sys Emergency Oenerators. " No written response 
requlr c d. 

0 'REILLY. J. P. Region 2. Atlanta, Office of the Director. 80/10/31. 
Ip- 


8012110066 Requests assessment 4: corrective actions taken re control 
room celling constructed w/apparently f1a(rmet»Ie tiles uithin 
20 daejs. 

TEDESCO, R. L. Assistant Director for Licensing. 00/11/04. 3pp. 


6012110007 Forwards IE Bulletin 80-31. 'Valve Yokes Supplied big Malcolm 
Foundry Co. Inc. " Nritten response required. 

0 'REILl Y. J. P. Region 2, Atlanta. Office of the Director. 60/11/06. 
ip. 


6012030037 Forwards IE Info Notice 00-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reector Depr cssur 1 lat ion. " No jjritten response required. 

0 'REILLY, J. P. Region 2, Atlanta. Office of the Director. 80/11/07, 
ip 


0012080276 Forwards IE Info Notice 00-41. "Failure of Swing Chock Valve 
in Decay Heat Removal Dys at Davis Besse Unit 1. " No 
response required. 

O'REILl-Y, J. P. Region 2- Atlanta. Office of the Director. 00/11/10. 
ip- 


6012040143 Forwards IE Bulletin 60-23, "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/corrective actions. 

O'REIHYiJ, P. Region 2- Atlanta, Office of the Director. 00/11/14. 

ip. 


8012000601 Forwards third interim response to IE Bulletin 00-09, 
"Mydramotor Actuator Deficiencies. " Actuators nay have been 
used as part of valve ac tuators . Supp 1 lers will be contacted, 

MILfS, L 11. Tennessee Valley Authority. QO/li/17. Spp. O7ie8;2O0. 


8012050023 Forwards IE Bulletin 00-24, "Prevention of Danage Due to 
Hater Leakage Inside Containment. " No written response 
required. 

D 'REILLYi J. P. Region 2, Atlanta, Office of the Director. 00/11/21. 
Ip, 07173:072. 


8012090004 Forwards IE Info Notice BO~42, "Effect of Radiation on 
Hydraulic Snubber Fluid " No written response required. 

O'REILLY, V. P. Region 2. Atlanta, Office af the Director. 80/11/24. 

If. 


8012000660 Ack receipt of 001110 Itr informing NRC of steps taken to 
correct violations noted in IF Insp Repts SO-SlB/eo-ia, 
50-519/00-17,30-520/00-18 t; 50-521/00-16. 

MLfRPHY,C. E. Region 2, Atlanta. Reactor Construction 6 Engineering 
Support Branch. 80/11/25, ip. 07187:042. 


--80 1 P0SO669 Responds to NRC 001016 Itr re violations noted in IE Insp 
Repts 59-510/00-18,50-519/00-17.50-520/80-10 L 30-521/80-16. 
Corrective ac t ions : drawing files updated & revised. List of 
current drawings revisions Issued. 

MILLS, L. M. Tennessee Valley Authority. GO/ti/10, 3oP. 

07107:043. 


‘8012080670 Forwards IE Insp Repts 50-310/80-18,50-519/80-17. 
50-520/00-18 it 50-321/80-16 on 800301-29 t notice of 
V iala ti on 

MURPHY, C.E Region 2. Atlanta, Reactor Construction % Engineering 
Bupport Branch. 80/10/16. 2pp. 07187:046. 


--0013080684 Notice of violation fTon insp on BOOSOl-29. 

Region 2, Atlanta, Office of the Director. QO/lO/02. Ip. 
07187: 048 


--8012080695 IE Insp Repts 50-516/80-18,30-519/80-17,50-520/80-18 & 
50-521/80-16 on B00801 -29. Nor.c omp I i anc e no ted : fa i 1 ure to 
take timely corrective action on -drawing control findings. 

SWAN.N B. Region 2. Atlanta. Office of the Director. 

CANTRELL, FS. Region 2, Atlanta, Reactor Con s tru c t i on t- 
Engineering Support Branch 00/10/02 6pp. 07107:049. 


80 1 217 0359 Forwards IE Info Notice 80-29. Suppl 1, "Broken Studs on 
Terry Tyrhir.e Steam Inlet Flange " No written response 
requ i red. 

O'REILLY, J. P. Region 3. Atlanta, Office of the Director. 80/ 1 I /2< 
IP 


R. Periodic Operating reports 4 related corr espondence 


6012300652 Forwards Oct 1980 socioeconomic monitoring 6 mitigation 
rept, 

Mli.LS. L, M. Tennessee Valley Authority 60/12/23. Ip. 07359:091. 


— G012300665 "HartsviUe Nuclear Plants Socioeconomic Monitoring 8c 
Mitigation Rept, " 801011 

* Tennessee Valley Authority. Mr,:P SMR-S. 80/10/31. 50pp. 

07359:092. 


S Repoi'table occurrences, LERs 4: related correspandanc e 


6012040657 Part 2] rept re reactor protection sys panel design 
clef ic 1 enc ies, ift i tia 11 y raporied on 000807. No addi info 
received from GE, therefor e, no further progress to ropt. Final 
rept to be transmitted by 810313. 

MILLS. L. M. Tennessee '/a I ley Authority. 00/11/18, 2pp. 07166:337 


0012050369 Deficiency rept re I ini rod assembly in Delaval diesels. 
Dowel counterbore of link rad assembly may bo too shallow. 
Transamerica Delaval described insp mathod r equ Ir ed. Ohs Ito 
dlesals will be placed on hold pending insp, 

HILLS, L.rt. Tennessee Vallog Authority. N. 80/11/56. Spp. 
07173: 340. 


0012050331 Third interim deficiency rept re standby gas treatment sys 
charcoal adsorber.CII nuclear submitted rept requiring 
review by util before final corrective actions can be 
prescr Ibed, Fi na 1 rept by 810302. 

MILLS, L. II. Tennessee Valley Authority 80/11/26, Ip. 07173:330, 


8012100470 First interim deficiency rept re defective link rod assemb 
in Delaval diesel generators, mi tia 1 Ly reported on BOI027. 

Dnslta diesels will be placed on hold t. inspected far 
defect. Final deficiency rapt will be provided by BOl 125. 

MILLS, L, II. Tennessee Valley Authority. 00/11/26. 2pp. 07210:306 


0O1223O11O Part 21 rep t < or ig i na 11 y reported 001106, re inadequate ue-dg 
holt expansion anchors by Raw 1 p 1 ug. Caused by mfg deficiency. 
One-inch anchor design loads will bo r ed uced. F inal rapt by 
810325. 

fllUS.L. ft. Tennessee Valley Autharity. 80/12/04. Spp, 


601224008? Part 21 rept re reactor protection sys flex.iblc conduit 
defect causing hot shorts if improperly g rounded. Caused by 
paint on panel surfaces or high resistance connection to 
panel surfaces whero termination modules are mounted. 

SHERNOGD, 0. G. General Electric Co. 00/12/06. 3pp. 


0012300484 Final deficiefteg rept re lack of steam tunnel emhedment 
stiffner plate we 1 d, ini t iall y reported an 0OD5O5. Caused by 
inadequacy of manuFac turcr QA p rogram. Ki s sing weld has been 
added t Inspected. QA program audit conducted. 

MILlS.L.M. Tannessoe Valley Authority. 00/12/19. 3pp. 073 59:102 


0012310335 Fourth interim deficiency rept initially reported 000215 
re reactor pressure vessel shield wall do f ic I enc les. Add 1 
unacceptable welds found L documented in KNP-A-l 15. Fina 1 
rept by 810602. 

MILLS, L.h. Tennessee Vallay Authority. 00/12/22. Ip, 07361:047. 


DOCKET STN-SO-519 HARTSVIL« E NUCLEAR PLANT, UNIT 2 


A. App 1 ication/cona true t i on stage documents 4; correspondeni: e 

( 

GDI 2160050 Ltr to operating plant Ucenaeos.OL applicants tc CP holder 
Forwards NUREG-0737 re TMl action plan re qu i remen ts . Requ e s ts 
operating reactor licensea confirmation In 45 days that 
Enel 1 implementation dates u»i 11 bo met. 

El6Ef,'HUT, D G Division of Licensing. 00/10/31. 7pp ; 
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3012320353 i.tr to 3ll CP ^ OL holders for BlvrJs re requirement for 
imp 1 e non t a t i on of oo-Js for lici-tising basis ealculattans 

performed by GG Ppplicsfcifi to all licemse applications 8t 
proposed afn<}iids - itic I ud ing core reloads 

EJSENHJT, D. G Division ot Licersirg. 00/11/04. 4pp. 


SOiaO^OSTO Foruiards planned changes to FSAR Chapter 17 & TVA rcpt* 
T'</A-TR75'* I re const t preliminary testing. 

MiLLSiL.lV Tennessee Valley Authority BO/12/01. 3pp- 


80l21ii0327 Responds to NRC 801001 request for info re environ 
q*j a 1 1 f i c a t i on testing of safety-related equipinent. Info util 
be available by 010301 

Hll-l.SrL.M, Tennessee Valley Authority. BO/13/09. Ip. 


eoi217G31i Foruards plartroi changes ta Chapter 17 of F8AR for Sequoyah* 
t4atts Car 5 Cellefonte TVA-rR75- lA, Changes supersede 
001201 Itr Changes will be included in application for QL 
for Har t s VI lie- Phi pp s Bend t Vellou Creek plants. 

Mli.iS-L.II. Tennessee Valley Authority. 00/12/09. 5pp. 


F. Security* medical, eftiergency t- fire protection plans 


8012080935 tiot i f t cat i on of 801121 meeting w/uttl in aethesda^HD to 
discuss util posstion on central emergency response ctr & 
plans far e.Tiorgency mgt. 

STAHLE.C, Licensing Branch 2 80/11/19. 6pp. 


0. Inspection reports- tE Uulletins correspondence 


8012130301 Forwards IE Info Notice 80-37. "Containment Cooler Leaks & 
Reactor Cavity Flooding At Irdtan Point Unit 2, " No written 
response required. 

O'REILLV. J. P. Region 2. Atlanta* Office of the Director. 00/10/24. 
1 P 


QO1211O04O Forwards IE Insp Repts 50-518/90-20, 50-519/B0-19* 
50-320/80-20 1 50-321 /GD-ia on 800929“ 1001 . No noncomp 1 ianc e 
noted . 

MURPHY. C.E. Region 5. Atlanta. Reactor Construction 6 Engineering 
Support flranch. BO/lO/27. 2pp 07225 135. 


--8012110947 IE Insp flepts 50-5t B/80-20, 50-519/80-1 9* 50-520/80-20 
50-521 /BO-18 on 00092'?- tool, No noncomp 1 iance noted. Major 
areas inspec ted ; prev i ous insp f i nd logs, 1 ic ensee identified 
10CFK50. 55e items It welding. 

CROWlEV.D.R. Region 2- Atlanta. Office of the Director. 

HERDT.A. P. Region 2. Atlanta- Reactor Construction Eng ineer Ing 
Support Branch. aO/lO'/24 7pp. 07223:137. 


0C1216O73O Forwards IE Insp Repts 50-518/00-21 , 50-519/60-20* 
50-320/80-21 L 50-531/60-19 on □00902-27, No none emp 1 lance 
noted. 

riURPHY.C.E. Region 3* Atlanta* Reactor Construction 1: Engineering 
Support Branch. 00/10/28. 2pp 07261:310. 


~-8012l6&750 IE Irsp Repts 50-Sl 8/00-21 . 50-Sl9/B0-20r 50-520/00-21 
S0-5?l/ac-19 on 900902-27. No nonconp 1 lance noted. Major areas 
Insp ec ted : earth tompac t ion. roc k fill L concrete for spray 
pond s. 

SWAfMJ B. Region 2* Atlanta- Office of the Director. 

CANTRELL , F. S Region 2. Atlanta* Reactor Construction & 
Engineering Support Branch. BO/iO/27. 5pp. 07261:320. 


6012170304 Forwards IE Info Notice 90-39* "Malfunction of Solenoid 
Valves hfg by Valcor Engineering Carp.'* No specific action 
or response required. 

□ 'REILLYp J. P. Region 2. Atlanta, Office of the Director. 00/10/31, 
Ip. 


901223'0030 Forwards IE Circular 80-23. ’^Potential Defects in Beloit 
Power Bye Emergency Generators, " No written response 
required. 

O'REILLV. U P. Region 2, Atlanta, Office of the Director. 80/10/31. 
IP- 


0012110366 Requests assessment ^ corrective actions taken re control 
room ceiling constructed ^/apparently flar.mable tiles within 
20 days, 

TE0ESCD*R L. Assistant Director for Licensing. QO/ll/04. 3pp. 


3012110807 Forwards IE bulletin Q0~21* "Valve Yokes Supplied by Malcolm 
Foundry Co* Inc." Written response requ-ired. 

O'REILLY, J.P Region 2* Atlanta, Office of th« Director. BO/ll/06, 
Ip- 


8012030337 Forwards IF. Info Notice 80-40, "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Oep ress ur i I a t i on " No written response required, 

O'REILUV. J. P. Region 2,, Atlanta* Office of the Director. 0O/H/O7. 
Ip. 

eOl20B0276 Forwards IE Info Notice 80-41* "Failure of Swing Check VaWa 
in Decay Heat Removal Sys at Davis Besse Unit i. " No 
respo»<se required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director, 80/11/10. 

Ip. 

8012040143 Forwards IE Bulletin 80-23* "Failures of Solenoid Valves 
Mfg by Valcor Engineering Carp. " Requires estimate of 
manpauer associated w/corrective actions. 

O'REILLY, vl. P. Region 2- Atlanta, Office of the Director. 00/11/14. 
IP 

8012060601 Forwards third interim response to IE Qullotin 80-07* 
"Hydramotor Actuator Deficiencies. " Actuators may have been 
used as part of valve ac tuatora. Supp I lers will be contacted. 

HILLS, L.M. Tennassae Valley Authority, 00/11/17. 3pp. 07188:208. 

8012050023 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
Water Leakage Inside Containment." No written response 
required. 

O'REILLY. J, P, Region 2* Atlanta* Office of the Director. 00/11/21. 
Ip. 

0012080004 Forwards lE Info Notice 80-42* "Effect of Radiation on 
Hydraulic Snubber Fluid," No written response required. 

O'REILLY, J. P. Region 2* Atlanta. Office of the Director. 80/11/24, 
Ip- 


8012060660 Ack receipt of 8011 10 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 5O-51B/0O-1Q* 
50-319/00-17,50-520/00-10 50-521/00-16. 

MURPHY, C. E. Region 2, Atlanta. Reactor Construction U Engineering 
Support Branch. 80/11/25. Ip. 07187:042, 


— 8012080669 Responds to NRC 001016 Itr re violations noted In IE Insp 
Repts SO- 510 / 00 -ie* 30-3l9/80-17i 50-320/80-10 U 50-321 /0O- Id/, 
Corrective ac t ions: drawing files updated & revised. List of 
current drawings tf. revisions Issued. 

MILLS, L H Tennessee Valley Authority. QO/ll/lO. 3pp. 

07107:043. 


— 0012080678 Forwards IE Insp Repts 50-518/80-10*90-319/80-17* 
50-520/00-19 ft: 50-521/80-16 on 800001-29 ft notice of 
violation 

MURPHY* C.E. Region 2, Atlanta* Reactor Construction ft Engineering 
Support Branch, 80/10/16. 2pp. 07167:046. 


B01J0BO6B4 Notice of violation from Insp on 000001-29. 

a Region 2. Atlanta* Office of the Director. 00/10/02, Ip. 
07187; 048. 


— 801208Q69S IE Insp Repts 50-510/80-16* 50-519/80-17. 50-520/80-18 ft 
50-521/80-16 on 800001-29. Noncomp I lance noted : fal lure to 
take timely corrective action on drawing control findings. 
SWAN.iLB. Region 2. Atlanta. Office of the Director. 

CANTRELL.F, 8 Region 2, Atlanta, Reactor Construction ft 
Engineering Support Branch. 00/10/02. 6pp. 07107:049. 

8012170399 Forwards IE Info Notice 00-29* Buppl 1* "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

□ 'REILLY, J, P. Region 2, Atlanta, Office of the Director. 00/11/26. 
ip. 

R, Periodic operating repoi'ts ft related correspondence 


0012300632 Forwards Dct 1980 socioeconomic monitoring ft mitigation 
rept. 

MILLS, L.M. Tennessee Valley Authority. 80/12/23, Ip. 07359:091. 


— 0012300665 "HartsvllJe Nuclear Plants Socioeconomic Monitoring ft 
Mitigation Rept," B01031. 

a Tennessee Valley Authority. HNP SMR-0, 00/10/31. 30pp, 

07357:092 


S. Repoi'table occurrences, LERs ft related correspondence 


8012050369 Def 4c lency rept re link rod assembly in Delaval diesels. 
Douel counterbore of link rod assembly may be too shallow, 
Transamerica Delaval described Insp method required. Onsite 
diesels will be placed on hold pending Insp. 

HILLStL. M. Tennessee Valley Authority. N. 00/11/26. 2pp, 
07173:340. 
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8012050Q31 Third interim dei^iciencii rept ra standbg gas treatment sgs 
tharcoal adsorber. CII nuclear submitted rept requiring 
revleu by util before final corrective actions can be 
preacri bed, Fina I rept by 810302. 

MIU-S-L. ri. Tennessee Valley Authority. 80/11/26. Ip. 07173:338. 


e0’12l0047& First interim deficiency rept re defective link rod assembly 
in Delaval diesel generators* in i t i a 1 i y reported on 601027. 

Qnsite diesels ui 1 1 be placed on hold & inspected for 
defect. Final deficiency rept mill be provided by 601129. 

MILLS* L. II. Tennessee Valley Authority. 80/11/26. 2pp. 07210:306. 


80>12230110 Part 21 rep t* or ig ina 1 ly reported 801106* re inadequate uredge 
bolt eipanslon anchors by Raul p lug . Caused by mfg deficiency. 

□ne-inch anchor design loads mill be reduced. Fina 1 rept by 
610325. 

M1LL8*L. K. Tennessee Valley Authority. 00/12/04. 3pp. 


6012240039 Part 21 rept re reactor protection sys flexible conduit 
defect causing hot shorts if improperly grounded. Caused by 
paint on panel surfaces or high resistance connection to 
panel surfaces uhere termination modules are mounted. 

SHERWOOD* 0. 0. General Electric Co. 80/12/08. 3pp. 


8012300494 Final deficiency rept re lack of steam tunnel embedment 
stiffner plate uel d* ini t ia 1 ly reported on 8D0S09. Caused by 
inadequacy of manufacturer QA program. Mi ssing meld has been 
added i-. inspected. OA program audit conducted, 

MILLSi L. M, Tennessee Valley Authority. 80/12/10. 3pp. 07399:182. 


8012310335 Fourth interim deficiency rept initially reported 000215 
re reactor pressure vessel shield uall def ic ienc lee, Add 1 
unacceptable welds found ^ documented in HWP-A-l 1 5. Final 
rept by 610602. 

MlLLSfL.l1. Tennessee Valley Authority. 80/12/22. Ip. 07361:047. 


DOCKET 8Tri-50-520 HARTSVILLE NUCLEAR PLANT* UNIT 3 


A. Application/construction stage documents 4c correspondence 


6012160050 Ltr to operating plant licensees. OL applicants 4: CP holders. 
Forwards NUftEO-0737 re TMI action plan requirements, Requests 
operating reactor licensee confirmation 'in 45 days that 
Enel 1 inp lementat ion dates will be .let. 

E I BEIRUT* D, G. Division of Licensing. 00/10/31. 7pp. 


BO1222O350 Ltr to all CP QL holders for OURs re requirement for 
Implementation of OD/N code for licensing basis calculations 
performed by OE. App I i cab 1 e to ail license applications 4* 
proposed amends* inc lud Ing core reloads. 

EISBNHUT* D. 0, Di visi on of L icens 1 rg. 00/11/04. 4pp, 


8012090370 Forwards planned changes to FSAR Chapter 17 & TVA rept* 
TVA-TR75-1 re const preliminary testing. 

MlLL9fL.fi. Tennessee Valley Authority, 60/12/01, 3pp. 


8012160327 Responds to NRC 601001 request for info re environ 
qual i f Icat ion testing of safety-related equipment. Info will 
be available by 610201. 

MILLSiL. II. Tennessee Valley Authority. 60/12/09. Ip. 


8012170316 Forwards planned changes to Chapter 17 of FSAR for Sequoyah* 
Watts Oar t: Sellefonte 4 TVA-TR75-IA. Changes supersede 
601201 ltr. Changes will be included in application for OL 
for Har tsvi 1 le* Ph ipps Dend ^ Yellow Creek plants. 

MILLS* L. M. Tennessee Valley Authority. 60/12/09. 5pp. 


O. Inspection reports* IE Bulletins it correspondence 


aOl2l502‘Tl Forwards IE Info Notice 60-37* “Containment Cooler Leaks 4i 
Reactor Cavity Flooding At Ivtdlan Point Unit 2.“ No written 
response required. 

O^REILLY* J, P, Region 2. Atlanta* Office of the Director, 00/10/84. 
Ip. 


8012110840 Forwards IE Imp Repts 50-518/80-20* 50-519/80-19. 
90-920/60-20 & 50-521/00-10 on 000929-1001, No noncompliance 
noted. 

MURPHY* C.E. Region 2, Atlanta. Reactor Construction Engineering 
Support Branch. 80/10/27. 2 pp. 07225; 135. 


—8012110647 IE Insp Repts 50-510/00-20, 50-519/80-19, 50-520/80-20 «< 
50-521/00-18 git 800929-1001 . No noncomp I iance noted. Major 
areas inspec ted : previ ous insp f ind ings* 1 icensee identified 
10CFR50. 95e items welding. 

CROWLEY* B.R. Region 2* Atlanta* Office of the Director. 

HtRDTrA. R. Region 2, Atlanta, Reactor Construction Engineering 
Support Branch, 00/10/24. 7pp, 07225:137. 


8012160730 Forwards IE Irsp Repts 50-510/00-21.50-519/80-20, 
50-520/80-21 6 50-521 /5C- 19 or. 800902-27 No noncompliance 
noted. 

MURPHY* C. £ Region 2. Atlanta- Reactor Construction 6 Engineering 
Support Branch. 00/10/20 2pp 07261:318. 


—0012160790 IE Insp Hepts 50-510/60-21*50-519/80-20*50-520/60-21 tt 
50-5:^1/80-19 on B00902-27 No i>onco.*ip I ianc e noted. Major areas 
inspec ted : ear th ccmpac ti on, roc k fill concrete for spray 
ponds. 

SNANfN. Q. Region 2* Atlanta, Office of the Director. 

CANTRELL* F S. Region 2 , Atlanta* Reactor Construction It 
Engineering Support Branch 80/10/27 Spp. <37261:320- 


8012170004 Forwards IE Info Notice 00-39, 'Malfunction of Solenoid 
Valves Mfg by Valcar Engineering Cerp No specific action 
or response required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 80/10/31, 

ip. 

8012230030 Forwards IE Circular 80-23. ''Potential Defects in Beloit 
Power Sys Emergency Generators “ No written response 
required. 

0 'REILLY* J. P. Region 2* Atlanta* Office of the Director. 00/10/31. 

Ip. 


8012110066 Requests assessment 4. corrective actions taken re control 
room celling constructed u/apparentiy fla.-nmable tiles within 
20 days. 

TEDESCOfR.L. Assistant Director for Licensing. 80/1 1/04. 3pp. 


6012110007 Forwards IE Bulletin 60-21. “Valve Yokes Supplied by Malcolm 
Foundiy Co* Inc. ‘‘ Written response required. 

0 'REILLY* J. P. Region 2- Atlanta* Office of the Director. 00/1 1/06. 
IP. 


8012030837 Forwards IE Info Notice 80-40* “Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressurliation" No written response required. 

O'REILLY* J. P. Region 2* Atlanta* Office of the Director. 00/11/07. 

Ip 


8012030276 Forwards IE Info Notice 60-41* "Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Besse Unit I “ No 
response required. 

O 'REKJ Y, J. P. Region 2* Atlanta* Office of the Director. 80/11/10. 

Ip 


6012040143 Forwards IE Bulletin 80-23. “Failures af Solenoid Valves 
Mfg by Valcor Engineering Corp. '' Requires estimate of 
manpower associated u/corrective actions. 

O'REILLY, J. P. Region 2* Atlanta* Office of the Director, 80/11/14. 

Ip 


6012030601 Forwards third irteri.n response to IE Bulletin 00-09* 
“Kydranotor Actuator Deficiencies ' Actuators may have been 
used as part of valve actuators. Suppl i ers will be contacted. 
tllLLB.L.n. Tennessee Valley Authority. BO/ti/17. 3pp. 07180:208. 


6012050023 Forwards IE Bulletin 80-24, “PreventlDn of Damage Due to 
Uater Leakage Inside Containment." No written response 
required. 

O'REILLY, J. P. Region 2* Atlanta. Office af the Director. BO/11/21 
IP 


6012000004 Forwards IE Info Notice BO-42. “Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

O'REILLY* J.P Region 2. Atlanta, Office of the Director. 00/11/24 

Ip 


80120B0660 Ac k receipt of 801110 ltr informing NRC of steps taken tq 
correct violations noted in IE Insp Repts 50-518/00-1 B* 
50-319/00-17,50-520/00-10 it 50-521/80-16. 

MURPHY* C,E. Region 2* Atlanta* Reactor Construction It Engineering 
Support Branch. 00/11/25. 1?. 07187:042 


— 0012030663 Responds to NRC 001016 ltr re violations noted in IE Insp 
Repts 50-51B/GO-18, 50-519/00-17* 50-520/80-10 6 . 50-531/80-16, 
Corrective ac t ions: drawing files updated 6 revised. List of 
current drawings // revisions issued. 

MILLS. L.M. Tennessee Valley Authority. 80/11/10. 3pp, 

07107:043 


--6012030676 Forwards IE Insp Repts 50-510/80-10,50-517/00-17* 
50-520/60-18 4: 90-521/60-16 on 800301-29 4 notice of 
Violation. 

MURPHY* C, E Region «* Atlanta. Reactor Construction 4 Eng i n eei' 1 n 9 
Support Branch. eo/JO/16. 2pp. 07107:046 
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--8012:030604 Kotjce violatior fron inap on 00080 1"29. 

■* Region 2r Atl-anta- Office <sf the Director. 80/10/02 Ip. 
07107 : 048. 


“-BOl2O0O^9-5 IE Insp Pepts & 0-5 I 8 / 00 - 18 . 50-519/30-1 7, 50-320/00-18 Ic 
50-321/80-16 on SODSO I -29. K‘o nc oc.p 1 i anc e no te d ; f a i lure to 
ta'iiB ttneJi/ corrective acticn on drawing control findings. 

SWAfl., U, B , Region 2, Atlanta. Office of the Director, 

C AliTRELU. F S Region 2. Atlanta. Reactor Construction 
Engineering Support Branch GO/ 10/02 6 pp. 07187:049. 


0012170359 Forwards IE Info Notice Q0-29,Suppl 1. "Qroken Studs on 
Terry Turbine Stearn fnlet Flange *' No written response 
required. 

D 'REIi.LY. J. P Region 2. Atlanta. Office of the Director. 00/11/26. 

Ip 

R. Peiiodic operating reports l> related correspondence 


0012300652 Forwards Oct 1930 socioeconomic monitoring fc mitigation 
rept. 

MILLS, L ll Tennessee Valleaj Authority 80/12/23. Ip. 07359:091. 


— 8012300665 "Hartsville Muclsar Plants Socioeconomic Monitoring tc 
Mitigation Rept." 801031. 

e Tennessee Valley Authority. tlMP SMR-B, QO/lO/31. SOpp. 
07359: 092. 


S. Reportable occurrences. LERs related correspondence 


8012050369 Deficiencij rept re lin> rod assembly in Delaval diesels. 
Dowel counterbore of linV rod assembly may be too shallow. 

Trans amer i c a Delaval described insp method required. Qns ite 
diesels ui 11 be placed cn hold pending insp. 
mills. L f1 Tennessee Valley Authority. I'l. BO/ll/26. 2pp. 
0yi73: 340. 


8012050331 Third interim deficiency rept re standby gas treatment sys 
charcoal adsorber.ClI nuclear submitted rapt requiring 
review b<j util before final corrective actions can be 
prescribed. Final rept by 01O3OS 

MILLS. L. M Tennessee Valley Authority. 80/11/26. Ip. 07173:330. 


0012100470 First interim deficiency rept re defective link rad assembly 
in Delaval diesel generators, initially reported on 001027. 

Onsite diesels will be placed on hold 4 inspected (or 
def ec t. F inal deficiency rept will be provided by 801125. 

MILLS. L. M Tennessee Valley Authority, 80/11/26. 2pp, 07210:306. 


8012230110 Part 21 rep b> or ig i tial I y reported 801 106. re Inadequate wedge 
bolt expansion anchors by Pawl p 1 ug. Caused by mfg deficiency, 
flne-inch arichor design loads will be reduced. Final rept by 
810325 

Mli.l S. L. 11. Tennessee Valley Authority. 80/12/04. 3pp. 


G012240089 Part 21 rept re reactor protection sys flexible conduit 
defect causing hot shorts if i-nproperly grounded. Caused by 
paint or panel surfaces or high resistance connection to 
panel surfaces where ter.mxnation .nodules are mounted. 

SHGRUOOD. 0. 0. General Electric Co. 80/12/08 3pp. 


0O123OO404 Final deficiency rept re lack of steam tunnel embedment 
stlffner plate we ) d . i n 1 1 i al ly reported on 800505. Caused by 
iradequacy of manufa: tot-er QA p rogra.n. Miss ing weld has been 
added 6 ; inspected. O^ program audit conducted. 

MILLS^L M. Tennessee Valley Authority 80/12/10. 3pp. 07359:182. 


0012310335 Fourth interim deficiency rept initially reported 800215 
re reactor pressure vessel shield wall def Ic i enc les. Add 1 
unacceptable welds found 6 documented in JIMP-A-H5. Final 
rept by 810605 

MlLlSrL.M. Tennessee Valley Authority. BO/lS/22, Sp. 07361:047. 


DOCKET Sr«-50-5ai HARTSV1L1 E flUCLEAR PLANT, UNIT 4 


A. App 1 i cation/c ohs truct ien siege docunents 4 correspondence 


8015160050 Ltr to operating plant licanseesiOL applicants 4 CP holders. 
Forwards NL<REG-0737 re TMI action plan requirements. Requea ts 
opeiating reactor licensee confirmation in 45 days that 
End 1 implementation dates wilb te ret. 

ElSEr^HifT, 0. 0. Division of Licensing. BO/lO/31. 7pp. 


0012090370 Forwards pLanrad changes to FSAR Chapter 17 4 TVA reptr 
TVA-TR75-1 re const 4i preliminary testing, 

MILLS. L. II. Tennessee Valley Authority. 80/1^/01. 3pp. 


6012160327 Responds to NRC 801001 request for info re environ 
qual i f i c at i on testing of safety-related equipment. Info will 
be available by 810201. 

MILLS. L.M. Tennessee Valley Authority. 00/12/09. Ip. 


0012170316 Forwards planned changes to Chapter 17 of FSAR for Sequoyah^ 
Natts Bar 4. Qellefonte 4 TVA-TR75- lA. Chang ea supersede 
001201 ltr. Changes will bo included in application for DL 
for Mar tsvi 1 1 e, Ph ipps Bond «« Vellow Creek plants. 

MILI. S.L.M- Tennessee Valley Authority 80/12/09. 5pp. 


F Security, tnedicalw emergency 4. fire protection plans 


B0120B0S33 Notification of 001121 meeting u/util in DethBSda.MD to 
discuss util position on central emergency reapanse ctr 4 
plans fer emergency mgt. 

STAHLE. C. , Licensing Branch 2, 80/11/19. 6 pp. 


Q Inspection reports, IE Bulletins 4. correspondence 


8012150201 Forwards IE Info Notice 80-37, “Containment Cooler Leaks 4 
Reactor Cavity Flooding At Indian Point Unit 2. " No written 
response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 80/10/24. 
Ip, 

0012110040 Forwards IE Insp Repts 50-518/00-20,50-519/80-19, 
50-520/00-20 11 ; 50-521/80-10 on 800929-1001 . No noncomp 1 1 anc e 
noted. 

MURPHY, C.E. Region 2. Atlanta. Reactor Construction 4 Engineering 
Support Qranch. 00/10/27. 2pp. 


—8012110047 IE Insp Repfcs 50-510/00-20,50-519/80-19,90-520/80-80 4 
90-591/60-18 on 800929-1001 . No noncompliance noted. Major 
areas inspected: previous insp f 1 nd ings, 1 1 censee identified 
10CFR50. 55e items 4 welding. 

CROIjlEY, B n, Region 2, Atlanta, Office of the Director. 00/10/24. 
7pp. 


8012160/30 Forwards IE Insp Repfcs 50-518/80-81, 5O-3t9/0O-8Oi 
50-S20/BO-21 4 50-521/80-19 on 800902-27, No none ortip 1 la nc b ' 
noted. 

MURPHY, C.G. Region 2. Atlanta. Reactor Construction 4 Engineering 
Support Branch. 80/10/28. 2 pp. 

—8012160750 IE Insp Repts 50-510/00-21,50-519/80-20,30-520/00-21 4 
30-521/80-19 on 000902-27. No noncomp 1 tance noted, Major areas 
inspected : earth cocnpac t i on, rock fill 4 concrete for spray 
ponds. 

6 WAN, N 0. Region 2. Atlanta- Office of the Director, 80/10/27. 

5pp. 

8012170004 Forwards IE Info Notice 80-39, “Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp." No specific action 
or response required. 

0 'REILLY, J. P, .Region 2. Atlanta, Office of the Director. 00/10/31. 
Ip. 

8012230030 Forwards IE Circular 80-23, “Potential Defects In Beloit 
Power Sys Emergency Generators, “ No written response 
required. 

O'REILLY* J. P. Region 2, Atlanta, Office of the Director. 80/10/31. 

Ip. 

8012110066 Requests assessment 4 corrective actions taken ro control 
room ceiling constructed w/apparently flammable tiles within 
20 days. 

TGOESCQ, R L. Assistant Director for Licensing. 80/11/04. 3pp. 


8012110307 Forwards IE Bulletin 80-21- "Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. '' Written response required. 

O'REILLY, J, P. Region 2- Atlanta, Office of the Director, 80/11/06, 

Ip. 

6012030337 Forwards IE Info Notice 80-40, “Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Dopressurl lation , " No written response required, 

0 'REILLY, J. P, Region 2. Atlanta, Office of the Director. 00/11/07. 

ip. 

80120B0276 Forwards IE Info Notice 00-41, ''Failure of Swing Check Valve 
in Decay Heat Removal Sys at Davis Desse Unit 1. No 
response required, 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director, 80/11/10. 

lp< 
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B012040L43 Forwards IE Dullotin BO-23. "Failures of Solenoid Valves 
Mfg bg Valcor Engineering Corp." Reg.uires esbiinabe nf 
manpouer associated u/correc t i ve actions 

0 ^RE ILI Yi J, P, Region 2- Atlanta. Office of the Director. 00/11/14. 

Ip 


8012080601 Forwards third interim response to IE Bulletin 0O*-O9i 
"Hydramotor Actuator Deficiencies." Actuators r»ay have been 
used as part of valve ac tuators. Supp 1 iers toill be contacted. 
MILLScL.M. Tennessee Valley Authority. 80/11/17. 3pp. 


8012050023 Forwards IE Bulletin a0-24( "Prevention of Damage Due to 
Water LeaSiage Inside Containment " No written response 
required. 

O 'REIt.LV. V. P- Region 2, Atlanta. Office of the Director. 80/11/21. 
Ip. 


B012080004 Forwards IE Info Notice 80-42' "Effect of Radiation on 
Hydraulic Snubber Fluid " No written response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 00/11/24. 
IP- 


G012080660 Ack receipt of 801110 Itr Informing NRC of stops taken to 
correct violations noted in IF Insp Repts S0-919/a0-18. 
50-319/00-17.30-520/80-10 ^ 50-521/80-16. 

HURPHY/C.E. Region 2. Atlanta. Reactor Construction t Engineering 
Support Branch. 80/11/23. Ip. 


— 8018080668 Responds to NRC 801016 Itr re violations noted in IE Insp 
fiopts 30-318/80-10.50-519/80-17,50-520/00-18 tk 50-521/80-16, 
Corrective ac t ions : dra)'ting files updated 6; revised. List of 
current drawings revisions issued. 

HILLS. L.h. Tennessee Valley Authority. 80/11/10, 3pp. 


—8012080678 Forwards IE Insp Repts 50-518/00-18,50-519/80-17. 
30-320/80-18 V. 30-521/00-16 on 800301-29 notice of 
violation. 

h'JRPHV, C. E. Region 2, Atlanta. Reactor Construction 8, Engineering 
Support Branch. 80/10/16. 2pp. 


—8012080684 Notice of violation from insp on 000801-29. 

« Region 2. Atlanta, Office of the Director. 80/10/02. ip. 


--8013080695 IE Insp Repts 50-510/80-18,50-519/00-17,50-520/90-18 fc 
50-921/80-16 on 800801-29. Noncomp I ianc e noted: fai lure to 
take tlmoly corrective action on drawing control findings. 
SWAIJ.W. B. Region 2. Atlanta- Office of the Director. 80/10/02. 

6pp. 


B012170359 Forwards IE Info Notice 80-29, Suppl I, "Broken Studs on 
Terry Turbine Steam Inlet Flange. " No written response 
required. 

0 'REILl Y, J. P. Region 3> Atlanta, Office of the Director. 80/11/36. 
Ip- 


R, Periodic operating reports fc related correspondence 


8012300652 Forwards Oct 1980 socioeconomic monitoring t mitigation 
rept. 

HILLS, L.M. Tennessee Valley Authority. 60/12/23. Ip, 


—8012300665 "Hartsville Nuclear Plants Socioeconomic Monitoring & 
Mitigation Rept," 801031. 

* Tennessee Valley Authority. MVF SMR-8. 80/10/31. 50pp. 


8. Reportable occurrences. LERs 6 related correspondence 


8012050369 Deficiency rept re link rod assembly In Delaval diesels. 
Dowel counterbore of link rod assembly may be too shallow. 
Transamer ica Delaval described insp method required. Onsl te 
diesels will be placed on hold pending insp, 

MILLS. L.M. Tennessee Valley Authority. N. 00/11/26. 3pp. 


8012050381 Third interim deficiency rept re standby gas treatment sys 
charcoal adsorber. CII nuclear submitted rept requiring 
review by util before final corrective actions can be 
prescribed, Final rept by 810302, 

MILLS, L.H, Tennessee Valley Authority. 80/11/26, Ip. 


8012100478 First interim deficiency rept re defective link rod assembly 
in Delaval diesel genera tors, ini t ia 1 ly reported on 001027, 

Qnsite dteseli will be placed on hold Inspected for 
defect. Final deficiency rept will be provided by 801129, 

MILLS, L.M. Tennessee Valley Authority. 80/11/26. 2pp. 


6012230110 Part 2t rep t. or ig ina 1 1 y r-iported 801106, re inadequate wedge 
bolt eipansion anchors by Raul p I ug. Caused by mfg deficiency. 

One-inch anchor design loads will be reduced. Final rept by 
810325. 

HILIS.L M. Tennessee Valley Authority 80/12/04. 3pp. 


8012240039 Part 21 rept re reactor protection sys flenible conduit 
defect causing hot shorts if improperly grounded . Caused by 
paint on panel surfaces or high resistance connection to 
panel surfaces where termination modules are mounted. 

SHERWOOD, G. 0. General Electric Co 80/12/08. 3pp. 


80123004B4 Final deficiency rept re tack of steam tunnel embedment 
stiffner plate uel d. in i tially reported on 000505. Caused by 
inadequacy of manufacturer QA program. Mi S9 ing weld has been 
added 6 inspected. GA progra.'n audit conducted. 

MILLS, L.M- Tennessee Valley Authority. 80/12/13. 3pp 


DOCKET STM- 50- 522 SKAGIT N VC LEAR POWER PROJECT. UNIT I 


A. Application /construction stage documents 6 correspondence 


6012220358 Ltr to all CP L OL holders for BWSs re requirement for 
implementation of ODVN code for licensing basis calculations 
performed by GE. App 1 1 cab le to all license applications & 
proposed amends, i nc lud ing core reloads. 

EISENH'JT, D. 0. Division of Licensing. BO/ 11/04. 4pp. 


8012310388 Submits applicant second quarterly status rept per A6LD 
order of 800827. Oeolog i ca I ti> geophysical program Involved 
substantial field work by consu 1 tants. includ ing drilling, 
trenching tn geological mapping Related correspondence. 

THOHSENrF. T. Puget Sound Power i-. Light Co. THOMSEN, F. T Perkins, 
Coie, Stane, Olsen Williams. 80/12/24. 3pp. 07369:098. 


G. Adjudicatory correspondence 


8013230001 Requests permission to withdraw from proceeding based on 
revised licensee application t A5LG 800327 order, 

MOSER, C.T, Staglt County, WA. 80/11/24. Ip. 07311:145. 


8012240446 Requests return. per lOCrR2. 790, of previously submitted 
proprietary geophysical data ro facility licensing 
procedure. Info concerns proposed site in Skagit County , U'A. 
Attachments withheld (ref 10CFR2. 790). 

LITTLE, D.S. Perkins, Coie, Stone. Olsen h. Williacns. 80/12/15. 2pp. 
07327: 334. 


8012310380 Submits applicant second quarterly status rept per A8L0 
order of 800827. Geolog ica 1 geophysical program- involved 
substantial field work by consu I tants. Inc lud ing drilling, 
trenching It geological mapp i ng. Re lated correspondance, 

THOMSEr^.F, T Puget Sound Po-^er K- Light Co. THOMSEN, F.T. Perkins, 
Coie, Stone, Olsen 1. Williams 90/12/24. 3pp. 07369:089 


H. General correspondence 


0012040256 Forwards info in response to 801029 ltr requesting 
licensing categories V info re floating nuclear plants. 
PURPLE, R A. Division of Licensing. 60/11/17. 4pp, 


— 801204029S Requests info re facilities w/active CPs pend ing, 1 icense 
definitions 4; requirements for floating nuclear plants. 

DREVtL.A. Affiliation Unknown. 80/10/29. Ip. 


S. Reportable occurrences. LERs L related correspondence 


601224C039 Part 21 rept re reactor protection sys fkerible conduit 
defect causing hot shorts if improperly grounded . Caused by 
paint on panel surfaces or high resistance connection to 
panel surfaces where termination modules are mounted. 

SHdRWDDD. 0. G. General Electric Co. 80/12/08 3pp. 


DOCKET STN-50-523 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


A. App 1 ication/construc t ion stage documents 6 correspondence 


8012220358 Ltr to all CP 4 OL holders for QWRs re requirement for 
implementation gf OUYN code for licensing basis calculations 
performed by GE. App 1 icab 1 e to all license applications h. 
proposed amends, includ ing core reloads. 

EtSENHVTi D. 0. Division of Licensing. 80/lt/04. 4pp. 
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S012390332 Response in opposil:ion to dll PL Hourihan content ions, save 
Contention re postulated ATlJS event. Other contentions 
do not contain proper 5ubj mat ter. Certi f icate Svc end. 

MCGURREN, H. J. Hearing Branch 1. 00/12/19. iSpp. 073^15:043. 


8012300487 Response In opposition to disputed Contention re 
conseq.uenc es of Class 9 acc idents. Content i on 63 re safety 
measures to mitigate postulated ATUS event Contention H 
r« effects of rad iat ion. U/Cert i f i cate of Svc. 

OEHKiA. C. r OISCHOFF. C. A. Arizona Public Service Co. OEHR. A. C. 
Snell it Uilmer. 00/12/19. 17pp. 07359:185. 


K. Utility Final Safety Analysis Report (FSARl 6 amends 


8012230302 Forwards Amend 3 to Palo Verde 1.2 3 FSAR. 

VAN BRUUr, E E. Arizona Public Service Co. 80/12/18. Ip. 
07308. 001. 


—0012230307 Amend 3 to Palo Vordo 1 . 2 4 3 FSAR. 

* Arizona Pub 1 ic 'Servl ce Co 00/12/18. 250pp. 07308:001. 


0. Inspection reports. IE Bulletins correspondence 


8012170725 Forwards TE Info Notice 80-37. ''Containment Cooler Leaks «< 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
response rep;uired. 

ENOELKEN, R. H. Region 5. San Francisco. Office of the Director. 
80/10/24, Ip. 07266:089. 


0012170757 Forwards IE Info Notice 00-30. '^racking In Charging Pump 
Casing Cladding. *' No written response required. 

ENOELKEN. R, H. Region 5. San Francisco. Office of the Director. 
80/10/30. Ip. 07265:075, 


0012010010 Forwards IE Insp Repts 50-528/00-15.50-529/80-15 h 
50-530/80-15 on S00909-12. No noncompliance noted. 

8PENCER. 0. 6 Region 5. San Francisco. Reactor Construction 6 
Engineering Support Qranch. 80/10/31. 2pp. 07092:097. 


—8012010014 IE Insp Repts 50-523/00-15. 50-529/80-15 50-530/00-15 on 

800909-12. No noncamp 1 iance noted, tiador areas inspected: 
licensee action on previous Insp findings ^ Part 21 repts te 
installation of 'pipe supports restraints. 

ECKHARDT. J. H. r HERNANDEZ. G. . D 'ANGELO. A. J. Region 5i San 
Francisco. Office of the Director. 80/10/29. 0pp. 07092:099. 


8012170844 Forwards IE Info Notice 00-39. "Malfunction of Solenoid 
Valves Nfg by Valcor Engineering Corp.'* No written response 
is required. 

GNGELKEN.R.H Region 5. San Francisco. Office of the Director, 
00/10/31. ip, 07266:033. 


0012120209 Forwards IE Bulletin 00-21. "Valve Yokes Supplied by Malcolm 
Foundry Co. Inc. " Written response required. 

ENOELKEN/ R. H. Region 5. San Francisco. Office of the Director. 
00/11/06. Ip. 07220:292. 


0012030920 Forwards lE Info Notice 00-40. "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Deprossur i zz tion. " No written response required. 
ENGELKFN.r.h Regi n 5. San Francisco. Office of the Director. 
80/11/07, Ip. 071 0:179. 


8012080638 Forwards IE Info Notice 80-41. "Failure of Suing Check Valve 
In Decay Heat Removal Sys at Davis Qesse Unit 1." No 
response required. 

ENCELKENf R. H. Region 5. San Francisco. Office of the Director. 
BO/ll/iO. Ip. 07103:035. 


0012040215 Forwards IE Bulletin 80-23. "Failures of Solenoid Valves 
Hfg by Valcor Engineering Corp. “ Requires estimate of 
manpower associated w/correctlve actions. 

ENQELKENi R. M. Region 5. San Francisco. Office of the Director. 
80/11/14, Ip. 07150: 131. 


8012040530 Forwards IE DuDetin 00-24. "Prevention of Damage Due to 
Water Leakage Inside Conta inment. " No written response 
required. 

ENOELKEN. R. H. Region 5. San Francisco. Office of the Oiractor. 
00/11/21. Ip, 07169:156, 


8012160095 Forwards IE Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid," No response required, 

ENOELKfn. R, H Region 5. San Francisco. Office of the Director. 
GO/11/24. Ip. 07262:104, 


8012160127 Foruarrfs Suppl 1 to IE Info Notice P0-S9. "Broken Stubs on 
Terry Turbine Steam Inlet Flange." No written response 
required. 

ENGELi^EN. R H Region 5. San Francisco, Office o# the Director. 
00/11/26 Ip, 07263:073 


0012310231 Forwards IE Insp Repts 50-528/00-18.50-539/80-18 I 
50-530/80-10 on 001001-31 No noncomp 1 1 anc e noted. 

SPENCFR.O, s Region 5. San Francisco, Reactor Construction It 
Engineering Support Branch SO/12/03. 2pp. 07370:038. 


— 8012310234 IE Insp Repts 50-523/80-10,50-529/00-10 50-530/80-10 on 

001001-31 No noncomp I iance rioted, Major areas inspected: 
reactor vessel protec t i on. anchor bolt tensioning 6 RCPD 
installation. 

VQRDERCRUEGGEN Region 5, San Francisco. Office of the Director. 
HAYNES. R. C. Region 5. San Francisco. Reactor Construction i 
Engineering Support Branch. 80/13/01 3pp 07370:040, 


B. Reportable occurrences. LERs /x related correspondence 


0012100304 Interim deficiency rept updating 001120 telcon re sway 
struts, snubbers shock suppressors found fro contain 
partially or totally dijongagod self-aligning rod end 
bush logs. Final rept to bo submitted by 010301. 

VAN BRUNT, E E. Arizona Puhlit Service Co. 00/12/01, 3pp. 
07219; 046. 


0012100414 Second interim deficiency rept re loose bushings on Corner ti 
Lada sjay struts. Investigation continuing. Resolution L 
completion plan will be implemented by 010201. Final rept 
will be submitted by 010331 

VAN BRUNf, E E. Arizona Public Service Co. 00/12/01. 4pp, 

07219:040, 


0012230399 Interim deficiency rept re excessive shear stresses In 
concrete slabs supporting Safety Injection Tanks lBi2A f* 2D. 
Final rapt completion date reforecasted to Q10301 . 

VAN BRUNT. E.E Arizona Public Service Co. GO/12/12. 3pp. 
07310; 266 


8012230496 Requests evaluation of deficiency repts within 30 days rc 
weld overstress caused by pulled pipe spools. cable tray 
supports not meeting drawing requirements K. class IE 
conductors too close to non-Class IE conductors 
VAN BRUNT. E. E. Ar i zona Pub I ic flerviceCo. Q0/12/J2 8pp. 

07316: 237. 


0012230449 Interim deficicTkcy rept re inadequate concrete strength 
achelved u/pneumatical ly placed mortar repairs. Final rept 
incomplete 6 will be sent by 801229. 

VAN BRUNT. E.E. Arizona Public Bervlcc Co 80/12/16 2pp. 
07318:285. 


T. Hearing transcripts on non-ant i trust matters 


0012030199 Transcript of 001202 prehearing conference in Phoenix. AZ on 
facility OLs.Pp l-SO. 

a Ato.mlc Safety and Licer^sing Board Panel. 60/12/02. 50pp. 

07181:217. 


001216049? Forwards Vols 1 fy II of transcript. "Sys Review of Palo 
Verde Nuclear Generating Station Equipment Qualification. 

Before Equipment Qua] 1 f i cat ion Review Board." Voi III will 
be submitted w/reso lut ions to open items. 

VAN BRUNT. E E Arizona Public Service Co 80/12/05, Ip. 

07249: 039. 


—8012160506 Vol 11 of HI of transcript of 000925 t 26 "Sys Review of 
Palo Verde Nuclear Generating Station Equip.nent 
Qua t if teat ion. Before Equipment Qua I if icat Ion Review Board." 

Pp 214-389. 

♦ Arizona Public Service Co. 00/09/25. laSpp. 07249:040. 


—8012170530 Vol I of III of transcript of G00935 ic 26 "Sys Review of 
Palo Verde Nuclear Generating Station Equipment 
Qual i f icaiion Before Equipment Oual i f lea t ion Review Board," 

Pp 1-213. 

a Arizona Public Service Co 80/09/25. 22lpp, 07249-221. 


DOCKEI STN-50-529 PALO VERDE NU-CLEAR STATION. UNIT 2 


A. Application/construction stage documents 6 correspondence 


0O1216OOSO Ltr to operating plant ItcenseesrDL applicants tr. CP holders. 
Forwards NUREG-0737 re Till action plan requ irei^ents, Requests 
operating reactor licerisee conf i rmatlon in 45 days that 
End 1 imp 1 ementati on dates will be met. 

EieENH'JT. D, G. Olvisiozi of Licensing, BO/10/31, 7pp. 
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0012100^4 6 Not » f 1 ca*. ion of v-M-llJS meeting u/util in Bethesda«nD to 
discuss U^C position on location of technical support cfcr. 
KERRIQAIV, J. Licensing []i 3r..:h 3 00/11/10. 3pp 07217:322. 


0012220319 ForL-'ards util Ee^chtel Pck-er Corp 00113 R 05 responses to 
open i t ena re Cl-ass IE sc po-u^'r ? sj s revie-j t as continuation 
of rev i D'j lec ord. Final resolution to be submitted upon 
reso I V t icn, 

VAI4 anUNT. E E. An ion 3 Public Service Co BO/ 13/09. 32pp. 

07ia3:001. 


C Utiliti; Environmental Report t ER > ■ amends L correspondence 


S012230456 Requests removal tf DCJA Soil Conservation Svc from OL stage 
environ ropt distribution list. per encl D2A B0il20 Ifcr to 
Bechte 1. 

VAN BRUidriE, E, Ariiona Public Service Co. 00/13/16. 2pp. 

07312: 272. 


U. WKC Draft/Final Envi ruri.-ner^ta 1 StaterrentSi suppls tr. correspondence 


SOISIEO^OA Discusses 001125 meeting le encl environ revietj schedule. 
Project fnsnager should be contacted if Accident Evaluation 
Branch revieu of Class 9 accidents is delated. 

MIRA'SL lA- F. Licensing Sranch 3 83/12/04. 2pp. 07363:313. 


8012160237 Sunnari^ of SOI 125 ureeting .r/AWL re environ revieLu. 
KERRlGAti.J Licensing Branch 3 B:>/12/04 6pp. 07252:330. 


F. SecuritV' madical< emergency 1. fire protection plans 


B0l2'020693 Not i -f i c at ion of 001119 meeting u/util in DethesdaiMD to 
discuss facility fire protection ays. 

KERRIGA16J. Licensing Branch 3 80/11/17. 3pp 06916:001. 


E012090064 ForuJdrda info drauiitigs of fire detection t* suppression sgs 
used in facility auriLiaiy bldg^per agreement of 801119 
me«t ing. .Phy s i ca 1 security drauJings 'uithheld from 
public disclosure (ref 10CFR2. 790 ) Ap erture cards in PDR. 

VAN SRUIIT.E E. Arizona Public Service Co. 80/12/03. 90 0 , 

07187:001. 


0. Adjudicatory correspondence 


3012290423 Foruiards inter\enor» joint applicants 6 NRC updated 
stipulations va language of iritervenar remaining 
con teiitions. 

KCGURREIL H. J Hearing Branch 3 30/12/12. 2pp. D7336; 2S4. 


--6012290430 Up-dated stipulations re intervenors PU Hourihan<K Oahl tt C 
Shueg content ions. Part ies agreed to language iis accepted 
Contentions 1.,5. 7 ? ii i- disputed Contentions 6A. 6D. 1 4. 17i 18» 

23 A. 23Q L 20. 

GEHR.A.C. Srell e^Wilmer Hfl'JR IHAN, P. L Af f i I iat i on Unknown. 
KC(3'Jf?REN. H. J. Hearing Branch 3 80/12/12. 16pp. 07336:256. 


8012290232 Response in opposition to all PL Hourihan content ions* save 
Contention 63 le postulated ATNS event. Other contentions 
do not contain proper sL-bj ma tter. Certi f icate of Svc encl. 

MCGURREN^ H -J Hearing 8rench t. 80/12/19. 15pp. 07349:043. 


8012300487 Response in oppcsitijn to disputed Contention 6A re 
consequences of Class acc i d ants, Content ion 68 re safety 
measures to mitigate postulated ATIiS event * Contention 14 
re effects of radiation. N/Cer ti ficaCo of Svc. 

GEiSRj A.C., BISCHOFF.C a Arifona Public Service Co, OEHR,A C. 
Sr.ell i. Uilmer 80/12/19 17pp 07359:185. 


K. Utility Firiai Safety Analysis Report (FSAR) 6 amends 


0015230302 For ward* Amend 3 to Palo Verde 1.2 3 FSAR, 

VAN DRUlir. E E- Ai iiona Public Service Co BO/12/ 18 In 
07303: -001. 


— 80Ii>230307 Amend 3 to Palo Verde 1.2 if. 3 FSAR. 

^ Arliona Public Service Co. 80/12/iB. 2S0pp. 07308:001, 


Q. Inspection reports. IF Bulletins ?y. correspondence 


8012170/25 Forwards IE Info Notice 80-37, 'Containment Cooler Leaks tt 
Reactor Cavity Flooding at Indian Point Unit 2.'’ No written 
response required. 

EN5ELi*ENf R. M Region 5. San Francisco, Office of the Olrectdr, 
80/10/24. Ip- 07266: 0S9. 


0012170/57 Forwards IE Info Notice 80-38. ‘Cracking in Charging Pump 
Casing Cladding. " No written response required. 

EMGELI/FN, R. M Region 5. San Francisco, Office of the Director. 
EO/10/30. Ip 07265:075. 


0012010010 Forwards IE Insp Repts 50-528/00-15.50-529/80-19 6 
S0-53O/B0-15 on 000909-12. No nonconp 1 iance noted, 

SPENCERiG. 5 Region 5, San Francisco. Reactor Construction & 
Engineering Support Branch 00/10/31 2pp 07092:097. 


““0012010014 1£ Insp Repts 5O~52o/0O-15. 50-529/SO-l 5 50-530/00-15 on 

800909-12. No none omp 1 i anc o noted. Major areas inspected: 
licensee action on previous insp findings it Part 21 repts it 
installation of pipe supports if. restraints. 

ECKMARDT, J. H . HERNANDEZ, G. . D ' ANOELD. A. J. Region 5. San 
Francisco, nfflte of the Director. 00/10/29. 0pp. 07092:099. 


8012170344 Forwards IE Info Notice 80-39, "Ma 1 f unc t ion of Solenoid 
Valves Mfg by Valcor Engineering Corp." No written response 
is required. 

ENGELKEN, R H Region 5. San Francisco. Office of the Director. 
80/10/31. Ip. 07266:033. 


6Q1212020? Forwards IE Bulletin 00-21. "Valve Yokes Supplied by Malcolm 
Foundry Co. Inc. " Written response requirod. 

ENGELKFN, R. H. Region 5* San Francisco. Office of the Director. 
00/11/06. Ip. 07228:292. 


8012030920 Forwards IE Info Notice 80-40, "Encessivo Nitrogen Supply 
Pressure Actuates Safety Relief Valve Dperation to Cause 
Reactor Oepressur t zat i on. '* No written response required. 

EKGELKFfJ. R. H Region 5« San Francisco, Office of the Director. 
00/11/07. Ip. 07150: 179. 


601208063B Forwards IE Info Notice 00-41. "Failure of Swing Check Valve 
in Decay Heat Removal Cys at Davis Oesse Unit 1. " No 
response required. 

ENGZLKEN.R.H Region 5, San Francisco. Office of the Director. 
GO/n/lO. Ip. 07103:035. 

8012040215 Forwards IE Ilullotin 00-23i "Failures of Solenoid Valves 
Mfg by Valcor Engineering Corp. " Requires estimate of 
manpower associated w/corr ec t i ve actions. 

ENCELKFN. n. H. Region 5. San Francisco. Office of the Director, 
BO/ll/14 ip. 07153:131. 


8012040538 Forwards IF Bulletin 00-24, "Prevention of Damage Due to 
Water Leakage Inside Containment." No written response 
required. 

ENGELKFN.R. H. Region 5. San Francisco. Office of the Director. 
BO/ll/21. Ip. 07169:156. 


8012160095 Forwards IE Info Notice 80-42. "Effect of Radiation on 
Hydraulic Snubber Fluid. " No response required. 

ENOELKFNi R. H. Region 5, San Francisco, Office of the Director. 
0O/U/24. Ip. 07262: 104- 


8012160127 Forwards Suppl I to IE Info Notice 80-29. "Broken Studs on 
Terry Turbine Steam Inlet Flange." No written response 
r equir ed. 

ENGELKFN, R. H. Region 5. San Francisco. Office of the Director, 
aO/U/26. Ip, 07262:073. 


0012310231 Forwards IE Insp Repts 30-528/00-101 30-529/00-10 tt 
50-530/80-18 on 801001-31. No noncompliance noted. 

SPENCER. G.S. Region 5, San Francisco, Reactor Construction & 
Engineering Support Branch, 80/12/03. 2pp. 07370:030. 


. --8012310234 .IE Insp Repts 50-528/00-18.50-529/90-18 50-530/80-10 on 

801001— 3i. No noncompliance noted. Major areas inspected; 
reactor vessel protect ion. anchor bolt tensioning it RCPB 
Instal lation 

VdRDbRBRUEGGEN Region 5. San Francisco. Office of the Director. 
HAYNES. R. 0. Region 5. San Francisco. Reactor Construction U 
Engineering Support Branch. 00/12/01. 5pp, 07370:040. 


S. Reportable occurrences. LERs 4: related c orrespondcnce 


8012100334 Interim deficiency rept updating 801120 telcon re sway 
s trutsi snubbers 4? shock suppressors found to contain 
partially or totally disengaged se If-a 1 igning rod end 
bushings. Final rapt to be sub.nitted by 810301. 

VAN DRUNf. E E. Arizona Public Service Co. 00/12/01 3dd 
07219:046, 


8012100414 Second interim deficiency rept re loose bushings on Corner t 
Lada sway struts. Investigation continuing. Reso I ut ion & 
completion plan will be Imple.mented by 010201. Final rapt 
will be 5'jb.-t:ltted by 810331. 

VAN BRUNT.E E. Arizona Public Service Co. 00/12/01 4 dd 
07219:040. ipp. 
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301253039'? Interim deficiency rept re B*C 0 «sivo shear stresses in 
concrete slabs supporting Safety Injection Tanks 1B«2A t 2B, 
Final rapt completion date reforecasted to 910301 
VAN BRUIJT, E E. Arwona Public Service Co. S0/l2/t2. 2pp. 
07319: 2&£i. 


e012230«W& Req,uesfcs evaluation oif deficiencv repfcs »jjithin 30 days re 
tue 1 d averstress caused by pulled pipe spool 5 »cable tray 
supports not meeting drauing requirements class IE 
conductors too close to nan-Class IE conductors. 

VAN BRUkT, E. E. Arizona Public Service Co. 00/12/12. 2pp. 

07316: 237. 


e012230'149 Interim deficiency rept re inadequate concrete strength 
achelved u/pneu.nat ica 1 ly placed mortar repa i rs. Final rept 
incomplete ^ uill be sent by 801229. 

VAN BRtFWr, E. E Ariiona Public Service Co. 80/12/t6. 2pp. 
07319: 293. 


T, Hearing transcripts on non-ant i trust matters 


8012090199 Transcript of B01202 prehearing conference in Phoent)c»AZ on 
facility OLs.Pp 1-50. 

« Atoinic Safety and Licensing Board Panel. 80/12/02, SOpp. 

071Q1: 217. 


8012160499 Forwards Vols I 11 of transcript. "Sys Review of Palo 
Verde Nuclear Generating Station Equipment Qual if icatl on« 

Before Equipment Qua 1 i f i cat 1 on Review Hoard." Vol III oill 
be suh^riitted w/resolut 1 ons to open items. 

VAN BRUNT/ E.E. Arizona Public Service Co. 00/12/05. Ip. 

07249: 039, 


— S012160S06 VdI II of III of transcript of 000925 «« 26 " 8 y s Review of 
Palo Verde Nuclear Generating Station Equipment 
Oual 1 fication. Before Equipment Qualification Review Board. " 

Pp 214-389 

■* Arizona Public Service Co, 90/09/25. lB2pp. 07249:040, 


— B012170530 Vol I of III of ' transc r ipt of 600925 26 =* 8 ys Review of 

Palo Verde Nuclear Generating Station Equip.Tient 
Qualification Before Equipment Qua I i f leat ion Review Hoard. " 

Pp 1-213, 

* Arizona Public Service Co. 80/09/25. 22tpp. 07249:221. 


DOCKET aTN-50-530 PALO VERDE NUCLEAR STATION/ UNIT 3 


A. Ap p I i cat ion/construc t i 9 n stage documents i; correspondence 


0012160050 Ltr to operating plant licenseesjQL applicants ^ CP holders. 
Forwards NL'REG-0737 re TNL action plan requirements, fteqwes ts 
operating reactor licenses confirmation In 45 days that 
Enel I implementation dates will be ■'let. 

ElSEf'IHUT* D. 0. Division of Licensing. 00/10/31. 7pp. 


8012100246 Notification of 80U16 meeting w/util in BetbesdarHD to 
discuss NRC position on location of technical support ctr. 
KE«RIOAN»J, Licensing Branch 3. 80/11/18 3pp. 07217:322. 


8012220319 Forwards util i Bechtel Power Corp G01113 & 05 responees to 
open Items re Class IE ac power sys review i; as continuation 
of review record. Final resolution to be submitted upon 
resol uti on. 

VAN BRUNT. E E. Arizona Public Service Co. 80/12/09. 32pp. 

07103: 001. 


C. Utility Environmental Report (ER). amends I correspondence 


8012230496 Requests removal of DOA Soil Conservation Sve from QL stage 
environ rept distribution list, per end DDA 901120 ltr to 
Bechtel . 

VAN BRUNT. E E. Ariiona Public Service Co, 90/12/16. 2pp, 
07312:272 


D. NftC Draft/Final Environmental Statenents . suppls & correspondence 


8012160204 Discusses 801125 meeting re end environ review schedule. 
Project manager should be contacted if Accident Evaluation 
Branch review of Class 9 accidents is delayed. 

MIRAOLTA, F. Licensing Branch 3. 80/12/04. 2pp. 07362:313. 


3012160237 Summary of SOI 125 meeting u/ANL re environ review, 
KERRlQANiJ. Licensing Branch 3 . 80/12/04. 6 pp. 07252:230. 


F. Security, .iiedical. e.Tiei goii cy ' fire protection plana 


B012020A93 Notification of SOI 117 iHJc>tirit 3 ti/utll in Dethesdo/MO to 
discuss facility fit's prot^ctaon sys. 

KERRIGAN. J Licensing 3 00/11/17. 3pp 06716:001, 

8012090064 Forwards itifu ■*> .'raL.'inj? of fire detection t suppiessio 
used in facility at.'»iliart| bldg. per agi’eemenfc of 0O'll19 
meeting Physical security dr<i'uingj -j-ithheld fro^n 
public disclosure (ref I OCFft*-!. 790 i Aperture cards in PDR. 

VAN BRUNT. E E. Aricora r-ublic Sers ica Co, 60/12/03. 9pp. 

07107: 001 


0. Adjudicatory correspondence 


80 1 2290 423 Forwards i nte er.cr • joint applicants I. NRC updated 
stipulations re latijuaje of IntervenoT rsmaininy 
content i ons. 

IICGURRtN. H. J. Healing (Hr such 3 00/12/12 2pp 07336:254. 


— 8012290430 Updated st i p .j 1 at i 'ins re i n-tervenor s PL Hourihan/K Dah 
Shuey content i ons . Fai f, i ui t»jrecd to language in accepted 
Contentions 1.5,7 K 8 K disputed Contentions 6A, 6D / 1 4 . 1 7. 1 6. 
23A.23B L 20 

GEHH/A. C. Gfiell < Ni I'Tier HOUR IH^N. P. L Affiliation Unknown 
NCOURHEfLH J. Heat* in,} Bradcn 3 80/12/12 I 6 pp. 07336:256. 


8012290232 Response in appe^ition to all PL Hour i Nan c ont en t ions . s. 
Contention 6 B re postul'.ted ATiJS event. Other contentions 
do not contain proper 5 u b j .natter Certificate of Gve encl. 
I1CGURREN. H. J Hearing Mr arch I 33/12/19. 15pp. 0734 5:043. 


8012300487 Response in opposition to disputed Contention 6 A rc 
consequences of Clas? r Contention 63 re safety 

measures to mitigate posculatad ATU'3 event 4 Contention 14 
re effects of radiation IJ/C e r fc if ica te o f 8 vc. 

GEHH.A.C,. BISCHOPF.C.A Ar J zona Pub I ic Service Co. GEKR.A.C, 
Snell Uilr-.er. 00/12/19 17pp 07359:195. 


K. Utility Final Safety Anaiyits Report (FSAR) 4: amends 


8012230302 Forwards Airxznd 3 to Palo Verde 1,2 6 3 FSAR. 

VAN DtlU(4T. E E. Aril on a Public: Gcrvice Co. 00/12/10. Ip. 
07309; 001. 


--Q01 2230307 Ame,-,d 3 to Fata V>: do 1 , 2 •! 3 FSAR. 

^ Arizona Public Rer-ic? <1 .3 80/12/18. 250pp. 07308:001. 


Q. Inspection reports. IE Bvlletin* I' correspondence 


8012170725 Forwards IE Iti-'o N-'itics 80-37. ‘Containment Cooler Leak' 
Reactur Cavity Flo-orfinj at Indian Point Unit 2,*' No written 
rasponse required 

ENOELKFN^R.H Region 5. 3ari Franc 1 s c t'-. Office of the Director. 
60/10/24. ip. 07266.08V 


8012170757 Forwards IE Inf a Notice 8O’"30. ‘•Cracking in Charging Pui 
Casing Cladding. '* No- written response required 

ENGELKEiJ) R K Regio-n 5, Fr .^nc I s.; o, Office of the Dirac tor. 

80/40/30, Ip. 07265. 1' 7 5 


0012010010 Forwards IE Irsp RepVs 50'52S/QO- 1 5, 50-539/90- 1 5 t 
30-330/80-15 on 800909-12 No noncomp 1 i anc e noted. 

SPENCF«,G.S Region. 3. San Francisco. Reactor Construction 
Engineering Support Branch. EO/lO/31. 2pp 07092:097. 


--8013010014 IE Insp Rept 5 50-523/80-15,50-529/00-15 «c 50-530/00-1 
830709-12. No n one emp I i anc e noted. Ha jor areas inspected: 
licensee action on. pre.icui irsp findings I Part 21 repts 
Installation of pipe 4 ..*ppoT'tj L restraints. 

ECKHAROT, J. H. . HERNANDEZ, C, . . D'ANGELO. A J, Region 5, Ban 
Francisco. Office of t.^o Director. aO/iO/29, Bpp, 07092:099 


8012170044 Forwards IE Info Notice 60-39, ‘;4a I fur>c tion of Solenoid 

Valves llfg by Valcor Erigineering Corp. " No written response 
is raqu 1 red. 

EUGELtiFIjf, R. H. Rcgii>n 5. San Francisco. Office of the Director. 
80/10/31. Ip. 07266.033 


8012180209 Forwards IG Bulletin a0-21i "Valve Yokes Supplied by Ma 
Foundry Co. Inc. " Nritten T'espoose required, 

ENGELKEHjR.H Region 5. San Francisco. Office of the Director, 
00/11/06. Ip. 07229:272. 
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DOCKETED ITEMS 


501*030^^0 Fciriiiard?- IF l>%ro 80-40. "ExcB^iive Mitroge-n Sifppl^ 

Pressure A-, tustss Safet'j Relief Valve Operation to Cause 
Reactor Depro s s ut i : a i i "f. ' jritten response required. 

ENOELttPfl. R, H Rc-jivr. r. Franc i'scci- Office of the Director. 

BO/lUO?. Ip. 07190:17^ 


QQl30ec^Q3a Forvarrfs IE Into IJotice 80-41, Tailure of Suiing Check Valve 
T^ecaij Heat Removal £>^5 at Davis Sesse Unit 1. " Ho 
respo-r-se required. 

EKCELKEH »? H Rejion 5, San Franc i-s go, Office of the Director. 
BO/ll/iO. Ip 071830:5 


B0l20'i0?l5 Forfar lis IE Bulletin 60-23* 'Failures of Solenoid Valves 
b(| Valcor Engineering Corp." Requires estimate of 
ntanpO'jer associated w7torrectivs actions. 

EUOEU^PH, R M Regiot* 5 5 an Francisco, Office of the Director. 

80/11714, Ip. o-;is«f t31 


8012040538 Forujdrdi IE Bulletin e0-2<l. 'Prevention of Damage Due to 
Hater Leakage Inside C Ofita i nmer.t " Ho written response 
requi red . 

EJ13ELl<FH. R. H ftegioti 5, 3an Francisco, Office of the Director. 
a0/ll/2l. Ip. 0yiA<7 iS't 


80t2l6039S Forwards IE Irfo Hccice 30-42, "Effect of Radiation on 
Hydraulic Snubber FI '.'is." No response required. 

EKGELV^EH, R. H. Region 5. San Francisca. Office of the Director, 
80/ 1 1/24 Ip. 072*2:104 


8012160127 Forwards Sup pi 1 \i IE Info Notice B0-29» "BroTten Studs on 
Terrg Torbitie Steam Inlet flange.'" Hd written response 
required . 

EKGELKEH, R. H Regicn 5, San Francisco, Office of the Director. 
80/11/26. Ip. 072*2: 0-^3 


60123102JI Forwards IE Insp Repts 50-528/00“ IB. 18 6i 

SO-530/60-18 on 301001-31 Ho ncticomp li anc e noted. 

SPEMCERiO S Region 3, San Francisco. Reactor Construction tt 
Engineering Support li ranch. BO/ 12/03 2pp. D7370: 033. 


““0013310234 IE Insp Repts 50 - 526 / 80 - 18 . 50 - 529 / 60-19 fc 50-530/eO-lB on 
S 0100 l“ 3 t. Ho noiicocnp ] ianc ? noted. Ha |or areas inspected: 
reactor vessel protection. anchor bolt tensioning te RCPQ 
Instal lati on. 

VORDEfiDRUEtlGEN Regior* 5, Ban Franc keco/ Office of the Director. 
H/.YI^ES* R C Region 5, San Francisco. Reactor Cons true 1 1 on h 
Engineering Support IlrancN 80/12/01. 5pp. 07370:040. 


--0O121 60506 Vo I II of III of transcript of 000925 tt 26 "Sys Review of 
Palo Verde Hud ear Generating Station Equip.nent 
Qua I if i c at i on, Defor e F-quipment Qual i f i cat ion Revl eu Board . “ 

Pp 2t4-3B9. 

Ariiona Public Service Co 80/09/25. 183pp. 07249:040. 


— 8012170533 Vo 1 I of III of transcript of B00925 & 26 "Sys Review of 
Palo Verde Nuclear Generating Station Equipment 
Qua 1 i f i c ati on Before Equiprient Qua 1 if icat ion Rovleu Board. *' 

Pp t-2l3. 

^ Ariiona Public Service Co 80/09/25. 22lpp. 07249:221. 


DQCKEI 50-537 CLINCH RIVER BREEDER REACTOR 


A. App 1 i cat i on/cons true t ion stage documents correspondence 


BOl2l90'l61 "Thermal Hydraulic LKFRR Safety Experiments," monthly 
highlight Itr for Oct 1930. 

OiriSBEHO, T. Braokhaven National Laboratory. FIN A-3024. 
8012190161. 90/10/31. 4pp. 07332.044. 


^ ao-t2020497 Forwards "Prediction of FFTF Natural Circulation Test 

Results Using Clinch River Oreoder Reactor Plant Project 
Methodology*" ^ "Dotpo Pi'etesfc Predictions for FFTF Natural 
Circulation Tests." Info available in Central Files only. 
COPELAND/P.L Energy, Dep t. of , Clinch River Breeder Reactor Plant. 
80/11/28. 2pp. 07131:012 


D. Utility preliminary Safety Analysis Report, amends 


60(2050333 Forwards Certificate of Bve confirming distribution of 
Aflnend 5B to PBAR. 

COPELAND, •». U Energy , Dep t. of , Clinch River Breeder Reactor Plant. 

80/12/02. 2pp. 07175.070. 


6012310303 Forwards Amend 59 to PSAR, Service list end, 

COPELAND, R. L. Energy , Dep t. of , Clinch River Breeder Reactor Plant. 
80/12/30. 4pp. 07366 040. 


—8012310305 Amend 59 to PSAR. 

a Energ g. Dept, of • Clinch River Breeder React*? Plant. 90/12/30. 
tAOOpp. 07366:048. 


S, Reportable occurrences, LERs i related correspondence 


S. Reportable oc c urrenc es, L.ERs // related c orresp ordence 


80121GQZ34 Interim deficierc,* i’¥ot updating 801120 telcon re sway 
struts, snubbers I- shoe * suppressors found to contain 
partially or totally disengaged self-aligning rad end 
bush ings. Fir, al rapt to bo submitted by Q1030I. 

VAN SRUnr/E E. Arjiona Public bervice Co. GO’/12/Ol. 3pp. 
07219; 046 


8012100414 Becoftd interim deficieiiLy i ept re loose bushings on Corner & 
Lada suay struts Irivescigjtion c ont i nuing. Resol ution U 
completion plan wilt he implemented by 610201. Final rept 
will be submitted by 81033) 

VAN BRUNT, EE. Arj lono Public service Co. 60/12/01. 4pp. 

07219: 040. 


8012230496 Requests evoluaticn of deficiency repts uiithin 30 days re 
weld o/erstress caused by pulleil pipe spools>cable tray 
supports not meeting dv 4 .jjTi 3 re.^uir ements ^ class 
conductors too close to non-Cla&s IE conductors. 

VAN BRUNT, E. E. Ar 1 1 o-na Pub I ic Service Co, 80/12/12, 2pp, 

07316: 239. 


8012530449 Interim defitien^y rept re inadequate concrete strength 
achelved u/pn eu.na t i c a 1 ly placed msrtar repairs. Fina 1 rept 
incomplete S' ulll be sent by 6D't229 

VAN DRUUT. E E. Ariiona Public Service Co. 80/12/16. 2pp. 
07319:265- 


T, Hearing transcripts on non-anti trus t natters 


8012080199 Transcript of 801202 piehaarii:g conference In Phoenix, AZ on 
facility OLs. Pp 1-50. 

a Atomic Safety and LicerisiTig Board Fane! 80/12/02, 50pp, 

07181:217. 


8012160499 Forwards Vols I h tl of transcript, ^‘Stjs RevLeu of Palo 
Verde Nuclear Generating Station Equipment Qua 1 If icatlon, 

Before Equipment Qua 1 i f icatioji Revicj Board." Vol III uill 
be submitted lu/rei elutions ho opB,n items 

VAN BRUNT. E £ An t una Pub 1 xc Service Co, 80/12/05. Ip. 
07249-037. 


G01210D<I08 Part 21 rept re inoperable prototype va Ive, reported on 
30101 5. Procuremen t controls are in place to prevent 
fabrication of plant valves prior to design verification. 

Evaluation determined malfunction nonreportab > e. 

MCDERMOTT/ R. U. Rockwell Internat i ona L Corp., Atomics International 
Dtv. 80/11/14. 3pp. 07218:005. 


DOCKET aTM“90-546 HARDLE HILL NUCLEAR STATION. UNIT I 


A. AppUcati on/construc tion stage documents t. correspondence 


8012160050 Ltr to operating plant licensees, QL applicants 6 CF holders. 
Forwards NUREC-0V37 re TMl action plan requirements. Requests 
opeiating reactor licensee ccnflrmation In 45 days that 
End t imp lernentatlon dates wrill be met. 

EISEIiHJT, 0. 0, Division of Licensing. QO/tO/31. 7pp. 


8012190<1?7 Confirms 001209 meeting w/util at site to discuss NRC 
evaluation of regulatory performance. 

KEPPLER. J. 0. Region 3, Chicago. Office of the Director. 80/12/02, 
Lp. 07286:261. 


8012310165 Notification of 810103 meeting u/util in Bethesdai MD on insp 
& testing re caduetd deficiencies at facilities. 

WONG. H. U, Assistant Director for Components 6 Structures 
Engineering. 60/(2/18. 3pp. 07369.277, 


H. General cos'respondence 


8012300657 Supports operation of fad lity. Requests info on nuclear 
power p lants. Congres s Iona I ltr end, 

WALKER/C. K. Affiliation Unknown. 80/12/24. 2pp. 07308:001. 


0. Inspection reports^ IE Bulletins 6 correspondence 


8012170498 Fortiiards IE Info Notice 90-37, "Containment Cooler Leaks 6 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
response required. 

KEPPL6R , kI. O, Regions. Chicago, Office of the Director. 60/10/24. 

Ip. 0726B;081. 



DOCKETED ITEMS 


6012030396 Forwards IE Insp Repts 50-546/80’'37 t 50-S47/aO-'37 on 
900901-30. No none omp 1 1 anc e noted. 

FlDSELLIfG. Region 3. Chicago* Reactor Construction h Engineering 
Support Branch, 80/10/23. 2pp. 07149:359. 


— 8012030409 IE Insp ftepts 50-546/80-37 t 50-547/90-37 on 000901-30. «o 
noncoRip 1 iance noted. Major areas tnspec ted : aux 1 1 iary bldg* 
fuel handling bldg* storage Of safety-related itenis b 
licensee program for receiving insp. 

HARR ISON, J J, , WlLLlAKS.e e. Region 3. Chicago, Office of the 
Diractor, 80/10/27, 4pp 07149.340 


6012220168 Requests extension until 010101 re corrective action 
implementation date for Item of Noncomp I tance 0O'-2a~Ol. 

SHIELDS, 5. W Public Service Co. of Indiana, Inc. 60/11/07. Ip, 
07303: 238, 


8012020743 Forwards three Perfarnsance Appraisal Branch insp repts t: 
mgt evaluation treo w/user guide so that facility can 
compare program to program already reviewed 4; nake 
appropriate ad justments. W/o encl. 

KEPPLER^J. 0. Region 3. Chicago, Office of the Director. 60/11/lB. 

4pp. 


8012040343 Ack receipt of 801107 Itr infornting NRC of steps taken ta 
correct violations noted in IE Insp Repts 50-546/80-28 Sc 
50-547780-28. 

FIORELLIfO. Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch. 60/11/20. 2pp 07163:221. 


0O1SO4D347 Responds to NRC 800924 Itr re violations noted In IE Insp 
Repfca 50-546/80-20 6. 50-547/00-20. Reqoos fcs extension of 
compliance date from 801031 to SiOlOl. 

SHIELDSiS W. Public Service Co. of Indiana, Inc. 00/11/07. Ip. 
07163:222 


8012240066 Forwards 16 Insp Repts 50-546/80-38 50-547/80-30 on 

BO 1006-10, 17 6 27. No ncncomp 1 ianc e noted. 

FtGRELLIfO. Region 3, Chicago, Reactor Construction It Engineering 
Support Branch. 80/11/20. 2pp. 07324:270. 


— 8012240072 IE Insp Repts 50-546/80-58 50-547/80-30 on 001000-10,17 *, 

27. No none omp 1 lance noted. Major areas Inspe cted ; revised 
document control sys. 

HARRISON, U. J, , SCHWEIBIN2, E. R. . WILLI AMS, C, C, Region 3, Chicago, 
Office of the Director 80/11/17. 4pp. 07324:272, 


8012040641 Forwards IE Bulletin 00-24, ♦‘Prevention of Damage Due to 
Water Leakage Inside Conta i nmen t. ’♦ No written response 
required. 

KEPPLERf J. 0. Region 3, Chicago, Office of the Director. 00/11/21. 
2pp. 07165:340. 


6012080971 Forwards IE Info Notice 80-42, '^Effect of Radaitlon on 
Hydraulic Snubber Fluid." No written response required, 

KEPPLER#J. 0. Regions, Chicago, Office of the Director. 00/11/24. 
2pp. 07182:228. 


0012180154 Responds to IF. Bulletin 80-22 re Automation Industries Model 
200-570-000 sealed source c onne ctors. No connecters used. 

Radiog raphers informed of situation 

JERGENSfC. Cherne Contracting Corp. 80/11/24. Ip, 03791:285. 


0012170528 Forwards IE Info Notice 80-29, Suppl 1, '♦Qruken Studs on 
Terry Turbine Steam Inlet Flange " No written response 
required. 

KEPPLER, J. 0. Region 3, Chicago, Office of tha Director, 80/11/26. 
2pp. 07260: 128 


6012230296 Authorizes Cherne Contracting Corp it Commonweal th -Lord to 
resume aloctrical (k piping work on site. Condi tions set for 
resumption of const work. 

BTElLO, '/ Office of Inspection it Enforcement* Office of the 
Director, 80/12/05. 2pp. 07318:051. 


8012300701 Notification of 610108 meeting w/utll to discuss results of 
insps ii addl testing performed. 

UOMO* H. J. Office of Inspection V- Enforcement* Office of the 
Director. 80 / 12 / 18 , 3pp. 07363:029. 


8012310165 Notification of 010100 meeting w/util in BethesdarhD on imp 
%!, testing re cadweld deficiencies at facilities. 

WQMCiH. J. Assistant Director for Components Ik Structures 
Engineering. 80 / 12 / 18 . 3pp. 07369.277. 


S.. Reportable oc c orranc e i , LEP s ^ related correspondence 


8012040394 Fln.il deflciericy rept re poteTttial deficiency reported 
600953 Involving SfCV V-21766 stainless steel liner work. 

Matl substitution submitted by CO t: 14 AE Sargent it Lundy, 
found not reportable per 10CFR50. 35e. 

8HIELDS, S. W Public Service -Co. of Indiana, Inc. 00/11/19. 2pp 
07163: 359. 


a01204«D400 Final deficiency rep t, ovig Inal 1 y submitted 790006, r e shot fl 
stud placed in cmbedmcf^t p late? . Commonweal th-Lord instructed 
not to place studs in plates w/o priox written author I latl on 
from util. 

SHIELDS, G. W Public Service Co of Indiana, Inc. 80/11/25. Gppl. 
07169: 246. 


6012220^20 Interim deficiency vept re radiographs of steacn generator 
upper lateral support embedments not meeting density 
requir ements, 1 n i t ia 1 I y reported on GD07 1 7. Re-exami nation has 
been p erf ormed. Re su 1 1 s will be available by 610115. 

SHIELDS, S.W. Public Service Co of Indiana. Inc. 80/12/10. Ip. 
07303: 249. 


6012220323 Final deficiency rept re potential failure of auxiliary 
steel at fac i 1 Ity < in 1 1 lal 1 y reported on 800013. Correc tl ve 
actlons:aU affected pieces uJill be reworked per approved 
procedures ?< receipt insp program strengthened 

SHIELDS, 8. W Public Service Co of Indiana, Inc. 00/12/15. 2pp. 
07303. 189. 


8012220337 Interim deficiency rept re discrepancies in aatl test repts 
for weld filler matl, i nit ial ly reported on 800328. 

Investigation af addl t ©cords will be p er f or.-ned, u/resul ts 
provided in final rept by 810201. 

SHIELDS, 8 W, Public Service Co. of Indiana, Inc. 00/12/15. Ip. 
07301:204. 


DOCKS I 8TN-50-547 MARDLE HILL NU-JLEAR STATION, DNIT 2 


A. Application/construction stage documents & correspondence 


0012160050 Ltr to operating plant licensees, DL applicants it CF holders. 
Forwards NUREG-0737 re TMI action plan r equlr ements. Reque sts 
operating reactor licensee confirmation in 45 days that 
Encl 1 i<np lementa t ion dates will be net. 

EiSENHJT, D. G. Division of Licensing. 00/10/31. 7pp, 


B0L2190427 Confirms 801209 meeting w/uti I at site to discuss NRC 
evaluation of regulatory performance. 

KCFPLER.J. 0, Region 3, Chicago, Office of the Director. 00/12/02. 
Ip. 07286:261. 


H. General correspondence 


0012300657 Supports aperatlon of fa: I U ty. Reques ts Info on nuclear 
power p lanbs. Congress lonal ltr end, 

WALKER, C.K. Af f U lat ion Unk nown. 60/12/24. 2pp, 07308:001. 


0. Inspection reports, IE Qullatins it correspondence 


80'12170498 Forwards IE Info Notice 00-37, ''Conta Inmont Cooler Leaks it 
Reactor Cavity Flooding at Indian Point Unit 2." No written 
response required. 

KEPPLGR. -J. 0. Region 3, Chicago, Office of the Director. 80/10/24. 
Ip. 07268:001. 


8012030396 Forwards IE Insp Repts 50-546/00-37 V 50-547/00-37 on 
800901 '-30. No noncomp I ianco noted. 

FIORELLIfO. Region 3, Chicago, Reactor Construction ti Engineering 
Support Branch. 80/10/26. 2pp. 07149:330. 


—8012030409 IE Insp Repts 50-546/00-37 i. 50-547/80-37 on 600901-30, No 
noncomp I lance noted. Major areas Insp ected : au z i I tar y bldg, 
fuel handling bldgrstorage of safety-related items Ri 
licensee program fqr receiving insp. 

HARRISON, a J. . WILLIAMS, c. c. Region 3, Chicago, Office of the 
Director. 60/10/27. 4pp. 07149:340. 


6D1222D168 Requests extensian until BlDlOl ra corrective action 
imp I omen tat ion date for Item of Noncompliance 00-20-01. 

SHIELDS* 5. U Public Service Co. of Indiana, Inc 80/11/07, ip. 
07303:236. 


8012020/43 Forwards throe Performance Appraisal Branch Insp repts Ik 
mgt evaluation tre» w/user guide so that facility can 
compate program to pi'ogram already reviewed & make 
appropriate ad jus tments, W/o end, 

KEPPLERf J. 0, Region 3. Chicago, Office of the Director. 80/11/16, 
4pp. 
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DOCKETED ITEMS 


8012040343 Acli receipt oi G01107 I tr informing NRC of steps taken to 
correct violations noted in TE Insp Repts 50-546/80-28 ts 
50-547/80-28 

FlCRELUl/0- Region 3. Chicagor Reactor Construction L. Engineering 
Support Branch, 80/11/20 2pp. 07163.221 


B012040347 Rpspands to tv!RC 0009-24 Itr re violations noted in IE Insp 
Repts 50-546/00-28 i> 50-547/80-28 Requests ectenslon of 
tortpliance date from 801031 to SlOlOl. 

SHIELDS- S W. Pvbllc Service Co if Indiana. Inc. BO/ll/07. Ip. 
07163:222 


8012240046 Forwards IE Insp Repts 50-546/00-38 t 50-S47/S0-3B on 
80l00a-l0i 17 t- 27. No ncncomp 1 i ance noted. 

FIORELLLO Region 3. Chicago. Reactor Construction 6 Engineering 
Support Branch 60/11/20. 2p p 07324:270 


— 8012340072 IE Jnsp Repts 50-546/80-33 t. 50-547/80-38 on 001008-10.17 it 
27. No noncompliance noted Major areas inspected : r evi sed 
document control sgs 

HARftlSWNJ J , SCHlv'EIBINZ. E. R. , NILLl AMS, C. C. Reg ion 3, Chicago. 

□ ffice of the Director, 80/11/17. 4pp 07324:272. 


8012040641 Forwards lE Bulletin BO-24, "Prevention of Damage Due to 
Water Leakage Inside Containment, " No written response 
re<iu 1 red, 

KEPPLER.J, 0, Region 3. Chicago. Office of the Director. 80/11/21. 
2pp. 07163.340. 


0012000071 Forwards IE Info Notice 00-42. "Effect of Radaition on 
Hydraulic Snubber Fluid.” No written response required. 

KEPPLCR,J. 0. Region 3, Chicago. Office of the Director, 80/11/24. 
2pp. 07182:223. 


8012180154 Respends to IE Bulletin 80-22 re Automation Industries Model 
200-520-008 sealed source connec tors. No connecters used. 

Radiographers informed of situation. 

JEftOENS.C. Cherne Contracting Corp, 80/11/24. Ip. 03791:203. 


6012170520 Foruards tE Info Notice 80-29. Buppl i. “Broken Studs on 
terry Turbine Steam Inlet Flange, “ No written response 
r equ i r ed. 

KEPPLER.J. G. Region 3. Chicago. Office of the Director, 00/11/26. 
3pp. 07268: 128. 


6012230296 Authorises Cherne Contracting Corp i: Commonweal th-Lord to 
resume electrical t piping work on si to. Cond i tlons set for 
resumption of const work. 

&T6LL0-V. Office of Inspection 5; Enforcement, Office of the 
Director BO/12/05. 2pp. 07310:051. 


8012300701 Notification of 810103 meeting w/util to discuss results of 
insps i eddl testing performed. 

W0N0,H.J. Office of Inspection ^ Enforcement, Office of the 
Director. 80/12/10, 3pp. 07363:029. 


8012310165 Notification of 810103 meeting u/ut i 1 iti QethesdarMD on Insp 
4: testing re cadueld deficiencies at facilities. 

WONO, H, J. Assistant Director for Co.mponents Jt Structures 
Engineering. 03/12/18. 3pp. 07369:277. 


S. Reportable occurrences. LERs i related correspondence 


8012/>40394 Final deficiency rept re potential daficieneg reported 
800923 involving SECV V-21766 stainless steel liner work, 
riatl substitution submitted by ca 4; 14 AE Sargent & Lundy, 
found not reportable per 10CFR5O. 55e. 

SHIELDS. S.W Public Service Co. of Indiana. Inc. 00/11/19. 2pp 
07163:359. 


8012040400 Fina I deficiency repl, arig inally submitted 790906, re shot on 
stud placed in embedment p lates . Commonweal th-Lord Instructed 
not to place studs in plates ui/o prior written authorization 
fro? util. 

SHIELDSrS.W, Public Service Co. of Indiana, Inc. aO/lt/25. Ropi . 

07 1 AO' OJA ^ 


801222C‘S>Pa Interim, deficiency rept re radiographs of steam generator 
upper lateral support embedments not meeting density 
requirements, ini tially reported on 000717. Re-eiamlnat ion has 
been performed. Resui ts will be available by 810115. 

SHIELDS, 3. N, Public Service Co, of Indiana, Inc. B0/12/J0 Id 
07303: 249. 


80122:70323 Final deficiency rept re potential failure of auxiliary 
steel at fad 1 1 ty . ini ti ally reported on 000813. Corrective 
actions:atl affected pieces will be reworked per approved 
procedures It receipt insp program strengthened. 

SHIELDS, S.N, Public Service Co. of Indiana, Inc. 00/12/15. 2pp. 
07303: 189 


0O1222O3l# 7 Interim deficiency rept re discrepancies in nafel test repts 
for uald filler mat 1 , in i t ia 1 1 y reported on 80032B 
Investigation of add], records will be perfornred, w/results 
provided in final rept by 810201. 

SHIELDS, S W Public Service Co. of Indiana. Inc. 80/12/13. Ip, 
07301: 204. 


DOCKET 50-548 FORT CALHOUN STATION, UNIT 2 


C. Adjudicatory correspondence 


8012000507 Response in support of applicant 801114 request for 
withdraual of CP app 1 icat ion. No LWA or CP issued it no site 
work done. Cert i f Icate of Sve end. 

TURK.S. e. Hearing Branch 1. 00/12/03 4pp. 03767:266. 


E012300390 Order dismissing ASLD hearing on application for CP upon 
consldoTatlOh of applicant 80I1I3 request for withdrawal 
of application & NRC B01203 response. 

LAZO,R.n. Atomic Safety and Licensing Board Panel. 00/12/22. Ip. 
07357: JBO. 


DOCKET STN-50-533 PHIPPS BEND NUCLEAR PLANT, UNIT 1 


A. App 1 icati on/construc t ion stage documents 6 correapandence 


GQl3t600SQ Ltr to operating plant licensees, OL applicants & CP holders, 
Forwards NURGO-0737 re TMI action plan requirements. Requests 
operating reactor licensee confirmation In 45 days that 
End I implementation dates will be net. 

EISENMUT, D. 0. Division of Licensing, 00/10/31. 7pp. 


8012220358 Ltr to all CP S: OL holders for QWRs re requirement for 
implementation of ODYN code for licensing basis calculations 
performed by GE. App 1 icab le to all license applications & 
proposed amends, Inc lud 1 r.g core reloads. 

ElSENHUT, D. 0. Division of Licensing. 80/11/04. 4pp, 


8012090370 Forwards planned changes to FSAR Chapter 17 tt TVA rept, 
TVA-TR:75-1 re const tt preliminary testing. 

MILLS. L. K. Tennessee Valley Authority. 80/12/01. 3pp. 


6012160327 Responds to NRC 801001 request for info re environ 
qualification testing of saf ety-re lated equipment. Info will 
be available by 810201, 

HILLS. L. M, Tennessee Valley Authority. 00/12/09. tp. 


8012170316 Forwards planned changes to Chapter 17 of FSAR for Sequoyah, 
Watts Bar & Bellefonte it TVA-TR75-IA. Changes aupersede 
801201 ltr. Changes will be Included in application for OL 
for Hartsvi 1 le, Phipps Bend it Yellou Creek plants, 

MILtS, L. M. Tennessee Valley Authority. 00/12/09. 5pp. 


O. Inspection reports, l£ Bulletins it correspondence 


8012150201 Forwards IE Info Notice 00-37, "Containment Cooler Leaks it 
Reactor Cavity Flooding At Indian Point Unit 2," No written 
response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director, 80/10/24. 
Ip. 


8012i70004 Forwards IE Info Notice 80-39, "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp." No specific action 
or response required. 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director. 80/10/31. 
Ip. 


Q012230030 Forwards IE Circular 80-23. "Potential Defects in Beloit 
Power Sys Emergency Generators. ” No written response 
required. 

O'REILLY, J. P. Region 3. Atlanta, Office of the Director. 00/10/31. 
Ip- 


8012110046 Requests assessment it corrective actions taken re control 
room celling constructed w/apparently flammable tiles within 
20 days. 

TEDESCOtR.L, Assistant Director for Licensing. 80/11/04. 3pp. 


B012110807 Forwards IE Bulletin 00-21, "Valve VoVas Supplied by Malcolm 
Foundi'v Co, Inc. " Written response required. 

O'REIlLY, J. P. Region 2, Atlanta, Office of the Director. 80/11/06. 
Ip. 


8012030937 Forwards IE Info Notice 00-40. "Excessive Nitrogen Supply 1 

Pressure Actuates Safety Relief Valve Operation to Cause 1 

Reactor Depressur i latloii. '* No written response required. ^ 

O'REILLV, J. P. Region 2, Atlanta, Office of the Director, 80/11/07 
If- ’ i 



DOCKETED ITEMS 


0012080276 Forwards IE Info Notice 90~4l. "Failure of Swing Chock Valve 
in Oecag Heat Removal Sgs at Davis Besse Unit 1. " No 
resp-onse required. 

0 'REILCV, J. P. Region 2- Atlanta. Office of tho Director. flO/H/lO. 
Ip. 


S0l2040t43 Forwards IE Bulletin S0-23f "Failures of Solenoid Valves 
Mfg bg Valcor Engineering Corp " Requires estimate of 
inanpo‘wer associated w/correctlve actions. 

0 'REIl.l. Yi J, P. Region 2. Atlanta. Office of the Director. 60/11/14. 
Ip. 


8012000^01 Forwards third interin response to l£ Bulletin BO-'OV, 
"Hgdranotor Actuator Do f i c i enc i e s. ■' Actuators mag have been 
used as part of valve ac tuators. Supp 1 iers wil! be contacted. 
MlLLS^L.tl Tennessee Valteij Authority. BO/ll/17, 3pp. 


B012050023 Forwards IE Bulletin "Prevention of Damage Doe to 

Water Leakage Inside Containment." No written response 
roq.u ired. 

O'REILLY# J. P. Region 2. Atlanta# Office of the Director, 80/11/21. 
Ip. 


6012060004 Forwards IE Info Notice aO-42i "Effect of Radiation on 
Hydraulic Snubber Fluid." No written response required. 

O'REILLYi J, P. Region 2. Atlanta. Office of the Director. 80/11/24. 

Ip. 


6012170359 Forwards IE Info Notice B0’*'S9# 8upp 1 1. "Broken Studs on 
Torry Turbine Steam Inlet Flange." No written response 
requ Ired, 

8 'REILLY. J. P, Region 2. Atlanta. Office of the Director. 80/11/26. 
ip. 


8012180169 Ack receipt of 801113 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-953/80-13 & 
90-5S4/BO-13. 

8T0HR. J.p. Region 2. Atlanta. Fuel Fac ility L Materials Safety 
Branch. 80/12/01. Ip. 03791:343. 


--6012180179 Responds to NRC 801020 Itr re violations noted in IE Insp 
Repts 50-593/80-13 V 50-554/80-1 3. Carrec t ive actions: site 
holding pond discharge records placed in standardlied format 
St spill prevent control 4 counter measure procedure revised. 
MILLS»L. M, Tennessee Valley Authority. 80/11/12. 3pp. 

03791:344, 


— 8012160176 Forwards IE Insp Repts 50-553/80-13 50-554/60-13 on 

600318-15 4: notice of violation. 

STOKRi J. P. Region 2. Atlanta. Fuel Facility 8c Materials Safety 
Branch. 80/10/20. 2pp. 03791:347. 


—8012190160 Notice of violation from insp on 800812-15. 

* Region 2. Atlanta. Office of the Director. 80/10/20. Ip 
03791:349. 


— 8012130184 IE Insp Repts 50-593/80-13 V 90-954/80-13 on 800812-19. 
Nontomp I i ante noted: fa i lure to maintain records of site 
holding pond discharges failure to provide required 
conditions for effective control of haiardous matl, 

CUKN INOHAMr A. L. Region 2. Atlanta. Office t»f the Director. 

JENKINSfO. ft. Region 2. Atlanta. Fuel Facility 8( Materials Safety 
Branch. 80/10/20. 9pp. 03791:350. 


R, Periodic operating reports related correspondence 


8012230355 Forwards '‘•Phipps Rend Nuclear Plant. Const Effects Monitoring 
Rept, 791019-801018. " per Part III. Section I, of NPOES Permit 
TN0029a0l. 

EL-ASKRY. M. T. Tennessee Valley Authority. 00/12/17. Ip, 

07183: 001. 


■8012230360 "Phipps Bend Nuclear Plant. Const Effects Monitoring Rept 
791019-801018." per Part III. Section I of NPDES Permit 
' TN002930t. 

CARDEN. D. M. . GARRISON. J. M. . TQQLE, T. W. Tennessee Val ley Author 1 ty, 
80/12/31. 41pp. 07183:001, 


8. Reportable occurrences. LERs 4; related correspondence 


0012-040657 Part 21 rept re reactor protection sys panel design 
deficiencies, initially reported on 800807, No addl Info 
received from OE. therefore, no further progress to rept. Final 
rept to be transmitted by 610213, 

MlLta.L, tl. Tennessee Valley Authority. 60/11/18. 2pp. 07166:337. 


9012040432 Second interim deficiency rept re deficient uelds on weir 
wall liner plates originally reported on 800820, 

Investigation U evaluation continuing. 

MILLS. L.M, Tennessee Val ley Authority. 80/11/24. Ip. 07170:121. 


80 12040 43 S Forwards first interim deficjency rept re inadequate welds 
on embedded pipe sleeves to plates, Initial notification 
made on 801024. S 1 ceves havii>g end plates installed before 
801024 placed or hold. Util reworking accessible sleeves. 

MILLS. L. 11. Te.messee Valley Authority BO/ll/24, 3pp 07170:118. 

6012050369 Deficieneg rept re link rod assembly in Delaval diesels. 
Dowel co-untorborc of link rod assembly .nay be too shallow. 
Transamerica Do lava 1 described insp iTiethod required. Ons ito 
diesels uill be placed on hold pending insp. 

MILLS. L.M. Tennessee Valley Authority N 80/11/26. 2pp. 


0012050581 Third interim deficiency rept re standby gas treatment sys 
charcnal adso-rber Cll rtuclear submitted rept requiring 
review by util before final corrective actions can he 
prescp i bed. FI na I rept by 810302. 

MILLS. L 11. Tennessee Valley Authority 80/ 1 1/26 Ip. 


8012100478 First interim deficiOiicy rept re defective link rad assembly 
in Delaval diesel generators# ini t la 1 1 y reported on 801027. 

Onsite diesels will be placed on hold 5: inspected for 
defect. Final deficio-ncy rept will be provided by 60112S. 

HILL S.L t1, Tennessee Valley Authority. 80/1 1/26. 2pp. 


6012^40039 Part 21 rept re reactor protection sys fleiible conduit 
defect causing hot shorts if l-nproperly grounded. Caused by 
paint on panel surfaces or high resistance connection to 
panel surfaces where termination modules are mounted. 

SHFRNCOD. 0. G. General Electric Co. 80/12/06 3pp. 


8012300484 Final deficiency rept re lack of steam tunnel embedment 
stlffner plate we Id. i n i i tail y reported on 600505. Caused by 
Inadequacy of iranufac turer GA p rogr am. Miss ing ueld has teen 
added & inspected. QA pregram audit conducted. 

MILL8#L.I1. Tennessee Valley Authority. 30/12/18. 3pp. 


8012310329 Forwards final deficiency rep t. ini t i al ly reported an eo06l3i 
re reactor pressure vessel shroud head V moisture assembly 
fire. Corrective ac t ions< Incl ud i rtg cleaning procedures fc 
Liquid penetrant e raminat Ions, t o be completed by 610501. 

MILLS. L.M, Tennessee Valley Authority. 60/12/19. Ip. 07361:040, 


DOCKEl STN-50-554 PHIPPS DEND NVCLEAR PLANT, VNIT 2 


A. App 1 ica tion/cons true t ion stage documents 4: correspondence 


6012160050 Ltr to operating plant 1 ic onsces, QL applicants CP holders. 
Forwards NUREO-0737 re TMI action plan requ i renents. Requests 
operating reactor licensee confirmation in 45 days that 
End 1 i -ip lemon ia t i oil dates will ba net 
EISENKUT. D. G. Division of Licensing, 80/10/31. 7pp. 


6012220358 Ltr to alt CP 4 OL holders for RNRs re requirement for 
i mp le>mentat ion of ODYN code foi licensing basis calculations 
performed by GE. App 1 i cat le to all license applications ti 
proposed amends, i nc I ud ing core reloads. 

EISENH^lTi D. G. Division of Licensing. 00/11/04. 4pp. 


8012090370 Forwards planned changes to F8AR Chapter 17 h TVA rept. 
TVA-TR7S-I re const ^ preliminary testing. 

HILL8.L. IL Tennessee Val ley Author i tij. 00/12/01. 3pp, 


8012160327 Responds to NRC 801001 request for info re environ 
qual 1 f ic a tion testing of saf ety -rel a ted equipment. Info will 
be aval Uble by 810201. 

(1IL19, L. II. Tennessee Valley Authority. 80/12/09. Ip. 


8012170316 Forwards planned changes to Chapter 17 of FSAR for Sequoyah. 
Uatts flar tt Sellefonte 4- TVA-TR76-1 A. Changes supersede 
301201 ltr. Changes will be included in application For DL 
for Hartsvil I e. Ph Ipps Bend f/ Velto.j Creek plants. 

MILLS, L.fl. Tennessee Valley Authority. 60/12/09. 5pp. 


G. Inspection reports, IE Dulletins c orresponderice 


80121S02A1 Forwards IE Info Notice 00-37, "Containment Cooler Leaks fc 
Reactor Cavity Flooding At Indian Point Unit 2.*' No written 
response required. 

O'REILLY, d.P, Region 2, Atlanta. Office of the Director, 60/10/24. 
ip- 


8012170004 Forwards IE Info Notice 80-39. "Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp. " No specific action 
or response required. 

□ 'REILLY, J.P, Region 2. Atlanta# Office of the Director. 80/10/31. 

Ip. 
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6012530030 Forwards IF. Circular 60 - 23 * "Potential Defect* in Beloit 
Pouer Sys Emergency Generatai's. " No written response 
rei^uired. 

□ ■'REILLY^ J. P, Region 2 » AtJafita* Office of the Director. 80 /t 0 / 3 l. 

Ip^ 

B 0 l 2 tlQ 266 Re<iuests asseisment. t corrective actions taken re control 
roon ceiling constructed w/apperently flarixoble tiles tilthln 
20 d aij s . 

TEDES’ZOi R , L. /(isistent Director for Licensing. BO/tl/ 04 , 3 pp. 

3012110307 Foruiat-ds IE aulletin 60 - 21 . "Valve Yokes Supplied by Malcolm 
Foundry Co. Inc"^ Uritfcan response re<iuiTed, 

□ 'REILLY. J P Region 2- Atlanta. Office of the Director. ao/'ll/Oi, 

ip 

3012030337 Forwards IE Info Hot ice 60 - 40 * "Excessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur i la tiop " Mo uritton response required. 

0 'REILLY. J. H Region 2 . Atlanta. Office of the Director. 80/1 1 / 07 , 
Ip- 


R. Periodic operating reports V related correspondence 


aoi22.J0355 Forwards "Phipps Bend Nuclear Plant. Const Effects Monitoring 
Rep ti 79101^-601013. " per Part 1 1 1. Section I. of NPDES Permit 
TNO 029301. 

EL-ASHRY. II. T. Tennessee Valley Authority. 90/12/17. Ip. 

07103: OOl. 


— 8012230360 "Phipps Bend Nuclear Plant. Const Effects Monitoring Ropt 
791019-001010. ’• per Part III. Section I of NPDES Permit 
TN0029301. 

CARDEN. D. M. . OARR ISON. J. K. . TOOLE. T W. Tonnessoe Valley Authority. 
80/12/31. 41pp. 07183:001. 


S Reportable occurrences. LERs fy related correspondence 


3012040432 Second interim deficiency rept re deficient wolds on weir 
wall liner plates originally reported on 800020. 

In «' 9 s t igat Ion 4 evaluation continuing. 

MH_LS*L.M. Tennessee Valley Authority. 80/11/24. tp. 07170: 12J. 


8012i>80276^ Forwards IE Info Notice 00-41, "Failure of Sfjiixg Check Valve 
In Decay Heat Removal Eys at Davis Basse Unit 1. '• No 
response required, 

0 'REILLY. J P. Region 2. Atlanta. Office of the Director. BO/lt/JO. 
IP 

S012040143 Forwards IE Bulletin 80-23. "Failures of Solenoid Valves 
Mfg by Valcor Enginearing Corp. " Requires estimate of 
manpower associated w/corrective actions. 

O'REILLY. J P Region 2* Atlanta. Office of the Director. BO/U/14. 
IP 


3012O<10435 Forwards first interim deficiency rept re inadequate welds 
on embedded pipe sleeves to plates. Initial notification 
made on B01024. Sleeves having end plates installed before 
001024 placed on hold, Util reworking accessible sleeves. 

11ti.l S, L. M. Tennessee Valley Authority. 60/11/24, 3pp, 07170:110. 


8012050369 Deficiency rep t re link rod assembly in Delaval diesels. 
Do^iiel counterbore of link rod assembly may be too fhallow. 
Transamerlca Delaval described tnsp method required. Qns ite 
diesals will be placed on hold pending insp. 

MILLSiL.M, Tennessee Valley Authority. M. 80/11/26. 2pp. 


8012080601 Forwards third interim response to IE Dullefcln 00-09, 
"Hydramotor Actuator Def Ic isne 1 es , " Actuators may have been 
used as part of valve ac tuata r s. Supp 1 i or s will be contacted. 
MIlLS,L.I 1 Tennessee Valley Authority 60/11/17. 3pp. 


a0l205038il Third interi 
charcoal adsorber.Clt 
revleui by util before 
pre scr i bed. Final rept 
MILL8fC, K. Tennessee 


m deficiency rept 
nuclear submitted 
final corrective 
by 810302. 

Valley Authority. 


re standby gat 
rept requiring 
actions can be 

80/U/26. Ip. 


treatment 


■V* 


8012050023 Forwards IE Bulletin 60-24. "Prevention of Damage 
Water Leakage Inside Containment." No written response 
requir ed . 

a 'REILLY. J. P. Region 2* Atlanta, Office of the Director, 
tp 


Duo to 

80/11/21, 


8012100479 First Interim deficiency rept re defective link rod' assembly 
in Delaval diesel generator s. ini t ial ly reported on 601027. 

Qnslta diesels will be placed on hold St inspected for 
defect. Final deficiency rept will be provided by .801125. 

M1LL9.L,M. Tennessee Valley Authority. 00/11/26. 2pp. 


S012090C04 Forwards IE Info Notice BO-42. "Effect of Radiation on 
Hydraulic Snubber Fluid " No written response required 
O'REILLY. J.P Region 2. Atlanta, Offica of the Director. 00/11/84. 
Ip- 


0012170359 Forwards IE Info Notice 
Terry Turbine Steam Inlet Flange, 
requ ired. 

O'REILLY. J P. Region 2. Atlanta 
Ip. 


00-29, 5upp 1 It "Broken Studs on 
" No written response 

Office of the Director. 00/11/26. 


8012100169 AeV receipt of 60tll2 Itr infortring NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-553/80-13 L 
50-554/80-13. 

5T0HR,J.P. Region 2. Atlanta. Fuel Facility L Materials Safety 
Branch. 80/12/01. Ip. 03791:343. 


9012240009 Part 
defect causing 
paint on panel 
panel surfaces 
SHERWOOD. 0.0. 


21 rept re reac 
hot shorts if 
surfaces or hi 
where terminat 
General Electr 


tor protection sys flexible condul 
improperly grounded. Caused by 
gh resistance connection to 
ion modules are mounted, 
ic Co. 00/12/09. 3pp, 


t 


6012300404 Final deficiency rept re lack of steam tunnel embedment 
stiffner plate wol d, in i tial ly reported on B0050S. Caused by 
inadequacy of manufacturer QA program. Miss ing weld has been 
added 1: inspected. OA program audit conducted. 

MILLS, U. M. Tennessee Valley Authority. 00/12/10. 3pp, 


DOCKET BTN-50-SS6 ALACK FOX STATION. UNIT I 

A. Ap p 1 i catlon/construct i on stage documents & correspondence 


— 80121B-317S Responds to NRC 801020 Itr re vio-latlans noted in IE tnsp 
Repts SO-S53/BO-13 4 50-554/80-13 Corrective actions; site 
holding pond discharge records placed in standerdiied format 
i'. spill prevent control A counter measure procedure revised- 
MILLS, L.M Tennessee Valley Authority. 80/11/12. 3pp. 

03791:344 


8012320358 Ltp to all CP 1-. OL holders for BWRs re requirement for 
implementation of ODYN code for licensing basis calculations 
performed by GE. App 1 icab Ic to all license applications & 
proposed amends, inc lud i ng core reloads. 

EISEU'HVT, D. G. Division, of Licensing. BO/ll/04. 4pp. 


•0012100178 Forwards I£ Insp Hepts ?0-353/aD-l3 Zt 30-554/80-13 on 
600312-13 & notice of violation. 

aTOHRiJ, P, Region 2, Atlanta. Fuel Facility ft Materials Safety 
Branch. 60/ 10/20. app. 03791:347. 


■8012180160 Notice of violation ^from Insp on 600812-15, 

a Region 2, Atlanta, Office of the Director, 90/10/20, Ip, 
03791:349, 


•0012180164 IE Insp Repts 50-553/60-13 ft 50-5S4/8O-I3 an 800912-15- 
Nuncompl lance noted : fai t ure to maintain records of site 
holdirg pend discharges ft failure to provide required 
conditions for effective control of hazardous matl, 

CUNNINGHAM. A L- Region 2, Atlanta, Office of the Director. 
JENKINS, OR. Region 2. Atlanta, Fuel Facility ftMatarlals Safety 
Branch- 80/10/20. 5pp. 03791:350. 


G. Adjudicatory correspondence 


0012120470 Responds to 901010 Itr requesting return of Reed rept to GE, 
per 10CFR2. 790. Based on interpretation of FOI A. Commi ssion 
has denied request. Separate views of Commissioners Hendrie ft 
Ahearne end. 

BICKNIT.L. Office of the General Counsel. 00/11/05. 9pp. 

07230: 315. 


H. General correspondence 


8012040256 Forwards info in response to 801029 Itr requesting 
licensing categories ft info re floating nuclear plants. 
PURPLE, R, A, Division of Licensing. 60/11/17. 4pp. 


— B012040298 Requests info re facilities w/actlv« CPi pending* license 
definitions ft requirements for floating nuclear plants. 

DREYjL.A, Affiliation Unknown, 00/10/29, ip. 
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O. Inspection rsportsi IE Bulletins 1: correspondence 


0Ot2tGOOGS Forwards IE Irrfo Notice 80-38. "Cracking in Charging Pump 
Casing Cladding." No written response required. 

O 'REILLV. J. P. Region 3- Atlanta. Office Of the Director. BO/IO/30. 
tp. 


S. Reportable occurrences* LFRs ^ related correspondence 


8012340039 Part 21 rept re reactor protection sgs flexible conduit 
defect causing hot shorts if irproperlg grounded. Caused bg 
paint on panel surfaces or high resistance connection to 
panel surfaces where termination modules are mounted. 

SHERWOnOi O. G. General Electric Co. 80/12/08 3pp. 


DOCKET 8TN-50-557 SLACK FOX STATION, UNIT 2 


A. Application/construction stage documents 4; correspondance 


8013220359 Ltr to all CP OL holders for QNRs re requirement for 
implementation of ODYN code for licensing basis calculations 
perfoimed bg CE. App 1 i c ab 1 0 to all license applications it 
proposed amendsi inc lud ing core reloads. 

EI&ENHUT. D. G. Division of Licensing. 80/11/04. 4pp. 


H. General correspondence 


8012040296 Forwards info in response to 8010S9 Hr requesting 
licensing categories 1. info re floating nuclear plants. 
PURPLErR.A. Division of Licensing. 80/11/17. ^pp. 


-•B012040298 Requests info rp facilities w/a«tlve CPs pending, 1 icons e 
definitions ii requirements for floating nuclear plants. 

OREYiL.A. Affiliation Unknown. 80/10/29, Ip, 


S. Repoitable occurrences, LERs t: related correspondence 


6012240069 Part 21 rept re reactor protection sys flexible conduit 
defect causing hot shorts if improperlg grounded. Caused bg 
paint on panel surfaces or high resistance connection to 
panel surfaces where termination modules aro mounted. 

SHEKUDOD, 0, G. General Electric Co, 80/12/08. 3pp. 


DOCKET STN-50-566 YELLOW CREEK NUCLEAR PLANT, UNIT i 


A. Appl icat ion/construc t ion stage documents ^ correspondence 


8012160050 Ltr to operating plant licensees, OL applicants U CP holders. 
Forwards NUREG-0737 re TMI action plan requirements. Reques t$ 
operating reactor licensee confirmation in 45 days that 
Enc I 1 imp 1 ementa^t i on dates will be net. 

BISENHUT, D. 0, Division of Licensing. 80/10/31. 7pp. 


8012090370 Forwards planned changes to FSAR Chapter 17 & TVA rept, 
TUA-IRTS-l re const it preliminarg testing. 

MILLS, L. II, Tennessee Valleg Auihorltg. 80/12/01. 3pp. 


8012160327 Responds to NRC 801001 request for Info re environ 
qualification testing cf saf etg'*related equipment. Info will 
be available bg 810201. 

MILLS, L.M, Tennessee Valleg Authoritg. 00/12/09. Ip. 


8012170316 Forwards planned changes to Chapter 17 of FSAR for Sequoyah, 
Watts Bar V aeUefonte h. TVA-TR75-1A. Changes supersede 
B01201 ltr. Changes will be included in application for OL 
for Martsvl I lei Ph i pps Band L Yellow Creek plants. 

MILLS, L,H. Tennessee Valleg Authority. 80/12/09, 5pp. 


r. Security, medical, emergeneg 1 fire protection plans 


80120B0535 Notification of 801121 meoUng w/util In 8ethesda,K0 to 
discuss util position on central emergeneg response ctr li 
plans for emergency mgt. 

STAHLEfC. Licensing Branch 2 80/11/19, 6pp. 


Q. Inspection reports, IE Bulletins correspondence 


8012150201 Forwards lE Info Notice 80“37, "Containment Cooler Leaks St 
Reactor Cavity Flooding At Indian Point Unit 2." No written 
response required, 

Q^REILLV, J- P. Region 2, Atlanta, Office of the Director, 80/10/24. 
Ip. 


0O1217COO4 Forwards IE Info Notice a0”39r '’'Malfunction of Solenoid 
Valves Mfg by Valcor Engineering Corp " No specific action 
or response required 

0 'REILLY, J. P. Region 2, Atlantaj Office of the Director. 80/10/31. 

Ip 


SOI2330030 Forwards lE Circular 00-23. "Potential Defects in Beioit 
Power Sys Emergency Generators," Mo written response 
required. 

□ 'REILLY, J.P Region 2. Atlanta- Office of the Director. BO/lO/31. 


8012110066 Requests assessment 4 corrective actions taken re control 
room ceiling constructed w/appare-n-t ly flammable tiles within 
20 days. 

TEDESCOi R L Assistant Director for Licensing. BO/1 1/04. 3pp. 


8G12110907 Forwards t£ Bulletin 80-21, 'Valve Yokes Supplied by Malcolm 
Foundry Co, Inc. ■' Written response required. 

O'REILIY, JP. Region 2. Atlanta, Office of the Director 80/11/06. 

Ip 


8012030537 Forwards lE Info Notice 80-40, "Eittessive Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depressur I ta t ion. " No written response required. 

0 'REILiY, J. P. Regions- Atlanta. Office of the Director. ao/ll/07. 

Ip. 


8012030276 Forwards IE Info Notice 80-41, ’’Failure of Swing Check Valve 
in Decay Heat Removal S^y s at Davis Qbbsc Unit 1 " No 
response required. 

0 'REILLY, J. P. Region 2- Atlanta. Office of the Director. 80/11/10. 
Ip. 


8012040143 Forwards IE Bulletin 80-23, "Failures of Solenoid Valves 
Mfg by Valcar Engineering Corp." Requires estimate of 
manpower associated w/corrective actions. 

O'REILK Y, J.P. Region. 2r Atlanta* Office of the Director. 00/11/14. 
Ip. 


8012120354 Ack receipt of 801021 Hr informing NRC of steps taken to 
correct violations noted in IE Ittsp Ropts 50-566/80-14 & 
30-967/80-14. 

l1URPHY*C.e Region 2. Atlanta. Reactor Construction 4i Engineering 
Support Branch. BO/li/14. ip 07236-305. 


, —801212036.6 Forwards IE Insp Repts SO-966/BO-14 6 50-567/00-14,0 0 
800702-05 4. notice of violation. 

MURPHY, C E. Regio-n 2. Atlanta, Reactor Construction i. Engineering 
Support Branch. 00/09/26 2?p. 07236:308. 


— aOl2t^>O360 Notice of violation from Insp on 800902-05. 

a Region 2, Atlanta, Office of the Director. 80/09/26. Ip. 
07236; 310. 


►8012120377 IE Insp Rept 90-5:/6/SO- i 4 %■. 50-567/00- i 4, on 000902-05, 
Nonconp 1 iaiice noted evaluation not made of concrete best 
cylinders that break below specified requirements 
IfARillS, J. R. Region Atlanta, Office of the Director. 

CONLOtl.T.E Region 2, Atlanta. R.eactor Construction & Engineering 

Support Orancli. 80/07/26 6pp. 07236:311. 


0012030616 Forwards updated response to IE Bulletin 00-09, "Hydramotor 
Actuator Deficiencies, '* Util will contact major valve 
suppliers to determine if addl deficient actuators were 
sopp lied. 

MILLS, L. 11. Tennessee Valley Authority. 00/11/17. 3 pp. 


8012310050 Forwards EF Insp Repts 50-566/80-16 t. 30-567/00-16 on 
801020-21. No none Ofnp 1 i ance noted. 

MURPHYpC.E. Region 2, Atlanta, Reactor Construction it Engineering 
Support Branch. 80/11/20 2pp. 07369;067. 


■8012310053 IE Insp R#pta 50-566/80-16 i 50-567/00-16 on 801020-21, Mo 
nonconp 1 lance noted. Major areas 1 napoc ted ; previ ous insp 
f ind ing s, I i censee identified itemfi t. const status. 

8LAKP,J.O, Region 2, Atlanta, Office of the Director. HERDTiA.R. 
Region 2, Atlanta* Reactor Cons true t iori 4 Engineering Support 
Drantfh. 00/11/19. 3pp 07369:069. 


8012050023 Forwards IE Oullotin 80-24, "Prevontion of Danag e Doe to 
Water LeaVago Inside Containment." No written response 
required 

□ 'REILLY, J. P. Region 2< Atlanta* Office of the Director. 00/11/21. 

Ip 


8012080DQ4 Forwards IF Info Notice BO-42, "Effect of Radiation on 
Hydraulic Snubber Fluid " No written response required. 

□ 'REILLY, JP, Region 2* Atlanta* Office of tha Director, BO/ll/24 

tp. 
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a0l9J7»>359 Forwards. IE Irtro /Notice B0*-29. Suppl “RroVen Sturfs on 
Terr'^ T-jvbine Stea-n Inl^t Flan-je " No written response 
re?nj i red. 

O'REILLViJ P Region 2. Atlanta. Cft'icB of the Director. 80/11/26. 

IP 


D Periodic cpetating Toports t. related correspondence 


8012160149 Forwards ’’Soc loec ononi c Monitorj-rig 6 Mitigation Rept»” 
sec.lannual rept for JLfl’tec Wept prepared for FES. 

MJL1.S. L n. Terneisee '.'allei/ Author itg 80/12/05. Ip. 07255:001. 


— 8012160352 "Socioeconomic Monitoring t. Mitigation Reptp" semiannual 
rept f'or Jul-Dec t'979 

-♦ Tennessee VaUcg Author i tg . 8D/10/31 35pp. 07235:002. 


S Reportable occurrences. LERa i related co r respondlence 


0O12O4O3S7 Second interim deficscncg lept re QA Audit MSO-y 
Deficiencies 2.3.5 14 initiailv reported on BO 0723. Some 

conditions adverse to ^ualitii are being reported on 
procedure revision request forms. 

MILLS. L.M Tenrsessee Vail eg Authority. 60/11/25. Ip. 07170:152. 


801207i>3A9 Final significant deficiency rapt initlallg reported on 
QQ5't2t re const OA aud 1 1. <3C e.nployeei have been Instructed 
to obtain natl correc 1 1 g. CC [ C-204 revised L retest 
required. QC reminded of new requ i renents. 

MiLl S. L. M. Tennessee Valley Authority. 60/12/01. 3pp. 07207:145. 


8012170466 Final deficiency rept originally reported 601113 re 
none c-nssrvative app 1 i cation ^f TPIPE computer program. Pip Ing 
analyses to be lubmittai for re'^anaiy s 1 s bj/factors to be 
inserted to ensure conservative output 

MILLS- L, II- Tennessee Valley Authority. 60/12/11. 2pp. 07269:234. 


&019310374 Deficiency Hepts SD-566/80- 17-01 4 50-567/BO- 1 7-05, Oiv of 
Power Production operational QA cnanual found not clearly 
applicable for preservice insp in vendor shops. Manual 
r«'j;ritten by util. Changes to be incerporated by 6(0228. 

MlLLS.L.Il Tennessee Valley Authority. BO/12/23. 2pp. 07369:092. 


6015310322 Revised final deficiency rep t/ i n i t ially reported 80>ill3.>re 
none snserva ti ve application of TPIPE co.nputer program. Piping 
analyses affected by incapability to meet design criteria 
to be resubmitted for reanalysis. 

MIUS. L.M. Tennessee Valley Authority. BO/12/24. 2pp. 07361:052. 


DOCKET STN-50-567 VELLOtl CREEK NUCt,EAR PLANT. yNjT 2 


A. App i i cati on/con i true t i cn stage docunents 4 correspondence 


6012160050 utr to operating plant ( iceoseeSf OL applicants 4 CP holders. 
Forwards NLiPEG-0737 re 7MI acticn plan requ i rements. Requests 
operating reactor licensee confirmation in 45 days that 
£nc 1 1 imp I ementa bier dates will be ret 
ElSEtiHJT-D <5 Division of Licensing 80/10/31. 7pp. 


6012090370 Forwards planned changes to FEAR Chapter 17 & TVA repti 
TVA-TP75-i re const 6 preliisinary testing. 

MILTS. L.M. Tennessee Valley Authority. 60/12/01, 3pp. 


8012160327 Responds to NR? 601001 request for info re environ 
qualification testing of safety-related equipment. Tofu will 
be available by 910201 

MILLS. L.M, Tennesses Valley Authority. B0/J2/09. Ip. 


6012170316 Forwards planned changes to Chapter 17 of FSAR for Sequoyahr 
Matts Bar t Sellefonte V 7VA-TR75-1A Changes supersede 
901201 Jtr Changes will be included in application for QL 
for Hartsv i 1 le. Ph ipps Bend 4 Yeilou Creek plants. 

MILLS. L.M Tennessee valley Authority. 80/12/09. 5pp. 


F. Security^ medical, emergency 4 fire protection plans 


8012080EjJ5 Notification af 801121 meeting u/util in Dethesda.- hl> to 
discuss util position on central ecn*>rgericy response ctv 6 
plans for emergency mg t 

STAHLE'C, Licensing Branch 2. 60/11/19, 6pp. 


0 Inspection reports. IE Bulletins 6 correspondence 


B012150201 Forwards IE Info Notice 80-37i "Containment Cooler Leaks 4. 
Reactor Cavity Flooding At Indian Point Unit 2.” No written 
response required. 

O'REILL/i U. P. Region 2i Ail^nbat Qffice of the Director. BO/lO/24. 

IP- 


QQ121D0035 Fornrards IE Info Notice SO-38. "CracUng in Charging Pump 
Casing Cladding " No written response roquired. 

O'RElLLy. J. P, Region 2. 'Atlanta. Office of the Director, 80/10/30. 
Ip- 


8012170004 Forwards IE Info Notice 80-39. “Malfunction of Bolenold 
Valves Mfg by Valcor Engineering Corp. " No specific action 
or response required 

O'REILLY. J P. Region 2. Atlanta, Offico of the Director. 00/10/31 
IP 


6012230030 Forwards IE Circular 90-23. "Potential Defects in Qeloit 
Power Sys Emergency Generators." No written response 
requ i red. 

□ 'REILLY. 3. P. Region 2, Atlanta, Office of the Director. S0/i0/3l. 
‘P- 


BO'12110066 Requests assessment 4 corrective actions taken re control 
room ceiling constructad w/appar ent ly flammable tiles uithin 
20 days. 

TEUE&CO. R. L. Assistant Director for Licensing, BO/1 1/04. 3pp, 


6012110307 Forwards IE Bulletin BO-21, "Valve Yokes Supplied by MallcoJa 
Foundry Co. Inc." Written response required. 

O'RE fL( Y» J=. P Region 2. Atlanta. Office of the Director. 80/11/06. 
Ip, 


8012030337 Forwards IE Info Notice BO-40, “Excesslvo Nitrogen Supply 
Pressure Actuates Safety Relief Valve Operation to Cause 
Reactor Depresaur i i at i on. " No written response required. 

□ 'REILLY. J. P. Region 2. Atlanta. Office of the Director, 00/11/07, 

tp 


80t2080?76 Forwards IE Info Notice 60-41, "Failure of Suing Check Vahvi 
in Decay Heat Removal Sys at Davis Desse Unit i. ** No 
response required. 

O'REIUY. J.P, Region 2. Atlanta, Office of the Director. 60/11/10. 
Ip. 


6012040143 Forwards IE Bulletin 90-23. "Failures of Solenoid ValVei 
Mfg by Valcor Engineering Corp. " Requires estimate of 
Hmanpouer associated w/coi'r ec t ive actions. 

•0 'REILI V. J. P. Region 2. Atlanta. Office of the Director, 60/11/14 
Ip. 


8012120354 Ac k receipt of 801021 Itr informing NRG of steps taken to 
correct violations itoted in IE Insp Repts 50-566/60-14 
30-367/90-14. 

KUNPKf, C. E. Region 2. Atlanta. Reactor Construction Engineering 
Support Dranch. 80/11/14. Ip. 07236:305. 


— 8012120316 Forwards IE Insp Repts 50-566/80-14 is 50-567/80-14. on 
600902-05 t: notice of violation 

hURPHY, C. E. Region 2. Atlanta. Reactor Construction it Engineering 
Support Branch. 80/09/26. 2pp. 07236:309 


—9012120377 IE Insp Rept 90-366/00-14 I 50-567/80-14, on B009&2-03, 
None otnp I lane e noted ; evaluation not made of concrete test 
cylinders that break below specified r oqu 1 reman ts. 

(-IARR IS. J. R. Region 2. Atlanta. Office of the Director, 

CONLQNi T. E. Region 2, Atlanta, Reactor Construction L Engineering 

Support Branch. 90/09/26 6pp, 07236:311. 


8012080616 Forwards updated response to IE Bulletin a0-09i "Hy draaiotof 
Actuator Deficiencies." Util will contact major valve 
suppliers to determine if addl deficient actuators were 
supplied. 

MIUS.L, M, Tennessee Valley Authority. 80/11/17. 3pp. 


8012310050 Forward 0 IE Insp Repts 50-566/80-16 4: 50-567/60-16 on 
801020 - 21.^0 noncompliance noted. 

MURPHY* C.E. Region 2. Atlanta. Reactor Construction Engineering 
Support Branch. 80/11/20. 2pp. 07369:067, 


— B012310053 IE Insp Repts 50-566/60-16 50-567/80-16 on 001020-21. No 

noncompliance noted. Major areas inspec ted : previous insp 
f ind Ings, 1 icenaee identified items const status. 

BLAHE. J. J. Region 2. Atlanta. Office of the Director. HERDTiA, R. 
Region 2, Atlanta. Reactor Construction Engineering Support 
Branch. 00/11/19. 3pp. 07369:069. 


6012050023 Forwards IE Bulletin 80-24, "Prevention of Damage Due to 
tlator Leakage Inside Containment.*' No written response 
required. 

0 'REILLY. J. P. Region 2> Atlantaj Office of the Director. 60/11/21 

If. 


8012000004 Forwards IE Info Notice 60-42. "Effect of Radiation on 
Hydraulic Snubber Fluid," No written response required. 

O'REIUY. J.P. Region 2. Atlanta* Office of the OlTector, BO/II/24. 
ip- 



DOCKETED ITEMS 


90121703S9 Forujards IF Inra Notice eO“29,Suppl 1« "Droken Studs on 
Torr</ Turbine Steam Inlet Flange. No urittcn response 
retiwired. 

0 'RE lULV. J, P. Region 2> Atlanta, Office of the Director, 00/11/26 
IP 


R. Periodic operating reports 4( related correspondence 


0012160149 Fortuards "Socioeconomic Konltorina 6 Mitigation Rept< " 
seniannual rapt for Jul-Dec Rept prepared for FES. 

MILLS, L, M, Tennessee Vallei/ Authority. 00/12/05. Ip. 07255:001 


— B012160152 "Socioeconomic Monitoring f/. Mitigation Repti" semiannual 
rapt for Jul-Dec J9'79. 

* Tennessee Valley Authority 00/10/31. 35pp. 07255:002. 


6 . Reportable occurrences, LERs 1. related correspondence 


S013040337 Second interim deficiency rept re QA Audit MBO*-? 
Deficiencies 2,3.5 H initially reported on 000923. Sdcne 
conditions adverse to quality are being reported qn 
procedure revision request forms. 

MILl S# L. 11. Tennessee Valley Authority. 00/11/25, Ip. 07170:153, 


G012090369 Final significant deficiency rept initially reported on 
600421 re const QA audit, QC employees have been instructed 
to obtain matl correctly. QCI C-204 revised fn retest 
required. OC reminded of neu requirements 

MILLS*!*, 11. Tennessee Valley Authority. 00/12/01. 3pp. 07207:145. 


0012310374 Deficiency Repts 50-566/80-1 7-0-1 h 50-567/80-17-05. Div of 
Pauer Production operational QA manual found not clearly 
applicable for preservicn insp in vendor shops. Manual 
reui'ktten by util Changes to be incorporated by 6t022B. 

MILLSrL.M. Tennessee Valley Authority. 00/12/23. 2 pp. 07369:082. 


DOCKET 8TN~50-574 DACKAC NJCLEAH POWER PROJECT 


A. App lication/construction stage documents in correspondence 


G012040162 Forwards staff requirements memos for Closed Comml-sslon 
meet ing s . Trans c r i p t s for all meetings have been reloased in 
antirety to PDR. 

BRDWM, J. Office of the Secretary of the Cotnmisslon, 00/11/06, Ip. 
07170: 035. 


— 8012040173 Staff requirements memo from 600421 clased meeting r« BECy- 
00-191 re proposed amend tg US~Canada agreement for 
cooperation Ltr to President Carter signed on 000421. 

CHI(,K,S. J. Office of the Becretary of the Commission. 00/04/25. 

Ip. 07170:037. 


— 0012040191 Staff requi re.-nents memo from 600505 closed meeting re 
testimony to be given during wt of 800507, Requests draft 
statement be revised to reflect V Oilinsky comments & WRC & 

US responsibilities clarified. 

CHILK,S. J. Office of the Secretary of the Commission. 80/05/07, 
. 2 pp, 07170:038 


DOCKET 50-579 TRIGA MARK II PQOL-TVPE REACTOR 


A, App I i cdtiori/construc t i on stage documents 4: correspondence 


6012080/56 Foriiiards Ejeecutive Hf-anch position on pending license 
application from GA Co to export one TRIGA MARK 2 reseacb 
reactor to Ma lay sia. License application enc 1, Execu tl ve 
Branch conments will be placed In LPDR 

SHEArJ. R, Office of Intornat i or*al Programs, Director. SECV-aO-495. 
0O/11/-35. Ip. 07196:171. 


0011250704 Application by GA Co to export TRIGA Mark II research 
reactor to Ma lay s ia. Descr ipt i on end 

MDUfiyiN.R. Ooneral Atomic Co. (subs, of Gulf Oil Cq. ). 77/01/19. 

4pp. 03746:259. 


DOCKET 50-592 SUUOESERT, UNIT 1 


G. Adjudicatory correspondence 


8012300330 Order dismissir^g A91.0 hearing on application for CPs upon 
c ons i d era 1 1 Dll of applicanc 800911 motion for termination 
of proceeding 6 KRC 801015 response. 

LAZO»F.M, Atomic Safety and Licensing Doard Panel. 60/12/22. Ip. 
07357:179. 


DOCKET SO- 593 SUNOESERV, Ur.-IT 
C Adjudicatory cDi'i'eiponi)i?nce 


0012300380 Order d i smi s s i r,.; ASLR hearing on appt scat ion for CPs upon 
cons i d erat i on of applicant r.iticn for termination 

of proceeding .5: MRC 80i0l5 response 

LAZO, R M Atomic Safety and Licencing Gaard Panel. 00/12/22. Ip, 
07357; 179. 


Dac«er s in - so- 596 new hav^m, unit i 


A. Ap p 1 i c a t i on /c on s t ru c V i aoc unen ts 4. correspondence 


0012110376 Forwards FR notice se withdraM'dl of CP application, 

VOUNOSLCaD, R J. Licensing Uianch t 80/U/26. 2pp, 07224:150, 


8012110331 Notice o# withdra^LiaJ of -CP application. 

YOUrlOSLOOD, H J. Licensing Pianch 1 00/11/26 Ip. 07224:152. 


DOCKET STW-50-59y MEW HAVtrL UNIT 2 


A. Application/construction itagr docUi.^ents 4. correspondence 


8012110376 Forwards FR notiic te withdraual of CP application. 

VOUNGSLGQD, » J Licensirig Rranrh i. 80/ 11/26. 2pp. 07224:150. 


—8012110391 Notice of li/itltdiawal of CP application. 

VOUNSQLOQD. n. J. Licensing Branch 1 80/11/26 Ip. 07224:152. 


DOCKET 50-599 CAR ROLL FACILJTV I 
M. Antitrust corres por.den :p 


6012090164 Responds to MRC 7904 02 4 Q-01009 requests for info re projec 
status plans foi updating an-titrust info Units scheduled 
for SVC in 1993 6 1994 Antitrust irtfo mill be updated at 
least 9 months prior to PSAR ,ir environ rept filing, 

TRAMH.r.R. ComTioiiwea I th F.disc'n Co 80/12/01 Ip 07200:146. 


DOCKEl 50-600 CARROLL. FAClLlTV II 


M. Antitrust coi'responden : o 


8012090164 Responds to NR ’ .j,. tl31*:«09 requests for info re projec 

status i. pletis for updating ai^titrust info. Units scheduled 
for SVC in 1993 t- 1994 Ant i trust ir.fo will he updated at 
least 9 months prior tv PSAR . 31 * environ rapt filing. 

TRAMMiT.R Co*i'ir.on»jeal th Edison lo. eo/l?/Ol. Ip. 07200:146. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 

DOCKEl 70-0008 BATTGLLE COLUMEU.t LABO.PATDR I E 6 


6012030B34 Discusses commitment to provide armed escort for shipment ol 
radioactive spent fuel throngh Char 1 e 3 ton. NV, Hunting tor, WV L 
Ash land. KY. De fca 1 1 5 of pons i i | j <; 1 e s enc I . 

EMSWILER.T. H Dattella f^oiTiorial Institute. Columbus Laboratories. 
80/09/10, 3pp. 0714<», 2f>7 


6012020715 Informs of spacific terms t: conditions for implementation 
of financial plan for eventual decommissioning for 
unrestricted use □# facility in response to NRC 790629 I tr 
reques t. Forward 5 draft trufi; a 3t'eo.''en t. 

TDY«H. L. Battclle flemiM'ial In-stitutsd Columbus Laboratories, 
80/10/01. Qpp, Ori47 3Z6i 


DOCKET 70-0025 ROCKWELL ILTERNATiaNAL CQRP. 


6012030399 Forwards application fo*.' amend to License sriM-2l, in form of 
revised fixed site safoguardi plan to provide protection 
against radiological sabotage, theft or diversion of 5NM. Plan 
withheld (ref lOCFRa 790) Fee end. 

REhi-EY, M. E. Rockuiel) intai-nat iorta 1 Corp. . Energy Systems Dlv. 
80/09/19. 3pp. 07142:083 
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DUCKET 70-00?7 SA^COCk ^ KIL’C'^. Cii 


801504053*5 Provider info an response to N Kotilach 900B1 1 Itr to RA 
Cordon i re results of eihdList ir.ani torirg of laundrg 
begirnins in Aug 1978. Discusses hau int'o eas abiained. Info 
shous na large f I UT tu at i ot.s Vroni >j l< to wl. 

CQR0A^*r<R A Labcocfc ^ ;Jilcoj Go.. Naval Nuclear Fuel Div 
80/09/19- 4pp 07170, lOS 


9012050597 Advises that revised physical security plan uill be . 
forLuarded hi; 001031 in respons*! to 119C car;T.ents at 
901005-03 .Tieeting in Silver Spring, I1D 

CGRDANI.n.A, Dabcock t Nilco* Co > Naval Nuclear Fuel Div. 
90/10/lS. Ip. 07141:359 


8012020480 Informs that 900924 I tr i s withheld (ref lOCFRZ. 790). 
* Public DocumeTit Branch SO/1 0/1 5. Ip. 0&9tA:001. 


0012120344 Forwards IE Inap Pept 7O-CO27/0O-1S on 600923-24. No 
none onp I lance noted. 

3TDHR. J.P. Region 2. Atlanta, Fuel Facility 4 Materials Safety 
Branch. 80/10/21. Ip 07236:301 


--00121^0349 IE Insp Pept 70-00? 7/60'- 1 5 on 800923-24. No noncompliance 
noted. Major areas t n sp*-c tci ; emp I eg eo train ing, graunduater 
sampling >/ site f ani 1 i ar i rat i on tauv. 

NRAY. J. R. . OinSDl^iA. F Region 5. Atlanta. Office of the Director. 
00/ 10/21. 3pp. 07236 302 


DOCKET 70-0033 TEXAS INSTRUMENTS, INC 


6012110163 Forwards IE Insp Hep t 7C-00337BO-09 on 600903-12. No 
none omp I i ance noted. Cover sheet only encl (ref I0CFR2. 790). 
MARTIN. 1^ C Region 1, Philadelphia. Safeguards Branch. 60/10/07. 
2pp. 07224:057. 


■0012110171 IS Insp Rept 70 -0033/80' 09 on 800900-12. No n one omp Hence 
noted. Major areas i n ^pec ted : meas ur emen ts 4: statistical 
c on tro 1 s, sh i pp iiig -'ecet v mg . rec erds li repbs storage. 

Details withheld 'ref 10 .:fR2. 790 ) . 

ZIEUuSXV.H , RATTA.A.D Region H Philadelphia, Office of the 
Director. JOVNER, J. H Region 1. Philadelphia, Safeguards Dranch, 
80/10/03 Ip 07224.059 


8012020259 F-^rwards putc':ai^ order providing submission fee for revised 
site safeguards phijjical irotection plan. 

EUTIS, H. Teias [nstru.-fent ». Inc 83/10/03. 3pp. 07134:210. 

Q0120S0791 Forwards upoare-i Sectiotis 10 5 10 ).l-l U 10. 5. 10. I. 1-2 of 
emergancy plan. 

SCI IMENSFE IRi n Veias Instruments. Inc. 60/10/15. Ip. 07160:043. 

~-0Ojao8O79J Updated Section* 10 5. lO. 1. 1-1 «: 10.5. 10. 1. 1-2 of emergency 
p lari. 

a Toras Ins tru.ri*»nt s. Inc. 00/10/03. 2pp. 07103:044. 


801219CC43 Forwards updated sections for MFIR project emergency plan. 
Changes do not decrease plan effectiveness 4: are subcbitted 
for info purposes only LJ/e encl 

SCHWENaFeiR. R. To»as I n i trru.-*? n t s . Inc. flO/U/24. Sp p . 07278:229. 


DQCKET 70-0 03i> CtnS'uSTI ON ErjiVli.'^Ef? INO. INC. 


30121802^9 Forwards IE Insp Repts 70- 0336/ SO-0 2. 70-0036/60-03 (t 
70 00?6/e0''04 per 001114 tele on No noneonp 1 1 ance noted. 

KEPPLER.J. 0. Region 3. Chicago, Office of the Director. B0/12/0B. 
ip. 03792:020. 


—0012180234 IE Irssp Rep'ts :‘0 -0036/ 90* 02, 70-0036/00-03 70-0036/00-04 

per 001114 telcon No r incprj* 1 ianc e noted. Major areas 
d i scus sed: sy s temati c assoss.ient of licensee performance 
pragian^ results of facility appraisal. 

FISHER.IM. , D.At'IS.A B , pECK,C C. Region 3, Chicago, Fuel 
Fac i I ity Mater lal « tHfety Branch QO/Jl/aS. 5pp. 03792:029. 


DOCKET 7U-0 352 Nt^CLEAR [lErAwS, INC. 


3012100180 PNO-V-QO-76: on 601 120. shipment of low level radwaste 
received at R i th land, WA- bur i«i I site by Nuclear Engl riser ing 
Co from ^ftjclear het:al s . Inc ■ determit.ed to have one leaking 
drum. State pir W.A has cancelled licensee burial permit. 

THCMA3. R D Region 5- sian Fra.nC£Sco, Office of the Director. 
00/11/21. Ip. 07210 279, 


DQCKEI 70-0135 D ADCOCK r* WILCOX CO. 


8012030789 Forwards reviiion to License SNM-145 fundamental nuclear 
control plan for organi lat lona I, measurement sys stds & plant 
layout nods Encl withheld (ref lOCFft2. 790). 

AUSTIN. M A Dab cock % Wllcoa Co SO/09/12. 2pp. 07150:145, 


0012040 549 Requests that License Conditions 9. 1. B 6 9. 1. C bf MPP-l to 
SlM-145 be ui thdraurn. Reqoes t consistent ui/safeguards release 
granted in 000321 Itr. 

AU3Tt»J,[VA. Babcock Wtlco* Co.. Nuclear Matarlal Div 00/09/12. 
Ip. 07170: 106. 


8012230054 Forwards IE Insp Rept 70-0135/80-28 on 000923-25. No 
noncemp 1 iance noted. 

MARTIN, if O. Region 1. Philadelphia, Safeguards Branch. 00/10/14. 
2pp. 0731 1:253. 


—0012230061 le Insp Rept 70-0135/60-29 on 800923-25. No noncompliance 
noted. Major areas insp ec ted : res i dua 1 U holdup in high 
enriched U fac 1 1 i ty. Datai 1 s withheld (ref 10CFR2.790). 

COHEN, I. . DIBgETT.P. Region 1, Fh 1 ladelph ia, Office of the 
Director. JOYNER. J.H. Region 1, Philadelphia, Safeguards Branch. 
aO/10/10. Ip. 07311:255 


0O122PO^22 Forwards IE Insp Repts 70-0135/80-25 U 70-0364/80-22 on 
000902-30. No rioncomp I iance noted. 

MART1N,W.0. Region 1. Ph i 1 ad e 1 ph i a. Safeguards Dranch. 00/10/24. 
2pp. 07306:305. 


—8012220025 IE Insp Repts 70-0135/00-25 4; 70-0364/00-22 on 800902-30. 
No noncomp I lance noted. Major areas inspec ted : matl control tc 
account! ng, phys i cal sec ur i ty , hea Ith t-. safety. Par ti ons 
withheld Iref tCCFR2. 790). 

KUSM,NER, W. U. Region 1, Philadelphia, Fuel Facility & Materials 
Safety Branch. JQVNER, J. H. Region !• Philadelphia, Safeguards 
Branch. 00/ 1 0/22. Spp 07306:307. 


S012090067 AeV receipt of 801003 Hr informing NRC of steps taken to 
correct violations noted in IE insp Repts 70-0135/00-2^ & 

70 0364/00-18. 

MARTIN, N.O. Region 1, Ph I ladelph la. Safeguards Branch. 60/10/29. 
ip. 07198; 0S2. 


— 00120-90077 Responds to NRC 800912 Hr re violations noted in IE Insp 
Repts 70-0135/60-22 t 70-0364/80-19. Corr e c t 1 ve actions; 
equipnent smear survey log revieuietf by health tn safety 
sup ervls i On. part ions withheld (ref 10CFR2. 790). 

AUSTIN, 11. A Babcock t Wilcox Co. 00/10/03. 4pp. 07190:063, 


—8012090053 Forwards IE Insp Repts 70-0135/80-22 & 70-0364/00-18 it on 
600707-0001 notice of vi o lat ion. Notice of violation 
withheld (ref ICCFR2 790). 

M.'iRT IN, tJ. G. Region 1, Rh i lade Iph ia. Safeguards Branch. 60/09/12. 
2pp. 07190:087. 


—0012090093 IE Insp Repts 70-0135/80-22 ll; 70-0364/80-18 on 800707-0801. 
None onpl lance noted: access not controlled to power 6 dry 
scrap storage areas. Proc edures not followed for equipment 
con taminat icn surveys Portions withheld (ref 10CFR8. 790). 

KUSilVER, W. L. Region 1, Philadelphia, Office of the Director. 

JOYNER, J.H Region 1. Philadelphia, Safeguards Branch. 00/09/18, 
llpp. 07190:089. 


8012120-402 Ack receipt of 801104 application to amend License SUM-t45 L 
fee payment. Request classified as minor Category ID amend, 
requiring addi fee payment. 

NEIS&r D. License Fee Managemerit Branch. 80/11/20. Ip. 07236:289. 


DOCKET 70'0143 NUCLEAR FUEL SERVICES, INC, 


8012180339 Appeals denial of FOTA request for documents re NRC 
cons i (ferat ion of licensing Facility ^ transcripts of tua 
Comnissicu meetings. 

COCHRAN, T, 0. Natural Resources Defense Council. 80/07/10. Ip. 


8012010567 Forwards process monitoring charts in response to NRC 600626 
Hr. Charts withheld (ref 10CFR2. 790), 

MANSER, U.C. Nuclear Fuel Services, Inc. (subs, of Oetty Oil Co. ). 
80/09/10. 2pp. 07098: 104. 


8012310616 Forwards IE Insp Rept 70-0143/80-27 on 800819-21. No 
nonconp 1 iance no ted. Corrective actions on previously 
identified item of nonco.mp 1 iance was determined to be 
unsat i sfac tory. I nsp rept details withheld (ref 10CFB2, 790). 

0 ''REILLY, J. P. Region 2. Atlanta. Office of the Director. 80/09/16. 
2pp. 07370:010. 



DOCKETED ITEMS 


—0012310619 IE Imp Rsp t TO’Ol 43/00-27 on 80019-21. Mo none omp Uanc 0 
noted. HAjor areas in spec ted : s borage it intei'nal facility 
orjaniiantion. Details withheld (ref IOCFft2. 790>. 

TQODi 0. A. f KAHLEi J. B. Region 2, Atlantar Safeguards Brancli. 
SMITH. C.N. Office o-P Nuclear Material Safety Bafeguardi. 
00/09/16. Ip. 07370:012 


0012040313 Forwards Revision P to 800730 physical protection plan. 
Revision 18i Drawing RMG-470Di Revi s ion N. Plan withheld 
<ref tOCFfl2 790>. 

MICHELfR. J. Nuclear Fuel Services. Inc. (subs, of Oetty Oil Co, >. 
aO/iO/14. 2p>, 07170:112. 


8012240130 FOIA request for all correspondence hetwean MRC it licensee 
front June-Sept 1980 re inc 1 den ts. violatl ons fti/or Inspi. 

SANDERS. L. A Johnson City Press-Chronicle Johnson Clty.TN. 
00/11/20. ip, 07324:336. 


80120807/2 Orants request for lO-day delay for completing requirements 
of 10C^R70. 53(b M 1 ) 9; License Condition 5,6 of Amend HPP-1 
in response to 001114 Itr.Encl to 001114 Itr withheld 
(ref 10CFfl2. 790). 

PARTLOVJ. J. 0. Material Control Licensing Oranch. 80/11/21. Ip. 
07196:286. 


8012040367 Registers strong opposition to MRC movement to transfer NFS 
from Erwin. TN. Stresses plant safety 6 positive economic 
impact on community. 

BANNER. J.E. Affiliation Unknown. 00/11/24. Ip. 06919:001. 


8012220179 FOIA request for documents re Pu or other radioactive 
subetances unaccounted for at facility. 

VAIL* J. Legal Service of Upper East Tennessee, 00/11/29. Ip. 
07303:240, 


8012100670 Ack receipt of 001107 Itr informing NRC of steps taken to 
correct violations noted in IE Mgt Meeting Rept 
70-0143/00-30. 

0 ^REILLY. J. P. Region 2. Atlanta. Office of the Director. 80/11/20. 
Ip. 07107:001. 


—0012100676 Responds to NRC 801009 Itr re violations noted in IE Hgt 
Meeting Rept 70-0143/80-30. Evaluat Ion of stack sampling sys 
end, 

MANSER. N. C. Nuclear Fuel Services. Inc, (subs, of Oettg Oil Co. ). 
80/10/31. v9pp. 07187:001. 


— 0012100680 Forwards IE Mg t Meeting Rept 70-0143/00-30 on 800910, 
Response requested re identified concerns ulthln 20 days. 

□ 'REILLY. J, P. Region 2. Atlanta, Office of the Director. 
00/10/09. Ip. 


■801S1006S6 IE Kgt Meeting Rept 70-0143/00-30 on 0009 IB, Major areas 
discufsed;ID exceeding LEID. stack samp I Ing, stack discharge 
c one entratl ons. environ samp I Ing. eontamlnat ion control ie 
emergency plans. 

KFNNA. N B. . QTOWR. J. P, Region 2. Atlanta. Safeguards Branch. 
SO/lO/09. 4pp. 


8012190018 Confirms 801121 telcon re actions taken to correct 
violations noted in IE Insp Rept 70 0143/00-36 on 801103- 
04. Stack sampling program deficiencies will be resolved 
to comply u/Llcense Condition 26 

0 'REILI. Y. J. P. Region 2. Atlanta. Office of the Director. 00/11/20, 
Ip. 07241:094, 


0012110924 Addl response to FOIA request for ducui-nents re NRC 
consideration of licensing facility it transcripts of closed 
Cor.Ailsslan meet Ings. Forwards CN Smith 790927 memo, Info 
partially withheld (ref FOIA Exemption 3), 

FELTON. J.li Division of Rules and Records. 80/12/04. 2pp. 
07227: 146. 


--0012110928 Trip rept of 790910-21 visit to facility to investigat* 
excessive inventory difference for June-Aug 1979. Provides 
chronology of events. Info partially withheld (ref FOIA 
Exemption 3). 

eillTH. C.N. Material Control Licensing Branch. 79/09/27, 4pp. 


8012160216 Forwards IE Insp Rept 70-0143/80-37 on 80U07, No 
none orip Uance noted. 

KEKMArN.B. Region 2. Atlanta. Safeguards Branch. 80/12/04. Ip. 
07262:010. 


— 8012160221 IE Insp Rept 70-0143/60-37 on 001107. No noncomp Uance noted. 
Major areas inspected ; ph ys i cal protec t ion program, Detai 1 i 
withheld (ref 10CFR2.790). 

HONELL.J.C., TILLMAN, A.. MIOUIRE.D.R Region 2. Atlanta* Offict of 
the Director. 00/12/02. Ip. 07262:011, 


6012220693 Transcript of 801204 public meeting in Erwin* TN re 
gaseous releases From N.-S in Erwin, TN. Pp 1-105, 

* Coxrml ssi oner 1 . 80/12/04 107pp. 07294:116 


0012160269 Forwards updated repts re Bldgs 233 302/303 tfall^ 

monttcring results. Data indicates corrective actions 
taken td lower concentrations released. 

MANaERiU. C. Nuclear Fuel Services, Inc. (subs, of Oetty Oil 
00/12/09. 4pp. 07293:003 


BO1210O339 Responds to appea I of denial of FOIA request for do 
re NRC consideration of licensing facility 4: transcripts of 
two Co.T?n>lssion meetings Access to classified matls granted 
due to security clearance 4 par t ic i pation in proceedings. 
FELTON* J. M, Division of Rules and Records. 00/12/11. Ip. 


9012240126 Partial response to FOIA request for all correspond 
between NRC licensee from Jutie-Sept 1980 re incidents* 
violations 6/or Insps. Forwards tfotunents listed In App A. 
FELTON.J.H. Division of Rules and Records. 00/12/19. 2pp. 
07224: 334. 


--8012240133 For\i:ards IE Insp flept 70-0143/80-24 an 000918-22, 
violation It notice of deviation. 

0 'REILLVi J. P. Region 2. Atlantai Office of the Director. 

00/09/22. 2pp. 


>6012240136 Notice of violation from insp on 800010-22. 

* Region 2, Atlanta, Office of the Director. 80/09/12. 


— 0012240130 Notice of deviation fron insp on 000018-22. 

e Region 2. Atlanta. Office of the Director. 80/09/12. 


—8012240141 IE Insp Rept 70-0143/80-24 on 300010-22. Noncomp U 
fire hydrants were not located within 250 ft of Warehouse 
310 & equlpinent in fire hydrant hose houses does not meet 
NFPA criteria. 

MILLERfW.H. Region 2. Atlanta. Office Of the Director.. 

CDNLQNtT. E. Region 2. Atlanta, Reactor Construction 8t Eng 

Support Branch. 80/09/12 9pp. 


6012270169 Partial response to FOIA request for documents n P 
other radioactive substances unaccounted for at facility. 
SECY-00-519 if available in PDR. 

FELTON, J.li. Division of Rules and Records. 60/12/16. Ip. 
07303; 239. 


8012230432 Forwards application for anend to License SNti“l24.F 
Application withheld (ref lOCFRS 790). 

HENSLEVfM. D. Nuclear Fuel Services* Inc. (subs, of Oetty Qi 
60/12/16 ip, 07312:264 


0012110467 Transcript of 811201 public meeting in WashingtonrD 
environ releases at NFS-Erwin 4 other fuel cycle plants. 

Pp 1-43. 

# Coff.nUs loners. 00/12/01 45pp. 07227:039. 


— 8012110470 Forwards correction notice to SECY 00-319 revlsln 

6 a. 

a Office of the Secretary of the Como^is s i on. 00/11/28. 
07227: 103 


— 8012110401 Forwards three replacement pages to SECY 00-919 r 
releases at NFS-Erwin. Corr ect Ions necessary due to 
conputat ioiia I error. 

DIRCK8. N. J. Office of the Executive Director for Operatioi 
80/11/26. Ip. 07227:106. 


— B0t2U0494 Revised Pages I, 7 4; 8 to 8ECY-S0-5I9 re environ n 
NfS- Erwin, 

OIRCKS. 11. J. Office of the Executive Director for Qperatloi 
8ECy-B0-519 Rl, 00/11/24. 3pp. 07227:107. 

—0012110488 Discusses dosa calculations re accidental releasp 
Provides info about emission control at WFS-Erwln out! ih' 
Issues re omission control at other fuel cycle L matl 
plants. j 

DIRCKB.U. J. Office of the Executive Director for Operatipi 
S£CY-S0~3I9. 00/11/24. 24pp. 07227: 1 10. [ 


DOCKET 70” 01 57 TEXA0. ONIV. OF 


0012020700 Provides info in response to questions re renewal d 
License S,VM-iao/Rad i a t ten safety officer is univ staff 
position supervised by safety engineor 4: responsible to 
univ radiation safety cc.'nmlttse I 

BA'JtR.T.L Texas. Univ of, 80/10/10. 3pp. 07148:001. ■ 


300 


DOCKETED ITEMS 


8012240097 Trip rept of 601203 visit tc Univ of TX«Auttir>pTX r* 
su^criticaE asspmblv associ«l»d eq.uip-'nent & qua9<:ions on 
application for rorieual of License 

K05LA, D. . STEVENSON, R L liranlunrvel Licensing flranch. 60/12/00. 
2pp. 07325: 129, 


DQCKEI 70-0253 ILLINOIS, Uh'I V. Qr, URB ANA-CHAMPAIOM 


8012010198 For-jards phyaic.3l stcuritg plan, Plan uiihheld 
(ref 10CFR2 7901. 

BECK, O.P. Illinois, Unlv. of, Urbana*'Chanpa ign. BO/11/26. Ip. 
07170:064. 


DOCKET 70-0364 PARKS TOUKSHIP SITE, BABCOCK tc WILCOX CO. 


Q0120S0374 Foi'uards crasa-ref indes of License 6NI4-414 fundamental 
nuclear piatl control pl«,i. Indeii withheld (ref 10CFR2.790I. 

AUSTIN, IT A. Babcock t> IHlcor Co,. Muc I ear Hafcerla 1 Olv. 80/09/16. 
Ip. 07196: 197. 


S0122P0022 Forwards IE tnsp Repfcs 70-0135/90-25 t 70-0364/60-22 on 
800902-33.^0 ncnccmp 1 i anc « noted. 

KARTIN.II. 0. Beglon 1, P6 1 Eadelph ia. Safeguards Branch. 60/10/24. 
2pp. 07306:305. 


—6012220023 IE Insp Pepts 70-0133/60-25 I 70-O364/B0-22 on 800902-30. 
No none onp 1 iance uoted . Kajor areas Inspec ted; mat I coistrot & 
ae count ing. phgsica ] se c ur ttg. heal th K- saf « tg. For tlons 
•Jithheid <ref 10CFR2. 790>. 

KDSH.NER, W. L. Region 1, Ph i 1 a de 1 p h la. Fuel Facility & Materials 
Safety Branch. JOfNER,J. H. Region 1, Ph i lade Ip hia. Safeguards 
Branch. 80/10/22. Spp. 07306:307. 


8012090067 Ac^ receipt of 601003 Ltr infarning NRC of steps taken to 
correct violations noted in ]E [nsp Repts 70-0135/60-22 V 
70 0364/80-16 

MARTiNtW.O. Region 1, Philadelphia, Safeguards Srar^ch. 60/10/29. 
Ip. 0/196:062. 


— 8012090077 Responds to I'RC 80,5912 ltr re violations noted Irt IE Insp 
Repts 70-0155/60-22 5 70-0364/80-16. Correc tlve actions: 
equipr^’rit smsar survey log reviewed by health & safety 
suporvi Sion. Fort lorn* withheld iref I0CFR8. 7901. 

AUSTin, ri A. Babcock .v Wilcox Co. eO/lO/03. 4pp. 07198:063. 


—8012090033 Forward* IE Insp Repts 70-0133/80-22 fii 70-0364/80-18 U on 
800707-0601 I rxotice of via 1 a tion. Not i c e of violation 
withheld Cref 10CFR2. 790>. 

ri.\RrirL tf. 0. Region 1, Ph i Udel ph ia, Safeguards Branch. SO/09/12. 
2pp. 07190:087. 


—6012090093 IE Insp Repts 70-0133/80-22 <« 70-0364/60-18 on 800707-0801. 
Nonconp 1 i anc e noted ; acre ss not controlled to power 6 dry 
scrap storage areas . Proc edure s not fallowed for equipment 
contamination survey* Portions withheld (ref IOC FR2. 7901- 
KOSHNERi W. L. Region 1. Philadelphia. Office of the Director. 

JOV'NFR* J. il Region 1. Phi lad el ph ia. Safeguards Branch. 00/09/12. 

1 1pp. 07190 089. 


6012290391 Responds to 801020 ltr re exemption from annual mgt review 
of natl control it account ing sg s. Ex empt ion granted, Enel to 
601020 ltr will be withheld per 10CFR2. 790( d ). 

PARTLCN. .J. 0. Material Control L.icensing Branch. 80/12/10. Ip. 
07315: 352. 


6012310266 PNO-I-00-177: on 8012224main valve of fire sprinkler sy* 
cracked 4: released 4r 000 gallons of water onto floor of 
plant Bmall quantity leaked outside protected area but was 
surveyed as not contamina ted. Sy s currently Inoperable. 

ROTH, J. , CROCKER, M. U. , SMITH, O.K Region 1. Phi ladelph ia. Office of 
the Director. 90/12/22 2pp. 07361:287. 


DOCK^I 70-0371 *7NETED NUCLEAR CGRP. 


9012020254 Forwards "Emergency Security Coverage Plan, ^ to be 
imploT.ented if guard force contractor unable to supply 
necessary personnel. 

8H7LI0TTI I R. J. United Nuclear Corp. . UNC Recovery System* Div, 
BO/09/10. Ip. 06536' C03. 


--B01Z02026t ''EcFergency Security CdVerage Plan." 

-*■ United Nuclear Cerp , UNC Recovery Systems Dlv. 80/05/31. 7pp. 
06566: 003 


8012010549 Forward* effluent mcnitorlng rept far Jan-June 1900, 

KIRK, U,F. United Nuclear Corp.,Maval Products Div. 60/09/15. 2pp. 
07098: 0&2. 


6012020699 Forwards revision to 800919 application for amend to Licinst 
8NM-3i0 adding Page 0, 3, 3, Revl s Ion 2 re storage of limited 
quantity of fuel matl at site 4: withdrawing Pages 7.3-1 
through 7. 3-3. 

KIRK, U. F. United Nuclear Corp., Naval Products Dlv. 60/10/16. Ip. 
07130:335. 


— 8012020696 Application to amend License 5NM-366, consist Ing of Revision 
2 to Page 6.3-3 re storage of fuel. 

■« United Nuclear Corp., Naval Products Dlv. 60/10/16. ip. 
07130:336. 


6012190694 Forwards IE Insp Rept 70-0371/00-19 on 800922-26. No 
noncc.'rip 1 iance noted. 

MARTIN, U.O. Region 1, Ph 1 lade 1 ph la, Safeguards Branch, 00/10/28. 
3pp. 07287:352. 


— 8012190698 IE Insp Rept 70-0371/60-13 on 600922-26. No noncompl lane* 
noted. Major areas inspected: measurement control program. 

Details withheld Irof 10CFR2. 7901- 

ZIBULSKYrH. Region 1, Philadelphia, Office of the Director. 
JOYNER, J.K. Region 1, Philadelphia,. Safeguards Branch. 80/10/15. 
Ip. 07287:354. 


0012290374 PN5- 1-80-026: on 601212, Uni ted Nuclear Corp reported bomb 
threat from unidentified male. Two searches revealed nothing. 

State local 4: federal authorities will be notified. 

J0NF8,e. , JOVNER.J. Region 1, Philadelphia, Office of the Director. 
80/12/12. 2pp, 07339:080. 


ODCKEl 70-0398 COMMERCE, DEPT. OF 


8012240247 Ack receipt of 801106 ltr Informing NRG of steps t«ktn to 
correct violations noted In IE Insp Rept 70-0396/60-04. 

SMITH, O.H. Region 1, Philadelphia, Fuel Facility U Mattrlals Safety 
Branch. 0O/it/t3. Ip. 07325:098. 


—8012240251 Responds to NRC 601024 ltr re violations notqd in IE Imp 
Rept 70-0398/60-04. Corrective ac tions: staff will follow 
requlrad procedures In shipping radioactive metis. 

PEVEYrL. E. Commerce, Dept, of r National Bureau of Standards. 
80/11/06, Ip. 07329:099. 


—8012240253 Forwards IE Insp Rept 70-0390/60-04 on 000929-1001 Si notice 
of violation. 

BMITHrO.H Region 1, Ph i lade 1 ph ia. Fuel Facility 4( KateTiali 
Safety Branch. 80/10/24. 2pp. 07323:100. 


’8012240259 Notice of violation from insp on 600929-1001. 

a Region 1, Ph i lade Iph ia, Office of the Director. 60/10/24. Ip. 
07325: 102, 


—8012240261 IE Insp Rept 70-0598/80-04 on 800929-1001. Noncomp I lane* 
noted: fal lure to label package of radioactive matl prior to 
shipment. 

RQTKiJ. Region 1, Philadelphia, Office of the Director. 

CROCKER, H.U. Region 1. Philadelphia, Fuel Facility Sc Materials 
Safety Branch. 80/10/24. lOpp. 07325:103. 


8012230145 Requests amend to License BNK-362, per mi thing USt of up to 1 
mg Pu 4: up to 1 g U-233 in mass spectrometer complex in 

Bldg 221. 

PEVhYrL.E. Commerce, Dept, of I National Bureau of Standards. 
eO/U/24. Ip. 07316:337. 


6012230483 Forwards addl info in support of amend to License SNH-362, 
per 801124 request. 

a Commerce, Dept, of, 00/12/19, 7pp, 07314:132. 


DOCKET 70-0687 UNION CARBIDE CORP. 


0012190348 Forwards IE Insp Rept 70-0697/80-06 on 600917-19 4, notice of 
violation. 

8riITH,0.H. Region 1. Ph i ladelph ia. Fuel Facility 4( Material* Safety 
Branch. 80/10/13. 2pp. 07288:180. 


—8012190950 Notice of violation from ln«p on 800917-19. 

a Region 1, Phi lad* Iph la, Office of the Director. BO/10/14. Ip. 
07286: 162. 


—8012190933 IE Insp Rept 70-0687/80-06 on 600917-19. Noncomp Uant e noted: 
failure to post cablnot containing U. 

CLEhaNS, P. Region t, Philadelphia, Office of the Director. 

KNAPHcP. J. Region 1, Ph i ladelph ia, Fuel Facility 6 Material* 

Safety Branch. 80/10/14. 6pp. 07268:183. 



DOCKETED ITEMS 


0O1225OA24 Objects to NftC 601105 Ur advising of ID facility 
c lass 1 f ication. Licensee maintains that 10 status Is correct 
category. Facility is specifically prohibited from full range 
of activities under ID. 

VOTH< M. H. Union Carbide Corp. 60/12/02. 2pp. 07299:259. 


8012160422 Responds tg FOIA ro^iuest for docuiuents re five categories of 
info re spent fuel shipments through Commonwealth o# FA 
Foruai ds documents listed in App A. Info partially withheld: 
local lau enforcement capabilities <ref FOIA Exemption 3). 

FELTOHf J, i1. Division of Rules and Records. 80/12/03. 3pp. 


'-8012160471 Submits reg,u6st for route approval for spent reactor fuel 
transpor tat ion. tnc ludes cast identi f 1 catlonj quantl ty & type 
of fueli loaded weight of uni t, carrier. ant J c Ipated schedule U 
route info. 

HART. H. C. Union Carbide Carp, 79/11/29. 4pp. 


DOCKEl 70-0698 WALTZ MILL BITE. WESTINOHOUSE ELECTRIC CORP. 


8012100027 Summary of SOI 113 meeting w/Wes t Inghouse In Stiver Spring, 
MD re environ rept renujrements for faclllto license rtneual 
appl icatlon. 

KET2LACH.N. Uranium Recovery Licensing Branch. 80/11/17. 2pp. 


DOCKET 70-0/34 OENEflAL ATOMIC CO. 


0012160601 Responds to 000527 itr describing changes In fundamental 
nuclear mat! control plan. Revised pages are acceptable, 
w/additton of end aualifying words. Enel withheld 
(ref 10CFR2.79OK 

PARTLOW. J. 0. Material Control Licensing Branch, 60/12/03, Ip 
07261:233. 


8012240506 Informs that fee required for Commission review of 800506 
request for fuel shipment route approval. 

KILLERiW. 0. License Fee Management Branch. 00/12/00 Id 
07324:117. 


DOCKEl 70-0754 VALLECITQS NUCLEAR CENTER, OENERAL ELECTRIC CO. 


8002210007 Forwards request for route approval for shipment of 
irradiated reactor fuel. 

CARR iFRr M. J. Oeneral Electric Co. 79/12/20. Ip. 04069:123. 


8012000/67 Forwards "Seismic Evaluation of Uallecltos Site: Basis of 
Earthquake Ground Motion Design Criteria," final rept. 

HALL,W. J. N. M. Newmart Consulting Engineering ServlCBS. 
NRC-03-7S’-150. 00/09/29. Ip, 07109:040. 


8012080774 Forwards "Seismic Evaluation of Vallacitos 8itfl:Bails of 
Earthquake (Ground Notion Design Criteria! " final rept. 

Damage icfnarlos are realistic re effects of postulated 
seis.nlc harards. 

NEKMARK. N. M. , HALL. W. J. N. M. New.TarV Consulting Engineering 
Services. NRC-03-78-150. 80/09/29. 1 Ipp. 07189:041. 


6012060779 "Sels.mic Evaluation of Uallecltos Site: Basis of Earthquake 
Ground Motion Design Criteria." 

HALL, W. U. . NEWMARKi N. M, N. M. Newrrark Consulting Engineering 
Services. NRC-03-78-150. 00/09/29. 11pp. 07109:052. 


8012020300 Application for amend to License SNM-9A0. rep lad ng Sections 
1-8 of Amend MPF''2 w/condltion limiting possession of BNM 
to I Vg. 

M08CHN6R, R. A. General Electric Co. 80/10/15. tp. 07141:360. 


8012040483 Forward* RA Moschner 800911 Itr re re-issue of matl control 
t accounting plan for fac 1 1 1 ty . Plan tii thheld 
(ref 10CFR2 790). 

# Public Document Branch. 00/10/20. ip. 


—8012040492 Forwards mat! control accounting plan for Plants 3 4 . 

Plant 2 has been completely deactivated 6 ref to plan 
removed. Plan covers plant U which is to be reactivated. 

Plan withheld <r«f I0CFR2. 790>. 

KOBCHIi£R,R A. General Electric Co. 00/09/11, Ip. 07170:114. 


80120202.19 Notifies that review of 801031 revised request for approval 
of routes Involving shipment of spent fuel Is subj to NRC 
license fee schedul e. Not i f ica tion of fee vlll be made upon 
approval of request. 

WEieSi D, License Fee Management Branch. 80/II/lB Ip. 07133:126. 


6012130037 Requests fee for proposed amerid to License 5N*1-’960, rep Ij 
Sections 1-0 of Amend MRP-3. submi t tad in util 001015 Ur. 

HEISS, D. License Foo Management Branch. 80/11/20, Ip. 07240: ( 


8012160422 Responds to FOIA request for document* re five categorii 
info ro spent fuel shipment* through Commonwealth of PA. 

Forwai’ds documents listed in App A. Info partially withheld: 
local lau enforcement capabi Cities (ref FOIA Exemption 3>. 

FELTON. J. II, Division of Rules and Records. 80/12/03. Spp- 


— 8012160424 Requests that approved spent fuel route be altered as 
Ind icated in enc I . 

CARRIER. K J. General Electric Co. 80/04/21, 2pp. 


0012240501 Inform* that review of licensee route approval requested 
800414 tA OSOS Ur* 1* subj to Commission license fee 
schedule. Fee invoice will be Issued. 

MILLER, N.O. License Fee Nanageirent Sranch- 00/12/08. Ip. 

07324: tl5. 


8012290145 Notice of 810106 second prehearing conforenca In San 
FranciscoiCA re discussion of all pending matters, including 
te-examina ti on of status of discovery 6 further icheduling. 

No limited appearance statement* will be heard. 

OROSSMAMiH. Atomic Safety and Licensing Board Panel. 60/12/10. 
07344:051. 


8012310256 Motion for issuance of order containitig ASLB rulings 
granting joint petition to i ntervene. Notic e of appearance ic 
Certificate of Sve end. 

TREDY, B, A. Hearing Branch 1. 00/12/24. 5pp. 07370,020, 


DOCKET 70-0820 UNITED NUCLEAR CORP. 


0012020299 Advises that physical plant protection plan has been amei 
to permit storage of packaged lagoon waste awaiting shipment 
In open area ^ parking lot. Change does not decrease 
effectiveness of plan. 

SHULTZ I D, M. United Nuclear Corp. i UNC Recovery Systems Oiv. 
80/09/17. Ip. 07133; 125. 


6012020594 Advises of attrition of contract security personnel due 
site deconmissionlng, Rep lacemants uill be trained to 
perform individual rather than overall guard duti es. Change 
will not decrease effectiveness of security plans. 

CQOAN, N. -J. United Nuclear Corp., UNC Recovery Systems Dlv. 
80/09/19. Ip, 07142; 052. 


8012290063 Documents events stated In 00091$ telcon re incident on 
000913. Containment basin surrounding tank held several 
inches of 1 tqui d, (uh ich came from tank via hose placed in 
tank. Flow stopped U liquid pumped back into tank. 

GREGG, R,<J. United Nuclear Corp, i UNC Recovery Systems Dfv. 
80/09/23, app. 07345:252 


8012300034 Forwards IE Insp Rept 70-0320/00-17 on 600900-12 I, 22-26, 
noncompl lance noted. 

MARTiNrILO. Region 1, Phi 1 ade 1 ph ia. Safeguards Branch. 80/10/17. 
2pp. 07356:106. 


"8012300039 IE Insp Rept 70-0520/00-17 on 000903-12 22-26, No 

noncompliance noted. Major areas Inspoc ted: measurements of 
8NM In waste discard* licensee decommissioning activities. 
Oftalls withheld (ref 10CFR2. 790). 

SUMMERS, ft. I HOLODY, D. . BISSEfT,P. Region li Philadelphia, Offic 
of the Director. 80/10/15, Ip. 07356:100. 


8012100206 Ack receipt of 801010 4 16 Itrs informing NRC of steps te 
to correct violation noted in IE Haste Packaging Insp Rept 
15000039/80-16. ^ ^ 

SMITH, out. Region 1, f>hnadelphU, Fuel Facility 4 Material* Safs 
Branch. 80/10/24. tp. 07217:328. 


—8012100264 Responds to NRC 800916 Itr re violation noted in IE Was 
Packaging Insp Rapt 1 5OOOO3V/G0-16. Corrective actions: 
modifying existing procedures to provide more detail re 
checkoff of Individual requirements. = 

BOWERS, C.E. United Nuclear Corp, OO/IO/IO. 2pf. 07217:329. i 

--0O121OO273 Forward* response to 801010 Ur re violation noted In 1 
Waste Packaging Insp Rept 1 5000039/00-16, Cor rec ti ve action: 
driver instructed not to renove placards until completion 
of unloading. 

GOWCRS, C. E, United Nuclear Corp, QO/10/16. 2pp. 0721 7? 331. 


■0012100277 Forwards IE Waste Packaging Imp Rept 15000039/00-16 on 
000730 6 notice of violation 

BMITH,G.H. Region 1, Philadelphia, Fuel Facility I Materials 
Safety Branch. 00/09/16. 2pp. 07217:333. 
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DOCKETED ITEMS 


‘-S0l2100a&a Notice of violation fron imp on Q00730. 

Rogion Ir i lalJelp^ ia< Office o-f the Director. 60/00^20. 2pp, 
07217: 335- 


-B0121002aii IE Ud«t« PACkaging Insp Rept 19000039/00-16 on 000730. 
Moncomp 1 iance noted: no rad i oac t is-e placard found on tractor 
or trailer 

MACARTHJR, T. c. I POTTEf?, J. P. Region 1^ Ph i ladelph ia^ Fuel Facility 
4: Mater 1 all Safety Branch. SO/OB/20. 3pp. 07217:337. 


D12S20009 Foruardi IE In«p Ript 70-0020/00-10 on Q01006-07. No 
nonconp 1 1 ance. noted. 

MARTINrIi.O. Region I, Philadelphia. Safeguard! Branch, 90/10/24. 
2pp. 07306:280. 


-'8012220012 IE Imp Rept 70-0020/80-10 on 001006-09. No noncompliance 
noted, Hajor areas intpected: decair.nl teicn ing activities ii 
Shipper /receiver d 1 f f erances. Detai 1 « withheld (ref 
10CFR2. 790). 

R. . ZIBULSKr.H Region t. Phi lads Iph iar Office of the 
Director. JDYNERiJ. H. Region ii Phi lads Iph i »< Safeguards Branch. 
eO/lO/22, Ip. 07306:282. 


}i2090247 Ack receipt of 601001 I tr informing NRC of steps taken to 
correct violations noted in IE Imp Rept 70-0820/60-05. 

6MITH.0.H. Region 1. PMladslpMai Furl Facility & Materials Bafaty 
Branch. 80/10/28, 2pp. 07202:316. 


-8012090251 Responds to NRC 800708 Itr re viaUtlons noted in IE Imp 
Rapt 70-0820/80-05, Corrective actions: aud Lt repfcs uill 
includa analysis of work station radiation • xp otur e. Howir 
checked 1; found free of contami nat 1 on. 

BOllSRSiC.E. United Nuclear Corp. j UNO Recovery Systems Oiv. 
60/10/01. 4pp. 07202:319. 


-3012090253 Forwards IE Insp Rrpt 7O-O02O/BO-O5 on 000514-16 6 notice of 
violation. 

StIITHiO.N. Region Fht ladelphla* Fuel Facility 4 Materials 
Safety Branch. 80/09/08 2pp. 07202:322. 


■8012090254 Notice of violation form insp on 600514-16. 

Region Philadelphia. Office of the Director, 00/08/29. 2pp. 
07202:324. 


9012070253 IE Imp Rept 70-0820/80-09 on 000514-16. Noncomp 1 lance 
notadiDec 1979 audit did not Include analysis of radiation 
eitposora for each work ita ti on. Mower moved from contaminated 
area not surveyed. 

CLEhQNS.P. Region 1. PhiUdelphlar Office of the Director. 
KNAPPiP. J. Region li Phi ladelph ia^ Fuel Facility Materials 
Safety Branch. BO/OS/29. 7pp. 07202:326. 


lOKEl 70-0802 COLUMBIA UN IV. 


112020513 Application for renewal of License SNH-a70. Matl to he used 
for basic research t; educational purposes, 

LORlOrP.M. Columbia Univ. 80/09/10. i6pp. 07143:096. 


112240176 Acl receipt of 801027 Ur Inferminp NRC of ittps taken to 
correct violation noted in IC Insp Repts 70-0982/78-01 b 
7O-O0B2/0O-OI. 

MARTIN. IJ.O, Region I, Philadelphia* Safeguards Branch. GO/11/10. 
2pp. 07325:037. 


8012240176 Responds to NRC 600329 Itr re violation noted in IE Insp 
Repts 70-0882/78-01 4; 70-00 82/00 -01. G err ec t Ive action: matl 
status repts submitted. 

LORIOiP. M. Columbia Univ. 80/10/27. Ip, 07325:038. 


ICKET 70-0925 CIMARRON FACILITY, KEFR-MCEEE CORP- 


12160431 Forwards IE Insp Repts 70-0929/80-03 6 70-1193/90-05 on 
000930-1002 No noncoflip I i ance noted. 

DAVIBjA.U. Region 3* ChlcagCr Fuel Facility 6 Materials Safety 
Branch. 90/11/12 2pp. 03794:233, 
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DOCKer 70-1062 TODD SHIPYARDS CORP. 


8012040524 Forwards 600415 Itr requesting termination of Lieanse. 
SNH-1015. 

HATHWAV*C.N. Todd Shipyards. 80/10/02. Ip. 06915:001. 


— B012040533 Requests that License SN.M-IOIB be termineted, 

IJINTERS^C.E. Todd Shipyards. 80/04/15. ip. 06915:001, 


DOCKET 70-1100 COMBUSTION ENGINEER I NO. INC. 


BO1210O493 Requests amend to License 8NM-1067. author 1 1 Ing temporary 
possession of U 6 thor ium-bearlng waste metis for packaging 
t transfer to commercial disposal fac i 1 1 ty . Cri tar la. 
supportive info tc license amend fee end. 

LtCHTENSERGER C-E Power Systems. 80/11/10. 26pp. 07163:001. 


0012180309 Summary of 801110 meeting u/C-E to discuss proposed request 
for amend to License 8NM-1067, changing organixation for 
nuclear criticality & radiation safety. 

KETZLACHiN. Uranium Fuel Liceni ing Branch. 80/11/13. 2pp. 

07272: 337. 


DOCKET 70-1113 GENERAL ELECTRIC CO. 


8012040470 Submits latest revisions to fundamental nuclear matl control 
plan for fuel fabrication f acl 1 ity . Descr ip tive listing of 
page changes 4: revised pages enc 1. Revisions withheld 
<ref tOCFR2. 790), 

KAPLAN. A. L. General Electric Co. 80/09/11, 2pp. 07170:042. 


8012010217 Informs that review of Amend MPP-2 to License SNM-1097 did 
600703 Is complete. No adrfl fee requirtdi per 10CFR170. 

MILLER. U.Q. License Fee Management Branch. 90/09/22, tp. 

07092: 137, 


8012100472 Ack receipt of NRC 801126 Itr forwarding IE Insj> Rapt 
70-1 113/80-lB on 001105-07. 

KAPLAN. A. L, General Electric Co. 00/12/01. Ip. 07272:007. 


--8012160476 Forwards nonproprietary version of IE Intp Rapt 
70-1113/90-10 on 801105-07. No items of noncomp I ience noted, 
KENNA.N.B. Region 2. Atlanta. Safeguards Branch. 90/11/26, Cpp, 
07272: 009 


--80121S0482 Nanpropr ietary version of IE Insp Rapt 70-1113/80-10 on 
801105-07. No Items of noncompliance noted. Major araas 
inspected: UMO measurement control program. 

BATES. v/.U., MCALPINE.E. J. Region 2. Atlanta, Safeguards Branch. 
90/11/25, Ip. 07272:010, 


DQCKG1 70-1143 WEST I NOHOUSE ELECTRIC CORP. 


8012110152 Forwards IE Insp Rept 70-1143/90-13 on 000905. No 
none ompl lance noted. Insp details withheld (ref 10CFR2. 790), 
MARTIN«N. 0. Region 1. Philadelphia. Safeguards Branch, 80/10/07, 
2pp. 07224:052. 


— 8012110158 IE thsp Rept 70-U43/B0-13 on 800905, No noncompUance noted. 
Major areas Inspected: matl control 1: accounting, physical 
security, health ^ laf ety. Deta 1 1 s withheld (ref 10CFR8. 790). 

KIJ5HNER. U. L. Region 1, Ph i Udelphie, Office of the Director. 

JOYNER, J.H Region t, Ph i lade Iph la. Safeguards Branch. 60/10/02, 
3pp. 07224:054. 


6012100227 Ack receipt of 800930 Itr informing NRC of steps taken to 
correct violations noted In 16 Insp Rept 70-1143/90-11. 

MARTIN. U.O. Region 1, Philadelphia, Safeguards Branch. 80/10/23. 
ip, 07217:316 


— 8012100234 Responds to NRC 800908 Itr re violations noted in IE Insp 
Rept 70-1143/00-11. Corrective ectlons withheld (ref 
10CFR2. 790). 

MOQr;E,J. 8. Nestlnghouss Electric Corp, 60/09/30. Ip. 07217:317. 


—8012100241 Forwards IE Insp Rept 70-1143/80-11 on 800804-00 fc notice of 
violation Notice of violation withheld (ref 10CFR2. 790). 

MARTIN. U.O, Region I, Ph i lad# Iphlo, Safeguards Branch. 80/09/00, 
2pp. 07217:318. 


DOCKETED ITEMS 


— 80121C0247 IE Insp Rept 70-1143/80-11 on 000804-08. None owp 1 ianc* nattd: 
failur* to roconcil* i adjust canfcral control racords ti 
subsidiary accounts. Detal 1 s withheld (rof 10CFR2. 790). 

RATrA,/i. D. , BISSETTiP. Rejion I, Phi ladolphia. Of#ieo the 
Dlrsctar. JOYNER* J, H. Region 1* Philadelphia* Safeguards Branch. 
00/09/02. Ip. 07217:320. 


8012220015 Forwards IE Insp Rept 70-1143/80-14 on 801007-08. No 
nonco<npl lance noted. 

MARTIN* H 0. Region 1* Philadelphia* Safaguardc Branch. B0/10/S4 
2pp. 07306:303. 


—8012220019 IE Insp Rapt 70-1143/80-14 on 601007-08. No noncompl lance 
noted. Major areas Inspec ted: decoir,<il ssioning activities. 

Details withheld (re# I0CFR2, 790). 

HOLODY*D. J. Region 1, Phi lade I phi a* Office of the Director. 
JOYNER* J, H. Region t* Phi ladel phia* Bafeguards Branch. 80/10/21. 
Ip. 07306:304. 


DOCKFT 70-U51 WESTINOHOUSE ELECTRIC CORP. 


8012090162 Act receipt of 801002 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1151/80-21. 

KEKNAiW. B, Region 2* Atlanta* Safeguards Branch. 80/11/25. la. 
07200: 112. . ^ 


— 8012090165 Responds to telcon re vloJattons noted in IE Into Rept 
70-1151/80-31. AJdl info to 801002 Itr withheld <ref 
10CFR2. 790). 

OOODlflNi W. L. * D*AMORE*M. Nestlnghousc Electric Cora. 80/11/07. 
Ip. 07200:113. 


—8012090169 Responds to NRC 800829 Ur re vioiatlons nated in IE Insp 
Rept 70-1 151/80-21. End withheld (ref iOCFRa. 790). 

OOQDWIN* W. L. * 0'AMaRE*M, Uestlnghouie Electric Corp. 80/10/02. 

Ip. 07200:114. 


--80I2090176 Forwards IE Insp Rept 70-1151/60-21 on 800721-25 S( notice of 
violation. Notice of violation withheld fref 10CFR2. 790J. 

KENNAfW. B. Region 2. Atlanta* Safeguards Branch. 80/08/29. 2pp. 
07200:119, 


—8012090185 IE Insp Rept 70-1151/80-21 on 800721-25, Noncomplience noted: 
failure to include provisions for reviaur 4( approval of 
written procedures for analyzing control program data. 

Details withheld (ref 10CFR2. 790), 

001(68, D W. Region 2* Atlanta* Office of the Director. 

0ILLE8PIE* E. P. Region 2* Atlanta* Bafeguards Branch. 80/08/28. 

Ip. 07200:117. 


DOCKET 70-1193 CIMARRON FACILITY, KERR-HCOEE CORP, 


8012010191 Informs that Amend 4 to License 8NM-1174 approved* al lowing 
cfacontamination dismantling of equipment 8< glove boxes 
operation of unnumbered cementing glove boxes, 

RQUBE, L.C. Advanced Fuel Spent Fuel Licensing Branch, 80/10/08. 
3pp. 07092: 132. 


8012080790 8ER supporting Amend 4 to License SNM-1174 for 
decontamination d i smanfc I ement of gloveboxes 6 plant 
» <1,0 i p m e n t . 

HAUOHNEV* C. J. I ROUSE* L.C, Advanced Fuel L Spent Fuel Licensing 
Branch. 80/10/18. 8pp. 07196:275. 


0012180431 Forwards IE Insp Repts 70-0925/80-03 70-1193/80-05 on 

800930-1002 No noncompliance noted, 

DAViSi A. B. Region 3* Chicago# Fuel Facility I: Materials Safety 
Branch. 80/11/12. 2pp, 03794:283. 


—8012100435 IE Imp Repts 70-0925/80-03 U 70-1193/80-05 on 800930-1002. 
No noncompliance noted. Major areas inspected; facl 1 itg 
changes L mods , radweste mgt i licensee actions on previous 
insp findings. 

HUETERjL.J. Region 3. Chicago, Office of the Dlrectar. 

FISHFRiW. L Region 3* Chtcego* Fuel Facility <! Materials Safety 

Branch. 80/11/10. 10pp. 03794:285. 


DOCKET 70-1201 UF 6 C0NUER3lpN FACILITY# BABCOCK WILCOX CO. 


6012030269 Requests that target date for completion of Investigation of 
Inventory d if f erences* per NRC 800920 reque st* be extended to 
810226 to permit thorough review, 

ZEFF, D.H. Babcock 4* WlUox Co. 80/10/07. tp. 07134:213. 


DOCKET 70-1252 EDLDW INTERNATIONAL CO. 


8012010322 Approves “Edlow Inti Co Plan for Physical Protection per 
10CFR7.3, 67, Part I,8NM of Moderate Strategic Significance 8, 

Part tI*8NM of Low Strategic Significance. " 

MCCORKLC.O. W Physical Security Licensing Brench. 80/10/14. Ip 

07092:138. ^ if ^ 


DOCKET 70-1257 MIXED OXIDE FABRlCATiaN PLANT* EXXON NUCLEAR CO.* IN 


8012020313 Advises that info contained In 900509 Itr spsclfylng det. 
of matls accounting procedures is proprietary b should be 
withheld fref I0CFR2. 790), 

NIL80N. R. Exxon Nuclear Cg. * Inc. (subs, of Exxon Corp.), 80/09, 
tp. 07148:192. 


8012090137 Forwards lE Insp Rept 70-1237/80-07 on 800812-15. No 
noncompl iance noted. 

BOOKrH. E. Region 5* 8an Franclscoi Fuel Facility tc Materials Safi 
Brench, 80/10/19. 2pp, 07199:250. 


—801209(5143 It Insp Rept 70-1257/80-07 on 000812-15. No none ompl lam 
noted. Major areas Inspected: 1 ic ansae use of lagoons for 
storage l< evaporation of liquid process wastes* lagoon 
monitoring k possible environ Impact. 

CDOLEY»W. J. r THOMAS* R.D. Region 5* 8an Francisco# Office of thi 
Director. BQOK,K. E. Region 5, San Francisco, Fuel Facility b 
Materials Safety Brench. 90/10/14, t2pp. 07199:260. 


8012160613 Ack receipt of B0102S b 1103 Itri for amend to License : 
8NM-1227 re laundry facility b reduction in Pu Inventory. 

Reiiuest has been classified as requiring minor amend to 
license. Fes required. 

WEISS* D. License Fee Management Branch. 80/11/26. Ip. 07254:3S 


8012110100 Forwards IE Insp Rept 70-£257/ao-09 on 800925-1003 b 
27^30 b notice of violation. Imp rept withheld 
(pef I0CFR2. 790). 

NORDERHAUOfL R. Region 5, San Franclsciir Safeguards Branch, 
80/11/28. 2pp. 07223:150. 


— 8012110106 Notice of violation from insp on 800925-1003 b 27-30, 
Noncompliance noted ; fai lure to check temper-indicating 
devic es, 

NORDhRHAUO* L. R. Region S, Ban Francisco* Safeguards Branch. 
80/11/28. ip. 07223:152. 


DOCKET 70-1308 MORRIS OPERATIONS. OENCRAL ELECTRIC CQ. 


8012010622 Forwards Revision 5 to NED0-aO776r "'Spent Fuel Sves 
Operation QA Plan. ** 

DAWSON* D.tl (Central Electric Co. 90/09/17. 2pp. 07091:232. 


— 8012010626 Revision 5 to NEDa-20776i '•Spent Fuel Sve i Operation QA 
Plan *' 

VAN HODMISSEN Oeneral Electric Co. NEDD-20776 R5. 80/07/15, 

10pp. 07091:234. 


0012020307 Advises that inventory of fuel stored at facility was 
Increased by receipt of three PWR fuel bundles from aouthern 
CA Edison during Au-g b Sept. 

0AWaON*0. M. Oeneral Electric Co. 80/10/09. 2pp. 07141:361. 


8012040166 Ack receipt of 800926 Ur re use pP evaporation of spray 
ponds. Par t lal ly installed spray field Irrigation sys uses 
. only treated water from sanitary waste sys. i. 

ROUSE, L.C. Advanced Fuel b Spent Fuel Licensing Branch. 80/10/14, 
ip, 07158:082. i: 


2040 179 Requests info on climate restri c tiotis for use of spreu 
b use of spray ponds for fuel storage. 

DREY* L. A, Affiliation Unknown. 80/09/26. ip. 07158:083. 


0012290527 Forward's DM Dawson 801121 Itr confirming OE Intent to reni 
License 8NM-1265. j/ 

ROONEY.M, A. Maysr# Broun b Platt. 80/12/01. Ip. 07338:178, f 

■ I 

— 8012290931 Confirms OE intent to pursue application for renewal of 
License SNM-1265. Appropriate documents to amend 790227 ' 

application will be filed on or about 810112, 

DAW&ONiD.M. Oeneral Electric Co, 80/11/21. 2pp. 07335:179, ti- 


8012230017 Informs A&LB of BOOB25 FR notice of Director's decision Jl 
under ’10CFR2, 206 that EiS or decoataminati on of Dresden 
Nuclear Power Station* Unit 1# be prepared. PR notice end. I 

ROTHSCHILD# M. U. Hearing Branch 1. 80/12/03. 2pp. 07311:179, 


304 
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a0i22<?0l35 Inform! that •ffectlv* data of 10CFR72 corrected to read 
€01312 inttead of 601128. 

BACHMANMi R. 0, Rulematring L Enforc*r»ent Divisiara. 80/12/03. Ip, 
073^4: 054. 


Q0121904&0 Order granting State of IL stay of s^ant fuel pool 
proceeding until 30 da(|i after effective date of new 
lOCFRT^Z, GE ordered to submit revteion* to coneolidated CAR 
bt| 610112. Propoied amend to contentions due b'V 81022&. 

OOODHOPE« A. C. Atomic Safety and Uicensing Board Panel. 60/12/08. 
2pp. 07286:334. 


OOCKGT 70-1349 HOSPITAL PAVIA 


8012170220 Poruarde IE Info Notice 60-35r "Leaking & Dislodged 1-125 
Implant Seed!. " No uritten reiponse required. 

Q'REILLVt J.P. Region 2. Atlatita. Office of the Director. GO/lO/IO. 
Ip. 07269: 197. 


DOCKET 70-1397 B7. MARY'S HOSP. RICHMOND, VA 


S012170326 Forward! IE Info Notice 80-33. “Leaking «c Dlelodged 1-125 
Implant Geedt. “ No written reepanse required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 80/10/10. 
ip. 0726B:206. 


DOCKET 70-1426 TRANSNyCLEAR, IHC. 


8012030793 Approve! 800915 reqge!t for eitentlon until GOiOlS for 
tubffllttal of safeguerd! traniportati on protection plan. 

HCCORKLEi 0. U. Office of Nuclear Material Safety it Safeguard!. 
80/09/29. Ip. 07130:219. 


8012110628 Forward! IE Inep ftept 70-1426/79-01. an 790906-10. No 
noncomip liance noted. Cover sheet only end (.ref 10CFR2. 790). 
HARTiNitf. 0. Region 1, Philadelphia, Safeguards Branch. 60/10/08. 
Ip. 07227:207. 


— 8012110633 IE In!p Rept 70-1426/79-01 on 790806- lO. No noncamp 1 lance 
noted. Najor areai Inspected; domett ic shipment of GSNK. 

Deteils withheld (ref 10CFR2. 790). 

OEVLIII, y. U. « MARTIN, H.O. Region 1. Ph 1 lad e Iphla, Safeguard! 
Branch. SMITH, R.H. Region 1, Phi ladel phia. Office of the 
Dlreeter. 80/10/03. Ip. 07827:208 


DOCKET 70-1739 TRl -STATE MOTOR TRANSIT CO, 


B012020647 Request! that due date for submlstian of revlted safeguards 
transportation protection plan be axtended ta 601101 
w/tvc to continue under present plan In inter itn. Request! 

NRC petition on 30-mlnu;te check call frequency. 

MAYER, C.H. Trl-State Motor Transit Co. (subs, of Georgia Pacific 
Corp. ). 00/09/19. ip. 07148:012. 


9012040036 Ack raceipt of 800919 Itr requesting extension to 001101 for 
fubfliittal of safeguards transportation protection plan. 

Request approved. NRC position on ao-ninute check call 
frequency pub 1 ithed on 900616. 

MCCCRKLE«O.U Office of Nuclear Material Safety Safeguards. 
80/09/30. Ip. 07170.011. 


9012240504 Informs that fee required for Commission review of 600530 
Itr requesting temporary amend to Sh!M Security 
Transportation Plan II. 

MILLER. W.O, License Fee Management Branch. 00/12/08. ip. 

07324; U6. 


DOCKET 70-1966 TENNESSEE VALLEY AUTHORITY 


8012040545 Requests Item 8 of SNM-1326 be extended to allow max amount 
that licansff may possess at any one time be changed to up 
to 10,000 g U-235, enriched to lest than iOX. Amend will 
relieve licenses of 10CFR73 requirement. 

MlLL3,L.h. Tennessee Valley Authority. 90/09/26. Ip. 07170:107. 


DOCKET 70-2196 ST. JQliN'8 HOSP, LOWELL. HA 


8012190594 Ack receipt of 600929 Itr informing NRC of steps taken to 
correct vioUtlons noted in IE Insp Rept 30-01952/60-01. 

KIKNpdAN, J. D. Region 1. Phi Isdelphia. Fuel Facility ^ Haterlali 
Safety Branch. 80/11/06. Ip. 07268:226, 


— 8012190597 Responds to NRC 800903 Itr re violations noted In IE Imp 
Rept 30-1932/00-01, Correc t (ve actions: hot lab area locked 
at all times when unattended St dose calibrator checked 
dally. 

PEDIOREE.RB. 8t. John's Hosp. Louell.MA. 80/09/29. 2pp. 
07208:229. 


—8012190601 Discusses IE Insp Rept 30-01933/00-01 on 600721 l» forward# 
notice of violation, 

KINNEHAN. J. D. Region 1. Phi ladalph la. Fuel Facility & Materials 
Safety Branch. 00/09/05. Spp. 07208:231. 

— 0012190604 Notice of violation from insp on B00721. Noncomp I iance noted: 
licensed matl left unattended & unsecured in unlocked 
nuclear medicine lab 4; daily dose callbr check! not 
performed. 

a Region 1, Phi ladelph la. Office of the Director. 00/09/03. 2pp. 
07266; 233. 


DOCKET 70-2386 MEDICAL CENTER OF VEH(10NT BURLINGTON. VT 

...-i ......... 


6012080720 Ack receipt of 000912 «, 1003 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
30-00309/80-01,30-03289/80-01.70-3206/60-01 & 40-0106/80-01. 
KINMEMAII, J. D. Region 1. Phi lade tph la, Fuel Facility 6 Materials 
Safety Branch. 80/10/30. Ip. 07161:137. 


— 8009190463 Responds to NRC 800319 Itr re evaluations of 1-131 6 1-123 
c oncentra tlons, Evaluat ions of restricted area concentrations 
of 1-131 li 1-125 tt thyroid monitoring will be conducted 
within 30 days, using Reg Guide 6. 20. Table 1 criteria. 

JANNEY.C. 0. Medical Center of Vermont Burl ington, VT. 80/09/12, 

Ip, 07181:158, 


— 8012080735 Responds to NRC 800819 Itr re violation# noted in IE Insp 
Rept 30-03209/80-01 . Correct ive ac tions : evaluatl oni of 
restricted area concentrations thyroid monitoring to be 
conducted. 

JANNFY. C. D. , BERRY. J.F. Medical Center of Vermont Burl Ington, VT. 
80/10/03. Ip, 07181:159. 


— 8012080742 Discusses IE Insp Repts 30-00509/00-01,30-03289/80-01. 
70-22Q6/B0-O1 4: 40-0106/80-01 on 000729-30 ti forward# notice 
of violation. 

KIN.VEMAN, J. D. Region 1, Philadelphia, Fuel Facility Sc Material# 
aafety Branch. 80/08/19. 2pp. 07101:160. 


DOCKET 70-2322 EOLOU INTERNATIONAL CQ. 


B012040194 Ack receipt of 800903 Itr re approval of route used for 
transportation of spent reactor fue 1 . Approves route change 
& proposed port security S forwards initial arrangement# 
w/law agencies on route, W/o encl. 

HCCORKI E,0. b| Office of Nuclear Material Bafety «c Safeguards. 
80/09/23. Ip. 07158:105. 


8012040380 Approves encl route to be used for transport of spent 
reactor fuel per IOCFR73, 37. W/o end. 

MCCORKLE, G. W. Physical Security Licensing Branch. 80/09/23. Ip. 
07163:257. 


8012040048 Ack receipt of 800924 Itr requesting change in route. 
Previously approved route remains in effect contingent upon 
meeting 10CFR73. 37 requirements for heavily populated areas. 
MCCORKLE, G. N. Office of Nuclear Material Bafety 6 Safeguards. 
80/07/29. Ip. 07169:362. 


DOCKET 70-2392 EDUOW INTERNATI0'4AL CQ 


8012010545 Requests route approval for shipment of spent fuel around 
Fayettevllle.NC. 

RAVtNSCRQFT, N. Ed low International Co. 80/09/24. Ip. 07098:081. 


DOCKET 70-2478 TRANSNUCLEAR, INC. 


8012020260 Confirms telcon notifying that Pegase Cask 4 containing on* 
irradiated fuel element Is due to arrive In Portsmouth, VA on 
801027. 

STONEBURr^ER, W. Traninuc lear, Inc. 80/10/09. Ip. 06916:001. 


8012020333 Confirms telcon notifying that one Pegase Cask 1, containing 
36 Irradiated fuel elements, 1# scheduled to arrive in 
Portsmouth, VA on 601027. 

9T0NEBURNEB. W, Transnuc leer, Inc. 00/10/14. ip. 07133:136. 



DOCKETED ITEMS 


DOCKET 70-2479 TRANSNUCUEARi INC. 


8012020243 Confirmt notification tAat TN'7 C«tlt containing 60 
Irradiated fuel elements £s scheduled for arrival in 
PoTtiraouth, VA on 801029. 

ST0ME8URNER, w. Trensnuc lear, Inc. 80/10/15. Ip. 07133:143, 


DOCKET 70-2520 WEST VIROINIA UNIV. HEDICAL CENTER MORGAN TOW Ni WV 


8012170258 Forwards IE Info Notice 80-35. "Leaking U Dislodged 1-125 
Implant Seeds,'' No written response required. 

O 'REILLY. J, P,' Region 2i Atlanta. Office of the Director. 80/10/10. 
Ip. 07268:233. 


DOCKET 70-2609 COMMONWEALTH EDISON CO. 


8012180360 Forwards IE Insp Repts 70-2609/00-02 70-2003/00-02 on 

801117-20 & notice of via I afclon. Notice of violation withheld 
(ref 10CFR2. 790). 

HIND/ J. A. Region 3i GKicagoi Safeguards Branch. 80/12/03. 2pp. 
03794:202. 


— 8012100365 IE Insp Repts 70-2609/80-02 k 70-2885/80-02 on 801117-20, 
Moncompliance noted; degraded phifsicat barrier. Detail-s 
withheld (ref 10CFR2. 790). 

HADEDAjT. J. I HINDf J. A. Region Si Chlcagoj Office of the Director. 
80/12/03. ip. 03794:204. 


DOCKET 70-2623 MCGUIRE SPENT FUEL PQQLi DUKE POWER CO. 


8012030840 Forwards Revision I to storage L in-trenilt securltif plan 
for SNM of low strategic • ignlf Icance. Revision withheld 
(ref iOCFR2. 790). 

PARKER, H.O. Duke Power Co. 00/09/16. Ip. 07149:253. 


8012290379 Brief support of 001110 et-cepbions to ASLD B01031 Initl 
decision denying util application to store 300 spent Fuel 
assoioblles fron Oconee at McOirire. Cans iderat ion of cask 
tipping Incident was adequate . Certl f ic a te of Svc encl. 

HCOARKY, J. K. . PHILIPS, h.H. Duke Power Co. MCGARRY, U. M, Debevo 
Liberman. QO/12/lO. 151pp. 07331:169 


8012290052 Motion for eitension to file repiq to util 801215 brief 
ensbla consa 1 idat ion. Oran ted for A&LAB 801219. DS Fleischaker 
notice of withdrawal L ER Weiss k LL Bishop notices of 
appearance encl. 

aiBHOPiL. L. , RILEY, J. L. Natural Resources Defense Council. 
BISHOP, L.L. Sheldoni Harmon 4 Weiss. 90/12/17. 4pp, 07344: 17 


0012290313 Notice of uithdraual of DB Flelschaker from proceeding, 
behalf of N,RDC, «: substitution of ER Hoiss,LL Bishop & 8J 
Scherr. 

WEI&3,E,R. . BISHOP, L.L- Harmon L Weiss. SCHERRi 3. J. Natural 
Resources Defense Council. 00/12/17. 2pp. 07343:009. 


— 8013290319 Request for eittenslon of time to file reply to appllc 
801215 brief to enable NRDC 4 Carolina Environ Study Oroop 
to flle'stngte brief supporting eitceptlons of ap pi icanti NRC 
4 1 ntervenor. Cer t i f i c ate of Svc and. 

OI&HOP, L.L. Harmon k Weiss. BISHOP, L,L Natural Resources 
Defense Council. RILEV^J. L Carolina Environmental Study Oro 
80/12/17. 4pp. 07343:091, 


0012290071 Brief amicus curiae addressing A6LB 001031 decision k 
opposing denial of util request for authority to transport 
300 Oconee spent fuel assemblies to Mc(3uire, 

TR03TEN,L.M. , ANCARRaW, H R . , MCBR IDE. M. F. Electric Utility Comp. 
Nuclear Transp orta tlon (Jroup. 80/12/22 26pp, 07343:010, 


8012300143 Brief on occeptions to ASLB 801031 initial decision dan' 
requested Tlcense amend to authoriie storage ii raealpt of 
Oconee spent fuel assemblies at McOu ire. Denla 1 should be 
rovers ed. Cert i f ica te of Svc end. 

KErCHSN,E. 0. , HOEFLlNOi R. K. Hearing Branch 4. 00/18/22. eipp. 

07352: 168. 


8012020892 Requests NRC response to Buncombe County, NC, Clvi 1 
Preparedness Agency 000711 telegram to President Carter k 
NRC requesting notification of high level radiation 
shipments through county. 

a03TrAN,R.W. Duke Power Co. 80/10/03, Ip. 07141'; 358. 


6012080637 Amends License 8NM-i773 to Include encl condition for 
licensee to follow low strategic significance 6NM storage 
6 in transit security plan. 

KCCORKl E, 0. W. Physical Security Licensing Branch. 00/10/15. 2pQ. 
07188:225. 


DDCKET 70-2663 BT. MARY HOSP. QUINEY, IL 


0012170223 Forwards IE Info Notice 00-35, "Leaking L Dislodged I-il 
I.rplant Seeds." No written response required. 

O 'RE ILLY, J. P. Region 2, Atlanta, Office of the Director. 60/10, 
Ip. 07268:203. 


DOCKET 70-2801 BETHESOA LUTHERN HOdP, St, PAUL, MN 


8012290299 Expresses approval of NRC decision not to permit shipment 
of radwaste through NC t. 8C. 

NOFFeUYER,?. 0, Affiliation Unknown. 80/11/15. Ip. 07341:213. 


SOI 1200241 Suggests obtaining B Spltalny assistance in preparing appeal 
brief of initial decision re KcOulre/Qc ones spent fuel 
transp ortatlon. 

CHR 1 STENeURYi E. Hearings Division. 80/11/18. Ip. 


8012030724 Supports NRC decision to ban shipment of spent fuel. Public 
hearing should b« held 6 more planning should go into 
evacuation k decontamination plans. 

WlLSOrl, D. Affiliation Unknown. 00/11/10, 2pp. 06386:003. 


8012110545 Applauds ASLB 801031 decision to deny Duke Power Co right 
to ship dangerous nuclear waste through Carollnat. Requests 
notification of date chosen for Duke Power Co appeal of 
vanguard decision. 

BEST, 0. r MOQREi B. , DAVISi D. Carolina Action, 00/11/24. ip. 
07223: 105. 


6012290066 Request to file amicus curiae brief In support of NRC k util 
esc options on 001222. 

TRQ3TEN, L. M. Electric Utility Companies Nuclear Transportation 
Group. TROSTENi L. M. LeBoauf, Lamb, Leiby k MacRae. 80/12/04. 2pp. 
07344; 236. 


0012290061 Order granting Electric Util Companies' Nuclear 
Traueportation Group motion for leave to file amicus curiae 
brief on pending appeals of applicant k NRC from ASLB 801031 
decleion Brief to be filed k served before NRC brief. 
0I6HOP»C.J. Administrative Branch. 80/12/05. 2pp. 07344; 234. 


8012190100 IE Insp Findings 6 Licensee Ack dfcd 601205 of License 
SNM-1837. Insp flndings;no noncompliance noted. 

BURGIN.R. E. Region 3, Chicago, Office of the Director, 80/12/0! 
ip, 07281:339. 


DOCKET 70-2802 SOUTHERN CALIFORNIA ED ISON CO, 


8012190034 Forwards util applUatlon for revised new fuel storagr.l 
encl, 

STEVEWaON# R. L. Uranium Fuel Licensing Branch. 60/12/08. Ip. 
07273: 226. 


0O|2t9OO<{l. Forwards util application for revised new fuel storage. t 
and. 

8T£VEHSaM, R L. Uranium Fuel Licensing Branch. 00/12/08. tp, 
07270; 22B. 


DOCKET 70-5805 COITMaNWEAUTM EDISON 


8012100360 Forwards IE Insp Repts 70-2609/80-02 k 70-2085/80-02 oti 
001117-20 t notice of v i o lot i on. Notic e of violation withheld 
<r»f lOCFRa. 790), 

HIND, J. A. Region 3, Chicago, Safeguards Branch. 00/12/03, 2pp, 
03794:202. 1 


— SO1218036S IE Insp Repts 70-2609/00 02 k 7 0-208 5/BO- 02 on 801)17- 
Noncompllancc noted : degraded physical barrier. Detal Ls 
withheld (ref 10CFR2. 7901. 

MADEOA, T. J, I HIND, U. A Region 3, Chicago, Office of the Dlrecl 
80/12/03. ip. 03794:204. 


306 
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DOCKET 7O-Z093 AUXILIO MUTUO HOSP. 


e0l217i>»A3 Forwatdi IE Info Notice BO-35* ii Dislodged I'-lSS 

Implant Seeds." No written response renolrod. 

a 'REILI Yj J. P, Region 3< Atlanta. Office of th« Director, 00/10/10, 
Ip. Q736B: S3^ 


DOCKET 70-2936 MISSISSIPPI POWER & LIGHT CO. 


0012020491 Forwards interi/n socurltg plan for fuel storage. Plan 
withheld (ref 10CFR2.-790). 

HCOAUQHY* J. P.. Mississippi Power 8i Light Co. 00/10/01. 3pp. 
07148; 124. 


DOCKET 70-2909 WESTINOHDUSE ELECTRIC CPRP. POWER SYSTEMS 


8012530310 Order granting eirtenslon until 810130 for NSC & applicant to 
respond to Safe Energy Alliance of Central AL contentions, 

Thirty-day extension granted to file response to Intervenor 
contentions after substitution motion ruling, 

WOLF, J. F, Atonic Safety and Licensing Board Panel, 00/12/11. 3pp. 
07318: 091, 


8012020758 Response in opposition to C Donolion SOlllO intervention 
petition i: sub at i tut 1 oti of Donelson for Allred as party to 
proceed ing. Pr i or filings designated Safe Energy Alliance of 
Central AL. Inc. W/Cert t f i ca te of Svc. 

COWAN. B. 7,. KENRICK.J.R- EcVerfc. Beamans. Cher in te Mel lott. 
MARCUCC I. D. R. Westinghause Electric Corp. BO/H/24, 23pp, 

07143:349. 


8012050394 CritleHes planned const 4 operation 
in Prattsvi I le-Montgortiery area of State of AL. 
WILLIAMS. L. 0. Affiliation Unknown. 80/11/24, 


of nuclear fuel plant 
2pp. 06915:001. 


8012290306 Answer in opposition to DL Allred 601110 motion for 
lubstitution of named Intepvsnor unles* viewed as request 
for withdrawal. Certificate of Svc end, ^ . uewotri/ i 

C0WAW.Q.7.. MARCUCC I. D. R. Nestlnghnuse Electric Corp. KENRICKi J. 
Eclert. Seamans. Cherlti 4. Hellott. 00/11/24, 4pp. 07344:230. 


R. 


QO12O0O612 Response in support of mh stl tut Ion of C Donelson for OL 
AUrad sobj to DL Allred ul thdrawa 1 . identlf 1 cati on of 
cantei.tions to b-a preserved L Identification of on# 
admissible contention, 

TURK.S E. Hearing Branch 1, 00/12/01. 4pp. 07197:002. 


0012050564 Forwards application for SNH license to permit receiptr 
possession. Insp & storage of SNM & associated radioactive 
matls incidental to operation of ^*cllity. „„„ 

DALE.L, F. Mississippi Power S* Light Co. 00/10/01. Ip. 07174:273. 


— 80120S05S4 Application for SNm License to pepailt receipt, pos session* 
insp. storage t packaging for delivery of SNM 8« associated 
radioactive matls incidental to operation of f ac i I Ity . NELI A 
declarations L endorsements end. -«,,**»,*.* 

MCOAUOHYp J. P Mississippi Power 6 Light Co. 00/10/01, 37pp. 

07174': 274. 


DOCKET 70-2937 PENNSYLVANIA POWER t; LlOHT CO. 


0012190028 Submits application for author i tatlon to receive. possess* 
store. Inspect k package for transport. nuc 1 ear fuel bundle/ 
assemblies. Radiation protection officer resume end, 

CURTI6.M. W, Pennsylvania Power &< Light Co. 00/10/16. 13pp. 

07278:212. 

PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER 
CERTAIN CONDITIONS 

DOCKET 71-0024 HITTKAN NUCLEAR ?t DEVELOPMENT CORP. 


6012240173 Forwards OA program approval for radioactive matl paclagt, 
MACDONALD. C. £. Transportation Branch. 80/12/09. Ip. 0732S:035. 


— 0012240175 QA program approval for radioactive matl pac k age: 0024* 

MACDOfMLD. C, E. Transportation Branch. 80/12/09, Ip. 07325:036. 


— 8012000316 Response in support of C Donelson 801110 petition to 
intervene in. substitution of DL Allred sub j to DL Allred 
withdraufll i: C Donelson submittal of one admissible 

contention 

TURK. 8 E. Hearing Dranch i 80/12/01. 32pp, 07107:006. 


— 0012000529 flequost for extension of time in which to file response to 
DL Allred contentions until 30 days eftsr ABLB rules on 
pending motion for subst i tub Ion. due to compleAlty of issues. 

Certificate of Svc end. ^ . ,r*.Du a c 

DACIU^ANN. R. 0. Rulemaking Enforcement Division. Turk. a. t. 

Hea.’lng Branch 1 80/12/01, 6pp. 07187:020. 


Q01229C041 Response In support of C Donelson SOlitO petition for leave 
to intervene 4; simultaneous joint motion for substitution 
for D Allred as inter venor. Cert 1 f icate of Bvc 

KCPHliJ IPS. vf L Safe Energy Alliance. 00/12/03. 2pp. 07344:230. 


DOCKET 71-0035 ROCKWELL INTERNATIONAL 


0012050124 Forwards revised QA program plan for shipping packages of 
radioactive matl in response to CE MacDonald 800029 Itr. 
Proprietary t: legal notice on cover page has been deleted. 
MCDERMOTT* R. J,' Rockwell International Corp.. Energy Systems Dlv. 
0O/U/i2. Ip 07174:345. 


— 0012050133 Revised QA program for shipping packages of radioactive 

CLASS. D.N,* MCDERMOTT. R. J, * REMLEY* M, E. Rockwell International 
Corp. ♦ Energy Systems Dlv. 0O/tl/t2. 31pp. 07174:346. 


0Oi23'iO315 Forwards (JA program approval for radioactive matl peckegii 
MACDONALD* C. E. Transportation Hraneh. 80/12/01. lp> 07369:284, 


QO'12290633 Buppl to petition for leave to intervene 6. substitution of 
named inter venors. Cer tlfi cate of Bvc 

DOMELSan.C.. ALLRED.D U. Affiliation Unknown. 00/12/06. 5pp. 
07332: 307. 


—8012310210 QA program approval for radioactive matl package : 0035* 

MACDONALD* c. E. Transportation Branch. 80/12/01. ip, 07369:285. 


0012290011 Request for eitension to fike response to 

contentions until 30 days after ASl.B rules on Allred 801110 
motion to withdraw from proceed kng. Cert j f icate of Svc 
CQWANrD.Z, . KENRICK. J. n. . MARCUCCl * D. R. WesfrlnghousB Electric Corp. 
80/ 12/09, 5pp, 07344:203. 


docket 71-0102 SOURCE PROD. EQUIP. CD.* INC. 


8012300260 Forwards QA program approval 
MACDONALD* C, E. Transpor tat I on Branch. 


for radioactive matl package, 
00/12/18. Ip. 07350:152. 


8012300076 Provides <oprocted list of names of adoi nlstratlve judges 
baloroing to ASLB having jurisdiction over Weetinghouse 
application for SNM license. Order issued 801211 -contained 
two eironeous names. 

WOLF* J. F. Atomic Safety and Licensing Board Panel. SO/12/15. ip. 
07330:344. 


— 0012300262 QA program approval for radioactive matl package: 0102* 

MACDONALD* C, E, Transportation Branch, 00/12/10. Ip. 07358:153, 

DOCKET 71-0343 CAROLINA POWER 1; LIGHT CO. 


8012310448 Eecond suppl to petition to intervene. Hiquasts withdrawal of 
listed proposed contentions which overlap u/Safe Energy 
Alllaiice of Central AL c ontenti ons. U/Certi f icate of 
DOfi^ELSONf C, Af f i 1 i ati on Unk nown. 00/12/20. 12pp. 07308,001. 


0OJ2O9O2&3 Outlines 
WII..HAM8, L. 0. Af 


acceptance criteria for facility licensing process, 
filiation Unknown. 80/11/24, 2pp. 07107:001. 


0012120421 Requests revision of approved "8um*nary of Applicability 
10CFR7liApp E” to extend to all shipping packages for which 
util may become user. Forwards summary listing criteria 1* 
extent to which util shall apply QA program, 

UTLEVrE.E, Carolina Power 6 Light Co, 00/11/10. 4pp. 07236.290. 



DOCKETED ITEMS 


DaCKEF 7\-03S0 PICKER CQRP 


80121/i0603 Authorltai NRC to ^ftrminate Picker Corp ai ourter of 
C«rtlficate« of Contpllance S79A i; 90ll«upon laiuance of 
cerkificatea to Acfvancod Medical Siji t Inc . Req^uatta 
req Istratl on as user of neu certificates. 

PENOOViC.A. Picker Corp. a0/lt/'24. Ip. 072Al:234. 


SOCKET 71-0354 ADVAMCED NUCLEAR aVSTEHS 


e012t90603 Foruards prcposed «ietu OA program & revised organliatlon 
charts . Tel ethe rapv units u/Co-^O in source head hiill be mfg, 
KELBLEY«N. D. Advanced Metflcai Systems, tnc. 80/f!/21. Ip. 
07273: S9S. 


— 0012190^11 QA policy far cortfLiance m/IOCFR? 1 . App E. 

KELOlEY. M. D. . ARNDT. R.U. Advanced Medical Syiteflis* tnc. 79/11/07. 
9pp, 07273:29i. 


80122401diB Foruiards GA program approval for radioactive matl package. 
MACDONALD. C. E. Transpqrtatlon Sranch. 80/12/09. Ip. 07024:3^2. 


— 8012240170 QA program approval for radioactive matl package: 0354. 
Revision t. 

MACDONALD. C. E. Transportation Dranch. 80/12/09- Ip. 07329:001. 


DOCKET 71-0395 NAVY. DEPT. OF, hPAVAL FACILITIES ENO. COMHANQ 


6012OB0B17 Ack receipt of 800919 I tr. Oescr 1 bes changes In QA program 
for radioisotope thermoelectric generators* Uul 1980. Revised 
deicfiption end. 

SMITH* R.H. Navy. Dept- of. BO/10/17. Ip. 07175:344. 


--0012080819 Revised description of QA program for radioisotope 
thermoelectric generators. 

^ Navy. Dept. of. QO/lO/31. 7pp. 07175:345. 


DOCKET 71-0399 NORTH CAROLINA. STATE GF 


8012010398 Forwards revised NC Dept of Transportation QA program. 
WAONERiF. T. North Carol ina. State Of. 80/10/28. 1pp. 07098:020. 


--6012010302 Revised NC Dept of Transp-ora t i on QA program. 

WAGNER. F- T. . KENT. T. T. RUDISILL.O. D North Carolina. State of. 

ao/to/aa. spp. 07 O 9 e:O 2 i. 


8012080038 Forwards QA program approval for radioactive matl package. 
MACDONALD. C. E. Transportation Branch. 80/11/20. Ip. 07194:187. 


—8012060034 QA program approval for radioactive rr.atl package: 0399. 
Revision O. 

HACDQHALD. C. E. Transpor tat i on Branch. 60/11/20. Ip. 07194:188. 


DOCKET 71-0400 NAVY. DEPT. OF 


8012110504 Forwards QA program description for review it comments. 
SMITHtR.H. Navy. Dept, of 80/10/08. Ip. 0722d*: 144. 


— 8012110SO& FortJardi OA program outline for packaging af radioactive 
matl for transport t transportation of radioactive matt. 

RiEOERrA. E. Navy. Dept. of. 00/09/10. 6pp. 07226:145. 


--B012tl050B QA program far packaging of radioactive matl for transport 
&: transpor tatl on of radioactive rati, 
a Navy. Dept. of. 80/09/10. 5pp. 07226:146. 


DOCKET 71-0401 RELIANCE TESTING LABDRATORIEa. INC. 


8012240161 Forwards OA program approval for radioactive matl packaga. 
MACDOiMLD.C, E. Traniportatton Sranch. 80/12/09. Ip. 07323:015. 


— 8012240165 QA program approval for radioactive /ttatl package: 04Q1 « 
Revision 0. 

MACDONALD. C. E. Transportation Qranch. 80/12/09. Ip. 07325:016. 


DOCKET 71-5088 MODEL; D34710-1. U S. NUCLEAR. INC 


8012010028 Approves request for registration as user of Model D34710 
MACDONALD. C. E. Tr anspor ta t i on B r anch . HO/ll/14. Ip. 07092:033, 


DOCKS I 71-5369 MODEL: OE 700. AGRICULTURE. DEPT. OF 


B0120SQ213 Application for Certificate of Compliance 5362. for US Arm 
Natlcl Lab Research Irradiator package for transporting 
Croup 3 matlsi s pec iai form, by .rotor transpor t. e > c I us iv* use 
vchicl e. Support Ing docuifienta t ion enc 1 
■JARRETT. R. D. Agri c ultur e. Dep t. of . BC/lO/17. Ip. 


— 8Q120S0217 Safety evaluation supporting antend to License 10-01425* 
a Atomic Energy Commission. 70/11/02 Ip, 06915:001. 


— 8012050225 Advises that US Army Natick Lab Research Irradiator 
package meets 10CFR71 requirements provided that space 
between Inner surface of overpack 6 irradiaton is blocked 
u/plywood to prevent internal impacts during transport. 
NUC5BAU.1ER. D. A. Atomic Energy Corrnisslon, 70/11/02. 69pp. 

06915; 001. 


DOCKET 71-5364 MOOEL: NP 1-67-04 42 NEUTRON PRODUCTS* INC. 


Q012L70636 Requests reglstraticn as user of Model NPl-67-0442. 
HOFPMAN, D. P, Consumers Power Co, 80/11/17. Ip. 07269:194 


DOCKET 71-545D MODEL: RCC-1 , -2, -3. WESTJNQHOUSE ELECTRIC COHP. 


8012080766 Request For extension of expiration date of Certificate o 
Compliance .5450 to 810131 . Cr I ticall ly evaluation for package 
currently being revised for submission by end cf Nov 1980. 

DIPIAZ ZAi R. P, Nestinghouse Electric Corp. BO/iO/lO. Ip. 

07187: 062. 


DOCKET 71-5768 MODEL: llS-250-2i COMBUSTION ENGINEER I NO CO. , INC. 


8012030058 Forwards revised pages to consolidated application for 
renewal of Certificate of Compliance 5760. 

AUSTftJrflA. Dabcoek (<Niicox Co. 80/10/30. Ip. 07149:847, 


--Q012O35863 Revised pages tu ■consolidated application for renewal 0 
Certificate of Compliance 5760. 

Babcock St Uilcoi Co. 80/10/23. 5pp, 07149:248. 


8012020234 Forwards request for addl Info re 800926 request for retiei 
of Certificate of Codipllance 5768. 

MACDONALD. C . E. Transpor tatlon Branch. BO/il/ta. Ip. 07133:141. 


DOCKET 71-5796 MODEL: 131361. PICKER CORPORATION 


80121(0356 Application for reneuali w/ninor cbanges*Qf Certificate of 
Compliance 5796. App Heat ion referenced to Picker Corp*ohlch 
has sold therapy products to applicant- 

KELBLEY.M.D. Advanced Medical Systems. Bnc. 80/11/19. 17pp. 

07247:347. 


—8012110368 ‘'evaluation of Overpack Conlatners 101361* 181375. 
E-MC»f- 00-00004 to ComplUnce N/1AEA.1973 Safety Btds. " 
Qversiee draiuings end. 

MQOilf.F. Affi I iatlon Unknown. QQ/Ol/Bl. 47pp. 07248:002. 


— 6012110-379 Submits ‘'Certificate of Registration Safety Analysis 
Sealed Source.."' corrected copy. List of licensable pro-iucti 
end . 

L'RIQUT. E. O. Procedures Certification Branch. 79/12/05. 3pp. 
0724B: 0B6. 


—8012110391 Submits data re cesium source capsule in c-onnectian 
u/request to amend Certificate of Compliance 5796. changing 
Cs-137 to normal form. Supper ting documentation encl- 
PEHOaV. C.A. Picker Corp, 80/01/04- B6pp. 07248:099. 


3012160603 Author! les KRC to terminate Picker Carp as owner of 
Certificates of Compliance 5796 9: 9011* upon issuance of 
certificates to Advanced Medical Sy Sr Inc . Requests 
registration, as user of new certificates. 

PEKOaV.C, A. P icier Corp, GO/H/24. Ip. 07261:234, 
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DGCKFr 71-5909 KQDEL DQT-GM TVPE B. QABCQCK U WILCOX CO, 

9012120362 i'«}i itration u*»r of Morf#l D0T~0M. Ti/pt 3. 

KEtNE/i W.P. Argonn^ national Laboratori^. 80/11/11. Ip. 07236:256. 

DOCKET 71-5937 «QDEL, SMI -I , ENEROV, DEPT. OF 


DOCKEI 7l-6S8t MODEL: 51032-1 6 lA. EXXON NUCLEAR CO. , INC. 


8012050093 Req.uo«ts withdrawal of 8N-’NF“439» Rev i * 1 on 2> to OA projrant 
for shipping con^a iner. Revie 1 on does not contain 
roorganliat Ion changes announced on 801107. 

NILSDN.R. Exxon Nuclear Co. i Inc. (subs, of Exxon Corp. ). 80/11/10. 

Ip, 07174:339. 


GO12O0O626 Forwards Revision 7 to Certificate of Compliance 5957 for 
Model BMI-l. 

MACOQNALDi C. E. Transportation Branch. 00/11/18. 2pp. 07196:098. 


■8012080631 Certificate of Conpliance S957i Revls ion 7* for ilodel BMI*"!. 
MAC DONALD^ C . E Transportation Branch. 80/11/18. 6pp. 071'96: tOO. 


CQCKGT 71-6058 hQ0EL:83-l> NUCLEAR ENGINEER INO CO 

8012010032 Approves request for registration as user of Models B-'S 6 
ORNt. U.IIR CCNT. 

KACDQNALO, C, £. Transportation Branch. 80/11/14. Ip. 07092:040. 


DOCKET 71-6144 MODEL; 6144. NUCLEAR ENOINEERINO CO. 


8012120379 Requests registration as user of Model 6144. 

Cheatham* A. C. Northeast Nuclear Energy Co. (subs, of Nortbeast 
Utilities). 80/11/13 jp, 07236:279. 


DOCKET 71-6601 MODEL; LL- 50-100, C HEM -IWC LEAR SVBTEMa* INC. 


> 

6012220360 Forwards Revision 9 to Certificate of Compliance 6601 for 
Model CNS a-tSO. 

MACOQNALDi C. E. Transpor tatl on Branch. 90/12/09. 3pp. 07307:339. 


— 8012220366 Certificate of Compliance 6601 * Revision 9 for Model €N3 
B-120. 

MACDONALD, C. E. Transportation Branch. BO/12/09. 2pp, 07307:342. 


DOCKEf 71-6.679 MODEL: 1/2 SUPER TIOER, NUCLEAR ENGINEER I NO CO. 


9012040575 Forwards "SAft for Packaging Half Super Tiger, TEB-PPD*-3" r# 
renewal of Certificate of Compliance 6679, 

0AER<T.8. US Ecology, Inc, (Former ly Nuclear Engineering) 

BO/n/17. Ip. 07176:001, 


— 8012040530 "SAR for Packaging Half Super Ti ger , TEQ-PPO-3. '■ Eight 
oversize drawings end. 

a Teledyne Energy Systems. 80/05/01. 4lpp. 07176:002. 


DOCKEl 71-6175 MODEL: PS- 1. CHEM- NUCLEAR SYSTEMS, INC. 

9012230274 Forwards Revision 9 to Certificate of Compliance 6375 for 
Model CNS 4-45. 

MACDONALD, C. E. Transportation Branch. 80/12/01. 3pp. 07317:352. 
Certificate of Compliance 6375, Revi si on 9. for Model 

CNS 4-‘t3. 

MACDONALDi C. E Transportation Branch. 80/12/01. 2pp. 07317:353, 
DOCKEf 71-6400 MODEL: SUPER TIOER, HESTINGHOUSE ELECTRIC CORP. 


DOCKEl 71-6699 MODEL: NF8-4, NUCLEAR FUEL SERVICES, INC. 


8012050143 Requests registration as user of model NAC-l, Certlf icat* 
of Compliance 6698, Revi s 1 on 9. 

CCUNSIL, W, 0. Connecticut Yankee Atomic Power Co. 80/11/09. Id 
07175:014. ^ 


0012240307 Application to amend Certificate of Compliance 6690 to 
provide for empty shipping of casks to facilities for 
purpose of indefinite storage or for performance of malnt, 
decontamination' cask cavity measurements or other ivcs. 

JOHNSON, C.R Nuclear Assurance Corp, 90/11/09, 2pp. 07320:105, 


80120500/9 Updates status of Modal Super Tiger. Tue shipping packages 
were inspected per Certificate of Compliance 6400* Revision 
e.Findinp end. Repair I refurbishing of units will address 
five basic areas 

Tnc. (Formerly Nuclear Engineering) 
a0/l0/l4. 27pp. 07171:319. 


8012160595 Author! les delivery to carrier for transport of large 
equipment waste that ha® been decontaminated 6 fixed in 
accordance w/vartdor 801120 Itr. 

MACDONALD, C. E. Transp orta t i on Branch. 90/12/03, 2pp. 07261:230. 


DOCKET 71-6459 MODEL BU-5, GENERAL ELECTRIC CO 


901106 request for amend to Certificate of 
Cempliarce 6453, per 10CFR170. vr 

NEI 8 S,D. License Fee Management Branch. SO/ll/lB. Ip, 07092:135. 


Revision i to Certificate of Compliance 6450 for 
MACDONALD, C. E. Transportation Branch. 00/11/24. 2pp. 07317:057. 


Compliance 6458, Revi si 
iiACDQK-,LDi C, E. Trans por tation Branch. 80/11/1 


1 for Model 81/-5. 
4pp. 07317:059. 


^^'’’TMAN NUCLEAR Sc DEVELOPMENT CORP. 


801201C004 Requests reglitrati 
iMlD'JRA*H. j Public Service 
80/10/30. Ip. 07091:247, 


on as user of Model 
Electric & Gas Co. 


HN-200, Series 
of New Jersey. 


2. 


0012010212 Requests addl fee for 001105 request for^ amend to 
Certificate of Compliance 6698, per 10CFR170, 31, 

WEiaSiD, License Fee Management Branch, 00/11/10, Ip. 07092:136. 


8012110432 Requests addl info for 800521 
Model NFS-4 packag Ing. Add I info should 
revised pages. 

MACDONALD, C. E. Transpor tat ion Branch. 


application requesting mod to 
be submitted as 

00/11/24. Spp, 07225:162. 


^°Mcdel\^(FS~4’^'^*^^* Revision 14 to Certificate of Compliance 6699 for 
MACDONALD, C. E. Transportation Branch. 00/12/02. Spp. 07260:100. 


M?rn-Iiin r Compliance 6690. Revisioj 

M..DC,(AL0, C. £. Transportation Branch, 80/12/02. 


14 for Model Nr0-4. 
7pp. 0726B; 183. 


OaCKET 71-6717 MODEL: 6717 D 






originally submitted on 801002, M/o end, 

WAONCRrF. T, North Carolina' State of, 60/10/28 




Ip. 07096:394. 


TENNESSEE VALLEY AUTHORITY 

* Revision 4 to Certificate of Compliance 6722 for 
MACDONALD. C. E. Transportation Branch. 00/11/24, Ip. 0737(J:ail. 

Compliance 6722, Revision 4, for Model 
MACDONALD, C.E. Transportation Branch. 80/11/24. 3pp. 07370^212. 



DOCKETED ITEMS 


DOCKET 7 1 '6744 MODEL: POLY TIGE«, NUCLEAR ENOIHEeRlNO CO. 


0OtS0l0034 Advises that response to NRC qi/estioni r« ranoual of 
certification for Model Poly Tiger cill be sent pending 
resolution of questions re dratiting configuration uelds. 

□SMEVERi W. E Teledyne Energy By s tens. BO/ 1 1 /03. ip. 07092; 041. 

B01S230272 Foruards Revision 3 to Certificate of Cotnpl lance A744 for 
Model 6744. 

MACDONALDi C. E. Transportation Dranch. 80/n/2B. 2pp. 07317:347. 


— 8012230273 Certificate of Compliance 6744* Revl sion 3* fop Model 6744. 
MACDQMALDi C, E. Transportation Dranch. 80/11/28. 3pp. 07317:349, 


OOCKEl 7i-70i0 MODEL: NLI-t/2. NL INDU3TR lES. UiC. 


BOL201049O Requests registration as user of Model NLI-'l/2. 

MIDURAfH. J. Public Service Electric St Oas Co. of Neu Jersey. 
00/11/06. ip, 0709&; 149. 


0012160298 Ack receipt of 000929 application requesting amend to 
Certificate of Compliance 9010 to authoriie use of alternate 
personnel barrier arrangement. Requests Info on r.aa te>np 
permitted on accessible package surface during transport. 
NACDQNALOr C. E. Tranipor tat ton Branch. 00/11/26. Ip. 07232:230. 


DOCKET 71-9011 MODEL: E-MEH-00~ 00004. TRAN8P0RTATI0N. DEPT. OF 


8012110343 Application to reneu Certificate of Compliance 9011. 
Application referenced to Picker Corp 730923 app 1 teat ion. Hod 
is necessary in package label due to company name change. 
Oversire drawings end, 

KELDLEYiM. 0. Advanced Medical Systems. Inc. 80/11/19. 26pp 
07247:310. 


8012160603 Authorizes KRC to terminate Picker Corp as owner of 
Certificafras of Compliance 3796 & 9011. upon Issuance of 
ceriificatas to Advanced Medical Sys, Inc. Requests 
registration as user of new certificates. 

PEfJOOV.C. A. Picker Corp &0/U/24. Ip. 07261:234, 


DOCKET 71-9015 MODEL: TN-a, TRANaNUCLEAR. INC. 


8011210177 Forwards "TN-3 4. TN-9 8AR for TN-au Packaging," Requests 
issuance of certificate of compliance for Model TN-0L 
packag ing. Addendum supports proposed TM-8L package design 
& content s . One oversize drawing end. 

OOLDMANM.K. Transnudear. Inc. 00/10/31. app. 07044:220. 


— 8011210181 Revision 0 to "TN-0 ^ Tll-9 SAR, Addendum for TN-0L 
Fac kaging. " 

e Transnuclear. Inc. 00/10/31. 0pp. 07044:222, 


DOCKET 71-9036 MODEL- C-1. SOURCE PRODUCTION EQUIPMENT CO. 


0012010019 Forwards revised QA program to Dept of Transportation 
originally submitted on 801002 W/o end. 

WA9MERjF, T. North Carolina. State of. 80/10/20. Ip. 07096:334, 


OaCKET 7 1 *-9070 MODEL: N-99, ENEROV, DEPT . OF 


8012020072 Requests registration as user of Model N-S5. 
HANSEN.L, E. Ejtzon Corp, 80/10/22, Ip. 07147:267. 


0012170106 Forwards Revision 4 to Certificate of Compliance 9070 for 
Modal M-59. 

MACDONALD. C. E, Transportation Branch. 80/12/03. 2pp, 07260:190. 


““8012170191 Certificate of Compliance 9070, Re vis ion 4, for Model N**9S, 
MACDONALD. C. E. Transpor tafci on Branch. 00/12/03. 3pp. 07268:192. 


DOCKET 71-9073 MODEL: OH- 142, NUCLEAR PACKAOINO, INC. 


0OO41OOP2B Forwards Revision 2 to Certificate of Compliance 9073 for 
Model OH-142 

MACDONALD, C, E. Transportation Branch. 00/03/28. 2pp. 04549:133, 


—8004100230 Certtfientfl of Compliance 9073, Rev i s ion 2, for Model GH- 
MACDOJIALD, C. E Tran spar tation Branch. 00/03/28. 4pp. 04349: IJ 


0013010126 Informs that hfiC has reviewed 800717,24 h 31 nemos re 
fracture tough ness, lec onmendat i ons for developing reg 
guides & c art 1 f i ca tt on o-f shipping package. Info provided 
will be used in developing reg guide in transportation area. 
DAVIS, J. O. Office of l^uclear Material Safety A Safeguards. 
aO/ll/10. 2pp. 06916:001. 


— 6013010130 Discusses RC Shiah, differing prof op inion. Requests 
documentation be pro-vided re cases tt Itr written to Shieh 
9um<rariiing actions takCM Lists sii i tcnu^ to be Included in 
1 tr. 

DAVIS, J. O. Office of lJuc ] ear Material Safety j* Safeguards. 
00/10/21. Ip. 06916.001. 


--8011060013 Discusses request to farm peer review group to clarify 
Issues TP differing p rof es s J onna I opinion to RC Shleh on 
fracture toughness fjt puncture resistarjce requirements for 
shipping con talner s. n> view group will not be formed. 

MINOQUE*R D. Office of Standards Development, Director. 00/10/1 
2pp. 06910*; 001. 


— ‘8012010137 Responds to 000924 merro re possible differing prof oplni 
of RC Shieh. Needs specific Issues li pertinent details to 
determine 1# differing opinion e i is ts. Requested commients 
cannot be provided. 

MACDONALD, C. E. Tr ansporta t i on Branch. 60/10/03. Ip. 06916:001 


--8010280534 Discusses differing professional opinions of RC Bhleh L 
fijgt re GE radwaste shipping package Model 909 KUPACC Model 
0H-I4a shipping package design. 

RANDALL, P.M. Structures t Component! 8'tandardi Branch. 80/09/24 
app. 01756 : 001 . 


-“80091B'0046 Requests concurrence w/analytls of What constitutes 
"differing prof opinion" of issues described in SECY 80-164. 

Reply requested by 000915. 

RANDALL. P.N. Structures 4. Components Standards Sranch, 00/06/26 
ip. 03360:005. 


— 0012010146 Discusses ifevo I opment of reg guides In Impac fc, puncture It 
fracture safe design analysis of Type D container 
s true tures. Mar ked- up related docunonts encl. 

SHIEH, R. C. Affiliation Unknown 80/09/17. IBpp. 06916:001. 


— 0O1SO1O1S2 Rrovides sum.nary of initial structural review of cask de 
4: subsequent reviews of TN-12 fracture-safe design analyses 
6 prop osa Is. Transnuc Lear . Inc proposed scale model testing 
technique was not acceptable. 

SHIEH, R, C. Transpor tat 1 on Branch. 0D/O0/CI. 4pp, 06916:001. 


— 8012010196 Discusses 7B1130 meeting to discuss existing brittle 
fracture stds t app ropr ia tenets to fuel cask design. ASHE 
Nuclear Class I U Me components requirements 6 Navy 
submarine hull r equ 1 re.neri ts were considoreil 

GU2Y>D. J. Transportation Branch. 7Q/12/13. 3pp, 06916:001, 


0012010163 Discusses 790110 meeting re brittle fracture criteria of 
TN-l?> spent fuel cask currently under licensing review. Lists 
major criteria 1 te-'ss take.i from d 1 1 cus s l on. For the onlng 
ur'itten version may differ. 

OUZYi D, J. Transportation Branch. 79/01/30 16pp. 06916:001. 


— 0012010169 Forwards safety evaluation of OE Model 3B9 package deslgi 
Applicant 800711 submittals h. drawings re latest version 
of package design is acceptable. 

SHIEHrR.C, Transportation Branch. 80/'07/17. Ip. 06916:001, 


0012010173 Safety evaluation supporting CE Mudel 589 package desigHi 
Supporting natl encl. 

» Transportation Branch BO/07/17 7pp, ■06916:001. 


— 0012010178 Discusses brittle fracture Model CH-1 42. Provl des 
background info re author i z at i en of matl change for 
applicant to use A-516 carbon steel in eddl packaglngs. 

Addresses RC Schleh concern re packaging safety. 

QDHGAARDEN, R. H. Transportation Branch. 00/07/31. Ip. 069l6:0i!l 

— eoiaoioies Nsspends to C00822 memo re »C EhUh (flfferlng prof oplnji 
Procedures provided in SECY-eO~t64 give well planned it ! 

reviewed framework fur evaluating concerns, J Thomas should t 

serve only as technical resource person. 

DAVIS, J.O. Office o# Nuclear Material Safety 4i Safeguards 

ao/Oa/S0. Ip. 06716:001. 
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■8012010196 r-fqui-st for peer revicu of RC Shieh differing pro# 

op irion Diicus^ct co have CR Chappell nade <aembflr of 

ang group to tevleu 5iffeiing opinion. Interofc revieu group 
uould be more appropriate. 

THOilAS-J, national Treasury Eirployee Union. eO/08/lB. Ip. 

069l6:COt, 


--8009180039 Notifies that review- group la being eitab I i shadi per SECY 
B0~164 polity I protedures/ to revieu RC Sh 1 eh vleus re 
adequacy of raduaste containers Clarifications needed re 
what issues constitute "differing opinion.*' 

MII^SUEiR. Q Office of Standards Deve lopmentp Director. 80/08/22. 
Ip. 03560:006. 


'8012010205 Forwards RC Shi eh H00717 Ai 31 (nemos re fracture toughness 
of OE radwaste shipping package fiodel 5S9 A licensing (natter 
of Nl/PAC Nodel 0H-14r shipping pacl Agc des J gn« Revl slon 10. 

Requests revleu group for differing prof opinion. 

DIRCKSrW. J. Office of the Executive Director for Operations. 

ao/oa/oa. ip. O69i6rooi. 


--80l20i02'D8 Ac k receipt of BC07|7>24 A: 31 («:e(no8 re fracture toughness 
of radwaste shipping pac kage. recar, Txend.ations far developing 
certain rsg guides t certification of shipping pac kage. Three 
eooaot ner.os will nat be revieued. 

MACDOf.f.'VLDi C. E. Transportation Qranch. 00/08/08. Ip. 0691&:001. 


“*-801201 0283 Fora-ards RC Shieh 80O717i24 8< 31 (ne:nas re fracture toughness 
far sfiipplag package des xgn. «e(7ia5 trill be forwarded via 
chain-3f-cofflfrand( per revised policy A: procedures for 
differing prof opinions contajneii in SECY-aO-i64. 

IIACDPlfAUDi C. E Transportation Branch, 00/08/07. Ip. 06916:001. 


8012010228 Discusses fracture toughness of GE radwaste shipping 
package Model 509. For-uar ds rriamos from branch personnel 
shauing conflict in assessing fracture toughness. Main 
problem involves trunnion areas 

SHIEH* R.C. Transpox'tation Branch. 80/07/ 17. 5pp. 06916:001. 


■8012010234 Informs that design problems re trunnion areas subexitted in 
h>D0-246l3 on 000319 still pose potential safety problam 
TOP GE rad'jaste shipping package (Icdel ?69 revi eui. Co(n(nents 
end. 

SHIEHkR. C Transpovtation Branch. aO/04/lB. 3pp. 06916:001. 


8012010242 Forwards RC Shieh G0Q418 structural reviau of <0E radwaete 
shipping package Model 589. Disagr ees w/Shieh re nonductile 
fracture failure Reasonable degree of judgeeient must be used 
in evaluating package designs. 

ODEGAASDEN. ft. H. Transpot tat i or Branch. 80/04/21. ip. 06916:001. 


--0O12OIO247 Discusce* structural review of GE raduaste shipping package 
Model 539.liRC ctethods for determining (natl acceptability do 
not need to be (rade more stringent, 

HACDGNALD, C. E Transportation Branch. 60/04/22. Ip. 06916:001. 


*8012010252 Discusses s p laih-*Jouri type secondary impacts a# GE radwaste 
shipping package Model 589. Sp I ash-dcrwii secondary i(npact at 
trunnlor/top impact limiter area is apparently much more 
critical than puncture vieupoints 

EHiCH/R. C. Transportation Branch 80/04/29. Spp. *06916:001. 


—8012010257 niscwsses r ?c omranda 1 1 on for developing reg guides for 
impact puncture L frac ture-saf e anaiys i s/dos 1 gn of Ty po B 
shipping containers Developi'nottt cf guides is long overdue A>' 
should begin as early at passible. 

SHIEH. R.C, Transportation Branch. 80/07/24. lOpp, 06916:001. 


--8012010260 *'£valuation in Structural Design Methods for Uarge Quantity 
Pac kages. " 

WAYMIflE. 0. R. Exxon Nuciear Co., inc (subs, of Exxon Coro, 1. 
aO/11/10 17pp 06916 001 . 


—8013010262 ‘"Emperical Equations for Puncture Analysis of Lead-Shi eliied 
Spent Fuel Shipping -Casks." 

SHIEH. R.C. Transpoptation Branch. 90/11/10, iOpp. 06916:001, 

—8013010265 "Analytical Puncture Study of Circular Metal Plates. " 

SHIEH. R.C, Transportation Branch. QO/Jl/10. 29pp. 06916:001, 


—8012010266 Discusses liiensing of KUif»AC Model OH-142 shipping packaging 
design. Revision 10. Ade,;uacy of shipping container design 
or design revlsicjn should be evaluated against regulations 
contained in 10CFft7l. 

SHIEH.R, C. Transportation Branch. 00/07/31. 2 pp. 06916:00£. 


6012010269 Forwards former Transportation Certif i cation Branch Member. 
RC Shieh 800731 (ne(no for info i appropriate action re 
differing prof opinion l(npartlal peer requested to review 
group to address techitical substance of issues raised. 

DIRCKS* l-l. J. Office of the Executiv'e Director for Operations. 
80/0B/O6. Ip. 06916:001 


—8012010274 For-i'ards 000724 me to. ''Recommendation for Developing 
Reg Guidos for Knpac t. Pune tore Ac Frac ture-Saf e Analysis/ 
Design of Type B Snipping Catitainers. ■' 

SHIEH. R.C. Transportation Branch, 80/07/31. Ip. 06916:001, 


--8012010279 Discusses RC Shieh differing prof opinion re technical baits 
for cask review & designer gui del ines. Manner in which 
concerns are handled may be more comp 1 e x . s i nc e Shieh 
terminated employment ui/NRC, Branch will follow NRC policy, 

DA'/16fJ. G. Office of Nuclear Material Safety Safeguards. 

80/09/31. Ip. 06916:001. 


DOCKET 71-9079 MODEL: HN-100 SERIES 2, HITTMAN NUCLEAR 8i DEVELDPMEMT 


B012010008 Requests registration as user of Model HN-100. Series 2. 
MIDURA. M. J, Public Service Electric H Gas Co. of New Jersey, 
80/10/30. Ip. 07091:249. 


DOCKET 7l-90e0 MODEL; HN-60Q. HITIMAN NUCLEAR At DEVELOPMENT CDRP. 


9012010002 Requests registration as user of Model 90B0/A. Series 2. 
MIDURAiH. J. Public Service Electric Ac Gas Co. of New Jersey, 
QO/lO/aO, Ip. 07091:246. 


8012190033 Requests registration as user of Model 9080, 

ZifLLA. 8. S Power Authority of the State of New York. 80/11/21. tn. 
07278: 229. 


D0CKE1 71-9096 MODEL: HN-100 SERIES 1, HITTMAN NUCLEAR U DEVELOPMENT 


G012010005 Requests registration as user of Model HN-8erlet 1. 
MIDURAiH. J. Public Service Electric Ac Gas Co, of New Jersey. 
00/10/30. ip. 07091:248. 


9012110442 Requests addl info for 001007 application requesting 
revision of drawings for Moiiel HN-100. Series 1. Addl info 
should be submitted as revised pages. 

MACDONALD* C. E. Transportat ion Branch. 60/11/24. 2pp. 07229:171. 


DOCKEI 71-9089 MODEL. NH-100 9* HITTMAN NUCLEAR 6 DEVELOPMENT CORP. 


8012010001 Req»/ests registration as user of Model HN-lOOSi Serlii 2. 
MIDURA*H. J. Public Service Electric A« Gas Co, of New Jersey. 

SO/ 10/30. Ip, 07091:245. 


DOCKET 71-9H1 MODEL: CN6-80A, CHEM-NJCLEAR* INC, 


6012240227 Application to registration as user pf Shipping Cask Model 
CN8-6-aO-2 under Certificate of Compliance 9111, 

TRIMBLE* D. C. Arkansas Power At Light Co. 80/11/24, Ip. 07328:219, 


DOCKEI 71-9120 MODEL: TN- 12. TRAWSNUCLEAR CORP. 


B012010126 Informs that NRC has reviewed 800717,24 At 31 memos re 
fracture toughness, reccm.*nendations for developing reg 
guides 6 c ert'if ication of shipping package. Info provided 
will be used in developing reg guide in transpor tation area. 
DAVIS* J. 0. Office of Nuclear Material Safety At Safeguards. 
80 / 1 1 /to. 2 pp. 06916:001, 


’6012010146 Discusses development of reg guides in impact, puncture fc 
fracture safe design 6 analysis of Type D container 
itruc tor es. Marled-up related documents end. 

EHIEHrR. C. Affiliation Unknown, 80/09/17, 18pp. 06916:001. 


—8012010156 Discusses 781130 meeting to discuss existing brittle 
fracture stds A- appropriateness to fuel cask design. A8ME 
Nuclear Class I At Me components requirements 4« Navy 
submarine hull requirements were considered, 

CUZYiO. J. Transportation Branch, 70/12/13. 3pp. 06916:001. 
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‘8012010163 Dlfcuitei 790110 mset'irtj re brittle frdctur^ criteria □# 
TN-li? fpsnt fuel caiW current Itj under- licensin-g revLsu. Lists 
cTiajor criteria items taten from i sc usi 1 on. For thconln$ 
written version mag differ. 

OUZVf D, J. Transportation Oranch. 77/01/30 16pp. 06716;001. 


DQCKEI 71-9136 MQOEL: CE 9136* iEMEfff-L ELECTRIC CO, 


8012160996 Authoriies deHverg to carrier for transport up to 30 hoods 
^ glove bones containing solid radioactive mat! In 
aceordanc* u/terma let in vendor G00331 ltr,as amended. 

MACDD^MUD# C. E. Transportation Branch. GO/12/03. Ip. 07261:232. 


DOCKET 71-9139 tIODEL: 0e-3B9. GENERAL ELECTRIC CO. 


8012010126 Informs that KRC has revie^jed 800717.24 t: 31 nemos re 
fracture toughness, recomciendat i ons for developing reg 
guides & cer tl f Icatlon of shipping package. Info provided 
uill be used in developing reg guide in transportation area 
DAVIS. J.O. Office of .Nuclear Material Safety h Safeguards, 

80/ 11/10. 2pp. 06916:001. 


— 8012010242 For‘jards WC Sh i eh 800416 stT-uctural revleu of GE raduraste 
shipping paeScage Model 9^9. j) i sagr eas uj/Sh i eh re nonductile 
fracture fa i 1 ur e. Rea i '3nat) le degree of judgement nust be used 
in evaluating package desigris 

□DE9AARDEN> R. H. Transportation Sranch. 80/04/21. Ip. 06916:001 


— 'B012O10247 Discusses s tr.jc tura 1 r«via<:j of GE raduaste shipping packs 
Model 9B9. NRC methods for determining tnatl arc ep t ab i 1 1 tg do 
not need to be nade I'l^re stringsnt. 

MACOON-^tOr C . E. Tran f portation Branch. 80/04/22 Ip. 06916:001. 


— 8012010292 Discusses splash-doun type seconoarg impacts of OE radvat 
shipping package Model 587 Splash-domn secondary inpact at 
tr unnion/top Impact limiter area is apparently nutb more 
critical than puncture visupoints. 

SH1CH>R. C. Transportation. Sranch. 80/04/20. 3pp. 06916:001. 


DOCKEl 7t-9l4l MODEL; 900 TVPE TECP^ICAt. OPERAnONS. INC- 


8012010013 Reiiuests r egi s trst i o-n as usar of Model 900. 

RICMAROSDN.C.'A. Factory Mutual System 80/10/30. Ip. 07091:250. 


-8012010146 Discusses development of reg guides in 1 mpec t. p unc lure it 
fracture safe design V analysis of Tgpe G container 
structures. Mar k«d-up related documents end. 

6H1EH.R.C, Affiliation Unknown 00/09/17. IQpp. 06916:001. 


--B01201 0169 Forwards safety ev-atuatlon of GE Model 589 package design. 
Applicant 000711 submittals V drawings re latest version 
c»f package design Is acceptable, 

SHIEH«R,C. Transpor ta ti on Branch- QO/07/17, Ip, 06916:001. 


■8012010173 Gafatv evaluation supporting GE Model S67 package design. 
Supporting matl end. 

4 Transportation Branch. 80/07/17. 7pp. 06916:001. 


DOCKFI 71-9144 MODEL- SOC- 1 . CHEM. -NUCLEAR SYSTEM. INC, 


8012300257 Foruard-s reguest for addl info to complete reviaw of Model 
SOC-I. 

MACDONALD* C. E. Transportatiori Srarch. 8D/12/13. 3pp. 07350:001- 
DOCKEl 71-9145 MODEL; NUP AC 90 NUCLEAR PAC KAO I NOdNC. 


0012180405 Ack receipt of 800919 Itr 1. forwards 
review 6 approval of Me del NUPAC 90. 


info required for 


MACDO.\ALD* C. F. Tra nspor tatl On Sranch. 00/12/03. 2pp. 03794:255, 


— G01201020S Forwards RC Shteh 800717 tc 31 memos re fracture toughness 
of GE radwaste shipping package Model 589 & licensing matter 
of NVPAC Model 0H-H2 shipping package des i gn. Rey 1 ston 10. 

Requests review group for differing prof opinion. 

DIRCK8.N. J. Office of the Executive Director for Operations. 
QO/08/Od. Ip. 06916:001. 


DOCKET 71-9147 MODEL: 890 TYPE B PACKAOINO, TECH 0P9. 1 


G012100669 Requests issuance of certificate of eompllance for 
Tech/Opt Model 890 Type B pac tag e. Forwards "Safety Analysis 
Rept, Tech/Ops Mode] 850, Type 3 Packago. " 

MUNROfU. vf. Tech/Opi (Techmeal Operations, Ine.), 80/10/30. 


■8D12010223 Discusses fracture toughness of OE raduaste shipping 
package Model 587. For ward s memos from branch personnel 
showing conflict in assessing fracture toughness. Main 
problem involves trunnion areas. 

SHIFH/R.C. Transportation Branch. 80/07/17. Spp, 06916:001, 


•8012100672 "Safety Analysis R ep t* Tec h/Ops Model 830 Type 
h Tech/Ops {Technical Operations, Im. >. BO/iO/30 
07187:001. 


B Package. " 
69pp. 


—8012010234 Informs that design problems re trunnion areas submitted in 
hftrDO-24613 on 800319 still pose potential safety problem 
for CE radwaste shipping package Model 539 revl eu. Comments 
end. 

SHlEHiR.C. Transportation Branch, 80/04/ia. 3pp. 06916:001, 


model. GHNl. - BNL - NB3 DJI FUEL CONTAlNEfti ENERGY. 

^^Om^UNIR^COlIir*^ for registration as user of Models B-3 U 

MACDOfCALO, C. E Tvansp oi tat ion Sranch. 80/11/14, Ip. 07092:040. 
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lOCFR COHMIBSION MEETING RECORDS 


80I1200S60 SECY“eO-325A 

Forw*rrft. to Com(ni*f loftr info r# Inclwiion of tt« 4 m aentrator 
tr«n«l9rtf «« unrsialved tAfvtv 

DIRCKSf U. J. Qffic* of thf Extcutlvt Director for Op^rAtion* 
SO/1 1/07. ip. 03743:345. prra^ion*. 


GOllseOtOd Transcript of B0U21 Affirmation Sastlon BO-Sl in 
Waihington# DC ra dlscutiion 8< vota on SECY aO"457,Pp l- 3 i 
# CofMtls a lonari. 80/11/21. aipp. 07062:043. 


80120401&2 Foruard* itaff ranotramanti memoa for cloaad CoAmifii&n 
naatlhga. Trantcrlp ti for all maatings hava bean ralaasad in 
• nfciraty to PDR. 

of tha Sacratary of tfia Cammlat Ion. BO/tl/CMi. la, 
07170:038 ^ 


—8010230021 Staff raquir afflants mans ra Commiaaian 000313 Affirmation 
Sasston ao -10 ra 8ECY“A'-aO~20, ffECY-BO*-093. SECY-A-0O-SA. 
aECY—A-ao^? &. SECY— A^G0“21. Comml ailon approvad notica of 
haarlng ra 791206 ordar. 


CHlLKiS Qffic# of tfiB Sacratary of tha Commltaion. 00/03/17, 
3pp, 03693:301. 


—8011200117 SECY“0O-457 

Requests NftC approval of ravisad Manual Chaptar 0103 ra EDO 
dalegatlons of author! ty. Chaptar will ba publishad upon 
racaipt of revisions t approval. 

DIRCKSiM. J. Office of the Exacutiva Director for Oparations 
80/10/07. a7pp. 07002:077. 


—0011280112 SECY-eO-476 

Informs that NRC has concluded b ricommanefad that revisions 
should be mad# to 10GFR73 amend It to draft Rag Oulda 
80 901-4. Forward! ravliad amtnds U submits guide changes. 
MinOOUEiR. 0. Offict of Standard* Devalopmanti Director. 80/10/20 
6Bpp. 07082:091. 


0012020196 Transcript of 801117 meeting in Mashing ton. DC for discussion 
4i vota on 8ECy“8O-406 ra resolution of pat-down search issue 
at power reactors b status of related safeguards actlvitlas. 

Pp 1-28. 

a Gotrmiss loners. 00/1 1/ 17. 2Bpp. 07143:067, 


—BOH 140484 0ECV-8O-4B6 

Rscommands approval of and amends to 10CFR73 re search 
pracadures at reactor protected araa entry portals. Draft 
FR notices and. 

DAVISi J. 0. Office of Nuclear Material Sefaty It Bafeguards. 
80/10/28. 22pp. 03732:183. 


8012020351 '^Rola of Atrosol aehavlor in LWR-Core-Melt Accldantsr" 
presented at AN9/EN8 Inti Conference on 801116-21 in 
Wash i ngton« DC. 

BUNZj H. t SHIKARSKIi M. j SCHOCK* W, Oarmanyr Federal Republic of. 
aO/ll/21. I2pp, 07144:190. p * or. 


— 0012020393 8ECY-0O-9O4 

dunmarltas potential impact of hypotheses ra iodine release 
during reactor accidents U proposes agenda for 001110 
meeting, 

DENTON* H.R. Office of Nuclear Reactor Reguletlon* Director. 
80/11/13. 6pp, 07144:202. 


8012040324 Transcript of B0II21 public meeting In Weihlngtom DC re 
radiation effects b radiation research. Pp 1-70. 

» Co^rmlss loner*. 80/11/21, 90pp. 07163:001. 


— 80120<10330 Expresses appreciation for agreement to participate In 
001121 mestlns re radiation health effects b radiation 
research. 

NINOOUEf R. B. Office of Standards Developnentf Director. 00/11/07, 
2pp. 07163: 112. 


'0012040337 Confirm* telcon re part icipat ion In 801121 meeting an 
radiation health effect* t: radiation research. Express es 
interest on views in End 1 re risks from low level ionliing 
radie tion. U/o end. 

HINOQOErR. B. Office of Standards Otve lopment« Director, 80/11/07. 
2pp. 07162:114. 


— 0012040342 "'A-Bomb Radiation fc Bona Marrow Damage*" basis of taU flivt 
at 001121 NRC briefing tesiion. 

BTEMARTfA. M. Environmental Policy Institute. 00/11/21. 4000. 

07162:116. 


—0012040348 “Hstrog ene i ty of Cancsr Esnsitivlty U Implications for 
Problem of Estimating Risks of Lou Doses of Radiation: 

Comment on Paper by CE Land. 

KNEALEiO. Environmental Policy Institute. 80/11/21. 36pp. 


8012090009 Transcript of 001125 public meeting In Wash inoton* DC re 
ditcuttion of 66CY-ao-409 PRM to amend 10CFR50 concerning 
ATW3 events. Pp 1-58, VI tugraphs end. 

* Commissioners. 80/11/25. 6Bpp, 07197:223, 


8012090276 Transcript of 001126 Affirmation Session 80-SI In 
Weihingtom DC re SECY 80-409 U reappointment of DW Moeller 
to ACR8. Pp 1-3, 

e Commits ionsT*. aD/n/'26. 6pp. 07203:347. 


—0012020359 Summery of 801022 meeting in BethesdarMO u/WR Stratton* A 
Mallnausia* L DO Campbell re content 6 bates of 000014 Ur 
to NRC on iodine release during nuclear accident*. 

PASEDAGiW. Accident Evaluation Branch. 00/10/30. 4pp. 
07144:311. 


8012100640 Transcript of Commission 001126 public meeting In 
WashingtonrDC re 8ECY-e0“474/474A &< 10CFR60 concerning 
licensing procedures for disposal of high level waste in 
geologic repositories. 

e Commissi oners, 80/11/36. 86pp. 07217:104. 


80120^0365 Summaritet current It planned research program* re Iodine 
species behavior under accident conditions. 

SHERRYiR.R. Dlvleion of Reactor Bafety Research, 00/09/13. 4pp. 
07144:219. 


'8012030379 Ouestions NRC did s ionmek ing process re thyroid protection 
pol icy. Of feri postiblt systematic approach fop new policy. 

V»ON HIPPEL*F, Princeton Unlv, 80/11/lB. 9pp. 07144:293, 


-801203O379 Realistic Estimates of Cantequences of Nuclear Accidents,*' 
8TARR*G. I LGVENSONi H. * WALLd, D. Electric Power Research 
Institute. eO/il/lfl, 70pp. 07144:262, 


8012110473 Staff r equlremenfce memo re 0Ol 1 10 briefing on inclusion of 
generator transients ae unresolved safety i ssue. Directs 
Ofc of Executive Director to resolve dif f ereitcei w/Ofc of 
Nuclear Reactor Regulation. 

CHILK*8. J. Office of the Secretary of the Commission, H801110, 
eO/H/21. ip. 07287: 134, 


0012120365 Transcript of 0OH26 public meeting in Hashing ton* DC ra 
instruction* to ASLfl on facility proceed ing. Pp 1-39, 

* Commissioners. 80/11/26. 39pp. 


—0012120373 8ECY-A-B0-179C 

Forwards draft order reflecting divergent position* on 
certain questions re principal focus of adjudication. 
SlGKHITrL. Commissioners, 80/11/86. 14pp. 
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0012160680 Tr^nccrlpt af B01203 Affirmation 8v««ioti aO'‘S2 r« 
SECY aO-465, BECY-80-48l.6ECY-e0-4B2 L BECY-B0-472A In 
Uathlngtom DC. Pp 1-22. 

* 60/12/03. 22pp. 07254:335. 


8012170464 Trantcrlpt of B01203 briaflnj Ini WatKtng ton» DC r* let 
conrfttnor t Mark 111 contalnoiant*. Pp 1-64. 

* CgffHl*iion*r». 80/12/03. 64pp. 07264:341. 


--6012170467 Foruardi tables aum'narizing design pressurei estinatsd static 
prasfure capac 1 aisuniptioni used for cnatl strength It other 
criteria for design of 33 ice condenser & Kark III 
cootaIfKnents, 

DIRCKSfW. J. Office of the Eiecutive Director for Qptratlons. 

80/ 1 1/26, 11pp. 07265:046 


8012190701 Foruards notice of minor amends re revised costs far 
reproduction of ageneg records to he published In 601023 FH. 
CKfLK^8. J. Office of the Becretarg of the CommiSfion. 60/10/16. 
ip. 07273; 282. 


— 8012190705 Moticr of minor aminds re revised caste for repraduetton of 
agency records. 

OIRCKSiH. J. Office of the Executive Director for Operations. 

00/ 10/08. 3pp. 07273 : 2B3. 


8012220641 Transcript of 801211 public meeting in OaklandiCA re revised 
enforcement policg.Pp 1-140. Remarks bg NRG officials Ic 
vieugriphs end. 

e Commisiionsri. 60/12/11. IflOpp- 07295:051, 


8012220646 Transcript of 601201 public meeting in Atlanta. OA re revlsad 
enforcement policg.Pp 1-172. Viewgrapht end. 

* Comsisiioners. 00/12/01. lB7pp. 07294:223. 


8012220709 Transcripts of 801809 afternoon 6 evening public meeting in 
Irving. TX rt revised inforciment policy. Pp 1-110 6 1-18. 
rifpectlvelg. Svmmarg of comments on NRC proposed general 
patleg & procedure for enforcement action end. 
e Commissioners. 60/12/09, 1 62pp. 07293:300. 


8012220721 Transcript of 601204 public meeting In Ph lladelphla. PA re 
App C to 10CFR2< proposed general statement of policy 6 
procedure for enforcement actions. Pp 1-195. 

« Commissioners. 60/12/04. t97pp. 07290:212. 


8012220725 Transcript of 801202 public meeting in RosemonttlL re 
revised enforcement policy. Pp 1-163. 

* Commissioner 1. 80/18/02, l6Spp. 07293:137. 


8012240153 Staff requirements memo re 001126 Affirmation Session 80-Si. 
Reappointment of DW Moeller to ACRB 4’'yr term U change in 
titles for A3LB U A3LS members approved. 

CHILK.8. J. Office of the Secretary of the Comnissian. MB01i26B. 
60/12/02. Ip. 07324:355. 


8012290009 SECV-flO-304 

Recommends approval of FR notice to respond to DOE request 
for rulemaking to exempt from licensing requirements imelbed 
alloys containing Tc-99 6 low enriched U as residual 
contamination. 

MINQOUE, R,B. Office of Standards Developmenti Director. 00/00/13. 
Bpp. 07330: 240. 


8012290476 Tranicript of 601211 meeting in Mashingten* DC re SEOY-eo- 
474C.Pp 1-32. 

* Comoissionert. 60/12/11. 34pp. 07335:066. 


--8012290479 Discusses legal issues re proposal to approve publication of 
10CrR60 final rule re disposal of high level raduaste in 
geologic repositories. 

BlCKNITiL. Office of the General Counsel. 80/12/10. 3pp. 

07335: 101. 


—0012290483 8ECy-80-474C 

8uppls 6ECY-B0-474 t foruards clarifying changes ta lOCFRbO 
final rule & conforming amends. 

DIRCKSfU. J. Office of the Executive Director for OperatiOTit. 
00/12/09, 16pp. 07335: 104. 


--8012290485 Foruards NRC recommended changes to final rule t0CFR60, 
OIRCKBiU, J. Office of the Executive Director far Operations. 
80/12/11. 9pp. 07335:120. 


8012290493 Transcript of 001215 public meeting in Hash IngtoTii DC re ASLB 
instructions. Fp 1-54. 

t Coif=missioneri, 00/12/15. 56pp. 07335:219. 


8012300672 Staff requirements memo re Commission 001126 meeting on 
5EGV-e0-474/474A. Requeits staff actions re disposal of 
high level raduaste in geologic repositories. 

CMILKiS. J. Office of the Secretary of the Commleelon. M0O1126A. 
aO/12/iO. Ip. 07359:289. 


6012300693 Staff requirements memo re Commlition 801125 meeting on 
BCCY-00-409 on petition for ruleoiaklng re anticipated 
transients u/o scram. 

CHILK46. J. Office of the Secretary of the Commission. M801125. 
80/12/09. 2pp. 07359:290. 


6012300690 Staff requirements memo re Commission 801205 aieeting on 
SECY-A-BO- 106. Approved memo & order denying Duke Pouer Co 
motion for reconsideration of emergency planning. 

CHILKtS. Office of the Secretary of the Commlseion. H601205. 
00/12/11, Ip. 07359:296. 


8012300703 Staff requirements mgmo re Commission Affirmation Gessioti 
00-53 on 001205. Approved memo & order denying Duke Pouer Co 
motion for reconsideration of emergency planning. 

CMiLKtS. J. Office of the Secretary of the Commission. 00/12/08. 
Ip. 07359:297. 


ACRS ADVISORY COMMITTEE DM REACTOR 8AFE0DARD3 


6010160976 Summarizes 246th ACRS msetlng on 001009-11 re 8ECY-0O-43BA« 
proposed rule on fire protection. Extremely prescriptive 
requirement of Branch Technical Position 9.5-1 does not 
provide best means to assure safety. 

PLESSET* M. 8. ACRS - Advisory Committee on Reactor Safeguards. 

80/ 10/ 14. 2pp. 06727: 132. 


0011190374 Recommends addl research before commitment to specific lys 
re nuclear data link.Bys interface u/reactor instrumentation 
may decrease rel lab il ity# as evidence that reactor sys is not 
adversely affected has not been clearly demonstrated. 

PLE88ET1M. 0. ACRS - Advisory Committee on Reactor Safeguards. 
aO/ti/12. Ip. 06999:355. 


0012010499 Apps to summary of 241st ACRS meeting on 000901-03. 

* ACftS - Advisory Committee on Reactor Safeguards. 00/09/03. 
600pp, 07095; 151. 


8012010504 Apps to summary of 239th ACRS meeting on 800306-00. 

« ACRS - Advisory Committee on Reactor Safeguards. 00/03/00, 
978pp- 07090:001. 


0012010599 Summary of Advanced Reactor Subcommittee 000709 meeting in 
Washington* DC rs NRC sponsored research on advanced reactors 
at AtIL BNL b aerosol release U transport uort at ORNL V 
BfNL. 

» ACRS - Advisory Committee on Reactor Safeguards. 00/09/22. 8pp. 
07095:066, 


0012020037 Bummary of eubcommittee on Class 9 Accidents 000020 meeting 
in Wash Ingteni DC re role of Glass 9 accidents in licenilng 
process. 

• ACR8 - Advisory Committes on Rsactor Safeguards. 80/09/30. 6pp. 
07147: 105. 


8012020065 Summery of Subcommittee on Reliability it Probabilistic 
Assessment B00701 meeting in Inglewood* GA rt development of 
quantitative safety goals for nuclsar plants, 

* ACRS - Advisory Committee on Reactor Safeguards. 00/09/17. 7pp. 
07147:230. 


8012020072 Summary «f Reactor Fuel Subcommittee 000021 meeting u/EGVO 
in Idaho Fails* ID rt Fuel Behavior Research Branch In-pll# 
test programs. 

a ACRS - Advisory Committee on Reactor Safeguards. 00/10/10. 7pp. 
07147:245, 


8012020076 Summary of Bubcommltte# on Reactor Fuel 000903 meeting w/ 
Westinghouse in Hashing ton* DC re NUREO-0630 review, 
a ACRS - Advisory Committee on Reactor Safeguards. 00/10/00. 4pp, 
07147:252, 


80I20200B2 Summary of Advanced Reactor Subcommittee 800630 meeting at 
Gandia & Los Alamos Labs re ANL experiments* accident 
energetics b core debris behavior. 

e ACRS - Advisory Committee on Reactor Safeguards. 00/09/30. iipp. 
07147:256. 


8012020107 Transcript of 241st general meeting on 000501 re extended 
operation of shipping port LUR core In Wash ington* DC. 

Pp i-256. Vleugraphs end. 

a ACRS - Advisory Committee on Reactor Safeguards. 00/05/01. 
296pp. 06916:001. 
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BO120S0811 "Evaluation of Davia-Oetia U Rancho 6sco raadwatcr 
Tranilanti on 770924 780320 Using WA8H-1400 Data." 

a Gomraif t loncri. 00/02/20. l&pp. 


0012040690 Gomniendi I^RG far aisemhllng Reg Guide 1.97 diicusaed at 
800306 seating in Mash Ing ton« DC. Coverage of parameters to be 
monitored 1« too comprehens Ive. Rec^ues ts specific attention 
to prlmarg coolant Inventorg. 

ZUDAN9i 2. Franklin Institute/Frank 1 In Research Center. 80/09/23. 
2pp. 07169:399. 


5012040653 Comments on matl assembled for Subcommittee on Class 9 
Accidents consideration at 800823 meeting. Questions In 
Ollinsky B00BO7 Itr St opening remarks re hydrogen 
released in accident sequence are Ill-perceived. 

SCHOTTiO-L. Los Alamos Bciontific Laboratory. 0-7. 00/09/16. 6pp. 

07166: 326. 


8012040662 Informs that* during 801009-11 meetlngj proposed rule on fire 
protection submitted to Committee bj/BEcy-B0-438A uas 
cons Idared. Dots not recommend issuance of rule* but requests 
examination of rtvliloni. 

PLEBSETi M. 9. ACR9 - Advisory Committee on Reactor Safeguards. 
BO/IO/H. 2pp. 07166:349. 


8012040669 Recommends that necessary manpoiifer be committed to 
short-term review of seismic qual If ication of auxiliary 
feedwater sys. Affected licensees should perform independent 
review. 

PLE63ET/N. 8, ACR8 - Advisory Committoe on Reactor Safeguards. 
BO/10/19, 2pp. 07166:396. 


8012030191 Informs of review of HB Plesset 600730 memo. Hydraul ical ly 
induced vibrations can be caueed by pump operation at flow 
rates less than normalidue to details of pump Internal 
design & inlet piping. 

ACOSTAj A. J. ACRB - Advisory Committee on Reactor Bafegiiards. 
80/09/24. ip. 07i81:2l6. 


8012080202 Informs that no technical reason should prevent disposal of 
spent fuels in geologic repositories. Bpent fuel should be 
reprocessed for use In LMFBR. U reserve supplies not 
uni imlted. 

CROHERfS. ACRB - Advisory Committee on Reactor Safeguards. 

00/10/02. 2pp. 07187:001. 


80120B0411 Comments on preliminary plans for addressing Section 110 of 
NRC FVBO authorisation bllhas result of 246th meeting on 
801009-11. 

FRALEV/R. F, ACR8 - Advisory Committee on Reactor Safeguards. 
80/10/14. Ip. 07186:313. 


6012090091 Transcript of ACRB Subcommittee on Reactor Operations 801202 
meeting in Was h Ington* DC, Pp i-99. 

* ACRG - Advisory Committee on Reactor Safeguards. 30/12/02. 99pp. 

07198:219. 


8012090094 Transcript of ACR8 Subcommittee on Reliability !< 
Probabilistic Assessment 801203 meeting in Mash ingtoni DC. 

Pp 1-42. 

e ACR8 - Advisory Committee on Reactor Safeguards. 80/12/03. 42pp. 

07198:289. 


8012100193 Ack receipt of 801015 Itr providing observations & 
recommendations re seismic qualif ication of auxiliary 
feedwater sy s. Recommendations incorporated into scope of 
review program. Forwards 801021 Itr to licensees. M/o end. 
DtRGKSiM. J. Office of the Executive Director for Operations. 
80/11/21. Ip. 07218:249. 


0012120284 Transcript of AGR8 Subcommittee on NRC Safety Research 
Program 001203 meeting in Mash ington/ DC. Pp 1-206. 

Viewgraphs end. 

e ACRB - Advisory Committee on Reactor Safeguards. 80/12/03. 
2B0pp. 07231:009. 


B012160965 Classifies systematically initiating events responsible for 
fluid vol changes In primary sys of PMRs< w/speclal 
applicability to NURE0-0667i "Transient Response of 
BiM-Oeslgned Reactors. " 

ETHER INOTONi H. ACR8 - Advisory Committee on Reactor Safeguards. 
80/09/01. 9pp. 07261:229. 


8012160609 Forwards J Ebersole k I Catton comments re presentations at 
ACR8 BiM Mater Reactors Subcommittee 600108 meeting on 
once-through steam generator sensitivity. 

HULLER»R, ACRB - Advisory Committee on Reactor Safeguards. 

00/02/13 Ip. 07261:235. 


'8012(60608 Commsnts on ACRB meeting on once-through steam generator 
sensitivity. No criteria exist for upgrading secondary sys to 
reduce sensitivity to transients. 

EDERSOLE^ J. ACR3 - Advisory Committee on Reactor Safeguards. 
80/07/13. Ip. 07261:236. 


— 8012160616 Comments on ACflS meeting on once-through steam generator 
sensitivity. Hand 1 ing of auxiliary feedwater Is inadequate 
when inlet is above water level. 

CATTONj I. ACR6 - Advisory Committee on Reactor Safeguards. 
00/02/13, Ip, 07261:237, 


8012180235 Transcript of ACRS Subcommittee on Reactor Radiological 
Effects 801212 meeting In Mash ing ton. DC. Pp 1 -212. Supporting 
documentation end, 

* ACRS - Advisory Committee on Reactor Safeguards. 80/12/12. 
379pp, 03792:034. 


8012180238 Transcript of ACRB Subcommittee on Reactor Radiological 
Effects 6 Site Evaluation B01211 meeting In Mesbington* DC. 

Pp 1-203. Viewgraphs end. 

e ACRB - Advisory Committee on Reactor Safeguards. 80/12/11. 
240pp, 03793:040. 


8012180239 Transcript of 801213 joint meeting of ACRS Subcommittee on 
Reactor Radiological Effects U Subcommittee on Site 
Evaluation in Mash Ington. DC. Pp 213-271. VUiugraphs end. 
a ACRS - Advisory Committee on Reactor Safeguards. 80/12/13, 79pp, 

03793.281. 


6012190388 Suggests design concept oriented program w/DOEi In response 
to 800911 memo requesting advice re potential safety 
improvements which could he incorporated into any neu design 
for nuclear power plants 

PLESGETrK. 8. ACRS - Advisory Committee on Reactor Safeguards. 
90/12/09. 2pp. 07282:140. 


6012190933 Discusses 800109 request for ACRS participation in proposed 
rulemaking to reassess Commission confidence in safe 
disposal of radwastes. Saf e disposal of raduastas is 
raasoiiabty assured w/present state of knowledge. 

PLESSETiK. 8. ACRS - Advisory Committee on Reactor Safeguards. 
80/12/10, 6pp 07274:009. 


8012240305 Transcript of Subcommittee on Combination of Dynamic Leads 
801217 meeting In Mash ington* DC. Pp 326-534. Vi ewgrap hs end. 
a ACRS - Advisory Committee on Reactor Safeguards. 80/12/17. 
290pp. 07326:318. 


8012290372 Transcript of Subcommittea on Combination of Dynamic Loads 
801216 meeting In Mash ington* DC. Pp 1-328. Viewgraphs end. 
a ACRS - Advisory Committee on Reactor Safeguards. 80/12/16. 
499pp. 0734i;229. 


8012300791 Submits comments on proposed waste confidence rulemaking* 
including institutional 1 ssuet * soc letal issues & icientlflc/ 
technical Issues. 

PARKER* H.M. Affiliation Unknown. 80/11/20. 6pp. 07363:004, 


8012300759 Forwards memo on disposal of high level waste in geologic 
repasttarios. 

CROMER* 8. ACRS - Advisory Committaa on Reactor Bafaguards. 
00/11/20. ip. 


— 8012300798 Submits assurance that high level nuclear waste* including 
spent fuelfcan be safely disposed of in geologic 
repositories, 

CR0I1ER*8. ACRB - Advisory Committee on Reactor Safeguards. 
60/11/20. 4pp. 03779:001. 


COMMISSION NRC COMMISSIONERS 


8012010927 Ack receipt of 800930 Itr describing NRC arrangement for 
naming Commissioner to serve as alternate representative 
on US delagatton to each IAEA conference. Arrargeman t 
satisfactory k should avoid any future mlsunder standings. 

AHEARNEr d. F. Commissioners. 80/11/04. Ip. 07090:228. 


— 8012010531 Informs that NRC will bo contacted by 810701* requesting 
nomination of Commissioner to serve* sub j to pequirements of 
IAEA Participation Act* as alternate on U8 delegation to 
29th Session of general conference, 

NEMLIN*M.H. State* Dept. of. 60/09/30. Ip. 07098:229. 


8012020711 Weekly info rept for wk ending 801114. 

REMM*T. A. Office of the Executive Director for Operations, 
60/11/20. 31pp. 06916:001. 
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0012030792 Forsifard* ir\fo ra- use of radiojctlva matl under AEC/NRC 
Itcenie in ocean. Three u^es summa-r i led in «hci RE Cunningham 
Q01007 atateenent accurateig reflect-i NRC under^ tand Ing ro 
disposal of high level uaste in ocean. U/a end. 

AHEAfiMEiJ. F, CaRim i i * ion a-r i, 30/11/04. Ip. 07149:271. 


— 0012030777 Foruards info re u«e of radioactive roatl under AEC/NRC 
license In ocean. Three uses surnmari z ed in end. RE Curtnlnoham 
001007 statement accurately reflects NRC unders tand i ng re 
disposal of high level luasta in ocean. U/o end. 

AHEARKE. J. F. Counmi s s :i o ner s . 00/11/04. Ip. 07149:272. 


— 8012030001 Foruards info re use of radioactive mati under AEC/NRC 
license in ocean. Three uses sumcnar i zed in end. RE Cunningham 
301007 statement accurately reflects NRC understanding re 
disposal of high level waste In ocean. N/o end. 

AHEARNEjJ. F. Commissioners. 00/11/04. Ip. 07149:273. 


— 601203DB03 Forwards info ra use of radioactive mat! under AEC/NRC 
license in ocean. Three uses summarized in end. RE Cunningham 
001007 statement accurately reflacts NRC understanding re 
disposal of high level waste in ocean, (g/o end. 

AHEARNEi «/. F. Comm 1 is la n ers. eo/U/04. Ip. 07149:274. 


*—8012030009 Forwards info re use of radioactive cnafel under AEC/NRC 
license in ocean. Three uses summarized In end. RE Cunningham 
601007 statement accurately reflects NRC understanding re 
disposal of high level vastc in ocean. N/o end. 

AHEARNErJ, F. Commissioners. 00/11/04. 3pp. 07149:275, 


00tS090?64 Informs that nudear power plant standard i zat Ion rept 
appears to biased ty placing blame for slow plant 
standard i tation on NRC, Effects of safety not truly assessed 
in table of Issues. 

HENORIE. J. H. Commissioners. 00/11/21, 2pp. 07202:334. 


—6012090266 Forwards draft "Nudear Power Plant Gtandardiiation. " 
Final rept will incorporate MRC comments on draft 6 sat of 
issues U findings. N/o sncl. 

ABBQTTiE. House of Rep. 80/11/05. 3pp. 07202:336. 


8012090270 Requests greeter moderation in rapid development of nuclear 
power in Taiwan. Protests statements re obligations to 
nudear safety. 

JUN-7I.L. Affiliation Unknown. 80/10/31. 4pp. 07107:001. 


0012090406 Responds to 001010 Itr re possible alternate technologies 
for Intarlm storage of spent fuel. Dry storage would be tubj 
to NRG 1 i cans Ing, Forwards NUReO**OS75, Vo 1 s 1-3, NURE0/CR-* 1223 
it final rule 10CFR72. W/o NUREOs. 

AHEARNE.J.F. Commissioners. 30/11/10. 7pp. 07200:010. 


— 0012090413 Requests info re NftC role in licensing of alternative 
commercial spent fuel storage facilities &t statue of NRC 
consideration given to dry spent fuel storage. 

CORCORAUi r. House oF Rep. 30/10/10. Ip. 07200:016. 


— 8012070422 Final rule 10CfR72» "Licensing Requirements for Storage of 
Spent Fuel in Independent Spent Fuel Storage Installation." 

Rule covers specific licensing requirements for Independent 
spent fuel storage. 

CKlLKtS. J. Office of the Secretary of the Commission. 00/11/03. 
81pp. 07200:017. 


8012100196 Ueekly info rept far wk ending 801121. 

REHHr T. A. Office of the Eiecutive Director for Operations. 
00/11/26. 28pp. 07218:252. 


8012110036 Responds to 001003 Itr re HRC review of emergency 
procedures at operating reactors as part of constderation of 
ATHS problem. IE Sulletin 80-17 required BWR licensees to 
review emergency procedures re operator shutdown actions. 

AHEARUEiJ.F. Commissioners. 1EB-0O-I7. 00/11/24, 2pp. 03772:020. 


-*'6012110043 Requests info re review of emergency procedures far operator 
action during NRC consideration of ATHS problem. 

UDALL.K.K. House of Rep. 00/10/03. Ip. 03772:022. 


6012110140 Natifiet that members of transition team have been given 
ofc space to prepare biweekly rept on transition activities 
as requested In 601110 memo. 

AHEARNE, J.F. Commiss I oners. 00/11/20. 4pp. 07225:145. 


8012110150 Responds to 800730 suggestion that Commission reconsider or 
clarify 000619 "Statement of FoHcy: Further Commission 
Guidance for Power Reactor OLs. ** Foruards B01103 denial of 
iJC8 tc Shoreham Opponents Coalition request for stay. 

AHEARNE, J. F. Commissioners. 00/11/19. Ip. 07223:347, 


— 3012110161 Order denying UC8 Shoreham Opponents Coalition request fop 
stay of Commission "Statement of Policy: Further Commission 
Outdance for Power OLs. " Separate Commissioner views end, 

CHiLKiS J, Office of the Secretary of the Commission. 80/11/03. 
13pp. 07223:330. 


— 0012110167 Requests that policy statement re further Commission 
guidance for power reactor OLi be recons Idared, based on 
Subcommittee inquiry A facts elicited at 000702 hearing. 

HQFFETTiT. House of Rep., Oovernment Operations, 80/07/30. 4pp, 
07224:003 


6012110318 Ack receipt of 801114 itr re visit to Cumberland School of 
Law A unlv.Staff guidance documents, including reg guides 6 
SRPsiara more detailed than regulations 1: have strong 
influence on licensee actions, but do not have force of law. 

HENDRlEr J, M. Commissioners. 80/11/20. Ip. 07223:200. 


— 8012110328 Requests NRC comments an remarks made at 801113 visit to 
Cumberland School of Law re staff guidance documents It CFR 
regulations. Also requests permission to observe 
administrative adjudicatory process in action at agency. 

MANNINOi R. K, Gamford Univ, , Cumberland School of Law. 60/11/14, 
tp. 07225:201. 


8012190123 Weekly info rept for wk ending 801203. 

REHH, T, A. Office of the Executive Director for Operations. 
00/12/11. 64pp. 07201:340. 


8012220017 Foruards OAO 801203 Itr to Congress stating that use of 
funds appropriated by 1931 Energy L Water Development 
Appropriation Act to implement NRC procedural cost reduction 
program Is unlawful. 

8TAAT8,E. 8. General Accounting Office. 8-200363. 60/12/03. 5pp. 

07303: 267. 


0012230211 Responds to 001028 Itr requesting help In development of 
info package L other matl for use by state It local emergency 
preparedness officers in event of incident at nuclear 
pouer plant. Info will be provided. 

AHEARNE, J. F. Commissioners. 00/11/13. Ip. 07317:093. 


--6012230216 Informs of contract award to N Low It Assoc latesr Inc to 
develop public education Info programs re response to any 
possible Incident at nuclear generating- station. Requests NRC 
cooperation In course of project. 

HACViJ. H. Federal Emergency Management Agency. BO/10/26. Ip. 
07317:034. 


6012240004 Forwards 1777 It 1978 briefing books for Commi ssloner i, 
FITZGERALD, J. A. Office of the General Counsel. 00/12/10. Ip, 
07187:001, 


—8012240012 "U8 NRC Briefing Book.Vol 1:NRC General, Natl Energy Outlook, 
Reactor Licensing Process, Reactor 6afety,Pu Recycle." 
a Office of Policy Evaluations. 77/07/31. 43pp. 07187:001. 


—8012240015 NEO-77 

Draft "^1977 Natl Energy Outiookr Executive Summery," 

• Federal Energy Administration. 77/01/13. 3lpp. 07187:001. 


—0012240020 "Natl Energy Plan." 

CARTER, J.E. President of US L Executive Offices. 77/04/29. S7pf. 
07187:001. 


— 0012240023 "NRG General Statement of Policy on Standardization of 
Nuclear Power Plants. " 

CHILK, 8. J. Office of the Secretary of the Commlislon. 77/06/29. 
66pp. 07187:001. 


—0012240025 NUREO-0002 ES 

"Final Generic Environ Statement on Uee of Recycle Pu in 
Mixed Oxide Fuel in LURs. " 

* Office of Nuclear Material Safety L Safeguardi. 76/00/31. 
43pp. 07187:001. 


—8012240020 "US NRC Briefing Book.Vol 2: Domestic Safeguards, Int 1 Waste 
Mgt, NRC/State Relations, Leg islative/Congrettional Current 
Issues. " 

e Office of Policy Evaluations. 77/07/31. 06pp. 07107:001. 


—8012240031 NUREO-0217 

"NRC Task Force Rept on Review of Federal/State Program for 
Regulation of Commercial Low Level Radwaste Burial Grounds. *' 

» Office of Nuclear Material Safety St Safeguards. * Office of 
State Programs, Director. 77/03/31. 26pp, 07107:001. 
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— 6012240034 Dlscuiisf ACR 6 m^etilng^s re hlflh lov«l radbiaoto 

jngt. AGRS racosnlivi ImpoTtAncc of Improving mgt (< pracadural 
4*p«cti» minlmlilng juri id Ictl onal disputes h clarifying 
tLoiftables for dec i« ioni/ ropti research Ik development. 

HQELLER^ 0. U. ACR 8 - Advisory Committee on Reactor Safeguards. 
76/12/20, a/pp. 07187; OOi. 


— 8012240037 Inform* of NRC legiilativs proposals re civil penattieij 
protection of licensee personne I j e samption of safeguards 
info from F01A< amending NRC quorum requirement fc upgrading 
Director of Ofc of IC. 

STRAUSSi P. L. Office of the General Counsel. 77/06/01. 53po, 

07107:001. 


— 8012240039 Submits status rept for Apr it May 1977 re pending 
litigation. 

EILPEfilN, a, F. Office of the General Counsel. 77/09/31. 42pp. 

07107:001. 


~Q0122400S6 "U 8 NRC Briefing Baoti Vol 1 NRC Oenerelr Nuc lear Economics/ 
Environ Effsctsi Licensing Proce ss^ Reec tor 8 afetg< Domestic 
Safeguards. '• 

* Office of Pollcg Evaluations, 78/05/26. B2pp, 07107:001. 


-B012240068 “'Ua NRC Briefing Book, Vol 2: Inti Waste Mg t» NRC/State 
Re letionsi Leg islet ive/Congresslonal Current Issues.** 

* Office of Policy Evaluations. 70/05/26. 24pp. 07107:001. 


— 0012240074 Forwards NRC legislative proposal in form of draft bill to 
emsnd Atomic Energy Act of 19S4«as amsnded« to provide for 
protection from unauthorized disclosure of safeguards Info it 
for other purposes. 

HENORlEiJ. M, Commissioners. 7B/03/23, 4pp. 07187:001. 


— 8012240075 Recommends amending Atomic Energy Act of 1954ias amendedi to 
Increase penalty limits NRC may levy on violators. 

HENDRIErJ. M. Commissioners. 70/03/11. 21 pp. 07197:001. 


— 8DL9240078 Submits status rept for Apr 1970 re pending litigation. 
EILPERINj 8 F. Office of the General Counsel. 79/04/03 6800 . 

07107:001. 


— 0012240081 Requests amp 1 if icati on of policy statement in BECy-7a-l63 to 
provide guidance on site consideration. 

CHII..K»S. J. Office of the Secretary of the Commission. 78/00/15, 

2pp, 07187:001, 


“■-8012240085 Requests gfoundrules to narrow listed gaps which pose 
difficult policy formulation prob lams. Recommends amplifying 
draft policy statement In 8ECY“7a-l63 which would than be 
considered for issuance as proposed rule. 

PEDERSEN^K. Commissioners, 70/07/11, 2 pp. 07187:001. 


—0012240092 Submits draft guidance for policy on alternative sits 
evaluations by amplifying draft policy statement in 
6ECY-78-163, 

CHlLKi 8 . J. Office of the Secretary of the Commission. 70/07/11. 
2pp, 07187:001. 


•“-0012240095 Expresses concern re implications in continuing const of 
nuclear power plants while challenges to CPs are under 
ad jud ication. 

CHILKi 8 . vl. Office of the Secretary of the Commission. 70/04/05. 
93pp. 07187:001. 


— 0012240098 95-040 

*'Rcpt of Committee on Environ it Public iforI(i:08 Senate te 
Accompany 8.2304.'* 

RANDOLPH, J. , MUSKIE* E. S. , STAFFORDi R. T. Senate. Environment it 
Public Works. 78/09/15. 39pp. 07187:001. 


0012290030 Submits daily notes for 801210. Status of facilities in five 
IE regions end. 

DIRCKSrW. J. Office of the Executive Director for Operations, 
00/12/11, 3pp. 07300:001. 


8012290034 Submits Status Rept 4 for Commission Papers from 1900. 
♦ Commissioners. 80/12/15. 35pp. 07330:277. 


0012290037 Forwards fourth rapt of ACRS membership data, Including names 
of coRvni tteas, memberships, terms of appointments & 
anticipated appointments through 010121 . 

HOYLE, J- C, Office of the Secretary of the Commission. 00/12/12. 
app. 07330:232, 


8012290043 Submits dally notes for 00121 i, Status of facilities in five 
IE rig ions end. 

0IRCK8, W. vf, Office of the Executive Director for Operations, 
80/12/12. 4pp. 07300:001. 


H0I2S90062 Forward* info ra siting L licensing leg islation, in response 
to request. 

FITZGERALD, J. A. Office of the General Counsel. 80/13/12. to 
07340:324. 


■-a01?290065 Submits comments it suggo»t«d revision* of DOE 771014 draft 
nuclear siting L licensing 1 eg is lat 1 on, in response bo 
request. Revisions are also reflected on end marfcod-up bill. 

HENOR lEf J, M. Commissioners. 77/10/26. 71pp. 07340:325. 


■8012290069 Forwards comparison of DOE 780317 nuclear licensing reform 
bill L 780104 draft. Bill presents many prob 1 ems. State 
decision on environ Impact issue will be binding on NRC. 

SHAPARiH, K Office of the Executive Legal Director, 78/03/20, 

51pp, 07340:326. 


-“8012290073 Comments on DOE 7B0317 nuclear licensing reform bill, in 
response to request. Ofc Is in general agree^nent w/Ofc of 
Executive Legal Director analyses 6 adds addl observations. 
KELLEY, J, L. Office of the General Counsel, 70/03/22. 3 pp, 
07341:021. 


8012290076 Forwards draft memorandum describing NRC approach for 
detei'minlng eligibility of intervanop* for funding, in 
response to request. 

STOIDERiC. R. Office of the General Counsel. 70/-O7/19. 4 ap, 
07341:024, 


—8012290091 Summary of 781219 meeting w/represen tat Ives of Congrtseman 
Olngell to discus* NRC efforts re siting fit Ucenslne 
leg isla tion. 

STOIBERiC. R, Office of the Oenerai Counsel. 78/12/20. 3 pp, 
07341:020. ^ 


— 0012290005 Forwards preliminary discussion of maior issues in siting k 
Llcenfilng legislation. in response ta 791106 request. 

8T0IBER,C. R. Office of the General Counsel. 79/01/05. 85pp 
07341:031, 


8012290000 Provides industry's perspective on propeted legislation to 
reform licensing of nuclear power p lanta. Licensing refarm 
Is integral pert of acceptance of nuclear power by public, 

BRAY, A. P. General Electric Co. 79/03/iS. 3pp. 07341: 137. 


0012290403 Forwards list of documents provided transition team, list of 
personnel associated w/ trans 1 tlon team k Commission 
instructions re info to bo provided to team. 

AHEARNE, J. F. Comml s 1 1 on ers . 00/12/04. 10pp. 07345:335. 


— B01229040S Informs that transition team should be provided w/lnfo in 
same manner as Eaeeutive Branch. 

AHEARNE»J, F. Commissioners. 80/11/26. 2 pp. 07345:345. 


-8012290408 Informs that EDO Should provide President-elect designees 
w/lnfe> In same manner at Info providad Eiecurtive Branch. 

CHILKfS. iJ. Office of the Secretary of the Commission. 80/11/26, 
Ip. 07345:347, 


8012300799 Ueekly info rept for wk ending 601212. 

REHrtrT.A. Office of the Executive Director for Operations. 
aO/l9/i7. 3Spp. 07360:034. 


8012310391 Responds to request for summary rept covering status of NRC 
actions imp lemenfcing Reorganization Plan I of 1900. Authority 
has been delegated te Executive Director for Operations. 

Emergency procedures U notification have been implemented. 

REAMER, C. N. Office of the General Counsel. 80/12/02. lo 
07369:213. ^ 


—6012310393 Discusses areas of authority for Executive Director for 
Operations* effective 801001 . 

AHEARNE, J. Commissioners. 00/09/ 26. 2pp. 07369:215. 


■8O1S31O390 Advises that existing in kernai author iti e s, respons Ibi 1 1 ties 
k procetfures re emergency will remain in effect until 
further notice. Draft NRC bulletin re delegation of authority 
and. 

AHEARNE, J. Commissioners. 60/09/30, 2pp. 07369:217. 


— 0012310403 Discusses review of delegations of authority k other 
documentation as result of reorganization Plan 1 of 19B0, 
AHEARNE, J. Commissioners. 00/09/29. 2pp. 07369:220, 
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CDNTflACT MFiC CONTRACTS AND MOD I FI CAT I QNS 


B015O2D783 Foruardt Sta^e of FL B01029 Itr trji-n«ml tt Ing fourth 
quorterlij fiirogrn» rspt on trantpor totl on survelllanc* 
prograni. Rvpt covers porlod fro'tii Uul-Sept 1980. 

JANIMEK.ti. Office of State Pro^ramK Director. 80/11/13. 2pp. 
07133: tt 1. 


—8012020294 Forwards fourth quarterltf progress rept on transportation 
lurve 1 1 lance programi cover ing period from s/ul-Sept 19B0. 

Objectives have teen fulfilled In first yr of study. •Contract 
Ttnemal has not been requested, 

SHULERiP.E. Florldar State of. 00/10/29. 12pp. 07133:113. 


5012020771 Responds to FQIA request for info re Contract NRC- lO-GO-TOB, 
□oeunent Is available In PDR. 

FCUTON. J.M. Division of Rules and Records. BO/ll/25. Ip. 

07130:346. 


0012020774 FOIA request for info submitted under Contract NftC-lO-BO- 
709, 

li I VKUER f W, B. rticrograpfiic Systems Technology Consultants. Inc. IllSTCr 
Inc. >. aO/ll/ll. Ip, 07130:347. 


6012040133 Motif ieation of contract execu t ion. Hod 4 to “Study of IM 
Fault Locations... . New t^adrldiliO Region. “ Contractor: IN 
Unlv. 

HAOEYrH. Research Contracts Branch. FIN B'6262. NRC-04-77-164. 

80/11/14. 2pp. 07158:056. 


“•'80 120401 40 Mod 4. extending period of performance to 810631 It Increasing 
funds to “Study of IN Fault Locations. ... Meu Madrid. HO 
Region. 

rtULHGLLAND. J. D. Indiana Untv. MQRTON.K. V. Rasearch Contracts 
Branch, FIM B-6262. NRC-04-77-164. 80/11/14. 3pp. 07158:057. 


8012040147 Notification of contract execution. Hod 1 to “Study It Review 
of Issues Concerning Equal Employment Opportunity at NRC. “ 

Contrac tor: CRC Education It Human Development. Inc. 

MEOROM.L.K. Administrative Contracts Branch. FIM B- 1325. 

NftC -23-3 01-502. 00/11/ tO, Ip. 07162:348. 


6012040374 Motification of contract exacwfcion: "Property Inventory 
Equipment." awarded to Control Kotfulen I nc. 

LEflO.C, Administrative Contracts Branch. NRC-t 0-01-365. 00/11/12. 

Ip. 07163:254. 


—0012040377 Contract: "Property Inventory Equipment." euartfeif to 
Control Module. Inc. 

SIANCQ.J, 8. Control Module. Inc. MATTIA.H. J. Administrative 
Contracts Branch. NRC- 10-6 1-365. 80/11/12, 2pp, 07163:855. 


8012040619 Notification of contract executionr Mod 20 to “Downcomer 
Effects Experimental Program." Contrac tor: CREARE. Inc , 

WOLLETT.S, Research Contracts Branch. FIN A-4070. NRC-04-75-162, 

so/ll/to. Ip 07165:302. 


— 8012040627 Mod 20. providing funding for FY81 & uorkecape to “Downcomer 
Effects Eiperlmeatal Program. " 

HICKIN.R.A. Creare. Inc. HORTON. K. V. Research Contracts Branch. 
FIN A-4070. NRC-04-75-162. 00/11/13. 3pp. 07163:303. 


8012080496 Notification of contract execution. Mod 4 to “Application of 
internal Friction Nondestructive Evaluation Technique for 
Detecting Incipient Cracking of Bypass Linas 1. Pipes In GNR 
Piping Sys. “ Contractor : Daeda lean Assoc latas. Inc . 

BROMBERO, B. Research Contracts Branch. FIN B-6212. NRC- 04-76-248. 
60/11/19. Ip. 07106:324. 


— 6012080496 Mod 4. author 1 cing worlscape It funds for FYSl. to “Application 
of Internal Friction Nondestructive Evaluation Technique for 
Detecting Incipient Creeling of Bypass Lines It Pipes In BUR 
Piping Sys, “ 

VEAOER.L. L. Dacdalean AssociafceSr Inc. HORTON. K, V. Research 
Contracts Branch, FIN B-62t2. KRC-04-7e-24a. 00/11/19, 3pp. 

07166:325. 


otiflcation of contract executlonr Hod 4 to “Study 
iphy in New Madrid Area of K6 

eerch Foundetlon. 

FIN B-S972. N«C-04-76-3aL. 


'on. Mod i to “Symposium 
-tlvltg In Consumer 

4 B- 10147. NRC -01 -77-036. 


— 8012080503 Mod 1. deob 1 igating funds to enable contract closeoutito 
''gymposium Entitled Public Hoalth Aspects of Radioactivity 
In Consumer Products. " 

CROWM.H M. HEW. Dept. of. Food & Drug Administration. HORTGM.K.V, 
Research Contracts Branch. FIN B-10147. NRC- 01 -77-038, BO/U/25. 

ip. 07186:330. 


e012080504*Not 1 float Ion of contract execut Ion. Mod 16 to “LQCA/ECC8 
Support Studies." Contrac tor; KPR Associates. Inc. 

BROKBEftO. B, Research Contracts Branch. Flbl B-5337, NRC-04-75-IB3. 

60/ 11/26. ip. 07106:331. 


— 6012080305 Mod 16.ektendlng scope. adding funds & authoriiing term 
extension, to "LOCA/ECCB Support Studies." 

MANDtL.I.H. MPR Associates. Inc. MORTON. K. Y. Research Contracts 
Branch. FIN D-3537. NRG-04-75-ie3. 80/11/26. Spp. 07186:332, 


8012000571 Notification of contract execution. Hod 5 to “Quantitative 
Classification of Two Phase Flow Regimes Using Olobal 6 
Local Meutronic Perturbat ions 11,“ Contractor: Unlv of WA. 

.JACOBS. A. Rcsaarch Contracts Branch. FIN B-6324. NRC -04 -70 -24 5. 
flO/li/13. Ip. 07196:336. 


— 8018060602 Hod 5. uni lateral ly increasing funds. to “Quantitative 
Classification of Two-Phase Flow Regimes Using Olobal I. 

Local Neufcponlc Perturbations II. '* 

WQOLF.A. Washington.. Unlv. of. MORTON. K. V. Research Contracts 
Branch. FIN B-6324, NRC-04-7B-245. 80/11/07. Ip. 07106:339, 


8012080505 Notification of contract execution. Hod 2 to "Eastern TN/ 
Western NC Regional Seismic Network. “ Contractor; Memphis 
State Unlv. 

HAOEYiH. Research Contracts Branch. FIN fl-6675. NRC-04-79-214. 

00/11/25, Ip. 07106:181. 


— 8012060623 Mod 2. extending period of performance Ic adding funds, to 
"Eastern TN/Western NC Regional Seismic Network." 

CARPENTER. T. 0. Memphis State Unlv. MORTON. K. V. Research 
Contracts Branch. FIN B-6673. NRC-04-79-214, 80/11/85. Spp. 

07166; 182. 


8012080636 Notification of contract execution. Hod 3 to '"Shuttle Bus 
Svc. “ Contractor: Beltway Limousine 8vc. Inc. 

MARTIN. L.C. Administrative Contracts Branch. NRC- 10- BO-37 2. 

80/11/26. Ip. 07186:351. 


—8012080641 Hod 3. deleting stop on Route B. to “8huttle Bus Bvc. “ 
ROBERTSON. U. C. Beltway Limousine Bervice. Inc. MATTIA. M.vf. 
Administrative Contracts Branch. NRC- 10-00-372. 0O/U/C8. 3pp. 

07186:352, 


8012080807 Notification of contract execution. Mod 4 to “Study nf 
Droplet Hydrodynamics Important in LOCA Reflood, “ 

Contractor; State Univ of NY. 

HAOEV.H. Research Contracts Branch, FIN B-621i. NRC-04-70-194. 

80/11/13, Ip, 07175:340. 


—8012080812 Mod 4. providing no cost extension, to “Study of Droplet 
Hydrodynamics Important in LOCA Reflood, “ 

TENBEAUiP.N. New York. State Univ. of. (Albany). HORTON# K. V. 
Research Contracts Branch, FIN B-62U, NRC-04“78“194. 60/11/13. 

2pp. 07175:341, 


8012080813 Corrected copy of notification of contract execution. Hod 3 
to “Conf Irmatory Research re Dating of Orounduater. " 

ContractoriUnlv of AZ BVR It FIN numbers corrected. 

HAOEYtH, Research Contracts Branch. FIN B-662B. NRC -04-76-272. 
80/10/23. Ip. 07178:343, 


8012090554 Notification of contract execution. Hod 2 to "Computer Output 
Microfilming It Production of 35mm Aperture Cardi. “ 
ContractorrHlcrotnch Industries# Inc. 

MARTIN. L.C. Administrative Contracts Branch. NRC- 10-80-361. 
80/12/01. Ip. 07206:216. 


— 8012090567 Mod 2. revising pickup It delivery requlremertts to. “Computer 
Output Microfilming L Production of 35ie« Aperture Cards.* 
e Microtech Industries. Inc. MATTIA.M. J, Adminlitratlve 
Contracts Branch. NRG-1 0-60-36 1 . 90/12/01. 2pp. 07206:217. 


8012090570 Notification of contract exacution. Hod 1 to "Klcrographlc 
8vcs. “ Contractor: Microtech Industries. Inc. 

MARTIN. L.C, Administrative Contracts Branch. FIN S-63S7. 

NRC- 1 0-80-708. 00/12/01. tp, 07206:219. 


--8012090573 Hod 1. changing pickup b delivery charge at no addl coit toi 
"Micrograph Ic Bves. “ 

» Microtech Industries. Inc. MATTIA.M. J. Administrative 
Contracts Branch. FIN fl-6357. NRC- 10-80-708, BO/12/01.. Ip. 

07206: 220. 
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80tSI00004 Notification of contract bx«c utlonr Hod 17 to *'8taani Uatar 
Mixing! & By« Hljdrodgnainic«. '* Contractor : BliE. 

BRQMBEROfB. Offlct of Ad<ni n if trat ion. FIN A'‘4048. NRC~04-7A-293. 

aO/lfi/03. Ip. 07219:059. 


-->0012100007 Mod 17r adding bforkicopa funds for concluilon of talk to 
•^'Siaafn Nattr Mixing S; Sgi Kgdrodiinam ics. ** 

OUCNSt D. H. Battalia Manorial Instltutci Colunbui Labora tor i a*> 
NORTON^ K. V. Raxvarch Contracts Branch. FIN A‘'4049. 

NRC-OA-- 76-29304. BO/12/03. 3pp. 07219:060. 


B012100017 Notification of contract oxacutloni Mod 3 to *'Davalopnont of 
Official NRC Records Disposition Program." Contractor: JNK 
Inti. 

LEBO 4 C. D. Admlnlstrat 1 va Contracts Branch. NRC- 10-80-383. 

BO/12/’Ol. Ip. 07219:063. 


— 8012100022 Mod 3* chang Ing keg personnel t: adjusting schedule to 
"Deyalopment of Official NRC Records Dlspoiltlon Program." 

RUDDHNj M. A. JUK International Carp. TUNSTALLr J. E. Small Business 
Administration- MATTlAiM. J. Administrative Contracts Branch. 

NRC- 10-80-303. 80/12/01. 4pp. 07219:064. 


0DI2LO0183 Notification of contract execution: "Consultant to LOFT 
6 pecial Revleu Oroupi " auarded to H Isbtn. 

UiTTLEiM. Administrative Contracts Branch. FIN B-7490. 
NRC-04-8l-i96. 80/12/03. Ip. 07218:239. 


' — G0L21QO1G9 Contract: "Consultant to LOFT Bpecial Rtvlau Oroupi " auarded 
to H tsbln 

IBEINrH. 8 . Itbin<H. PERLMAN r J. Administrative Contracts Branch, 

FIN B-7490. NRC-04“Si-196. BO/1 2/03. 9pp. 07218:240. 


8012100202 Notification of contract exec utioni Hod 2 to "Revleu of 
LERs. Contrac tor: TE Eaton. 

MILEBiE.G. Administrative Contracts Branch. FIN B-19S7, 
NRC-U-78-632. 80/U/14. Ip. 07210:282. 


"8012100209 Hod 2r deobllgatlng funds to "Revieu of LERs. " 

EATONfT. E. Eaton# T.e PERLMAN. J. Administrative Contracts 
Branch. FIN H-1997. NRC-t 1-78-632. 00/11/14. tp. 07210:283, 


0012100412 Notification of contract exec utlon. Mod 3 to "Hamphts Area 
Regional aeismlc Netuork. " Con tractor : Mamph is State linlv. 

HAOEY.H. Rosearch Contracts Branch. FIN 0-6276. NRC-04-7a-200. 

80/11/29, Ip. 07218: OOB. 


— 8012100417 Mod 3 j extending period o-f performance 6 adding funds* to 
"Memphis Area Regional Seismic Netuork." 

CARPENTER# T. 0. Memphis State Univ. MORTON# K. V. Research 
Contracts Branch. FIN D-6276. URC-04-7a-200. 80/11/28, 5pp. 

07218:009, 


8012100420 Notification of contract execution: "Disposal of Medical 6 
Research Nastv Containing Lou Level Radioactlvl tu # " auarded 
to Natl Academg of Gclonces. 

LITTLE* M. Administrative Contracts Branch. FIN 0-7314. 
NRC-02-8i-038. 80/11/20. Ip, 07210:014. 


— 8012100423 Contract: "Disposal of Hadlcal L Research Neste Containing 
Lau Level Rad loactlvltg# " auarded to Natl Academg of 
Sciences. 

SITTONfP. L. National Academg of Sciences, PERLMAN# J. 
Administrative Contracts Branch. FIN 8-7314. NRC-02-8 1-035. 

GO/1 1/20. 5pp. 07218:015. 


8012L10040 Notification of contract execution: "Procurement Bves Nhich 
NRC Ntll Provide to US Metric Board# " auarded to U3 Metric 
Board, 

MARTIN. L.G. Administrative Contracts Branch. NRC- 10-8 1-362. 
00/11/12. ip. 07223:127. 


—0012110053 Contract: "Procurement Sves Which NRC Mill Provide to U 8 
Metric Board# •' awarded to US Metric Board. 

STELLHANj H. J. Commercej Dept, of# National Bureau of Stand'ardi. 
HALMANiE. L. Administrative Contracts Branch, NRC-10-ei-a62, 
GO/U/ 12 . 4pp. 07223:128. 


8012110349 Notification of contract e xec ution: "Licensing Actions Status 
Monitoring Sgs#" awarded to Franklin Research Gtr, 

KAIRSTON.C.j OLAOpLA.A.F. Technical Assistance Contracts Branch. 

FIN D-7S04. NRC -03-0 1 -096. 00/11/21. Ip. 07223:207. 


— 80L21IOG99 Contract: "Liceni Ing Actions Status Monitoring Sgs#" awarded 
to Franklin Research Ctr, 

ASHTON# A. M. Franklin Ins t Itote/Frank lln Research Center. 

DOUOHERTYr D. J, Technical Assistance Contracts Branch. FIN B-7S04, 
NRC-OS-S 1-096. 80/1 1/21. 7pp. 07223:208. 


0012110373 Notification of contract execution. Mod 2 to "Evaluation of 
Efficiency L Effectiveness of 11 Mgt L Program Analysis Mg t 
Info Products," Contractor: TRW. Inc. 

WI001N8.E. Administrative Contracts Branch. NRC -25-8 0-3 12. 

80/ 1 1 /26, tp . 07223: 229, 


— 8012110302 Mod 2. changing form of contractor name# to "Evaluation of 
Efflclancy tc Effectiveness of 11 Mgt L Program Analysis Mgt 
Info Products, " 

» TRU# Inc.. Energy Bystsms Planning Div. MATTIA.M.J. 
Administrative Contracts Branch. NRC-25-00-31 2. eo/U/26, Ip. 

07223: 230. 


0012110525 No t ( f Ication of contract execu tlom Mod 6 to "Shuttle Bus 
3vc. " Contractor ; Eduards Trucking Co. Inc. 

MARTINrL. C. Technical Aiatstance Contracts Branch, NRC-10-7A-306. 
00/11/26. Ip. 07226:151. 


—6012110527 Mad 6 . correcting mathematical error in Mod 5 t deobligating 
funds* to "Shuttle Bus 8 vc. " 

EDWARDS.L. A. Edua r ds True k i ng Co. # Inc . MATTIA.M.J, Technical 
Assistance Contracts Branch. NRC-10-76-306, 80/11/26. Ip. 

07226; 152. 


8012110374 Notification of contract execution# Mod 10 to "Revleu 6 
Evaluation of Appro* 500 Pending Operating Reactors 
Licensing Actions." Contractor ; Franlcl in Inst. 

HAIRSTON# C, * OLAOOLAi A. F. Technical Assistance Contracts Branch. 
FINE-6590, NRC-03-79-110, 80/10/28. Ip. 07226:173. 


— 8012110609 Mod 10# def ini t lx ing Change Order l.to "Revleu 8 < Evaluation 
of Approx 900 Pending Operating Reactors Licensing Actions." 
8T0V£R«J.R;. Franklin Instl tute/Frank 1 in Research Canter. 

DQUOMERTYr D. J. Technical Assistance Contracts Branch, FIN B-6590, 
NRC-03-77-1118. 80/10/28, Ip. 07226: 174. 


B012110674 Notification of contract execution: "Purchase of Metal Alloy 
Analyiar# " awarded to TX Nuclear. 

HI001N8*E. Administrative Contracts Branch. FIN B-1262. 
HRC-09-BI-242, 00/11/21. Ip. 07224:326. 


--6012110681 Contract: "Purchase of Metal Alloy Analyter#" auarded to TX 
Nuclear. 

* Texas Nuclear Div. <subs. of Ramsay Eng. Co. 1, MATTIA.M, J. 
Administrative Contracts Dranch. FIN B-1262. NRC-09-B1-242. 
80/11/21. 64pp. 07224:329, 


8012110608 Notification of contract execution: "Environ Assessment of 
Surface L Oroundwater Impacts from 0 Recovery Operations#" 
auarded to Datslle Pacific Northwest Labs. 

HAIRSTON# C. # SMITH# P. A. Technical Assistance Contracts Dranch, 
NnC-O2-a0-O2S-03. 80/10/24. Ip. 07225:030. 


--8012110696 Contract: "Environ Assessment of Surface & Orounduater 
Lupscts from U Recovery Operations#" awarded to Battclle 
Pacific Northusst Labs. 

WILEYiM. R. Battells Memorial Institute# Pacific Northwest 
Laboratory, DQUOHERTYi D. J. Technical Assistance Contracts Branch. 
NRC-02-00-028-03, 00/10/24. 22 pp. 07225:031. 


8012120074 Notification of contract ■ xecut i on# Mod 1 to "Newopapar 
Clipping 8 vc. " Contractoi* iPresi Inte 1 1 i gencoi Inc. 

FLYNNrM. J. Administrative contracts Branch. NRC-OI-01-3S7, 
80/11/19. ip. 07237:264. 


--8012120082 Mod 1# corr sc tiong error ra appropriation symbol to 
"Newspaper Clipping Gve, *" 

a Press Intel 1 Igence# Inc . MATTIA#M. J. Administrative Contracts 
Branch. NRC-01-81-337. 80/11/19. Ip, 07231:349. 


8012120432 Mod 2* Increasing celling amount of contract# to "ADS Gys 
Support. ** 

» Small Business Administration. ♦ Technassocia tes* Inc, 
WATllAiM. J, Administrative Contract* Branch. NRC -10-80-673. 

80/11/28. 2 pp. 07236:020. 


8012160013 Notification of contract execut ion# Mod 9 to "Analytic 
Studies of Aerosol Behavior of Fast Reactors." Contractor: 
Battelle Columbus Labs. 

BROMBERG# B, Research Contracts Branch. FIN A-4063, 

NRC- 04-76-293-0. 80/11/19. Ip, 07262:332. 


—0012160010 Hod 9# providing no cost extension# to "Analytic Studies of 
Asrosol Behavior of Fast Reactors. " 

LUKZfF. J, Battslle Memorial Institute* Columbus Laboratories. 
MORTON# K,V. Research Contracts Branch. FIN A-4063, 

NRC- 04-76-293-0, 80/11/19. ip. 07262:333. 
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fi0t2l70?01 NotifitaUon of contract cxecutiorii Moif 12 to "Analv«is of 
Hypothetical Accidents Resulting fron Core Meltdouni. " 

Contractor: Datte I J e Columbus Labs. 

BROMBEROia. Research Contracts Branch. FIN A~40&7, 
NnC-0‘;-76-293-0. BO/n/25. Ip. 07268:195. 


"'-3012170219 Mod 12«addiP5 funds L changing scope of workj to "Analyalv of 
Hypothetical Accidents Resulting from Core Meltdowns." 

Ll/KZ. F. J. Battelie Manorial Institute. Columbus Laboratories. 
MQRTOHiK. V. Research Contracts Branch. FIN A-4067. 

NrtC- 04-76-293-0. 30/11/25, Ip. 07268:196. 


6012160520 Notification of contract execution. Mod 4 to "Subsurface 
Radar Profiling Study of Maiey FlatsiKY Uaste Disposal 
Region, " Contractor : Ceo-Ctrsr Inc. 

WQLLETr.S, A Research Contracts Branch. FIN B-6349. NRC-04-79-190. 

60/ 12/01. ip. 03790:232. 


*6012160526 Mod 4. increasing funds, to "Subsurface Radar Profiling Study 
of Maxey Flats. KY Naite Disposal Region." 

e Geo-Centers. Inc. MORTOH.K. V. Research Contracts Branch, FIN 
B-6349. NRC-04-79-190. 60/12/01. Ip. 03790:233. 


8012220002 Notification of contract execution* Mod 1 to "Fuel Cycle 
Project Review." Contrac tor ; Science AppI ications* Inc. 

WDLLETT*S. Research Contracts Branch. FIN S-6694. NRC-O4~aO-l70 
00/ II /as. ip. 07306:269. 


— 6012230173 Contract; "Commission Brief infl on Radiation Health Effects It 
Radiation Research* " awarded to H Rossi. 

a Rossi* H. MATTIA* M. Administrative Contracts Branch. FIK 
B“7112. NRC~a 1-01-006. 80/11/ 19. 4pp. 07317:003. 


8012230540 Notification of contract execution* Hod 3 to "ADP Systens 
Support. Contractor ; Tachhassoc tates. Inc. 

FLYNN. M-J. Administrative Contracts Branch. NRC-10-f30“4>73. 

60/ 12/05. ip. 07316:302. 


— 80I2230S45 Hod 3* correcting total dollar amount of contract Ttflacteid 
on Mad 3 to “ADP Systems Support. " 

a 8mall Business Administration. a Tochnassoc latrs* Inc. 

MATTIA.M. J. Administrative Contracts Branch. NRC- 10-00-673. 
80/12/03. Ip. 07316:303, 


8012240032 Notification of contract exacutl on* Hod 4 to "3-D Reflood 
Program tntl Communications & Liaison Support." Contractor: 

NU8 Corp. 

BROMDERO.D. Research Contracts Branch. FIN 0-6272, NRC-04-70-202. 

60/12/ IS, Ip, 07324:219. 


— 8012240036 Mod 4* extending period of performance to 010331* increailng 
cost & alloulng provision for foreign taxes payablotto "3-D 
Program Inti Communications & Liaison Support. " 

EOMDNSONi L. R. NUQ Corp, MORTON* K, V. Research Contracts Dranch. 
FIN B-6272, NRC-04-78-202. 00/12/15. 2pp. 07324:220. 


•8012220003 Mod 1* increasing funds* to "Fuel Cycle Project Revleui. " 
MARKL.R.L Science Applications, Inc. MORTON.K.V, Research 
Contracts Branch. FIN 3-6694. NRC-04-a0-178. 80/11/25. Id 

07306:270. 


8012220005 Mod I* deleting specific amount of money U correcting 
contract language to "Fuel Cyclo Project Review. " 

MARKLrR.L. Sc ience App 1 ications* Inc. MORTON.K.V. Research 
Contracts Branch. FIN 0-6694. NRC-04-80-170. 80/11/25. Ip. 

07306: 278. 


6012240040 Notification of contract executi un* Hod 1 to ♦'Fission Product 
Transport Analysis." Contrac tor ; Qatte 1 le Columbus Labs. 

HACEY. H. Research Contracts Branch. FIN 0-6747. NnC“04~CO-l77. 

60/12/13. Ip. 07324:230. 


—8012240044 Mod 1* Increasing amount of total contract oh 1 tgat loiii to 
"Fission Product Transport Analysis. " 

LUKZ.F.J. Battelie Memorial Institute* Columbus Laborator l«s. 
MORTON* K.V. Research Contracts Branch. FIN B-6747. 

NRC-O4-B0-177. 80/12/15, Ip. 07324:231, 


8012220240 Notification of contract execution* Mod 3 to "Code Selection 
Consulting." Contractor: AF Henry. 

PERLMAN. J. Purchasing Section. FIND-6682, NRC-04-7B-273. 

80/ 12/10. ip. 07307:160. 


8012220249 Mod 3* deobt igating balance 6 closing out contract* to "Code? 
Selection Consulting." 

HENRY, A.F. Henry. A.F. PERLMAN* J. Purchasing Section. 

B-6692. KRC-04-7a-273 80/12/10. Ip. 07307:161. 


FIN 


8012230133 Notification of 
Evaluating Objectivity t 
to Heal th Hgt Sys. 

HOYLE* A. Administrative 
NRC-05-ei-241. eo/12/io. 


contract execution: "Methodology for 
Improving Communications*" awarded 

Contracts Branch. FIN B-I261. 

Ip. 07316:346. 


- 801223013B Contract: "Methodology for Evaluating Objectivity 8« 
J^ij’S^Communications* " awarded to Health Mgt 8yt. 


Improvi 

ABRAMSON. F. Health Management Systems. PERLMAN* J. Purchasing 
Section. FIN B-1261. NRC-C3-0 1-241. 00/12/10. ^ » 


5pp. 07316:347. 


6012240042 Notification of contract exocut ion* Mod 5 to "Testing of 
Reinforced Concrete Containmonts Under Combined Membrane 
Tension & Tangential Shear." Contractor : Portland Cement 
Association. 

WQLLETTiS. Research Contracts Branch. FIN 3-6203. NnC-04-77-1 iG. 

B0/t2/09. Ip. 07324:232. 


—8012240051 Mod 5* providing funds for completion of finol rept tt 
extending period of performance to 010331* to "Testing of 
Reinforced Concrete Containments Under Combined Membrane 
Tension t* Tangential Shear. " 

KUWZE*RE. Portland Cement Association. KQRTGMiK.V. Research 
Contracts Branch. FIN 0-6203. NRC-04-77-1 10. 80/12/00. Ip. 

0/324:233. 


6012300139 Notification of contract execution* Mod I to "NFIC Perianntl 
Policies 1< Practices Seminar for Supervisors Managtro. " 
Contractor:Oraduate School* USDA. 

COLEMAN* R. Administrative Contracts Branch, NRC-10-ai«370 
80/12/16. Ip, 07356:263. 


8012230144 Notification of contract execution: "Commission Briefing on 
Radiation Health Effects Radiation Research*" awarded to 


HI Kohn. 
PERLMAN* J. 
00/11/19. 


Purchasing Section, 
ip. 07316:352. 


ded to 

FIN 0-7111. NRC-8l-Oi-005. 


—8012300142 Mod 1* extending period of performance* to "NRG Personnel 
Policies t* Practices Seminar for Supervisors ^ Managers. " 
VARNERfL.S. Oraduato School* Agriculture, Dept, of* . LGDOrC.D. 
Administrative Contracts Branch. NRC- 10-0 1-370. 00/12/16. Ip. 


--8012230149 Contract: ''Commission Briefing on Radiation Health Effects Sc 
Radiation Research," awarded to HI Kohn. 

KOHNi H. I. Kohn* H. I, MATTIA*M. J, Administrative Contracts 
Branch, FIN B-7ltl, NRC-at-Ol-005. 80/11/19. 4pp. 07316:353. 


Notification of contract execution: "Ed i tor lot Assistance - 
NRC Safety Goal Project*" awarded to Editorial Consultants* 

Inc r 

FLEENORiC.M. Administrative Contracts Branch. FIN 0-1314, 

NRC- 19-81-493. 80/12/18. Ip. 07356:265. 


execution: "Commission Briefing on 
Radiation Health Effects & Radiation Research." awarded to 
M Oold/iati< 

805“ NRC-a'-o.-floa. 


—8012300154 Contract: "Editorial Assistance - NRC Balety Oaal Project* 
awarded to Editorial Consul tants, Inc. ^'rojecs* 

HAYS.M. L. Editorial Consultants, Inc. PERLMAN* J. Admin Istrativ# 
0^’«nch, FIN 0-1314. NRC- 19-8 1-493. 00/18/18. 4pp. 

07356:266. 


— 8012230134 Contract: " 
Radiation Research," 
ODLBHAMiM, Goldman. 
Branch. FIN S-7I14. 


'Commission Briefing on Radiation Health Effects 
’ awarded to M Goldman, 

M. MATTlArM. J. Administrative Contrac ts 
NRC-ai-Ol-008. 80 / 11 / 19 . 4 pp. 07316:359. 


k 


8012300158 Notification of contract execution. Hod 2 to "Photographic 
Sves. " Contractor: MD Color Photo. * ^ 

8O/I2/10”* I?** "‘^07356*282* NRC- 10-80-660, 


8012230168 Notification of contrac 
Radiation Health Effects and Rad 
H Rossi. 

PERLMAN, J. Purchasing Section. 
80/11/19. Ip. 07317:002 


t execution: '‘Commission Driafing on 
[atlon Research*" awarded to 

FIN 0-7112. NRC-0 1-01 -006. 


— 8012300163 Mod 2* providing addl 
« MO Color Photo. LEDO*C.D. 
NRC-1 0-80-668. 80/12/1 S. Ip. 


funds* to "Photographic Oves. " 
Administrative Contracts Branch. 
07356; 283. 



NONDOCKETED ITEMS 


0O123OO2OB No t i f ‘i ca 1 1 on of contract; execi/t ionr Hod 1 to "Honl tor ing 
Cc^uipmptnt for Rvgional Ofc II Jnspoctort." Contractor: 

EbarlLnfl Instrument Corp. 

E. J. Administrative Contracts Branch. WRC-03-78-340, 
a 0/12/16 Ip. 07356:359. 


— G012S00212 Hod It d eofa 1 i gat ing unliquidated contract balance^to 
"Honitortng Equipment for Regional Ofc It Inspectors." 

TURMEYr J. H Eberllne Instrument Corp. MATTlAiH. vf. Administrative 
Contracts Branch. NRC-'09-7Q-340. 80/12/16 Ip. 07356:360. 


8012300210 Hotificatlon of contract osecutiont Hod 1 to "Conference 
Program for ASLB Panel Members,'* Contrac tor ; Cap i tdl 
Commontcatian Sga, Inc. 

UI00I^{8rE. J. Administrative Contracts Branch. HRC-10-BO-3B1 . 
80/09/30. Ip. 07337:005. 


—<>8012300221 Hod li revising delivery schedules due to govt delagi to 
'•Cortf erence Program for ASLB Panel Members, " 

SUTTYi T. A. Capital Communication Systems, MATTIAiM. J. 
Administrative Contracts Branch. NRC-lO-aO-SBl. BO/09/30, tp. 
073S7r006. 


8012300227 Notification of contract e recut ion* Hod 1 to "Assessment €i 
Evaluation of Psychological Distress." Con tractor ; AiJ Murphy. 
PLEENOUfC. H. Admlnis tratl ve Contracts Branch. FIN 0-1360, 
NnC-17-Q0-4S2. 80/12/18. Ip. 07356:048. 


—8012300230 Hod 1< extending period of performance through 810102 at no 
addl cost* to "Assessment & Evaluation of Psychological 
Distress. " 

HURPHVtA.N. Columbia Univ. School of Lau. PERLHANr J. 

Administrative Contracts Branch. FIN 0-1560. NRC~17-B0-452, 

90/12/18. ip, 07337:049. 


6012310575 Notification of contract execution* Hod 2 to "BUR 
Ri f i 1 1-Ref lood Program." Contractor : OE/EPR 1. 

CUSTAVErR, P. Research Contracts Branch. FIN 0-3877. NRC-04~79“t04. 

60/ 11/24. ip. 07366:029. 


—8012310379 Med 2* increasing funds far operating exponsesito "DWR 
Ref i 1 l“Rcf lood Program." 

OaCKi R. 0. Oeneral Electric Co. liQRTON* K. V. Research Contracts 
Branch. FIN 0-5877. NRC-04-79- 104. 80/11/24. Ip. 07366:030. 


8012310395 Notification of contract execution; *' Technical Assistance to 
Support NRC IE Personnei in Investigations of Incidents*" 
awarded to Parofneter* Inc. 

8AI8DEN*L. Research Contract* Branch. FIW 0-1013. NftC-05-BO-2Sl. 
80/11/36. Ip. 07366:033. 


— B01S310602 Contract: "Technical Assistance to Support NRC IE Personnel 
in Investigations of Incidents*" awarded to Parameter* Inc. 
t-OFY<R. Parameter* Inc. HORTQN.K. V, Research Contracts Branch. 
FIN B-1013, NRC -05-00-251. 00/11/26. 4pp. 07366:034. 


B012310620 Notification of contract exocut ion* Hod 4 to 
"Charac ter i lotion Glassification of Geologic Faults tt 
Fractures in Appalachian Foldbelt. " Contrac tor: FL State 
Unlv. 

GUSTAVE* R.P. Research Contracts Branch. FIN 0-10530. 
NRC-01-78-004, 80/09/30. Ip. 07366:038. 


— 8012310624 Mod 4* increasing funds* to "Charac teri lation 6 Classification 
of Geologic Faults Fractures in Appalachian Foldbelt. " 

SLIOeH.B.F. Florido Stata Univ. HORTON* K. V. Research Contracts 
Branch. FIN D-I053a. NRC-01-70-004. 80/09/30. Ip. 07366:039. 


OiaCLOBURE FINANCIAL DISCLOSURE INFORMATION 


8012270638 Grants exemption from IQCFR roquiremente to allow 
participation in matters before NRC affecting OE. Interest 
in Q£ pension plan not subetantlal enough to affect 
integrity of sves to NRC. 

THOMPSON* D. Office of Inspection 6 Enforcement* Office of the 
Director. 80/12/03. Ip. 07335:218. 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


8002290167 Notifies that payment is due for NRC review of Topical Rapt 
OLP-5640* "Use of Thorium axide Fertile Fuel Particles In 
Fort Saint Vrain Fuel Element*.** 

HILLER* M.O, License Fee Management Branch. 00/02/07. Ip. 
04144:233. 


8010160576 Summarties 246th ACRS meeting on 001009-il re SECV-8O-4a0Aj 
proposed rule on fire protec ti on. E x tremoly prescriptive 
requirement of Branch Technical Position 9.5-1 does not 
provide best mean* to assure safety. 

PLESGETi K. S. ACR8 - Advisory Committee o-n Reactor Safeguards. 
80/10/14. 2pp. 06727; 132. 


8012020604 Responds to FQIA request for info r< spent fuel routes 
through t; around Ashavl He, NC. Forwards NIPREG-073S* NRC 
Announcement 80-171 & App A doc ument s. Documents partially 
withheld Irof FDIA Exemption 3),W/o NUREO-0725. 

FELTON, sf.H. Division of Rules and Records. 90/11/21. 3pp. 
07130:324. 


— 6012020617 "Spent Fuel Route Survey * Dconeei SC to Lynchburg* VA. " Info 
partially withheld (ref FOIA Ecemptlon 3). 

■* Commissioners. 80/04/30. Hpp. 


— 8012020620 "Spent Fuel Route Su r vey * Lynch b urg, VA to Qconee*8C." Info 
partially withheld (ref FOIA Exemption 3>, 
a Commissioners. 80/02/29. I 1pp. 


--8012020624 ‘Spent Fuel Route Survey * Ogdensburg , NV to Savannah River 
Faclli tyrSC. *' Info partially withheld (ref FOIA Exemption 
3). 

e Commissioners. 79/11/30. 23pp, 


— 8012020630 "Spent Fuel Route Survey , Tuxedo, NY to Savannah River* 8C.*’ 
Info partially withheld (ref FQIA Exemption 31. 

* Commissioners. 80/02/27. 20pp. 


—8012020637 "Spent Fuel Route Survey* Ann Arbor, MI to Savannah River, SC, 
Info partially withheld (ref FOIA Exemption 3». 
a Commissioners. 77/12/31. ISpp. 


— 8012020640 "Spent Fuel Route Survey * Coiumb ia« MO to Savannah River 
Facility," Info partially withheld (ref FOIA Exemption 31. 

^ Commissioners. 77/10/31. 20pp, 


8012020611 FOIA request for info re spent fuel routes through & around 
Ashavllla* NC. 

PLEMK0N8* R. L. Affiliation Unknown. 60/06/10. Ip. 07130:327. 


8012020/05 Responds to FQIA request for NUREO/CR-IOS6* NUREG/CR-0620, 
NURE0/CR-073G it NUREO/CR- 1 1 55. Na 1 ve r of fees has bean 
gran ted. Forwards documents. N/o ends. 

FELTON, J.tl. Division of Rules and Records. 80/11/25. Ip. 
07130:337. 


8012020/10 FQIA request for NUREO/CR-iOS6* NUREO/CR-0629, NVRE0/CR-075D In 
N'JREO/CR-tlSS. 

JQNEQ.L. Black Hills Alliance. 80/10/22. 2pp. 07130:338. 


0012020720 Responds to FDIA raquest for winning technical proposal 
submitted under IFB R8-QRP-aO-6Gl * "State Legislative 
noporting 6vcs, " Contract was awarded per bid price on bid 
form 6 not proposal. No proposal is available. 

FELTON* J.M. Division of Rules and Records, 00/11/25. Ip. 
07130:340, 


6012020725 FQIA request for winning technical proposal submitted under 
IFD R8-0SP-Q0-6BI* "State Leglslativo Reporting Sves." 

STOVER*J.R. Franklin Inst i tute /Fran V Un Research Center. 80/11/12. 
Ip. 07130:341. 


GD12020731 Responds to FOIA request for documents specifying exact 
routes t: number of spent fuel shipments made or 
scheduled. Forwards NURF0-072S* doc utrent entitled ''Summary of 
Route Info*' 6 NRC Announcemont 80-191.14/0 NUREO-0725. 

FELTON* J.M. Division of Rules and Records. 80/11/21. Ip. 
07130:342, 


— 8012020740 "Summary of Route Info. " 
■e Commissioners. 80/07/23. 2pp. 


8012020736 FQIA request for documents specifying exact routes Ic number | 
of spent fuel shipments taken or scheduled to be taken. 

REVNOLOSi N. American Friend* Service Comnittee, 80/07/1 i. ip. i 
07130:343, 


8012020751 Responds to FOIA request for study conducted in 1971—72 re i 
radiation tovels In areas near active ^ inactive U mills In ! 

Western U3. Request has been withdrawn per 801113 telcon. ! 

FELTONrJ.il Division of Rules and Records. 80/11/23. Ip. ^ 

07130:344, i 

j 


i 
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NONDOCKETED ITEMS 


9012020754 FQIA roquut for itudy conducted in I‘?7I~72 r* radiation 
levcU in aT9*t near active U inactive U milli in Uefttsrn 
US. 

BEEftSiR, Affiliation Unknown, BO/10/30. ip. 07130:345, 


a0l202077i Respondi to FQIA request for info ro Contract NRC-1O-0O-7OB 
Document is available in PDR. 

FELTOri. J. Division of Rules and Records. 60/11/25. Ip 
07130:346- 


6012020774 FOIA request for info submitted under Contract NRC~10-80- 
708. 

MlNHLERiW. S. Kicrojraphic Sijstems Technology Consul tan tSf I tsc. {MSTC« 
Ine. 1 . ao/ll/ll, ip. 07130:347. 


6012020776 Responds to FQlA request for list of all inf o» tnc tud Ing- 
repti & studies within last S yrs. re radi oouc I ides In oiilh/ 
root ir. leafy vegetables, qra ins t meat. Forwards list. Naroos 
addl agancies which may be contacted for info. 

FEiLTON. J, t1. Division of Rules and Records. BO/11/2J. 2pp 
07130:336. 


6012020781 FOIA request for listing of all infor inc luding rapts h 
studies within last 5 yrs, re radionuclides in milk* leafy S* 
root vepe tab let. gra ins fn meat, 

SADWITH.L- Center for Farm K Food Research, Inc . 00/10/30 Ip 

07130:358. ^ 


0012030496 Forwards Ocean Transport Co raduaste disposal records. 
Includes disposal dates tt sites U number of drums. 

HEWITTfM. L. Parr-R ichmond Terminal Co. 62/03/30. 4pp- 


80i2l)30001 Responds to FOIA request for documents re sltos used for 
dumping radwaits in Pacific Ocean. Forwards documents listed 
in Apps Ar B« C U D. Info partially ulthh eld: home addresses V 
telephone numbers (ref FOIA Exemption 6). 

FELTOMjJ. li, Division of Rules and Records. 60/10/15. 34pp. 


— 79J015005B Raquesti amend to Ma t| /flypr oduc t License 93-00017-23 
renovleij Po-2I-0< chang Ing radiation safety officer from 
RB Hall to N Rinaldi It allowing release of C— 14 at sea. 

Certificate of disposition 4 resume for N Rlraldi end. 

TOWlfSLEY. S. J- Hawaii/ Unlv, of. at Honoa. HonolulUiHI. 79/07/07, 
7pp. 


6012030022 Hatl/Byproduct License 04-09666-01 has been amandad per 
6t0n7« 0206/ 0407 ti 14 6 0706 app 1 ications. Amend 6 revises 
Conditions 1.3 It 7 to authorlie possession of 1/000 Ci 
byproduct matl & 19.000 Lb source matl. 

KIRK. R. L. Atomic Energy Commission. 61/06/01. 3pp. 


— 8012030026 Advises that operation in accordance u/Amend 1 to License 
04-05668-01 has been completed except for disposal at sea. 

Ocean Transport Co requires approval for dumping five 
radwaste containers at sea. FR notice end. 

STCINAECKER. J. Parr-Richinond Terminal Co. 60/07/06. 2pp. 


—9012030027 Notifies of 600901 raduaste disposal at sea, Provides 
disposal location. waste content 6 amount. responslb le 
disposal company 4c loading procedures. Excerpt from Nuclear 
Engineering Co. Inc 600307 Itr end. 

HDSK'ELL, R. F- Coastwise Marine Disposal. 60/04/05, 4pp, 


-6012030030 Notifies that Matl/By product License 93-00017-04 provides 
for disposal of package waste at specified latitude b 
longitude. Provides chronology of waste disposals, 

OQWVER. J. E. Atomic Energy Commission. 70/07/22, Ip. 


8012030031 Ack receipt of 641020 Itr supplementing 641020 telegram. 
Froposad licensing action confers limited authority. 

CONNER, T.B. Atomic Energy Commission. 64/10/26. Ip. 


—8012030032 Requests that License 04-09669-01 be amended to include 
receipt of byproduct h 8NM In steel drums filled w/uaste 6 
concrete. Drums will be of density not to sink readily in 
sea water. 

CO)C, J. P. Parr-Rlehmond Terminal Co. 60/06/17. Ip. 


6012030033 Notice of application by Military 6ea Transportation Svc. for 
matl/b y product license to dispose of radwaste. source 6 SNM 
in Pacific ti Atlantic Oceans. 

PRICE.H, L. Atomic Energy Commission. 59/09/07. 2pp. 


'-B012030034 Provides info re disposal of hot barrels containing Ci-I37i 
Co-60 & Ra-226, Includes number of drums. origin of radwaste. 
distribution of surface readings/ disposal procedures tf 
precautions. 

VADEN.J. D. Nuclear Corp. of America Isotopes BpectaUtlos Co. Dlv. 

60/12/22, 2pp. 


-"7711190300 Forwards Amend 7 to Matl/By produc t License 53-00017-23. 
Indicates that aubhorl ration not granted for disposal of 
radwaste at sea. Addl info needed to support request, 

LAHASTRAj M. A. Licensing Management Branch. 77/iO/li. Ip. 


'6012030038 Informs AEC that Military 8ea Transportation Svc does not 
generate radwaste. No revision of license application to 
dispose of radwaste at sea is requested. 

CLAUDIUS/ H.O. Navy/ Dept. of. 70h32. 60/06/07. Ip. 


— 8012030006 "Ocean Disposal Licensees After 1799. 
» Commissioners. 80/10/15. I2pp. 


—80120300 1 0 Submits info re disposal of radwaste under License 
53-00017-04 since 970701. in response to AEC 590701 request. 
TOWNSUEY. S. Hawaii. Univ. of, at Monoa, Honolulu. HI. 61/06/21. 
ip- 


■8012030012 Recommends that Naval Radiological Defense Lab. License 
04-00487-06 be amended to relocate radwaste dumping site to 
conform w/tbat of Nuclear Engineering Co. 

ORENDDN/ A. California. State of. 62/02/02. 2pp. 


■8012030013 Forwards to Coordinator of Atomic Energy Development L 
Radiation Protection/ NRC Itr to Ocean Tranipart Co re 1,008 
containers of radwaite prepared for disposal at sea by 
Atomics Inti. AEC approved 972 radwaste packagcs.U/o end, 
PRICEjH.L. Atomic Energy Commission, 60/07/29. Ip. 


--B012030015 Requests detailed info re radwaste disposals made 
since 590701 under License 53-00017-04. Includ i ng total 
activity in mCl of byproduct matl, is otop I c content* d isposal 
Jocatson L depth of water it number of packages. 

MASDMiJ. R. Atomic Energy Coirmlssion 61/00/14. ip. 


at sea 


8012030017 Requests renewal of Matl/Dyprod-uc t License 46-03623-01, Also 
requests that restriction of disposal to single site be 
waived due to low radiation of products jettisoning at 
/Tiin sea depth of 1.000 fathoms, 

WAUKERiH.V. American Mall Lina. 60/07/28. Ip, 


— B012030020 Summary of licensing activities ro ocean disposal of 
radwaste. Disposal records & fact sheets end. 

« Commissioners. 80/10/15. 6app 


—6012030021 Forwards to Coordinator of Atomic Energy Development & 
Radiation Protection. Amend 2 to License 04-09666-01 U notice 
or 1 s f uanc e , Li c ensee will equip each uasto container w/ 
necessary, W/o end. 

FRluE.H. L Atomic Energy Commission. 60/07/19. Ip. 


“B012C3004J Discusses land burial of low level packaged radwasto. 
Application re sea burial of raduaste may be modified to 
provide for waste disposal svc utilizing land burial 
facilities now available, 

PRICE. H,L. Atomic Energy Commission, 60/09/19. ip. 


— 8012030043 Requests that Condition 16 of License 04-00720-02, 
authorising radwaste diepoeal at eea. be withdrawn. Raduaste 
disposal by sea has been discontinued. 

ETZLER, D.H. Chevron Research Co, 17927. 70/08/29. Jp. 


-6012030046 Notice of proposed issuance of matl/byproduct license to 
American Mail Line, Ltd to provide radwaste disposal svc. 

Proposed license end. 

PRICE. H,L, Atomic Energy Commission. 98/07/25. 3pp. 


— 8012030047 Notice of proposed amend of Matt/8yproduct License 
04-09669-01/ revising Conditions 1 tt 3 to authorize receipt, 
storage ft disposal of single uiilt of depleted Ui weighing 
6,700 lb per 610306 application. 

KIRK/R. L. Atomic Energy Commission. 61/06/23. 2pp. 


--8012030050 Requests AEC approval of 970403 application for license bo 
dispose of radwaste genereted by DOD. Proposed equipment, 
facilities ft procedures are adequate to protect health ft 
minlmlEe danger. 

ORANOiR. A. Navy, Dept, of. 60/02/08. 2pp. 


8012030051 Confirms telcon request for extension of license to package 
radwaste. U8 Navy requests supsrvtsion to seal off conbaintrs 
supplied by Ocean Transport Co. 

STEINAECKER/ J. Parr-Richmond Terminal Co. 60/04/26. Ip, 


601S030093 Ack receipt of 641020 telegram suggesting that AEC delay 
issuance of license for waste storage ft reprocessing 
facil ity. Commiss ion authority is limited, to questions of 
public health ft safety ft common defense ft security. 

CONNER, T, B. Atomic Energy Commission. 64/10/21. Ip. 
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— BOiSOSOOSS Informs of final bt^product matl waste dltpoial bg sea.liatfct 
disposal SVC companlas ui 1 1 be used for future disposals. 

ETZLERrD. H. Chevron Research Co, 70/09/17. Ip. 


— 9012030057 Buboiits addl data outlining raduaste disposal procedures# In 
response to AEC 600112 Itr ^ Zi01S30 0111 telcons. tnc ludes 

waste processing radiation protection procedures# personnel 
monitoring & protective clothing u eq.uipfflsnt. 

8TEINAEGKER# J. Parr^Rt c hmond Terainal Co. 60/02/00. 4pp, 


— 8012030059 Act receipt of 641006 Itr suggeittnfi that AEC deny License 
for storage &: disposal fac i 1 i tg. Commission authoritg is 
limited to guestions of public health fc safety Sc common 
defense tc security. 

CONMERiT, B. .Atomic Energy Commission. 64/10/21. Ip. 


""8012030060 Dept of Pish t: Oame ack receipt of AEC Itr re notice of 
application made by US Naval Radiological Defense Lab 
for license to dispose of raduastc in Pacific Ocean. Li cense 
should be amended to conform U/5Q0512 Voluntary Agreement. 
WARNER# U. California# State of. S7/04/13. 2pp. 


— 9012030061 Supports American Mail tine 371024 application for matl/ 
byproduct license to receive byproduct b source mail wastes 
packaged bg Boeing Airplane«Co for disposal in Pacific 
□cean. Provides info re experience of personnel facilities. 
PRICE# H.L. Atomic Energy Commission. 50/07/25. 4pp. 


""9012030062 Advises# on behalf of Ocean Transport Co# of matls to be 
disposed of at sea 610617-23 

STEINAECKER# J. Parr-Rlchfflond Terminal Co. 61/06/07. Ip. 


""-8012030063 Recommends that CA Research Corp licenses be amended 
specifying guantl t i«s< types U concentrations of 
radioisotopes authorized for distribution In commercial 
products (i that disposal site be specified. 

ROOERB#L. R. Atomic Energy Commission 60/02/01. Ip, 


—0012030064 Responds to 371124 t- 1223 Itrs re amend of License 
04-05658-01# author 1 z 1 ng packaging of low level raduaste for 
sea d i sposal. Requests addl info re doscription of bldg or 
sheltered space within which processing will be conducted. 
HASONrU. R. Atomic Energy Commission. 60/01/12. 2pp. 


— 9012030065 Forwards 641019 Itr to Atty Qeneralp commenc Ing legal action 
to restrain State of WA from entering into sublease of 
property to CA Nuc leari Inc, License should not be issued to 
operate waste disposal site on leased premises. 

VANOEBERO# E, J, Canrad#Kane & Vandoborg. 64/10/20. 3pp. 


-“9012030066 Application for matl /by produc t license authorizing disposal 
of radwaste at sea in min depth of 1# 000 fathoms. Includes 
100 Cl any byproduct matl# SOO lb source matl h 9 g 9NN. 

H1LL#J. M. NavyrDept, of. 17090. 59/04/00. 0pp. 


— 8012030067 Application for renewal of Matl/Dyproduct License 
46-03623-01# author 1 z ing ME Morgan to use i/or supervise use 
6 disposal of 10 Ci byproduct source waste U 200 Ci tritium 
In expended accelerator targets. License excerpt end. 

WALKER# H.V. American Mall Lino. 04S02. 60/00/02. 4pp. 


— Q0I203006B Application for matl/byproduc t license authorizing RF 
Boswell to use i/or supervise use of waste products in form 
of 1 Iqulds# wip Ing rags i tissues for sea disposal. 

B0BMELL#R. F. Coastwise Marine Disposal. 10S22. 58/04/30, 2pp. 


— B01203D069 Submits proposed temporary method far packaged matls having 
high Ci content. Ocean Transport Co possession limit will be 
temporarily relaxed to provide for storage during waste 
transit. 

9TEINAECKER# J. Parr-Richmond Terminal Co. 0434. 60/01/29. Ip. 


—8012030070 Matl/Byprodoct License 04-05660-01 for Ocean Transport Co is 
amended in entirety por 610822 appl Ication. Amend tO 
authorizes receipt t; disposal at sea of OO-gallon drums 
filled u/solidlfied liquid U other noncompress ib le matl. 

KIRKrR.L. Atomic Energy Comnilss ion. 62/01/23. 2pp, 


—8012030071 Requests delay in granting AEC license to CA Nuclear# Inc# 
pending dstermination of validity of lease 4t proposed 
sublease between AEG St State of UA. 

« Conrad, Kane ^ Vandeberg. 64/10/20. Ip, 


—8012030072 Forwards notice of application for mat l/typroduc t license by 
US Navel Radiological Defense Lab, to dispose of low level 
radwaste in Pacific Qesan- 

PRXCErH. L. Atomic Energy Commission* 59/04/02, ip. 


--B012030073 Discusses proposed program for radwaste d i sposa 1. Provi des 
detailed description of rece ip t# possess ion# pac tag ing 6 
disposal of radwaste. 

BOSWELL. R.F. Coastwise Marine Disposal. 10522. 58/04/29. 4pp. 


— 0012030075 Informs AEC that 650 tons of packaged radwaste will be 
shipped to Area E for sea disposal during wt of 600125 if 
weathar permits. 

BOSNELL. R. Coastwise Marine Disposal. 0082. 60/01/07. Ip. 


— 9012030076 Informs that notice of proposed amend to License 
0d"0366a-'0l was signed submitted to FR on 610607. Sea 
disposal operation on 610617-24 is acceptable. 

MASON# J.R. Atomic Energy Commission. 61/06/08. Ip. 


--0O12O3OO70 Notice of application for matl/by produc t license by US Naval 
Radiological Defense Lab# to dispose of low level radwaste in 
Pacific Ocean. App 1 i cation specifies max possession limit of 
150 Ci byproduct matl. 

PRICE# H.L. Atomic Cnergy Commission. 37/04/02. 8pp. 


—0012030079 Informs that Comwission has issued mat 1 /byproduct. source 6 
SNM license to Ocean Transport Co. Forwards notice of 
issuance ic license. ti/o ends. 

PRICE.H, L. Atomic Energy Cojnmi ssi on. 59/10/05. ip. 


—0012030080 Notifies AEC of 670317 disposal of 35-gallon concrete-filled 
drum of radwaste at sej. Describes contents of waste. Also 
informs that five drums of radwaste ware disposed of at sea 
on 670427. 

KR0TZ#D. P. Chevron Research Co. 67/09/18, 8pp. 


— 6012030081 Submits addl explonatlon re solidification of liquid waste 
for transportatl on S# eventual sea disposal outlined in 
971124 Itr. Steel tanks varying in capacity from 300 to 3# 000 
gallons will be used In waste transportation. 

STEINAECKER. J. Par r-R U hmond Ternlnal Co. 57/12/83. 3pp. 


— 0012030082 Ack receipt of 5B0430 application far matl/byproduct license 
re disposal of radwaste in ocean. Forwards draft outline of 
info which can be used as guldelino for supporting info 
needed to continue review. 

HITCH# J.W, Atomic Energy Commission, 10522. 59/05/27. 0pp. 


— 6012030004 Notice of proposed amend of Matl/Dyproduct License 
04-05660-01# author 1 r Ing relocation of waste storage area 
within boundary of property owned by Parr-Rlchmand Terminal 
Co. Suppor t Ing AEC mama enct. 

KlRKrR.L. Atomic Energy Coitmlss ion. 61/06/07. 6pp. 


— 8012030009 Informs that AEC Issued Amend 10 to Ha 1 1 /By product Llcenso 
04-05688-01 held by Ocean Transport Co, Amend authorized 
receipt S#. disposal of 93-gallon drums of concreted radwaste 
at sea. 

KIRK# R. L. Atomic Enorgy Commission. 62/01/23. Ip. 


— 9012030086 Forwards application for renewal of matl/byproduct license t 
request for authorization to dispose of radwaste at sea. 

I1CQUILKIN# J. H. Navy# Dept. Of. 17076. 59/03/09. Ip. 


— 0018030087 Ack receipt of S90709 Itr re issuance of license for sea 
disposal of byproduct waste# source & 8NM to Ocean Transport 
Co, Excerpt from FR end. 

BRQNN#E. 0, California. State of. 57/09/16. 2pp. 


— 9012030088 Submits addl info ro policy of packoged raduaste. Vol of one 
cargo may bo slightly exceeded when vessel# Oar land# i s 
employed on sbort-tarm oceanograph ic research work. 

COX. 1 J. P. Parr-Rlchmond Terminal Ce. 59/12/17, Ip. 


— 8012030007 Act receipt of Dept of Flah Game 500414 Itr re Isotopes 
Bpecialitles Co# tac 4, disposal of radwaste In ocean areas 
adjacent to CA. Requests that meeting be hold w/all 
interested agencies re soa disposal, 

PR1CE#H. L. Atomic Energy Commission. 9B/0S/O9. 3pp. 


— 8012030072 Notifies that Ocean Transport Co Intends to commence sea 
disposal operations during uk of 610617-24, Requests waiver 
of 20-dav notice. 

STEINAECKER. J. Parr-R i chmo nd Terminal Co, 6J/06/06, Ip. 


— 0012030093 Advises that cargo referred to in 661104 Itr was loaded to 
08 Canada Mall due to woo k end loading of 88 Japan Hail. 

Shipment of 40 drums radwaste A threo blocks beryllium waste 
was jettisoned ot sea on 661 225. Mas tors rept end. 

PELLY#0.0. American Nail Lino. 67/01/10. 2pp. 
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aoiaoSOO?^ A;>plitatlon foj* rpnewal Hatl/Otjproduc t Lican«« 
04''00497-03, au tKar 1 2 Ir.g coi lec t icn» packag itig U sea disposal 
of radti'astc. Inc 1 lidcs 130 C£ any radioactive trails per yr 
for sea disposal. 

0AIETTI,A L. Navy» Depfr. of. 17096. 59/03/06, tOpp. 


■8012030095 Far'jards notice re proposed issuance of /natl/fa ^product 
source & SMK license to Dept of Navy to dispose of lou 
level radwaste in Atlantic & Pacific Oceans, U/o end. 

PRKEiH, L. Atomic Energy Commission, 40M33. 59/08/04. tp. 


--8012030096 Forwards Vankeei Inc 5&0407 1 tr» respond ing to AEC 500331 1 tr. 
N/o end. 

PfllCEiH. U. Atomic Energy Commission. 5B/04/14. Ip. 


—8012030099 Advises of proposed issuance of license for sea disposal of 
waste by produc tj source 6 SNM to iHlitary Sea Transportation 
Sve, W/q FR notieo, 

PRlCEi H. L. Atomic Energy Commission. S9/09/04. Ip. 


--8012030100 Rei^uests addl info ra 610412 application to amend License 
O4-0566B-01 to aifthorlxe receipt 6 ocean disposal of water 
insoluble chemical salts paettaged in polyethylene lined 30 
^ 55-9allcn steel drums. 

MASOMjJ. R. Atomic Energy Coitiml sslon. 61/05/23. Ip. 


— 8012030101 Ack receipt of 590306 1 tr ro amend to License 46-03623-01 
concerning rece 1 ptr possess! on disposal of prepackaged 
wastes from customers other than Boeing Airplane Co, Heyirosts 
addl listed info in order to complete application review. 

MASOfliJ, R. Atomic Energy Co.Tfni ss ion. 59/04/02. 2pp. 


— 8012030102 Forwards Amend 10 License 04-0566B-0li authorii ing receipt t 
disposal of 5S-gallon on drums at sea.N/o ends. 

KIRKiR.L. Atomic Energy Co^rmi s sion. 62/01/23. Ip. 


—8012030103 Notifies of receipt of Boeing Co uaste mat! for disposal at 
sea Description of contents end. Ins tructlons will be Issued 
to jettison ma 1 1 in accordance w/liconse terns. 

PELLVi D. D. American Kail Line. 66/11/04, 4pp. 


— 8013030105 A: If receipt of AEC SQ0407 Itr re proposed issuance of natl 
byproduct license to Isotopes Specialities Cor I nc. Rettuos ts 
that add! requirements be imp lementod. Dlsposa Is should bo 
made in waters no less than 2i COO fathoms. W/relatod Itr. 

OaRDDII/ 8. California. State of. 58/04/14. 6pp. 


— S012030107 Notifies of radwaste disposal at sea during wk of 590706-10. 
Lists total number of conta inersr total byproduct activity €< 
number of concrete b loc ks. Raduastc ulll be disposed of in 
Pacific Q^cean. 

MCQUILI^IN. J.H. Navy. Dept. of. 730-67, 39/06/lB. Ip. 


— 6012030109 Submits addl info re renewal of License 04-00437-06 h in 
response to AEC 610414 request. Estimated total that night 
accumulate prior to posaitlo sea disposal operation Is 
500 Ci. OispQsal procedures ond. 

ROTHiE. B. Navy. Dept, of . 61/03/11. 9pp. 


— 8012030110 Application for mat 1 /by product license. 

^ American Elec tronlcs . Inc. R«ed-Curtis Nuclear Dlv. S8/03/14. 
3pp. 


— 8012030111 Provides policy re storage of packaged raduastc at ship 
site. Co.npany will not accumulate more than one cargo load. 

Oeneral specs of vessel . Qar 1 and* end. 

COXrJ.P. Parr-Ri chmend Terminal Co. 59/12/17. 4pp. 


— S012030114 Ha tl/By product License 46-03623-01 for American Nail Line is 
a.Tvonderf in entirety per 6&08t>l 03 app I Ications. Amend 3 

authoriies receip t# possossi on ^ disposal of 10 Ot byproduct 
matl other than trltlumi SOO Cl tritium U 200 lb source matl. 

* Atomic Energy Commission. 66/09/lS, 3pp. 


— 8012030115 Notice of issuance of Byproduct Source & 8NI1 Llconse 
04-04730-01 1 authcri 1 ing Coastwise Karine Disposal Co to 
receive, possess, package 6 dispose of byproduct, source 6 SNN 
in Pac 1 f ic Ocean. 

PRICE. N.L. Atomic Energy Commission. 59/06/07. Ip. 


— B0120301I6 Application for renewal of Matl/Qyproduct License 
04-00487-03. author i ) ing possession & use of SOO mCi of any 
byproduct matl between Atomic Numbers 3-04 for R6D. 
DAIETTI.A, L, Navy, Dept, of, 14993. 58/11/25. 13pp- 


—0012030117 Confirms 3B0402 telcon ro recent application for rqatl/ 
byproduct license re disposal of radwaite in ocean. Requests 
addl info before review of license application can continuo. 
NITCH. J, W. Atomic Energy Commission. SB/04/14. 3pp. 


— 0012030119 Provides followup to 5911S4 request for two amondi to 
1 icciise. Amends should be processed separately. Requests seek 
author! latlon for storage of 4.700 Cl byproduct matlti4j000 
lb source, matt L 400 g 8NM, 

STEINAEOKER^ J, Parr-Richmond Terminal Co. 59/12/U. Ip. 


—8012030122 Informs City of Richmond that AEC has issued Amend lO to 
Hatl/Bgproduct License 04-0568B-01 held by Ocean Transport 
Co. Amend authorizes receipt tt disposal of 55-gallon drums of 
concreted radwaste at sea. 

KIRK.R. L. Atomic Energy Commission. NRC. 62/01/23. Ip. 


— 8012030123 Informs that Commission has issued matl/byproduct license 
to US Naval Radiological Defense Labi author 1 z ing disposal of 
low level radwaste in Pacific Ocean. W/o FR notice. 

PRICE* H.L. Atomic Energy Commission. 59/05/25. Ip. 


— G012030124 Application for renewal of Llcenta 04-00037-02i author 1 1 Ing 
possession fit uso of SOO Ci any byproduct matl u/Atomic 
Numbers 3-84 in any form of waste matl. 

SIHPSONrR. Atomic Energy Naste Disposal 9ervico. 17219. 

59/03/11. Spp, 


—8012030125 Opposes granting matl/byproduct license to Isotopes 
Specialities Co for ocean disposal of radwasterduo to 
raduraste dumping in ocean areas less than 2i 000 fathoms deep 
It prorimity to shore. 

OOROONiS. California. State of. 58/03/20. 2pp. 


--B012030126 Notice of issuance & availability of Amend 3 to License 
46-03623-01, 

a Atomic Energy Commission. 66/09/15, 2pp. 


--8012030(20 Informs that Commission has issued matl/byproduct Hccrvte to 
UB Naval Radiological Defense Labi author 1 1 ing disposal of 
low level radwaste in Pacific Ocoen.W/o FR notice. 

PRECErhf. L. Atomic Energy Commission. 59/05/29. Ip. 


--0O12O3O131 Application for renewal of License 04-00037-02 to provide 
for radwaste disposal sve, 

BlNPBONfR. Atomic Energy Waste Disposal Dervico. 17219. 

59/03/11. aipp. 


--8012030132 Discusses ozpanslon of radwaste disposal sve. Lists 
procedures bo be followed to minimize radwaite handling St 
radiation eeposure. Requests authorization to collect & 
dispose of any radwaste contained by concrete. 

FRlSOUIiA. American Electronicsi Inc. Rood-Curtls Nuclear Dlv. 
90/03/10. 3pp. 


— B0I2O3O135 Notifies of matl Booing Co has transferred for disposal at 
sea. Matl will be loaded by 641010. Full description of 
contents end. 

PELLViO.O. American Mail Line. 64/09/20, 4pp. 


— B012030136 Forwards proposed FR notice re receipt of Dept of Navy* 
Military Sea Transportation 8vc application to dispose of 
low level radwaste in Pacific ti Atlantic Oceans. W/o end. 
PRlCEiH.L. Atomic Energy Commission. 59/05/07. Ip. 


— G012D3013B Forwards responses to AEC 500113 questionnaire re ocean 
burial of radwaste. 

ELLI0T*L. P. California Research Corp. SQ/02/1Q. 3pp. 


-—8012030139 Informs Coordinator of Atomic Energy Development V 
Radiation Protection that AEC has issued Amend 10 to Matl/ 
Byproduct License 04-05660-01 held by Ocean Transport Co. 
Amend authorizos reclpt disposal of radwaste at sea. 
KlRI^iR. L, Atomic Energy Commission, 62/01/30. Ip. 


— 8012030140 Application for amend of Katl/Dgproduct License 46-03623-01 
to allow shipment of radwaste to sea from organ! lations 
other than Boeing Airplane Co 4! to increase possession limit 
to 60 lb waste. 

MALHER.H. V. American Mail Line. 17019. 59/03/06. 3pp. 


— 8012030141 Forwards notice of Issuance St availability of Amend 3 to 
License 46-03623-01 Sc license amend. Amend provides for 
receipt St storage of packaged radwaste matls by American 
Mail Lino It authorizes disposal in Pacific Ocean, W/o end. 

MCBRIDE* J. A. Atomic Energy Commission. 66/09/15. Ip. 


— B012030142 Requests Indication re max amount of matl which ulll b» 
possessed at any one time per 610302 application for renewal 
of License 04-00487-06. Also requests revision of radwaste 
disposal procedures to include listed criteria. 

MASCMi J, R. Atomic Energy Commission. 61/04/14, 2pp, 



NONDOCKETED ITEMS 


321 


'"6012030143 Ack r«ceipt of info <;rans'ni t ted u/AEG &40902 1 tr. Requests 
<«dvist(itent of progress made. 

ROBFLLINI. A. D, Washington. State of. 64/09/11. Ip. 


-6012030149 Ma tl /Byproduct License 04''0S6&8-01 is amended per 601129 
Itr. Amend 6 revised Condition 6.3(3) re packaging of motls 
containing radioisotopes of Pu> Arif polonl un. curium or 8r-90 
in quantities in excess of 100 mCi. 

PRICE. E.R, Atomic Energy Coiiimlssian. 60/12/30. 2pp. 


-6012030146 Forufards proposed FR notice re receipt of Dept of Navy. 
Military Sea Transportation 8vc application to dispose of 
iou level radii^aste in Pacific & Atlantic Oceans. 

PRICE. H.L. Atomic Energy Commission. 59/09/07. Ip. 


-8012030147 Katl/Dyproduct License 04*'04730-01 for Coastwise Marina 
Disposal Co. author i X 1 ng receipt, possessi on. packag Ing ii 
disposal of byproduct, source 2. SNM. Supporting memo end. 

* Atomic Energy Commission. 99/02/19, llpp. 


— S012030170 FoTii'arOs notice of issuance fc availability of Amend 3 to 
License 46-03623’'0l L License amend. Nou criteria for 
preparation of packages for disposal at sea is under 
cons ideration. W/o end. 

MCBRIDE. J. A. Atomic Energy Commission. 66/09/19. Ip. 


— 8012030171 Hatl/Bgp roduc t License 46-03623-01 for American Hail Line. 
Ltd. aut hor j I ing recei p t. pos sos $ i on ic disposal of lO Ci 
byproduct matl it 19 lb source matl from Boeing Airplane Co. 

MAGON. J. ft Atomic Energy Commission, 98/12/31. 3pp. 


— 0012030173 Foruards application for renewal of License 04-00407-06 rc 
authorization to dispose of loid level raduaste in Pacific 
Ocean. 

ROTH.E, D. Navy. Dept, of. 33112. 61/03/06, Ip. 


— 6012030174 Forwards proposed FR notice re proposed issuance of matl/ 
byproduct license to OS Naval Radiological Defense iLab. to 
dispose of low level radwasto in Pacific Ocean W/o and. 

PRICE.H. L. Atomic Energy Commission. 59/04/27, Ip. 


-6012030140 Ack roceipt of 640902 Itr.Oept of Health uill ho reprasented 
at 640915 maoting in Richla.nd.WA re CA Nuclear. Inc L 
proposed amends to waste disposal license. 

STOCKMAN. R. L. Washington. State of. 64/09/09. tp. 


-S012030149 Requests info re waste matl packaged In concrete-filled 
etael drums for disposal into sea. Drums must meet criteria 
In end FR notice of proposed rulemaking before 
authorization for receipt can be made.W/o FR notice. 

KA80N. J. R. Atomic Energy Commission. 61/04/10. Ip. 


-801S0301SO Notice of issuance of Amend 10 to Hatl/Byprod uct License 
04-09666-01 .fr notice excerpts and. 

KIRK. R. L. Atomic Energy Commission. 62/01/23. 3pp. 


-6012030194 Forwards proposed FR notice re receipt of Military Bea 
Transportation Sve application to dispose of lout level 
raduaste in Pacific Atlantic Oceana. W/o end. 

PRICE.H. L. Atomic Energy Commission. 99/09/07. tp. 


-60120301S9 Forwards notice of issuance & availability of Amend 3 to 
License 46-03623-01 & licenso amend. Amend provides for 
roceipt L storage of packaged raduaste matls by American 
Mail Line L authorizes disposal into Pacific Ocean. W/o end, 
MCBRIDE. J. A. Atonic Energy Commission. fiO/09/19. Ip. 


-8012030197 Submits response to AEC 901224 request for addl Info in 
support of application for mat 1 /by produc t 1 icenoe. Includes 
info re troatmunt. use & ultimata disposal of radwaste. 

BIKPSON. R. Atomic Energy Waste Disposal Service. 99/01/27, 2pp, 


-8012030156 Forwards proposed FR notice re receipt of Dept of Navy. 
Military Sea Transportation 8vc application to dispose of 
low level radwaste in Pacific it Atlantic Oceans. 

PRICE.H. L, Atomic Energy Commission. 59/09/07. 2pp. 


-8012030160 Requests info re disposal of raduaste at sea. including 
number of radwasto pac kages. actlvl ty L isotopes per package 
Ik total quantities of matls dumped since 990930. 

BUCHANAN. C. R. Atomic Energy Commission. 56/01/13. 2pp. 


-8012030163 Requests clarification of listed Items re treatmentr use 6 
ultimate disposal of radwasto. Revl ew of application will 
continue upon receipt of Info. 

BRINKMAN. R. E. Atomic Energy Commission. 96/12/24, 2pp. 


-B012030164 Ack receipt of 590427 Itr re proposed issuance of matl/ 
byproduct license to US Naval Radlolagical Defense Lab to 
dispose of low level radwaste in Pacific Ocean. FR notice 
end. 

BROWN. E.O. California. State of. 99/09/07. 2pp. 


-0012030166 Application for amend of Ka tl/Dyproduct License O4-O5660~Olf 
authorizing storage of 4.700 Gi byproduct matls. 4«000 lb 
source matl L 4Q0 g SNM. 

STEINAECKER. J. Parr-Rlchmond Terminal Co. 22669. 59/11/24, 3pp, 


”8012030166 Submits addl info ro principle US ports from which 
radwaste would be lifted for disposal at sea. Ports include 
NY Harbor L 6an Francisco Harbor. 

ZWICKERrF. W. Navy. Dept, of . 90M32. 69/04/30. tp. 


— 8012020175 Katl/Qyproduc t License 04-05666-01 for Ocean Transport Cd> 
authorizing racelp t. possess 1 on disposal of 790 Ci 
byproduct matl. 2. 000 source matl {<4 3 GNI1. 

KlRK.R.L- Atomic Energy Com.mi s s I on. 59/10/05. 5pp. 


— 8012030177 Responds to 561126 Itr re disposition of byproduct I. source 
matl wastes on 5B1 030. Shipment was transforred by Boeing 
Airplane Co, A Jenson 981113 Itr L Atomic Energy Waste 
Disposal procaduros end. 

WALKER. H.vr. American Mail Line. 98/12/29. 20pp. 


— 8012030176 Notice of receipt of Isotopes Specialties Co application for 
license to provide radwaste disposal sves. 

PITTMAN# F.K. Atcinilt Energy Corttmiss i on. 97/11/26, Ip. 


--8012030179 Ack receipt of 590402 Itr re US Naval Radiological Defense 
Lab application to dispose of low level raduaste in Pacific 
Qcean.FR notice ond. 

BROI^NrE. 0. California, State of, 59/04/10, 2pp. 


— 6012030160 Application for renewal of Matl/Dyproduct License 
04-00437-06/ author i I ing 500 Ci any radioactive matls per yr 
for sea disposal & rec e ip t. possession, packag ing it disposal 
of radwasto generated by U6 Naval Radiological Defense. 
BAIETTI.A L. Navy , Dep t. of . 33112. 61/03/02. lOpp, 


— 8012030102 Application for amend of Matl/Dyproduct License 46-03623-01, 
authorizing HJ Walker»HA Greenwood. WH Clarke. J Jorgenson it 
E Headman to possess L dispose of tO Ci byproduct source 
waste ti 200 Ci trltum in expanded accelerator targets. 

WALKERfH. V, American Mail Line. 79S14, 66/08/01. 2pp. 


'“-0012030109 Confirms 590106 te I con. Coastwise Marine Disposal Co should 
be designated as legal licensee in Item 1 (al of Application 
Form AEC-313. Certif 1 ed copy of ship log will be kept at all 
ti.^as. 

DOSWELL. n.F. Coastwise Marine Disposal. A!C:<-l-4905. 99/01 /OQ. 

Ip- 


— 8012030167 Confirms 640631 to Icon re application for license bo 
recBiva. possess L store radwaste at Ri c hland . WA. Lists 
aspects of application requiring c anfl r.tiat ion. 
clarification or amend. 

CUNNINGHAM. R. E, Atomic Energy Commission. 64/06/31. Spp, 


--8012030I6B Advises Commission of 610215 L 0217 voyages to dispose of 
Idu level radwasto. Info Is being provided in response to 
Amend 6. Condition lO of 601230 license. 

STEINAECKER. J, Par r-R 1 c hmon d Terninol Co, 61/03/06. Ip. 


-—0012030190 Notifies that shipment of 38 drums of radwaste was disposed 
of at sea on 501030 of depth of 2. OQO fathoms, 

WALKER, H.V, American Mall Line. SB/ 11/24, Ip. 


—8012030191 Ack receipt of 660623 Itr re disposal of three drums of 
radwaste In unauthorized disposal area. Notes that stops have 
been taken to assure future disposals in area designated in 
1 ic ense. 

PRICE. E.n. Atomic Energy Commission. 66/07/05. Ip. 


— 0012030193 Act receipt of 501024 Itr re Caaituiso Marine Disposal Co 
application for license to provide radwaste disposal svc. 

KNIOHT.O. O. California. State of. 5&/1I/06. Ip. 


—8012030195 Submits revised schedule for sea disposal of radwaste 
authorized under License 04-04870-* 06. Provi d »s info re load 
number, da to. numb er of containers, amount of activity tn most 
hazardous rad loi sotopos- W/FR notices it related Itr, 

COMNOLLY. R J- Navy . Dop t. of , 730-93. 59/09/17, 6pp. 


-6012030169 Responds to 581014 itr containing addl questions for AEC 
review of application for matl/byproduct license re sea 
disposal of rad loisotopes. Regulations re transportat ion of 
radwaste shoud be included in application. 

BOSWELL. R.F, Coastwise Marine Disposal. 56/11/23. 9pp. 
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—8013030196 t<.fcic« oJ .(iplicjtion far Ucen». lo provlPp upst. dipppsal 
ivc filed bi| Godstul^e Marine Dtspc^al Co. 

PRlCEiH. L, Atomic Energy Commission, 58/10/24. Ijp, 

of matl/byproduct lic«nae to 
isotopes Specialties Coi Inc to provide ratfuoste diiposal 

PRiCEfH. L. Atomic Energy Commission 58/02/26. 4pp. 

—80130301?? Public Health requests clarification re AEC license 

conditlan that waste be tfispoted of in prescribed Pacific 
area, thus nullifying voluntary agreement betueen CA agencies 
licensed AEC firms. News article end. 
ilcRRlLLt M. H. Californiap State of, 38/09/30. 2pp. 

6^12030200 Application for Mat I /Syp ro d ue t License authoriiing 
iJ3 Corbett to use fc/or supervise use of aOp 000 Cl any 
byproduct matl betueen Atomic Numbers 1-? St 2&i QOO lb source 
partially biithheld (ref FOIA Eiemptlon 6). 

^^"6^07/03 24pp''’^°^^' Engineering! 

—8012030201 Clarifies points raised in 630924 Itr re renewal of Matl/ 
ayproduct License 93-00017-04, Comments on radiation control 
program, personnel non Itoring, waste disposal & manual for 
from AEC 650924 Itr end. 

Is/M/Ob'^ 4 pp Monoat Honol u J u, HI . 72626. 

-aoiSMMOZ 0, 61,307 disposal of pactapad rpdua.t.. 

natter log 6 sea disposal rept end 

^°”61/l2/i3 Nuclear Enjineerlng) 

Isotopes Epedalties Co, Inc for 
matl /byproduc t license to co J lecti p repare for disposal 4c 
dispose of byproduct L source matl waste. Includes Info re 
of personnel equipment U facilities. 
r«jce, M. U, Atomic Energy Commission. S8/02/26, 3pp. 

-8012 030 804 ri.,o,.t. y|th<rai.aj of oriploal application for llconaa. 
Company will submit now app I icatlon t proposal for license 
VO col lec tf process 6 bury radwaste at sea. 

DaSWELL,n.F, Coastwise Marine Disposal. 98/09/05. tp, 

— 801P030203 Notifies that Boeing Airplane Cd has transferred shipment of 
38 drums of radwsste for d i sposal. Provi dos specific location 
*^^**^^'*‘‘ description of radwa.te'encl . 

W,ALKEfifH, V, American Hail Line. 50/10/24, 2pp. 

storage of radioactive metis at AEC approved 
n RichmondiCA. Ocean Transport Co does not 

4 Futtin 

BTElNAECHen, J, Parr-Riehmond Terminal Co. 60/11/10. 14pp. 

uc.n„ p„..„. 

nCCLUNO. M, N. Booing Co, 37/11/21. Ip. 

^ Source Matl License 46-03623-01. 
disposal of byproduct & source matl In Pacific 
uc ean. u/o end. 

PRICEfE. R, Atomic Energy Commission. 58/00/20. Ip. 

-6012030211 Aivtso, Uat raiwasts ihlpoient on SS Canada Hall l,ai taan 

PEU ! S S i ^ *'='■ Callahan and. 

PELLVj 0 . B, American Mail Line. 69/09/14. 2pp. 

l*" F«r am.nd tc Licnna, 

to 00623 01. Requests addl info re specific disposal area# 

that'*uill*'hi'^**^' packaging procedures it mas amount of matl 
that will be possessed ai one time. 

MASOfii J. R, Atomic Energy Commission 59/09/14. 2pp, 

matl/byprorfuct Ucensoi autHor i c ing MH 
Poppo WE Morgan to usa Wor supervise use of 10 Cl 

S ^ disposal. 

nCCLUNOf t1. W. Boeing Co. 97/11/22, llpp. 

a»HIcaHon far naM/btfraduct 
content ta 800 Cl. Incraaaa la bllaJ 
on recant request from customer. 


• increase mati content 

on recant request from customer. 

98/07/25^' Wa»ta Disposal Service, 


12118. 


L. Atomic Enevay Com.-ti ss ion. 61/12/00, ip. 


^^610213-17^**^^^^"* radwaste disposal trips scheduled during wk of 
STEIHAECKERf J. Parr-RicKmoAd Terminal Co. 61/02/09. Ip. 

”®®ualk™‘2 “*• of «♦ »•» on 890824. 

WALKER, H.v. American Mail Line. 59/09/23 ip. 

BOI2030220 "Transportation Requirements for Radwaste Olipotal 
Licensees, " 

*■ Atomic Energy Commission. 98/10/21, 3pp. 

—8012030221 Requests status of 971029 application for matl/byproduct 
IJcensa it confirmation that Unlv of WA Is licensed to 
dispose of radwaste at sea. 

WALKER^H. V. American Mail Line. 97/12/11. Ip. 

MC0DIMU« W. J. American i-.J Li/,.?, -« .'M/0?. ip. 

—8012030225 Responds to AEC 500026 request for mddl info S< revised 

byproduct/matl license. Approx 
56, OOD lb source mail '■;? n r>o rciroived during next 2 yrs. 

Revised procedures one' v • *v - yr». 

SIMPBOMf R, Atomic En jrj^y Waste Disposal Service, 58/10/17. llpp. 

binounti, bi,p.. 4 locbtlan. of roduufto mil 
disposed of in sea.All wastes were generated within army 
commands in Europe ti/or Korea S, encased in concrete in 95- 
gallon site drums. 

CLAlfOlUSr H. O, Navy, Dop t. of. 61/01/13, ip. 

—C012030227 Application for amend of Matl/Byproduct License 04-00980-06, 
Isotopes Specialties Co as dlv of Nuclear 
Corp cf America, Inc <: to delete AM Goldstein 8c add J Vadon. 
Administrative procedures end. 

Dlv'^^^99/09/JO^“‘^6p?’' Isotopes Specialities Co. 

^ License 46-036S3-01, issued per 600728 
application for license renewal. Condi tion 6 has been revised 
of listed official, re iSJent ?o 
conduct disposal operations, 

PRICE, H.L, Atomic Energy Commission, 60/12/02, Ip. 

rftt packaging in retponie to AEC 

571227 request. Measures wll) be taken to ensure that primary 
container will not float if it becomes separated from 
iCAsto disposal package. 

HCCLUNO, M.W, Boeing Co. 2-1800-9-264, 90/01/10. 2pp. 

rb4„,.b. U.r. g.Ui.on.d on 
? fovl,,., UHtud, & lonjUud. of drop.W.tor 
I" *”eis of 2,000 fathoms. 

JiGOOWAN, U. J. American Mail Line, 64/04/17. Ip. 

-GO,303^S^Fo,«.H._^hOb,o.cOf propo.od lo.u.nc. of llc.n.o 390909 Hr 
PRICE, H.L. Atomic Energy Commission. 99/09/09. Ip, 

clarification of number of drums it amount of 
radwaste disposed of on 640329. iipwu,,,. ur 

BAS8IM, N. Atomic Energy Commission. 64/04/23. Ip. 

‘’•“jnep of Amend l bo Lien.. 44-034B3-OI h.ld 
by American Mail Line, e xtending license expiration date for 
2-yr period. Condition 6 has been revised to require 

M*! "or 1“^'“ “'f*''*!* F. dl.po.al oporotton.. 
r«iCE^t«. U. Atomic Energy Commission. 60/12/02. Ip. 

application for matl/byproduct 
byproduct matl. Requests 

du^ fca ‘"J** ^ revised procedures ro proposed program 

J S' possession limit 8< ultimate disposal 

BUCHANANr C. R, Atomic Energy Commission, 9a/OB/B6r 9pp. 

-eoiBMoajO Syjjj.l. proc.dupo for updobing opplUotlon. for bgprodot* 

?f MJao.to, In currant co..,n.L> 
application should be submitted. 

BRINKMAN* ft, E, Atomic Energy Commission. 58/07/01. Ip. 

'■■ P«k*0ln9.l'*ndlln, b dt.po..] 
Will hi I Airplane Co, Lists procedures that 

iJA/ipS I*' radwaste disposal sves. 

WrtUKiiR, H. v. American Mail Lins. 58/01/24. 2pp. 
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~“80ia030242 Informs Coordinator of Atomic Enorgy Developmont tt Radiation 
Protoctl on* of losuanco of Amend 7 to Liconfo 0d-06ii9-Dl 
held by Ocean Transport Co. Amend provides for receipt of 
metal scrap in plywood containers. 

KIRKtR. L. Atomic Energy Commission. 61/01/11. Ip, 


— 9018030243 Advises of proposed Issuance of license to Ocean Transport 
Co for sea disposal of raduaste. Proposed license authorltes 
tuo waste disposal sites. 

PRICEiH. L. Atomic Energy Commission. 39/09/09. 2pp. 


*'*'8012030244 Corrects error made In 640417 Itv re number of drums 
disposed of on 640329. Actual number jettisoned uas 30 drums, 
MCOOIMM. W. J. American Mall Line. 64/04/S4. Ip. 


"•8012030246 Responds to application for matl/by product license re sea 
disposal of rad lo isotopes. Requests clarification of listed 
items prior to continuing revieui. 

HITCH* J.U. Atomic Energy Comm its I on. 58/10/14, 4pp. 


— 8012030247 Notice of application by American Electronic* Inc for license 
to provide radurastc disposal svc. Appl icat ion specifies max 
possession limit of 10 Ci L proposes to dispose of uastes 
at specific locations In Pacific Ocean. 

PRiCEfK. L. Atomic Energy Commission. 98/06/13. Ip. 


— 8012030249 Provides addl info re application for ticflnee to dispose of 
radwaste* in response to AEC S80314 reques t. Includes info re 
radiation monitor to accompany uaste shipmentf inetructioni 
to driver of waste vehicle tt exemption from surface limits. 
riCCLUNO. M. U. Boeing Co. 2. 4427. l*- 106. 38/03/19. 2pp. 


— 8012030250 Act receipt of 590827 Itr re Ocean Transport Co application 
to diepose of raduaste in Pacific Ocean. 

BROblNiE. 0. California* State of. 59/09/03. ip. 


—*8012030252 Forwards to Coordinator of Atomic Energy Development 6 
Radiation Protection* notice of proposed issuance of amend 
to License 04‘'0966G‘'01 held by Ocean Transport Co, 

KIRK*R.L. Atomic Energy Commission. 61/12/06. ip. 


— 9012030253 Matl /By produc t License O4''O9660-O1 is amended per 610103 
app 1 Ication. Amend 7 adds Condition 3. D* author 1 x ing receipt 
of magnesium-thorium metal scrap having up to 4:( 76-232 In 
steel~cl ipped* nal lid It banded boxes. 

K1RK*R.L. Atomic Energy Commission. 61/01/11. ip. 


— 0012030255 Notifies of 640209 sea burial of five SS-pal Ion* c oner ete- 
filled drums of raduaste. No barrel weighed less than 780 lb. 

Lifts approx contents of each barrel & longitude latitude 
in which barrels were dropped. 

ETZLERiD. H. California Research Corp, 64/03/03. Ip. 


'8012030256 Requests that Commission revalue application of liOOO fathom 
rule appearing in NBS Handbook 58 re disposal of# CA coast. 

9td may not be advisable in this area. 

DAVIS* H.C. California Fish Canners Aseoc latl on* Inc. 98/04/29. 
ip. 


— 8012030259 Act receipt of 580319 Itr re application for matl /byproduct 
license for sea disposal of radwas t«. Deni e s request for 
exemption from provisions of -federal regulations 6 
Commission licensing policy re labeling II werning signs. 

HITCH* J.N. Atomic Energy Go'rmi ssi on. 58/04/18. 2pp. 


—8012030260 Notice of proposed Issuance of ma tl/byproduct license to 
Ocean Transport Co* author 1 1 Ing disposal of waste in Pacific 
Ocean at depth of 1*000 fathoms. Draft license 6 supporting 
memo end. 

mPKffi.L. Atomic Energy Commission. 59/09/09. 10pp. 


— 8012030262 Notifies that Boeing Co has transferred 33 drums of radwaste 
for disposal at sea.Katl will be loaded by 640324. Full 
description of drum content end. 

KG0CWAN*N.J. American Hall Line. 64/02/19. 2pp. 


--8012030263 Submits Ofq of Regional Mater Pollution Control Board 4 
response to AEC 580227 Itr re FR notice of proposed Issuance 
of matl/byproduct license to Isotopes Specialties Co. 

Application is acceptable. 

LAR6DN*L.C. California, State of. 58/03/13. Ip. 


— 8019030264 Submits addl Info re method for preparing barrels for waste 
disposal* in response to AEC 600929 requts t. Provides detailed 
description of method. Procedure precludes presence of 
significant voids in barrels. JS Corbett 601:013 Itr end, 

ElLIOTiL. P. California Research Corp, 60/10/14. 4pp. 


— 8019030266 Notice of proposed amend of Mat 1 /Bgpr oduc t License 
04-03668-01 authorlilng receipt 6 ocean disposal of waste 
in addl types of cantaincTS. 

KIRK* R. L. Atomic Energy Cofr^^lision 61/12/04. 3pp. 


— B012030267 Advises that number of drums to be disposed of is 30 6 not 
33* as stated in 640919 Itr. 

KCOQNAN,N. J. American Mail Line. 64/02/23 ip. 


—8012030268 Discusses disposal operations 6 activities under license 
Issued on 570331. No trips to sea to dispose of raduaste have 
been made. Est Imated 3*000 Ci matl will be disposed of In 
Pacific disposal ground & 5*000 Ci in Atlantic. 

LAW, J. E, US Ecology, Inc. (Formarlv Nuclear Engineering) 

98/01/22. ip. 


—0012030269 Submits supplemental info re Ha tl /Byproduct License 
04-00980-06. Includes sketches indicating types of uaste 
containers that may b« used as packaging for radwaste for 
sea disposal 6 types of high level waste containers. 

HIChlAUO, A. A . Nuclear Corp. of America Isotopes Specialities Co. 
Olv, 27416. 59/10/01, 14pp. 


—8012030270 Dltcusiet application for matl/byproduct license re sea 
disposal of raduaste. Secondary containers £t veh icles 
transporting radwaste will have appropriate warning labels. 
MCCLUNO.M. U. Boeing Co. 59/04/23, Ip. 


— 8012030272 Advises Coordinator of Atomic Energy Development t< Radiation 
Protection, of issuance of Amend 6 to License 04-05668-01* 
held by Ocean Transport Co. License Condition 10 has been 
amended re notification of sea disposal operations. 

PRlCEfE, R. Atomic Energy Commission 60/12/30. Ip. 


—8012030273 Ac 1 receipt of 600920 6 29 teUgrams re 20‘*day notification 
for sea disposal opera tlons. AEC has no objection to request 
to shorten 20-day waiting per lod. Requests notification of 
disposal site 6 completion date. L Fancey 801011 Itr end. 

PRICEfH. L. Atomic Energy Commission. 60/10/09, 4pp. 


— 8012030275 Application for matl /by product license authorlxlng RF 
BoswelltUB Silverman tt. 0 Borg to use 6/of supervise us# of 
100 Cl raduaste of any chemical i;/or physical forms for 
col lection, i torag e Sc processing for sea disposal, 

S05MELL*R F. Coastulsa Marine Disposal. 90/09/05. 3pp. 


--8012030276 Requests Info re possible disposal of raduaste by burial at 
sea. Info should be received prior to SB0229. Also requests 
namea of users of radioactive waste disposal svc. 

BUCHANAN* C. R. Atomic Energy Commission. 98/01/13. Ip. 


— 8012030277 Advises that 73 drums of radwaste will be jettisoned on 
631115 at depth of 2,0-97 fathoms. Also provides longitude tc 
latitude of drop. 

MCOONAN. W. J. American Mail Lint. 63/12/04. Ip. 


--8012030278 Requests Commission approval to dispose of thoriatid 
magnesium bundles in baling machines to reduce vol of scrap. 
Burning scrap prior to packing in 5S-gailon drums created 
difficulties, 

I10ROAN*W. E. Boeing Co, 2-1880-9-321. 50/05/26, Ip. 


--8012030279 Notice of Ocean Transport Co application for matl/byproduct 
license to provide radwaste disposal svc. Appli cation 
specifies mix possession limit of 730 Ci byproduct matl, 

2*000 lb source matl 6 4 g 8NM. 

PRICE* E.R. Atomic Energy Commission. 59/08/27. Ip. 


—8012030280 Responds to AEC 601227 Itr. Barge certified by US Coast Ouard 
will be used In sea disposal operation. Load lug ulll be done 
at Port of Long Beach. Drums having high radiation levsls 
utr* discussed in 601222 Itr. 

MOSES* A. J, Nuclear Corp. of America Isotopes Speclalitlas Co. Dlv. 
60/12/29. Ip. 


— 8012030282 Forwards notice of proposed Issuance of amend to License 
04-03660-01. W/o end. 

KIRK,R. L Atomic Energy Commission. 61/12/04. Ip. 


— 8012030283 Notice of application by Atomic Energy Waste Disposal Svc# 
for license to provide radveste disposal svc. Appl Icatlon 
specifies max possession limit of 500 Cl tn proposed disposal 
of uastf at specific locations in Pacific Ocean. 

PRICE* H.L. Atomic Energy Commission. 58/10/23. Ip. 


— 8012030204 Application for matl/byproduct 1 icense* author! x tng R SImpsoiji 
to use S:/or suptrviss use of 20i> Cl byproduct 4i source matl 
waste to be packaged Ic stored at NV County* CA site, 

BIHPaPNiR. Atomic Energy Waste Disposal Service. 11865. 

30/07/14. lOpp. . i 
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'80lP0302a7 Forujar<fs notico 
to dispose raduaste in 
t) e c omniun i c a ted, 

PRICEjH. L. Atonic Energg 


r« receipt of Ocean Transport Co application 
Paci-flc Ocean. Further action will 

Consmlision, S^/08/27. Ip. 


“8012030286 Advises that Boeing Co has transferred 73 drums of radwaite 
for disposal at sea.Matl tui 1 1 be loaded 631108 8« 
jettisoned in min sea depth of 1 « 000 fathoms. Full 

waste contents & draft license amends end, 

MCODlMKrW. J. American flail Line, 63/10/14. 8pp. 


-8012030290 Responds to 500526 Ur re sea disposal of thor inm-mapnesium 
scrap. Proposed method of haling thorluo-oiag nesium scrap in 
tight packages disposing at sea is sa tisfactory. fioouests 
that specific proposal re method be sotmttted, 

nG0EHS*L.R. Atomic Enorgg Commission. 2-1090-9-321. 59/06/23. 


— 8012030309 Provides 20-d«g notice of intentions to dispose of raduaste 
at sea. Lead uill consist of Ij 600 containers 6 total 
activity of BOfOOO mCi byproduct matld#600 lb source matl & 

10 g Bim. 

HQSESrA. J. Nuclear Cerp. of America Isotopes SpeclaUties Co. Div. 
60/12/13. Ip. 


'8012030312 Notifies that Boeing Airplane Co has transferred 29 drums of 
raduiaste for disposal at sea. Full description of drum 
contents end. 

MCOOI-MNf VJ. J, American Mail Line. 59/00/04. 2pp, 


B01203Q314 Forwards Nuclear Engineering Co request for hearing on 
proposed amend to License 13-10042-01, author i i ing burial of 
solid raduioste at Hanford. U/o end. 

PRICE, H.L, Atomic Energy Commission. 65/09/08. Ip. 


--8012030292 Act receipt of 600901 Itrs re etnploymont of C Kolvu & 
notice of proposed rulema Ir ing which amend* 10CFn20 to 
establish design & packaging criteria for containers used 
for see d i sposa 1. Comment* oii rulemaking are voluntary. 

MASON, J.n. Atomic Energy Commission.. 60/09/16. 2pp. 


■0012030273 ‘‘Proposal for Col I ecti onr^ Process ing tt Gea Burial 
riatj." Info partially withheld (rof FOIA Exemption 6>. 

V Coastwise Marino disposal. SQ/09/03. 36pp 


of Radbiaste 


--0012030315 Notifies that Amend 2 has been issued to License 
46-03623-01. Amend renews license for 2-yr period allows 
possession of 200 lb source matl, 

PRICE, E,R. Atomic Energy Commission. 63/08/30, Ip. 


'0012030317 Application for matl/byprodoct license authorizing HV Walker 
5, HA OreenuQOil to uso /or supervise use of 10 Cl packaged 
raduaste of any elements w/Atomic Numbers 1-84 for disposal 
at sea. 

LINTNERiA, R, American Mail Line. 57/10/24. 3pp. 


-0012030294 Forwards data U Info re application for matl/buproduc b 
lice.ise, in response to AEC 590707 request, 
areiNAECHERi J. Parr-Rlchmond Terminal Co. 59 / 07 / 23 , 9pp. 


-8012030295 Notice of issuance ta availability of Amend 2 to Matl/ 
Byproduct t Source Matl License 46-03623-01. 

PftICEiE. n. Atomic Energy Comnlssion, 63/08/30, 2pp. 


-8012030296 Responds to S206I9 1 tr re operational status of company. 
Licensee has no operational contracts w/rad 1 otiotope users 
on West Coas t. Fee 1 1 itl es for temporary raduasle storage are 
underway. 

SIMPSON, R, Atomic Energy Haste Disposal Service, 11005,. 
52/07/18. Ip. 


-0013030297 Forwards to City of R 1 chmond, no tice of proposeii issuance of 
amend to License 04-05668-01 held by Ocean Transport Co. N/o 
end, 

KIR+iiR. L. Atomic Energy Commission, 61/12/C4. Ip. 


-e01203029a Katl/Byproduct License 46-03623-01 for American Hail Lino is 
amended in its entirety per 630928 appi Icatlon. Amend 2 
extends expiration date unifel 650831 U authorizes 
possession of no more than 200 lb source matl at one time. 

PRICE, E. ft, Atomic Energy Commission. 63/08/30. Spp, 


”8012030310 Notice of issuance of matl/byproduc fc license to American 
Mail Line, Ltd to provide radwaste disposal svc. 

PftICEiE, R. Atomic Energy Commission. 58/08/28. Ip. 


--0013030320 Submits info re lab procedures concerning storage of 
hazardous tt nonharardous radwastsi in response to AEC 6D0B15 
Itr. Contaminated & uncontaminated hazardous industrial It lab 
chemicals are separately packaged for sea disposal. 

CONNOLLY, ft, J. Navy, Dept, of, 244, 60/08/29. tp. 


—0012030321 Notifies that Amend 2 has been issued to License 
46-03623-01. Amend rsnews license for 2-yT period !< allows 
possession of 200 lb source matl. 

PRICE* E, ft. Atomic Energy Commission, 63/09/30. Ip, 


8012030323 Submits responses to AEC 570012 request for addl info re 
disposal of radwaste at sea. Drawing of radioactive waste 
vault storage area end. 

WI8DAHL, 0, M. Boeing Co. 2-1680-0-331. 37/08/30, 12pp, 


—8012030324 Matl/Byproduc t License 46-03623-01 for American Mail Line* 
Ltd authorizing receipt, possets 1 on S« disposal of 10 Cl 
byproduct matl 15 lb source matl. 

MASON, J, ft. Atomic Energy Commission. 59/00/28. 3pp. 


■0012030299 Ac k receipt of applications for extension of ma fcl/byproduc t 
licenses to increase pessessiort limits & provide for use of 
matl at new fac i H ty. Roque* ts addl Info before review of 
application can be continued. 

HITCH, J, H Atomic Energy Cofflmlsiion. 57/11/14. 3pp. 


—8012030325 Submits info re application renewal U amend to License 
93-00017-04, in response to NRC 6S0730 request. Includes 
info re facilities used for radioisotope studies, receipt 
of red lotsotopes & radiation control program. 

TOWNSLEY, 8 J, Hawaii, Univ, of, at llonoa, Honolulu, HI, 69970. 
65/00/30. 3pp. 


■8012030300 Ac If receipt of 601202 request for addl info re application 
for renewal of License 04-00580-06. Re sp one* will be 
provided by mld-Oen 1961, 

KDEESiA, J. Nuclear Corp. of Ajnerica Isotopes Specialities Co. Dlv. 
60/12/20. ip. 


■8012030304 Advises that Boeing Airplane Co will he transferring 29 
drums of radwaste for disposal at sea. Full description of 
drum content end. 

MCODWAN/W J. American Mail Line. 60/09/13. 4pp, 


9012030305 Denies application for renewal of License 04-00037-02, due to 
past failure to determine quantities of byproduct nafci 
received to maintain records indicating that possession 
limits of license have not been exceeded. 

PRICE, H.L Atomic Energy Commission. 59/09/iO. 2pp. 


'8012030326 Amend to License 04-05668-01 , add ing requirement that each 
container received from Atomics Inti be weighed separately 
to assure min average density of lO lb per gallon before 
disposal at sea. 

PRICEiH. L, Atomic Energy Commission. 60/11/17, Ip. 


-0012030327 Notice of proposed issuance of matl/by produc t license to 
mutary 8ea Transportation Svc to dispose of radwaste in 
Atlantic S: Pacific Oceans at min depth of 1,000 fathoms. 

Proposed license <! supporting memo end. 

PRICEjH, L, Atomic Energy Commission. 59/07/31. Spp. 


■0012030328 Inforzne that AEC lias issued matl/byproduct license to 
American Mail Line, Ltd to provide radwaste disposal svc, 

W/o FR notice ti license. 

PRICErE. ft. Atomic Energy Commission. 50/08/20. Ip. 


8012030307 Otsegssee 600624 application requesting renewal of license 
04-00720-02. Requests detailed info re method In which waste 
will be packaged to meet proposed criteria in Condition IQ, 

Review of application wilt continue upon receipt of info. 

MASON, J.R. Atomic Energy CoiTimls sion, 27499. 60/09/20, 2pp. 


•0012030329 Requests confirmation that application for renewal of 
License 46-03623-01 has been filed w/local officials & date 
filing was made. Ack receipt of 630429 Itr advising of 
proposed disposal of radwaste at sea by 630522, 

CUNNINOHAK, R. E. Atomic Energy Commission, 63/03/03, Ip, 


0012030308 Application for matl/byproduct license authorizing receipt 
L disposal of radwaste transferred by Qaelng Airplane Co, 

Request should be considered In conjunction w/SoeIng 570617 
application. 

WALKER, H.V. American Kail Line. 57/09/10, Ip, 


•0012030330 Request* waiver of requirements of 10CFR20 re transport of 
radwaste aboard motor vessel. Lists proposed procedures which 
will be followed to protect shipboard personnel. 

STElNAECKEfti J. Parr-Rlchmond Terminal Co, 60/10/03, ip. 
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— B01S030331 Raipondt to talcon ro 390i>16 application ro license for 
disposal of radioisotopes by ocean bur ial. Request s addl Info 
listed In ancl> '<auttine of Info to bo Submitted in 
Application for License." If/o end. 

MASONj J- R, Atomic Energy Committiun. 39/07/22. 2pp. 


— 0018030333 Forwards MatWDy product License O4-0O5BO“0b, authori i i ny 
disposal of byproduct it source matl in Pacific Ocean. 

PRICE. E.R. Atomic Energy Commission. 36/06/21. Ip. 


— 0012030334 Advises that raduiasto was jettisoned at sea on i>3032B. 
Provides longitude Si latitude of drop. Company 630531 1 tr to 
Mayor of Seattle enc'l. 

MCODWAN. W J. American Mall Line, 63/06/13. 2pp. 


— 6018030338 Submits proposed methods for collocting. packaging U disposal 
of raduiaste. Includes advertisement tacticsi disposal 
container design info disposal locat ions. App I ication for 
radioisotope procurement magaiino article end, 

BANTAKOELO. J. C. Crossroads Marine Disposal Corp. 15397. 

32/07/02. lapp. 


— 6012030336 Submits summary of raduasto disposal work conducted for off- 
Commission uses during 1954. comp leting rept of isotope uses 
during 1954. Reloted documentation end. 

SANTANOELO. J, C. Crossroads Marine Disposal Corp. 54/12/29, ^pp. 


— 6012030337 Responds to 570617 24 Itrs U 570312 to Icon re radwaite 

disposal at sea. Requests addl info to complete review of 
application. Including description of transp ortation 
facilities which will be employed. 

HlTCHiJ. IL Atomic Energy Commission. 57/06/12. 2pp. 


—6012030336 Notice of issuance of matt /by product license to Isotopes 
Specialties Co to provide radwasto disposal tvc. 

PRICE. H.L. Atomic Energy Commission. 56/06/21. ip. 


— 8018030339 Forwards renewal of Matl/Byproducfe License 04-00720-02. 
Longitudinal ^ latitudinal coordinates listed In 630402 Ur 
re radwaste disposal area are correct, Excar p t from Amend 14 
end. 

CUNNINOHAH. R. E. Atomic Energy CoT.mission. 63/05/01. 2pp. 


--8012D30340 Forwards new application for radioisotope procurement It 
541116 Itr to Corps of Engineers re disposal of radwaste in 
Doston. MA. dump Ing area. Ulsposa 1 methods will remain same, 
il/o end engineer permits. 

OANTANOELOj J. C. Crossroads Marine Disposal Corp. 15397. 
84/11/19. 11pp. 


—6012030341 Requests that listed amends be incorporated In 581107 
application for amend to Matl/Dyproduc t License 04-00037-02, 
Includes info re QC procedures for radwaste disposal, 
concrete containers t. radwaste loading procedures. 

BlMPaONiR. Atomic Energy Waste Disposal Service, 2022S. 
89/07/16. Qpp. 


—6018030342 Forwards corrected Page 2 to 070617 radwaste disposal 
proposAl. Corrects Section C re concrete. 

MISDAHL.O.M. Hoeing Co, 2-1660-9-167, 87/06/24. 2pp. 


--0018030343 Matl/Dyproduc t License 04-00560-06 for Isotopes Specialties 
Co. author 1 1 Ing race lpt« possess Ion. packag ing In disposal of 
10 Cl byproduct matl & 8.000 lb source matl in Pacific 
Ocean. 

PRICE. H.L Atomic Energy Commission. 56/06/21. 3pp. 


— G012030348 Advises that Boeing Co hat transferred 23 drums of radwaste 
for disposal at sea. Matl will be loaded by 630922 U 
jettisoned In min sea depth of 1.000 fathoms. Ful 1 
description of waste contents and. 

MCOOWANiW. J. American Mall Lino. 63/04/29. 4pp. 


— 6018030346 Responds to 541025 Itr re procedures for renewal of license 
to dispose of radwas te. Renews 1 application must be 
sgbmi tted. Inc lud Ing new type of instrumentation or changes 
In other physical equipment 6/or waste disposal procedures. 

FOWLER. e.E. Atomic Energy Cammifslon, 15397. 54/11/06. ip. 


--8012030347 Ack receipt of 650624 Itr giving notice that License 
46-03623-01 will expire on 650B31. Forwards application for 
license renewa 1. add ing three names as authorised users Si/or 
supervisors of source matl.Lf/o end. 

PELLY.D. D. American Mail Line. 63/08/12. Ip, 


--6012030349 Forwards radwaste disposal proposal for AEG approval. 
Radwaste. other than wastes originating w/matls specifically 
llcansad by AEG. wl 1 1 be handled similarly & will not be 
differentiated from Cammission controlled wastes. 

WI80AHU.O.M, Boeing Co. 87/06/17, 2pp. 


—6012030350 Responds to NRG 590616 request for add! info re mod of 
License 46-03623-01 re recoip t. possess i on & disposal of 
prepackaged wastes. Spec f fi c disposal locations by latitude 6 
longitude ara not available. 

WALKER. H.V. American Mall Lire. 39/06/29, 2pp. 


— 6012030381 Supports Isotopes Specialists Co. tre 560305 application 
for byproduc t/matl 1 1 cense, State of CA. House of 
Representatives SB0416 resolution end. 

PRICE, E.R. Atomic Energy Coirml so ion. 56/08/21. 2pp. 


— B012030352 Forwards U8 Army Engineer Corps permit for disposal o# 
radwaste In Boston Harbor L: Marblehead area. Requests info 
re S40823 Itr re renewal of authorization to handle 
radwaste. W/o end. 

8ANTANOELO. J. C. Crossroads Marine Disposal Corp. 54/10/23. Ip. 


—8012030383 ^'Radwaste Disposal Proposal. " 
WIBDAHL. 0. M. Boeing Co. 57/06/17. 6pp. 


—6012030354 Ack receipt of 630402 I tr to 630321 discussions w/DA Frio* & 
DE Hull concerning License 04-0D72O-O2. Provides longitude L 
latitude for future radwaste sea disposal. 

BATCHELDER. A. H. Ca I i f ornla Rosnarch Corp , 63/04/22. Ip. 


—6012030358 Submits addl info which should be added to 60092B 
notification for sea disposal operations, Includes number of 
radwaste paeSrages recei ved« tota 1 Ci content 6 broakdown of 
package contents. 

STEIMAECKER. J. Parr-Rlc hmond Terminal Co. 60/09/27. Ip, 


—8018030386 Discusses 600909 explosion at Cross Roads Marine Co which 
operates disposal sve for waste mails. Requests 
re-examination of precautionary measures taken to keep 
hazardous metis separate from low level wastes. 

KIRKrR.L. Atomic Energy Commission. 60/06/15. 2pp. 


—8012030387 Application for ma 1 1 /by produc t license authorizing wiP Carr, 
OT Linares L JE Stelnaecker to use 4i/or supervise use of 
750 Cl assorted byproduct matlsi2.000 ib source matl L 4 g 
SNIi 

COX, J. P. Parr-Rlc hmond Terminal Co, 59/06/16, 8pp. 


—0012030380 Discusses 340326 Itr re past experience u/unfavorable 
publicity re disposal of radwaste at sea. Subcommi ttee on 
Waste Disposal L Decontamination of NCRP has formulated 
recommendations on disposal at sea. 

liOROAN. 0. W. Atomic Energy Commi ssion 54/04/07. Ip. 


—6018030360 Notifies that matt described in 610726 Itr was disposed of 
on 611011 S: 12. Lists longitude It latitude of drop. 

KUEHLiE. L. Parr-Richmond Terminal Co, 61/10/17. Ip. 


—0012030368 Forwards application for renewal of License 04-00720-02 
to process 6 use radioisotopes in RLD & to continue program 
of radioisotope tests in refineries in other states. W/o 
encl. 

BATCHELDEfti A. H. California Research Carp. 4B790. 63/01/11, 2pp. 


--60I2030364 Ma tl /Byproduct t.icense 20-00665-01 for Crossroads Marine 
Disposal Corp* author i zing coll ec t len, prapai'etlon I* disposal 
of byproduct & source matl w/Atomlc Numbers 3-63. 
a Atomic Energy Commission. 56/06/22. Ip, 


— 6012030367 Forwards application for mat 1 /byproduc t 1 iesnte* aer la 1 
photographs & outline of supporting info, i'l/o application. 
BTElfMECKER, J. Parr-Rlc hmond Terminal Co. 19567. 89/06/16, 

17PP- 


— 8012030366 Provides 20-day notification for sea disposal operations. 
Trips will be consecutive except weekends U subj to wind ti 
weather* unt 1 1 cargo is depleted from storage area. 

8TEINAECKER, J. Parr-RUhmond Terminal Co. 60/09/26. Ip. 


— 6012030369 Ap pi lea t Ion for mat 1 /byproduc t license to conduct waste 
disposal svcf author i t Ing CW Reed to use L /or supervise use 
of byproduct matl. 

REED, C, U. American El ec troni c s, Inc , Raed-Cgrfcis Nuclear Dlv. 
56/12/12. 2pp. 


— 8012030371 Application for matl /byproduc t 1 ic anse* author 1 ling 
collectloni preparation it disposal of 3 Cl byproduct l< 
sourca matl w/Atomic Numbers 3-63. 

PERRY* 0. C. I SANTANOELQ* J. C. Crossroads Marine Disposal Corp. 
96/06/14. app. 


— 8012030373 Matl /By produc t License 04-0473D-01 for Coastwise Marine 
Disposal Co, authorl z ing recelp t, possess! on, packag ing 4t. 
disposal of byproduct, source it SNM. 

PRICE* H.L. Atomic Energy Commission. 59/06/09. 6pp, 
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-“S012030374 Ack receipt of 620927 Ur natif^jing AEG that itivpoiial of 
radwait* uas made on 620908. Renuosts notification of any 
changes In raduaste disposals. 

QAS5tNj N. Atomic Energy Commission, 62/10/03. Ip. 


— 8018030376 Application for reneual of iiatl/Bypraduct LlcBn«.e 
04-03766-01 , authori 1 1 ng posseeslon it/ar use of 2.000 Cl 
byproduct natl« 19.000 lb source pat! & 4SO g 6NM for 
disposal. Info partially withheld (raf FOIA Exvmption 6}. 
CORSETTfO.S, US Ecology* Inc. (Farmer 1 y Nuclear Engineering) 
28396. 60/08/03. 29pp. 


— 6018030377 Submits suppUmental Info re application for mat l/byproduct 
License. Inc 1 ud ing potseselon limits for individual 
Isotopeor methods of disposal at s ea* s torage. remote 
handling ett.ulpfflflnt. sh leldlng work areas. 

CHirMAN. W. A. Interior. Dept. of. Fish 3b Wildlife aervice. 96/09/04. 
3pp. 


”“0018030380 Provides detailed description re packaging of raduaste for 
disposal at sea. in response to AEG 960430 r eq.uc 1 1. Li i{.uid 
uastes ulll be put into 59”gallcin drums filled w/cement. 

Application for radioisotope procurement «nct. 

EORGl/OHS. H. Hawaii. Unlv. of. at Manoa. Honolu I if, HI. 96/09/88. 

3pp. 


— 8012030382 Corrects typographical error made In 59031S 1 tr re propaeed 
dump site. Lists correct longitudinal St latitudinal 
co-ordinates. Selected area conforms u/8tate of CA 
recommendations for safe disposal. 

EOSUELL.R.F, Coastwise Narine Disposal. 99/06/15. Ip. 


— B012030384 Responds to 5601(0 rei^ueit for reneual of Author! lation 
30824 for disposal of raduaste by burial at sea. Propoeal for 
disposing of waste at 1.000 fathoms is satis factory. Rociueets 
info re storage facilities for accumulating uaste. 
ftOOCRS. L. R. Atomic Energy Cojnmlsslan A(J”30224. 56/01/29-. Jp. 


”-8012030383 Requests Commission approval to han-d 1 e. transport <« ditpoia 
of packages of solid raduaste at sea. Inventory lists Ci 
results of external radiation 6 surface contanlnat i on 
surveys end. 

STEINAECKER* J, Parr-Rlchnond Tirmitial Co. 61/08/22. 169pp. 


— 8018030306 Application for renewal of Mat 1 /8ypr oduct License 
46-03623-01 « author i X ing HV* Nalker to use 4</or supervise use 
of 10 Ci packaged raduaste of elements u/Atomlc Numbers 
1”B4. If/excerp t from 680816 memo supporting amend to license. 
WALKER. H.V. American Natl Line. 68/09/28. app. 


■--0012030387 Discusses liOOfl containers prepared for disposal at eea by 
Atomics Inti. Lists approved packages which can be disposed 
of. including matl content L drum weight. Pul ton Shipyard log 
ene 1 . 

fftiCEiH. L. Atomic Energy Commission. 60/07/29, 18pp. 


—8012030308 Forwards application for radioisotope procurement & Itr to 
Carbide ^ Carbon Chemicals Co. Lists two immediate aspects of 
proposed work, including passage of fission metals In food 
chains. W/o ends. 

DOROUOHB.H. Hawaii. Uiniv. of. at ttonoa, KonoluLu. HI. 94/08/23. 

Ip. 


—0012030389 Notice of issuance of Matl/Byproduc t License O4”OO407-O6f 
authorliing US Naval Radiological Defense Lab to receive, 
possess, package k dispose of byproduct matl In Pacific 
Ocean. 

PRICE, H.L. Atomic Energy Commission. 59/05/29. Ip. 


■6012030390 Requests Info re radwasta disposal activities by burial at 
sea. Info must be received prior to 97 1 1 IS. Re Uted 
documentation end. 

BUCHANAN, C. R. Atomic Energy Commission. 57/11/01. 9pp. 


■6012030391 Act receipt of 900720 application for ma license 
for tea disposal of 200 Ci raduaste. Requests addl info to 
complate review of app lication. inc lud imp amount of source 
matl that will be possessed. 

BUCHANAN, C. R. Atomic Energy Commission. 96/00/29. 9^pp. 


■6018030392 Advises that Boeing Co has transferred 08 drums raduaste for 
disposal at sea.Natl wiU be loaded by 620903 k jettisoned 
in min sea depth of 1. 000 fathoms. Ful 1 -descr i ption of aiatl 
contained in drums end. 

MCODWAN, W. J. American Mail Line. 62/06/06. 7pp. 


-6012030393 Notifies of amounts, types L locations of raduaste disposed 
of In sea. All wastes ware generated within Army coaimandt In 
Europe, encased in concrete in 53-gaUon steel drums to meet 
ICC specs. 

CLAUDIUS, K. 0. Navy, Dept. of. 193.^32. 6'0/09/16. Ip. 


” 6012030395 Application for matl /byproduct licenss to receive, poseess It 
dispose Of 1 Cl thorlu.n L U wastes. 

PERRYrO. C, Crossroads Marine Disposal Corp. 97/09/23. Ip. 


— 6012030397 Application for renewal of Hatl/Byproduct License 
04-00980-06, author! I Ing possession 6/or use of 900 Cl 
byproduct matt w/Atomic Numbers 3-03,2,000 lb U or thorium It 
100 g 8NM. Related documentation end. 

NEWHAN.K. W. Nuclear Corp. of America Isotopes Specialities Co. 
Div, 60/07/29. 11pp. 


—6012030399 Forwards Amend 2 to License 33-00017-01 to provide for 
disposal of waste at sea, in response to 970429 Itr.Amand 
subj to listed conditions re packaging. 

HITCH, J. Irl. Atomic Energy Commission. 97/09/20. ip. 


■0012030399 Hatl/Byproduct License 04-00407-05 for U8 Naval Radiological 
Defense Lab, authorl ting receipt, possession, packag ing l< 
disposal of byproduct matl. 

a Atomic Energy Commission. 99/03/29. 7pp. 


—0012030400 Advises that Boeing Co raduaste was jettisoned on 620908 
at depth of 1*997 fathoms. 

hCOOWAN, H. J, American Mail Line. 68/09/27. ip. 


— 0012030402 Discusses License 20-00609-02. License is effective for 1 
yr. Study will be mide to evaluate feasibility of disposal on 
continental sh t If. Relocation of dumping area to 1,000 
fathoms might be required. 

MaR0AN,0, U. Atomic Energy Commission. 97/09/04. Ip. 


‘8012030403 Matl/Byprodue t License 04-09668-01 Is amended per 60060? 
application. Amend 3 revises Condition 8 to authorize 
disposal of byproduct, source k BNM by transfer to ORNL. 

KIRK,R.L. Atomic Energy Commission. 60/08/19, ip. 


— 8012030404 Notlca of Issuance of amend to License 04-00500-06, 
authorizing possession of 20 g 8NH in addition to 100 Cl 
byproduct matl I: 2,000 lb source matl. 

PRICE* H.L. Atomic Energy Commission 60/07/22. Ip. 


‘8018030405 Provides detailed description re' packaging of radwaite for 
disposal at sea, in response to AEC 970417 request. Two types 
o# disposal containers are used including empty 9-gallQn 
paint cans U SS-gallon oil drums. 

BDRQUOH9,H. Hauili, Unlv. of, at Monoa, Honolulu, HI. 97/04/89. 

Ip. 


— 8012030406 Submits proposed plans for disposing of radwaste at sea. 
Plans will comply w/A£C new law. Requests reneual of 
authorization based on proposed plans. 

SANTANOELOi J. C. Crossroads Harlne Disposal Corp. 96/01/10. 2pp. 


8012030407 Forwards Ocean Transport Co radwaste disposal record, Records 
flnalLjed marine disposal operations. 

HEWITT, ML. Parr-Rlchmond Terminal Co. 62/06/14. 6pp. 


6012030400 Notice of proposed issuance of matl/byproduct licenee to 
New England Tank Cleaning Co to provide radwaste disposal 
SVC. Proposed license end. 

PRICE, E.R. Atomic Energy Commission. 98/00/20. 7pp. 


—8018030410 Informs NRC of proposed plans to bid on contract for 
col lac ting, pec kaglng I; disposal of large amounts of raduasta 
from contractor labs when new tea disposal rule is 
implemented, New developments will be communicated to AEC. 
6ANTANOELO, J. C. Crossroads Narine Disposal Corp. 59/09/06. 3pp. 


—8018030411 Forwards Ocean Transport Co radwaste disposal record. Ocean 
Transport Co disposed of 291 drums Ic three blocks on 620528. 

HEWITT, M.L. Parr-Richmond Terminal Co, 62/09/80. 2pp. 


—8012030412 Hatl/Byproduct License 04-00900-06 is amended per 600905 
application. Amend 2 revises Condtion 1, author! x ing 
possession of 20 g 8NH & Condition 13, author i zing use of 
addl types of contalnere for packaging radwaste. 

PRICE, HL. Atomic Energy Commission. 60/07/82, 2pp. 


—0018030413 Responds to AEC 570603 request for Info re application for 
matl/byproduct License. Isotope is any 8NN in amount of 900 g 
L in any chemical form. 3NN will ultimately be buried at sea. 

Info partially uflthheld (ref FOIA Exemption 6). 

LAWtiJ.E. US Ecology, Inc. (Formerly Nuclear Engineering) 

57/06/10. 2pp, 


—8012030415 Requests identification of documents to be considered for 
renewel of Llcatiie 04-05660-01 or that application 
containing appropriate info be provided, 

KA80N, J, R. Atomic Energy Commission. 68/05/02. Ip. 
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— 8018030416 Mtftl/Bgproduct Lic»n*« ao-0069S>-Ol ^or CrotirMdi Marin* 
Dispotal Gorpt author 1 1 ing co) Itc tlonj packagingi atorag* ^ 
dl*po»al of 80 Cl byproduct natl w/Atomlc Nuiubari 3-B4 In 
ang form of radwatt*. 

* Atomic Enorgg Commiiiion. 57/08/83. 2pp. 


>8018030417 Supports N«w England Tank Glaanlng Co 971319 application to 
racalva. potstisr pacicago dlaposa of bgprodoct niatl uastas 
in Atlantic Ocaan. Provida* Info rt parsonnal axparlanca it 
■ (luipmantr f acl lltiat & procodurat. 

PRiCEiE. R. Atomic Enargg Commission. 98/08/20, 4pp. 


--”8013030418 Informs that 978 Atomics Inti uasta packages war# approved 
for transfer to Ocean Transport Co for sea disposal Ic 36 
containers described as pipe sections uare not approved, 

MA80N. J. R. Atomic Energg Commission. SF 784. 60/07/89. Ip. 


— 8018030419 Provides detailed responses to AEG 990408 <iuestians re 
raduiaste d i spoial. Includes info re first it second phase 
clarification uniti nuclear reactor filtration unit* it 
nuclear filtration engineering, 

eiMPSONxR, Atomic Enerjg Waste Disposal Service. 99/04/lB. 9pp. 


— 0018030421 SubmitSiOn behalf of Ocean Transport CotSO-^dag notice of 
intantions to dispose of three disposal cubes, Revision 8-&0, 
containing low level waste. Lists total content* t< activity. 
HEWITT/ M.L. Parr-Rlchmond Terminal Co. 68/04/24. Ip. 


—8018030482 Forwards responses to MRC 570688 (^uestLons re renewal of 
Matl/Bgproduct License 80~00&89-01. AEC request to dispose of 
mat! in I, 000 fathom area will severelg limit compang 
operations. W/o end. 

PERRY, O.C. Crossroads Marino Disposal Corp. 97/08/18. 8pp. 


— 8018030483 ^'Container Bpees for Intrastate Transportation of AEC 
Licensed Radioactive Metis,*' ^ 

* Atomic Energg Commission. 90/08/31. 40pp. 


'8018030484 Notice of issuance of amend to License 04‘‘0966B-01i 
authorlilng increase in possession limit of byproduct 
matl, source matl V 8NM to 1,000 01,4,000 lb U 300 g, 
respectively, 

PRICE, H.L. Atomic Energy Commliilon. 60/07/19. Ip. 


'8018030486 Act receipt of 990117 1 tr re radwaste d isposal. Reque sts addl 
info re present method of radwaste disposal at sea. 

Application for disposal op radwaste by burial In soil Is 
inadequate. Radioisotope procurement application end. 

MOfiOAN, 0. W, Atomic Energy Commission. 99/08/01. 7pp, 


—8018030427 Submits, on behalf of Ocean Transport Co, 80-day notice of 
intention to dispose of 67 95-gaUon drums containing solid 
low level waste. Lists total contents activity. 

HEWrTT/M.L. Parr-Rlchmond Terminal Co, 62/04/84. Ip. 


— 0018030489 Notice of proposed Issuance of matl/byproduct license to 
Walker Trucking Co to provide radwaste disposal svc. Proposed 
license end. 

PRICE, E.R. Atomic Energy Commission. 60/08/80. 7pp. 


— 8012030430 Matl/0yproduct License 04-0966B-01 Is amended per 
app l icatlon*. Amend 8 increases byproduct matl passession 
limit ii authorizes Ocean Transport Co to package byproduct, 
source it 8NI1 for sea disposal. 

PRIGE/K. L. Atomic Energy Commission. 60/07/19. 7pp. 


— 0018030431 Submits, on behalf of Ocean Transport Co/80-day notice of 
intention to dispose of 10 cubes , Revl slon 2-60/ containing 
solid low level watt*. Lists total contents & activity. 

HEWITT, H.L. Parr-Rlchmond Terminal Co. 62/04/19. tp. 


—0012030438 Ack receipt of Lower Cape Committee on Raduaite Disposal 
99QB31 Itr rt disposal of packaged low level radwaste in 
Atlantic Ocean. Submi ts responses to questions re proposed 
Issuance of license to Military Sea Transportation 8vc, 

PRICE/K. L. Atomic Energy Commission. 99/09/08. 3pp. 


--8012030434 Support* Walker Trucking Co 9B0304 application to racalve, 
pofftst, package (< dispose of byproduct 4t source ntatl wastes 
in Atlantic Ocean. Provides Info ra personnel esperience 
equipment, fad 1 1 ti Bs it procedures. 

PRICE, E.R. Atomic Energy Commission. 98/00/80. 3pp. 


--0O18O3O439 Responds to AEG 970680 request for info re radueste disposal 
SVC* at tea.Provides info re packaging of radwaste/ marking 
of eonta inert! transportation 4; disposal of radwaste. 

Clevordon, Verney it Pike S70783 Itr end. 

PERRY/ O.C. Crossroads Marine Disposal Corp. 97/0B/18, 4pp. 


'8012030436 Fo-ru^ards Ocean Transport Co radwaste disposal record. 
Indudet disposal date 4 site It number of drums, 

HEWITT/ M-L. Parr-R Ichmond Terminal Co, 62/04/11. 4pp. 


— B018030438 Requests AEC concurrence in changing pressure relief pipe 
sys in concrete disposal container by increasing pipe 
d lametar/ el Iminatlng pipe from present I oca t ion, el Iminatlng 
chock valve & attaching protective screen. 

C£IX,J. P. Parr-Rlchmond Termlrtal Co. 60/07/14, 2pp, 


-”8018030440 Responds to 990825 telegram re proposed issuance of license 
to Military Eea Transportation Bve for ocean disposal of low 
level radwaste. Conference has been scheduled for 3009S3 u/ 
state b local officials to discuss sea disposal polldei. 

PRICE/H.L, Atomic Energy Commission. 59/09/00. 8pp. 


— 9012030448 Application for matl/byproduct license authorizing HL 
Andrews to use 8j/or supervise use of any olements, c oniis tent 
'ji/procurement license, for disposal at sea. Disposal 
proesdures it magazine article end. 

ANDREUBiM. L. Health & Human Services, Dept, of,. 16414. 
99/02/12, epp. 


— 0012030443 Application for renewal of Mat 1 /Byproduc t License 
20-00685-02, authorl I ing <JC Perry L vfJ Nuts to us# 8c/or 
supervise use of 800 Cl byproduct na tl, w/Atoml c Number* 

3-84, in any form of raduatte for storage disposal. 

PERRY, O.C. Crossroads Marine Disposal Corp. 98/07/88. 2pp. 


—0018030444 Ad receipt of 970619 request for BO-tfay extension on 
License 80-00609-01. Exp Ira 1 1 on date has been extended until 
570831, Lists various phases of waste disposal program AEC 
will be rs-evalwating L re vl swing, Reque* ts responie. 

HITCH, iJ.W. Atomic Energy Commission. 57/06/28. 3pp. 


—0018030445 Forwards Amend 8 to License 04-00407-06, changing location 
for disposal of packaged radwastes at sea. H/o end. 

KIRK,R. L. Atomic Energy Cemmlssion. 62/04/09. Ip. 


—8018030446 Lists mails which Boeing Co has transferred for dltpotal at 
sea.Matl will be loaded by 650084. W/o full descrlptlo<n of 
matl contents. 

P6LLY,0.O. American Mai I Line, 65/00/03. Ip. 


•9018030447 Provides outline to Health Dept re AEC visit to Crossroad 
Marina Disposal Corp re radwaste disposal svc. AEC discovered 
that company records for disposal of radwaste were net in 
compliance w/AEC raqurenents. Ac t Ion hat been taken. 

HITCH/ J.H. Atomic Energy Commission. 57/06/80. 8pp, 


— 8012030448 Ferwerdi addl Info In support of application for matl/ 
byproduct license h In response to AEC 590414 request. 

Related doeumentetlon dellnaating functions of disposal 
operations end. 

HORTMANtO. Nuclear Cham Disposal Corp. 99/08/11. 3lpp. 


—8018030449 Requests that Licenses 04-03766-01 L 04-03766-03 be amended 
to add MD Johnson as authorized user of byproduct mati, 

License 04-03766-01 should be amended to provide for ocean 
disposal of 450 g waste. 

COROETTrJ.B. Lfs Ecology, Inc. IFormorl y Nuclear Engineering) 

59/09/04, 2pp. 


—9018030450 Forwards application for renewal of Mat I /Byproduct Llcinse 
20-00605-01. App I leant Is expanding program to acquire new 
ships U related equipment St larger facility In preparation 
for sea disposal of radwaste. Requests AEC c o-ncurrence, 

PERRY,©, C, Crossroad* Marin* Disposal Corp. 97/06/19. 8pp. 


— B01803045I Discusses IE Insp of License 20-00699-02 on 970916. 
Noncompliance noted; records of receipt L disposal of 
licensed matl were not maintained It steel drum* containing i 

radioactive metl were not labeled w/cautton symbol 6 word*. | 

MASON, xI.R. Atonic Energy Commission. 90/06/19. Spp. [ 

- • ll 

— 9012030452 Matl/Byprodyct License 04-00990-06 is amended per 590914 

app I Icatlon, Amend changes name of license* to Isotopes f!) 

apeciattles Co 4c revises Canditions 3 6 5 authorizing If 

J Vaden to supervise byrodiict matl. 

MASON, J. R. Atonic Energy Commissi on, 60/06/24. 7pp, 

f:: 

--0O12O3O453 Confirms 610919 request for Itifo/per meeting discussion. 1nf6' 
re weight 4t content of 29 drums 6 waste liners generated by i; 

OE Is required before review of mat l/byproduc t application 1'^ 

will be continued. ( 

MA0OK, R. Atomic Energy Commission.. 61/09/87. 8pp. i- 


— 80120'30494 Informs that application for renewal of Matl/fiy prod uct 
License 80-00609-01 will be denied unless addl requested 
Info is provided within 20 days. 

MA5QNtJ. R. Atomic Energy Commission. 89/02/09. Ip. 
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fiDl203045S Ac It receipt of Itr re proposed issuance license ^Ctr sea 
disposal of radu^ste off NJ coast. More info is needed re 
sea disposal of raduaste before nethoif is auttiorized for any 
appreciable acnounts of radu-aatc. 

MEVNEfiiR.H. Neu Jerseyf State of. 59/09/02. Ip. 


GO12D30457 Foruards Amond 2 to License 0*l-'00‘IB7-’0& issued to Dept of 
Nfavy. License authorises change in location for disposal of 
packaged radwastes at sea. U/o end. 

KlRW.ft, L. Atomic Energy Co.TiTiIss 1 on. 62/O»|/09. 


8012030-459 Application for ronowal of hatl/Dyproduc t Llce-nse aO-OOiBS- 
Otp author 1 z i ng recelp 1 1 pos session & disposal of 3 Cl 
byproduct matt u/Atomic hfurtibers 3-B3 in all types of uiastos. 

PERRf. 0. C. Crossroads Marine Disposal Corp, 57/06/20. 2pp, 


9012030460 Ad receipt of notification re receipt of Ualker Trucking 
Co application to provide raduiasbe disposal svc. Lists 
questions for response. 

SCOTT. U.J. Connecticut. State of, 58/06/17. 2pp. 


— 8012030473 Lists contents of raduiaste shipment scheduled for sea 
disposal on 601020 in accordance w/Condition 8 of License 
19-0029^-11. 

DROWN, J. «. Health 4: Human SorvicBS, Dept. of,. 60/10/24 . 3pp. 


— 0012030474 Hat I/Byproduct License 20-03341-01 for Neu England Tank Co 
Is a.nend sd. Amend 3 authorizes rece Ipt, possess Ion. pec kap Ing 
disposal of 30 lb source 4: 3 g SNH In Atlantic Ocean. 
ttASOW. J. R. Atomic Energy Commission. 58/12/31. 2pp. 


— B012030475 Application for renewal of Mat l/Dy produc t License 
32-00426^-01 , author 1 z Ing possession It/or use of 2S mC 1 P-32 
Ca-43r 75 mCl 8r-89, C5-137. Ru-106, Co-l4l it Ce-144i20 mC i 
Co-60 & 129 (itCi mired fission products in any chemical form. 
CHIPflAW- W. A. Interior, Dept, of. Fish 6 Wildlife Service. 50/09/16. 

2pp- 

—8012030476 "Summary of Radioactive Matls Packaged on 690310 for 
[)l sposa 1 at Sea. “ 

* Atiomi c Energy Commission. 65/07/27. ip. 


DOI2O30'161 Lists units that were not disposed of as scheduled on 
601025 due to weight I imi ta t i ons . Tota 1 activity disposed of 
on 601026 was 7.013 Ci. 

DROWN. J. M Health 6 Human Services* Dept, of*. 60/11/10. Ip, 


—8012030477 Ma t l/Dyproduc t License 04-00487-06 for Dept of NavyrUB Naval 
Radiological Defense Lab is amended In its entirety por 
610302 h 051! appUcAtlons. Amend 1 authorizes receipt, 
possess 1 on* packaging 4; disposal of byproduct mail. 

MRK, R. L. Atomic Energy Commission. 62/01/29. 8pp. 


8012030462 Bubmlts Info re raduaste disposed of 
570630, In Tospanse to AEC request. US Corps of 
97Q32G Itr end. 

PERRY, O. C. Crossroads Marine Disposal Corp. 


at sea. for yr ending 
Engineer 

57/06/19. 4pp. 


8012030463 Notice of proposed amend to License 04-00S80-06, au thorl a 1 ng 
race! p ti pac kag ing & disposal of 20 g SNtM* 100 Cl byproduct 
rretl U 2*000 lb source mat 1 . Supporting draft memo end. 

PRlCEiH. L. Atomic Energy Commission. 60/06/24. 4pp. 


8012030464 Forwards to Qfc of Atomic Energy Development & Radiation 
Protec tion, Amend 2 to License 04-00467-06. Issued to Oept of 
Navy, author i zing change in location for disposal of 
packaged radwastes at sea. 

ItIRH.R. L. Atomic Energy Commission. 62/04/09. ip. 


8012030465 Submits, on behalf of Louer Cape Committee on Raduaste 
Disposal, qua st ions re proposed plans to establish disposal 
site off Cape Cod, HA* i nclud i ng longitudinal & latitudinal 
coord Inate s I rodwasto origination possession limits. 

LEMAC,N r DELDEO. J. Affiliation Unknown. 59/08/31, Ip, 


8012030466 Lists contents of raduaste shipment scheduled for sea 
disposal on 591112 In accordance u/Condition 0 of License 
19-00296-1 1, 

ORQWN. J. H, Hoalfch & Human Servicesi Dopt, of*. 59/10/30. 2pp. 


8012030467 Notice of Issuance of Amend 3 to License 20-03541-01, 
authorliing New England Tank Cleaning Go to receive, 
possess, pac kage dispose of source 6 SNM in Atlantic Ocean. 

MASON. J,n. Atomic Energy Cojimisalon. SB/12/31. 2pp. 


D012030469 Application for renewal of HatJ /Dy pro duct License 
46-03623-01, author I z Ing MV Walker, HA Oroenwood.WH CUrke, 

J Jorgenson 6 E Headman to use te/or supervise use of 10 Ci 
elements w/Atomlc Numbers 1-34 4? 200 lb source matl, 

WALKER, H.V. American Mall Line. 65/07/30. 2pp. 


8012030469 Notifies of intentions to dispose of radwaate during wV of 
611009 at designated marine site. Inventory consists of matl 
packaged in ilz Ocean Trnsport Co disposal bloc kt « fievis i an 
2-60 four 95-gaHon concreted drums. 

KUEHLiE, L. Parr-Rlchmond Terminal Co. 61/09/26. Ip. 


— 8012030479 Requests that AEC postpone granting of any permits or 
licenses for disposal of radwaste or atomic waste metis off 
coastal shores or territorial waters of Commonwealth of MA. 
Requests that public hearing be held in BostotirMA. 

TURNER* W. A., DOLAN, J, F. Massachusetts, State of. 59/08/25. Ip. 


— 8012030480 Ack receipt of 501119 Itr re disposal of two Cs-137 sealed 
sources. AEC must complete processing of application for 
renewal of License 20-00605-02 before request can be 
considered. Requests addl info to complete review. 

HA80N. J. R. Atomic Energy Commission. 58/12/23. 2pp. 


—0012030481 Instructs NRC to proceed u/reqoeits for renewal of license L 
sea disposal of Livermore drums. Qther requests should be 
hold in abeyance until after visit to GE. 

HEWITT* M..L. Parr-Richmond Terminal Co. 61/09/25. ip. 


—8012030482 Responds to 600826 Itr re 600807 explosion in Dotton & 
restricting use of radwaste within city limits. Use of 
radioactive matl under AEC jurisdiction is subj to 
restrictions or controls to assure safe use. 

PRICE, E.R. Atomic Energy Commission, 60/09/16. 2pp. 


— 8012030483 Requests amend to Page 26 of application for mabl /byprod uct 
license. Matl will be dumped 110 miles due southeast of 
Montaiik Paint, Long Island. 

HARRia*R.E, Walker Trucking Co, 58/05/01. ip. 


— 8012030484 Application for amend of Matl/Byproduct License 20-0354l-Oli 
authorizing possession U disposal of no more than 50 lb 
source netl 5 g 8NM. 

DENALUT.E. W. New England Tank Cleaning Co. 58/12/10. Ip. 


— 8012030485 Requests public hearing re issuance of license to Military 
Sea Transportation Svc for disposal of atomic wastes aff 
coast of Cape Cod.KA. 

ATKINS* D. , MOTHERWELL, B. L , WALKER, I.O. Provinc etown. MA. 
39/00/24. 2pp. 


— 0O12O3O4B7 Forwards 641202 rapt that shipment of radwaste was 
jettisoned at sea on 641116. Also provides latitude Sc 
longitude of drop. 

FELLY, B. 0. American Mail Line, 65/07/23. 2pp, 


8012030470 Notice of proposed amend of License 04-05668-01 , author 1 si 1 ng 
increase in possession limit of byproduct matl, source matl Sc 
SNM hi packaging of waste in precast concrete blocks, 

Supporting draft memo encl. 

FRIGE, H.L. Atomic Energy Commission. 60/06/23. 4pp. 


8012030471 Hatl/8y product License 04-0D4B7-06 for Dept of Navy, IPS Naval 
Radiological Defense Lab is amended in Its entirety. Amend 2 
authorizes radwaste burial at min depth of 1*000 fathoms In 
Pacific Ocean ulthin designated areas. 

KIRK, R.L, Atomic Energy Commission. 62/04/09, Ip. 


8012030472 Forwards to Qfc of Rad I ation Control* proposed license for 
Military 8aa Transportat ion Svc to dispose of radwaste In 
Atlantic Pacific Oceans . Li cans e requires AEC notification 
20 days prior to disposal op ora 1 1 ons, W/o end. 

FRIGE, H.L. Atomic Energy Commission. 59/08/23. Ip, 


— 0O12O3O4B9 Provides addl info to Section F, Page 24 of supplemental 
manual to radwaste disposal app 1 Ication. All containers will 
be weighed is not released for final sea disposal until min 
average density has been attained. 

HARHIBiR.E. Nuclear Cham Disposal Corp. 58/04/18. Ip, 


— B0L203049O Forwards Ocean Transport Co radwaste disposal records. 
Includes disposal date U site L number of drums. 

HEWITT* M.L. Parr-Richmond Terminal Co. 62/04/06, Spp. 


— 0012030491 Requests authorization to take possession of two Kel Ray 
projectors* Model CA, containing 40 & 80 Ci Ci-137# for 
disposal at sea. Projectors in locked it sealed condition will 
not be opened, 

PERRVrO. C. Crossroads Marine Disposal Corp. 58/11/19. Ip, 
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— 8012030472 Responds to 390810 I tr re license held by Crossroaifs 
Disposal Corp. Clarl f ies Conditions & t< 11 of Llcanse 
20 ' 00 & 85 '' 02 , 

KAGOMiJ. R. Atomic Energy Commission. 57/08/2^. 2pp. 


--8012030493 Notifies of Ocean Transport Co disposal of radwaste at 
Commits ion* US Navy* U3 Coast Guard (< State of CA disposal 
site. Raduaste consisted of 200 lb source matlr 4. 3709 Gi 
byproduct mat! 22 2 mC i rad ium. Detal 1 s end. 

8TEINAECKERf J. Parr^'Rich.mond Terminal Co. &1/OB/31, 4pp. 


^ — 6012030494 Responds to application for ma tl/byproduc t license re see 
disposal of radioisotopes It source ciatl . Requests addl info 
to complete application revl eui U/o end outline of Info 
guideline, 

HITCH* J. N. Atomic Energy Commission. 98/04/14. 4pp. 


^’'8012030497 Informs of raduaste shipment to be disposed of at sea on 
^00620 under License 19‘‘0029&-t 1 . Shipment uill consist of S3 
SS-gallon drums from NB8. Max activity orlU be S5 mCl.host 
haxardous radioisotopes uilll be Co^AO* Sr-90 h U**S33. 

BROUN* U. H. Health Human Services* Dept, of ■ . 6O/0&/0B. Ip. 


’-"8012030498 Ma 1 1/Byproduc t License 04~03764i"0l for Nuclear Engineering 
Co* Inc is amended in its entirety per 690127 application. 

Amend 22 euthorties rece i pt* poss ess 1 on* packaging* i torag e Ik 
disposal of byproduc ti source It 8MM. 

JOHNSON* L. Atomic Energy Commission. 62/09/80. 17pp. 


—8012030499 Submits* on behalf of Ocean Transport Co* 20"day notice of 
intention to dispose of two cubesxRtv 2‘‘60i contain ing 
raduaste. Lilts disposal cute contents. 

HEWITT* II. L. Parr-Richmond Terminal Co. 62/03/09. ip. 


— 6012030300 Discusses proposed amend to Matl/Byproduc t License 
S0-03941‘‘01 for disposal of raduaste at sea. Revues ts AEC 
approval to store radioactive matl Irt nruly acquired bldg. 
Bldg offers more security than previous storage area. 
DENAULTxE. W. Neui England Tank Cleaning Co. 9B/I1/04. Ip. 


— 0012030901 Submits Ofc of Radiation Control request Info re Identities 
4( quantities of raduaste to be disposed of at sea per 
proposed license to Military Sea Transportat ion 8vc. 

»LATZ*H, Neui York* NY. 99/08/18. Ip. 


--B012D30902 Submits amends -k changes to application for byproduct matl 
waste disposal 1 icenie. Supp 1 emer tal manuals of applications 
util ba provided. 

HARRIS*R.E. Walker Trucking Co. 10134. 96/04/10. 2pp. 


— 8012030504 Matl/Byproduc t License 32"00426'’01 for Ua Fish U Wildlife 
Svcr author 1 X Ing possession k/or use of 29 mCi P’'32i Ca"49 k 
Co»9B, 79 mCi 8r"89* Cs-ia/r Ce-14 I * Pm-147 k Zn-69 U 124 niCl 
mixed fission products In any form, 

HASONrJ. R. Atomic Energy Commission. 98/10/29. 2pp. 


— 8012030909 Advises of proposed Issuance of mat! /by product licetiie to 
Military Sea Transportation Sve for sea disposal of waste 
byproduct* source k 6NM in Atlantic k Pacific Oc cans. Was tee 
would be packaged by AEC licensees k cantrectors. 

FRICE*E. R. Atomic Energy Commission. 99/08/14. Ip. 


— 8012030506 Notice of receipt of Nuc Uar-Cihem D Isp osal Bve application 
for license to provide raduaste disposal svc. Excerpt from 
AEC 900380 Itr to MIT end. 

PRICEiK. L. Atomic Energy Commissian. 98/04/04. 2pp. 


— 8012030907 Notifies that four 93''gallon concre te**f 1 11 cd drums of 
raduaste uere jettisoned at sea on 690424. Lists approx 
contents of drums, 

ETZLERrD. H. California Research Gorp. 69/09/20. Ip. 


— 6019030909 Lists addl units being prepared for shipment k sea disposal 
per 600911 Itr. 

BR0WN*J.M. Health k Human aervices* Dept. of*. 60/09/18. Ip. 


— 0012030911 Requests to make appearance in proceeding re licensing of 
Walker Trucking Co for mg t k disposal of raduaete in State 
of CT, Lists major issues to be addreissd. Alt a requests final 
ordei'i f ind Ing k opinion re Power Reactor Development Co. 

EARLiE. Inetitute for Nuclear Serology. 9B/10/24. 2pp. 


— 8012030912 Responds to AEC 610220 Itr re r edes i gna tlen of raduaste- 
disposal site. OS Naval Radiological Defense Lab has no 
objection to suggested redes Igne t Ion of o-ceatt area defined 
ai suitable for disposal of radwastes. 

BIRCH* T.L. Navy* Dept. of. 730’>36. .62/03/01. Ip. 


— 0012030513 Opposes proposed issuance of license to Mllitarli Sea 
Transportation 8vc for disposal of I otj level radwaite off MA 
coast due to possible danger to public health k safety. 
Requests that formal hearing be held. 

WALL* N. X. Massachusetts* State of. 59/08/12. Ip. 


— 0012030314 Ack receipt of 500-213 Itr re storage of radwasta preparatory 
to disposal at sea. Study is being made to evaluate 
feasibility of disposal on continental sh el f . Resul ts should 
be helpful in providing position disposal guidelines. 

HITCH* J.W. Atomic Energy Commission. 58/03/04. Ip. 


— 8Di?03091S Ack receipt of 600911 Itr advising of Intent to conduct 
waste disposal operation on 600324. Re ques ts that provisions 
be made for AEC inspector on ocean voyage. 

KASQNi J. R. Atomic Energy Co'rmi s s i on. 60/03/17. Ip. 


8012030516 Forwards AEC announcement re land burial facilities for 
raduaste. Suggests mod of appl ication to provi-de for waste 
disposal SVC utilljing land burial facilities. 

PRICE* H. L Atomic Energy Commission. 60/03/19. ip. 


‘ — -8012030917 Notice of application for license to provide raduaste 
disposal SVC to Crossroads Marine Disposal Cor p. App 1 1 ca t i bn 
specifies max possession limit of 200 Cl any byproduct matl 
having Atomic Numbers 3'-84. 

PRICE* M.L. Atomic Energy Commissian. 90/10/23. Ip. 


"-8012030919 Advises of proposed issuance of ma tl/h yprodoct license to 
Military Sea Transportation avc for disposal of ufaste 
by product* sourc e k &NM in Atlantic k Pacific Oceans Mast-es 
u/ould be packaged by AEC licensees k contractors. 

PRICE*H.L, Atomic Energy Commission. 59/08/12. Ip. 


— 8012030920 Application for ma t I /byprodoc t I Ic ense* author! i ing H 
Olasser k M Latarus to use k/or supervise use of 9 Cl 
byproduct matl k 1*000 lb sourca matl w/Atomlc Numbers 1"83. 
liORTMAH* 0. Nuclear Chem Disposal Corp. 98/03/07. 2pp. 


— 8012030521 Advises of proposed issuance of ma tl/by product licenie to 
Military Cea Transportation 8vc for disposal of waste 
by product* sourc e k SNM in Atlantic k Pacific De aans. Wastes 
would ba packaged by AEC licensees k contractors. 

PRICE»H. L. Atomic Energy Commission. 59/08/12. Ip. 


—0012030922 Ack receipt of 590922 application for matl/bypreduct license 
re sea disposal of radip i sotop es. Requests addl info to 
complete review of app i icatlon* inc lud ing modal numbar*make 
k sensitivity range of contamination survey Instrument. 

HITCH* J.W. Atomic Energy Commission. 90/10/17. 3pp. 


—8012030923 Bubmits contents of raduaste shipment scheduled for sea 
disposal on 600924 in accordance u/conditl«ns ef License 
I9-O0296"t I. 

DROWN* J. M. Health k Human Services* Dept. of*. 60/05/11. 2pp. 


— 0OI2O3OS24 A*ivises of proposed Issuance of ma tl/by produc t license to 
Military 0«a Transpor tat 1 on 8vc for disposal of waste 
byproduct# source k 8NM in Atlantic k Pacific Oc eant. Wastes 
would be packaged by AEC licensees k contractors. 

PRICE* K.L. Atomic E-nergy Commission. 99/08/06. ip. 


— 0018030525 Informs that AEC proposes to amend License 04-00487-06* 
changing radwaste disposal area to col-ncide u/designated 
explosive disposal area. 

MASON* J.R, Atomic Energy Co.mmlssion. 62/02/80. Ip. 


—00120-30526 Advises of proposed issuance of ma t l/b y produc t licensa to 
Military 8ea Transpor tat i on Sve for disposal of wasta 
byproduc t* source k ENM in Atlantic k Pacific Oc eans. Waste s 
would be packaged by AEC licensees k contractors. 

PRICEiH. L. Atomic Energy CoTmlsslon. 59/08/04. Ip. 


— 0012030527 Me t L/Dyproduc t License 20-03941-01 For New E-ngland Tank 
Claenlng Co* author! i tng recel p t* possess i on* packag I ng k 
disposal of iiOOOGl byproduct matl in Atlantic Ocean, 

MASON* J.R. Atomic Energy Commission. 58/10/09. App. 


— 0OL2O3Q528 Fpruiards application for matl/byproduc t license to dispose 
of radwaste at sea, Provides outline for disposal method k 
radiological safety procedures . W/o end. 

MORTMANi D. Nuclear Chem Disposal Corp. 50/03/05. 3pp. 


— 8018030S29 Order granting motion to reopen Industrial Waste Disposal 
Corp proceeding to admit RN Qoodwin 620119 Itr* to deny 
license application k to terminate proc eedlng. Re iated 
document i on encl. 

MCCQQLftf.B, Atomic Energy Commission. 62/04/20. 6pp. 
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0312030530 Kotlc* of it»uartc» of dniind fco Mat 1 /Bgjiraduc t Lictnv* 
1^-002^9-11 hold bu «IHr author 1 1 ing 2-vr ranawal of Hconoi. 

PRiOe. E, R. Atomic Energy Co-mfnit* ion, 63/09/24. 2pp. 

6013030531 Butmlt-k dat««««lttt & aitlmatffd activity of ua«ta di«pos«il 
of from 1949 through 1939. 

aRQWr+j ti. M- Health & Human Servic»»r Otpt. -of*. 39/12/17, Ip, 


8013030332 Submits info ra natl/bypr oduc t I icansa appllcafaloni In 
raipoota to AEG 3S09S6- raquet t. C lar if lai receipts 
poitatflon It dlapoial operations of currant activitias 
under Matl/8yproduct License 04-02314-01. 

LAH»O.E. US Ecology! Inc, <Formarly Nuclear Englnaerina) 
38/10/09. 4pp. 


8012030333 Informs that AEG ha« issued amend to Mat 1 /Bgproduc t Llcansa 
20-00683-02 held by Crossroads Marina Disposal Corp. Llcansa 
has bean amendad affactlvs 390B13 fro rtqulra usa of ramota 
litas for dlipoial of lou level raduasta. 

MASDNi J. R. Atomic Energy Cojitnilss Ion. 37/08/04. 2pp. 


9012030534 Forwards to City of R Ichmondr pc ean Transport Co applications 
far renewal of License 04-09669-01 it dlspasal of concrete 
b 1 DC l( I . App 1 1 c at 1 on for concrete blocbs daferrid pending 
Commission studies ra sea dlspasal cantainars. M/o and. 

HASONjJ. R, Atomic Energy Commission. 62/02/08. Ip, 


B012030335 Responds to AEC requait for info re method to be used to 
offload %i handle containers In radwasto -dispotal operations. 
Integrity tests ware conducted on large drums. Adequate 
lifting devices will be used fro load large drums, 

MICHAUD I A. A. Nuclear C«rp. of America Isotopes Specialities Go, 
Dlv. 60/03/24, Ip. 


3012030836 Act receipt of AEC 380928 Itr re proposal to dump radwaste 
off Monfrauli Point. Opposes sea disposal of raduaste. Raques ts 
that AEG withhold licensing of Ualktr Trucking Co until 
added safety precaution is Incorporated in proposed Licenie. 
LYNCH»C.A. Affiliation Unknown. SB/lO/oe. 2pp. 


3012030837 Mat 1 /Byproduct License 19-00296-U for NIH It amended in 
anfrirety per A30430 L 0624 epp 11 eat 1 one. Amend 2 
autharlxii racelpti possess 1 on# packag Ing & disposal of 90 Gi 
byproduc fr matl. 

PRiCErE. R. Atomic Energy Commission. 63/09/24. 7pp. 


1012030838 Motions to deny Industrlel Waste Dltposel Corp application 
for matl /byproduct license to receive L store radwasfreiti to 
terminate procsed ing. Geril f Icatt of 8vc and. 

HADLQCKfO.F. Atomic Energy Com.s Issl orv. 62/03/21. 10pp. 


1012030339 Forward! to Coordinator of Atomic Energy Develapment It 
Radiation Protec tionr Ocean Transport Go applications for 
renewal of License 04-08668-01 Ic disposal of concrete 
blocks. If/a end. 

HABOMjJ. R. Atomic Energy Commission, 62/02/08. Ip. 


1012030340 Provides llsfr of radwaste disposed of from 1946 to Aug 1989 
In Atlantic Ocean. 

PERRYfO. C. Crossroads Marine Disposal Corp, 60/02/13. Ip. 


1012030841 Informs Health Depfr that AEC has issued amend to 
Mat I /Byproduct License 20-00683-02 held by Crossroads Marine 
Disposal Corp. License has been amendedr ef f ec tlve 890ai9i to 
require use of remote disposal slfrei for lou level radwaste. 
MASD^fj U. R. Atomic Energy Conmlsslon. 99/0B/04. Ip. 


^012030942 Application for mat l/bgpr oduc t 1 tcenser authorl i Ing RE Harris 
to use 6/ar supervise use ef 19 mCl enriched LI as 
contamiha t ion on steel ecrap U combustible matliQ mCl Co-60 
in 2r000 gallons of water & 3 mCi Fe-89 in water. 

HARRIBrR.E. Nalker Trucking Co. 38/03/04. 3pp. 


'012030343 Ack receipt of 380913 Itr V telegram re AEG proposed 
issuance of license to Ualker TrucUng Co for disposal of 
raduaste in Atlantic Ocean. Radwaste disposal will not pose 
threat to public It environ health k safety. 

PRICEiE. R. Atomic Energy Go^mlsiion. 8B/09/26, 2pp. 


012030344 Informs that Met 1 /By product Ltcen.se 46-03623-01 will espire 
on 600931. Requests that application for license renewal be 
submitted In order to continue program. Future disposal 
activities will be limited Within S-mlle radius, 

MAEO^j ft. Atomic Energy Comml is Ion. 60/06/07. Ip, 

^12030848 : i nf oridf : tha t- fitC has issued amend : to -Katl/Byproduct Ltcensei 
20-00608r02 held by 'Crossroads Marine Disposal Corp. Lie an se 
has batn amendSdi off act lye 39081 8# to crequire use "of remote 
disposal sites for low level radwaite. 

PRlCEi H. L. Atomiic Energy Commisston^ 89/07/27, 2pp. 


— 0O12O'3OS46 Application for renewal of Matl/Byproduct License 
20-00689— 02r au thorl z Ing recoipti pos sen ion 6 disposal at saa 
of 200 Cl isotopes w/Atocnlc Numbers 3-83 I: 4f000 lb source 
matl. 

PERRY.O. C. Crossroads Marine Disposal Corp. 38/09/22. 7pp. 


‘8012030347 Provides addl Info to be incorporated In application for 
matl/byproduct 1 1 cense. Inc ludlng storage Inforinatl used for 
cositalrtersf radwaste transportation & disposal operations. 

DEFAULT j E. U. New England Tank Cleaning Co. 88/02/27. 2pp. 


— 8012030348 Opposes AEC proposed action to dispose of radwaste bg tend 
burlalvUrges that competitive action be suspended due to 
disastrous economic results that would affect independent 
waste dleposal firms, 

HUFFfT.D. U8 Ecology* Inc, {Formerly Nuclear Engineering) 

3196. 60/05/10. 2pp, 


■8012030349 Notifies of 610731 radwaste disposal operation. Includes info 
re max activity in containers » t Imt of disposal It number of 
container s. No uneKpected or abnormal events occurred, No 
leaking from container was observed. 

BANMER^R.H. Coast Guard. Transportation. Dept. of. HOWLEY. J. R. 

HMS* Dept, of* US Public Health Servlet. 61/07/31. 2pp. 


8012030330 Requests that AEC reconsider terms in proposed license to 
Walker Trucking Co to dlpose op redwaste at sea. AEC should 
inersase distance from Long Island at which disposal is to 
be made. 

LYNCH. Irl. A. Affiliation Unknown, 90/09/15, 2pp. 


— 6012030551 Forwards safe handling methods for large radwaste 
containers. 

MOSES. A. J. Nuclear Corp, of America Isotopes Specialities Co. Div. 
60/03/06. 3pp. 


'8012030392 Responds to 611276 itr re application for license to dispose 
of packaed low level radwaste in Gulf of Mexico. Approval of 
radwaste disposal in Gulf would have serious harmful effect 
on Ua relations w/Kezico, 

GOODWIN, R.N. State, Dept. of. 62/01/19. 2pp. 


—8012030933 Matl/Byproduct License 32-00426-02 for DOI.Flsh k Wildlife 
8vc Is amended In entirety per 630716 application, Amend 
11 authorfiis posiesilon 6 use of 25 mCl P-32 6 25 mCi Ca-49 
In any chemical or physical form for research, 

BRINKMAN, ft, E, Atomic Energy Cofdmliiion. 63/08/12. 4pp. 


— 80120^0934 '^Radwaste Disposal Logs.*’ 

a American Mail Line. 80/10/17. I6pp. 


'8012030999 Notice of Issuance of Matl/Byprdduct Llcanee 20-03541-01 to 
New England Tank Cleaning Co to provide radwaste disposal 

SVC, 

PftICE.H. L. Atomic Energy Commission. 98/10/20. Ip. 


—8012030956 Forwards application for Ucinse to dispose of radwaste. 
Steel barge will be used temporarily at NJ site until 
weather improves. Butler bldg can be erected within 
end fenced area. 

LAWtJ.E. U8 Ecology, Inc. {Former ly Nuclear Eng inter Ino) 

88/02/18. ip. * 


8012030557 Matl/Byproduc t License 20-00386-02 for Crossroads Marine 
Dleposal Corp Is amended per 390619 appl Icatlon. Amend 3 
authorises Increase of pomsaeslon limit to 1,000 Gi 
byproduct mail 6 IA,000 lb source matl. Supporting memo and. 
PRlCEiH. L. Atomic Energy Commission, 99/07/23. llpp. 


■8012030556 Matl/Dypr oduc t License 19-00296-11 for NIH Is amended per 
610307 app I ice tlon. Amend t extends license expiration date 
to 630630, revt sed Condition B re notification of disposal 
6 adds Condition 9 rt recordkeeping. 

KlRKtft. L. Atomic Energy Commission. 61/06/19. 2pp. 


*"“3312030559 Order to show cause t; denial of applications for amend to 
License 04”04730-0 I .authorising increase in possession 
limits of byproduct matl 4. 8NM transportation of radwaste 
under higher radiation levele. 

PRICE.H. L. Atomic Energy Commission. 59/04/13. 6pp. 


-8012030560 Ha tl/Dyproduc t License 42-04230-01 for Induitrial Natfre 
Disposal Corp, author 1 ting rec etp t, p ossa siion 6 storage of 
byproduct m«tl t transfer of matl to ORNL. 

KIRA.R.L- Atomic Energy. Commlis ton. 60/08/10, 6pp, 


— 8 012(X30962 Submits contents of radwaste shipment schedule for tea 
disposal oh 610731, In accordance w/Condltlon 8 of Llcenst 
19-00296-H. 

AN0REWa.H.L, Health k Human Services. Dept, of., 61/07/17. 2pp. 
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— ’S018030963 Notice of liiuance of Matl/Byproduc t Licente 20‘‘00&89’'02 to 
Incraaee potietelon limit to IrOOO Cl bgproduct matl 
16i 000 lb eource matl. 

PRICE* H.L. Atomic Enerpg Commliflon. 59/07/83. Spp. 


— 8018030564 Informi that AEC ha« iitued Amend 6 to Hat 1/Bgproduc t 
Licente SO-OSSAl-Ol held bg Neu England Tank Cleaning Co. 

Amend renewe licenie for 2 gri. 

PRICE* E.R, Atomic Energg Commietion. 63/07/11. Ip. 


— 3019030565 Requeiti to be informed of change* in (itatte diepotal field 
uhich might apply to arganl >atlon* to minimlje financial 
burden on cuitamere. 

PERRVrO. C. Cro«eraad« Marine Dlepocal Corp, 93/08/13. Ip. 


— 3019030566 Notiflee of 610731 radbfaete diipoeal trip. Further detail* 
Lilll be communicated. 

AN0REW8rH L. Health 6 Human Services* Dept. of*. 61/07/09. Ip. 


—8012030567 Informs that AEC ha* issued Amend 6 to liatl /Byproduct 
License 20-03541‘*0i held by New England Tank Cleaning Co. 

Amend renews license for 2.yrf. 

PRICE* E.R. Atomic Energy Commistion. 63/07/11. Ip. 


— 8018030569 Application for matl/bgproduct 1 icente* authorl ting receipt* 
po*«esiion be disposal of raduiaite. 

•* Nalker Trucking Co. 58/02/28. 90pp. 


--'8012030970 Notice of issuance of Amend 6 to Hatt/Byproduct License 
80-’03941-01 r author 1 1 ing 2-'Vr license renewal. 

PRICEiE. R. Atomic Energg Commission. 63/07/11. 2pp. 


— 3012030571 Submits Info re radwaste disposal operation* conducted under 
Katl/Byproduct License 32-00426-01I in response to AEC 580620 
Itr. Includes location of disposal site* container info 6 matl 
content. 

CHirHAN*W.A. Interior* Dept, of* Fish 6 Vlildllfe Service. 10763. 
98/07/07. 2pp. 


— 8012030572 Application for renewal of Hatl/Oyproduct License 
20-00639-02* author i I ing receipt* possession* use & disposal of 
100 g 8NH 6 16*000 lb source matl in all forms except 8NM. 
License excerpt end. 

PERRY. O.C. Crossroads Marine Disposal Corp. 61/06/29. 18pp. 


— 6018030573 Notifies of proposed watte disposal trip to sea* util 1 1 Ing 
US Coast Guard fac 1 1 1 ties. 8h ipment will consist of 24 vaults 
b( 11 steel drums cantalning no more than 5 Cl of activity. 

Exact schedule 6 disposal date will be communicated. 

ANDRENB.H. L. HHS* Dept, of* U8 Pubiic Health Bervlce. 63/04/23. 
IP- 


—8012030974 Notice of receipt of New England Tank Cleaning Co 
application for license to provide radwaste disposal sves. 
Application ipedflas max possession limit of 1*000 Cl total 
byproduct matl. 

PRICE/H. L. Atomic Energy Commission. 98/01/20. ip. 


— 8012030975 Forwards list of wastewater per 990629 te Icon. Ragues is 
advisement as to whether matl could be dumped in ocean at 
dumping grounds under present llcensat using dilution method. 
PERRY* O.C, Crossroads Marine Disposal Corp. 98/07/01, 2pp. 


—8012030976 Matl/Bgprodoct License 20-03941-01 for Neu England Tank 
Cleaning Co Is amended In its entlrsty per 630120 
application, Amend 6 authorlies rtcalpt* possession* packaging 
U disposal of byproduct* source b* 8NI1. 

PRICE* E.R. Atomic Energy Commission. 63/07/11. Qpp, 


— 8012030578 Opinion bt final decision rs Industrial Haste Disposal Corp 
application for matl/byproduct 1 Icenie. Approves application 
for receipt t storage of packaged low level byproduct matl 
only. Excerpt from order end. 

MCCONE* U. A. * GRAHAM* J, 8. Atomic Energy Commission. 60/06/22. 

41pp. 


—8012030979 Forwards Amend 9 to Matl/Oyproduct License 20-03541-01* 
renewing llcsntt for 2 yrs I; authorising transfer of 
licensed watte to AEC designated land burial sites for 
disposal. H/o end. 

LOHENSTEINiR. Atomic Energy Commisiion. 61/03/16. tp. 


—8012030980 Provides info in response to AEC request re application 
for renewal of License 20-03941-01, Original application for 
license remains same w/axception that Lovell Island will not 
be used at disposal site. 

DENAULT*E.H. New England Tank Gleaning Go. 63/04/16, 3pp. 


— B012030581 Forwards NIH application for renewal of License 19-00296-11 
authoriilng disposal of law level radwaste In Atlantic 
Ocean, U/o end. 

PRICE. E.R. Atomic Energy Gommltsion, 63/06/13. ip. 


— B0120305B2 Submits responses to AEC 580103 questions re application for 
matl/byproduct license to dispose of radwaste. Year ly 
summaries of radwaste dumped In Pacific Qcean by UG end. 

DENAULTiE. N. Haltcer Trucking Co, 98/01/17. Bpp. 


—8012030984 Requests addl info re 5B0S16 application for renewal of 
Matl/Byproduct License 32-00426-01. Review of application 
wlil continue upon receipt of info, 

BOUYER.J. E. Atomic Energy Commission. 98/06/20. Ip. 


— B0120305S9 Forwards Amend 9 to Matl/Bypradycfc License 20-03341-01* 
renewing license for 2 yrs k authoriiing transfer of 
licensed waste to AEC designated land burial sites for 
disposal. W/o end. 

LOUENSTEIN.R, Atomic Energy Commission. 61/03/16. tp. 


— 8012030586 Notice of issuance of Amend 2 to Katl/Byproduct License 
20-03541-01* held by Neu England Tank Cleaning Co* to store bt 
package byproduct matl for sea disposal. 

MA80N*J, R. Atomic Energy Commission. 90/12/11. 2pp. 


— BO12O3O907 Advises that Industrial Hast* Disposal Corp has applied for 
license to dispose of radwaste In Oulf of Mexico. Gommiftion 
will take no final action w/reip*ct to pending applications 
for initial licensing for sea disposal. 

PRICE* K,L. Atomic Energy Commission. 60/01/15. Ip. 


—8012030589 Informs that License 20-03941-01 will not expire until 
renewal application has been determined by Commlsalon. 

BUCHANAN* C. R. Atomic Energy Commission. 60/10/21. ip. 


—0012030990 Application far renewal of Matl/Qyproduct Licenie 
20-00635-02* authoriiing pot sestlan* use bi disposal of 3*000 
Cl tritium, too g 8NM bt 16*000 lb source matl In all forms 
excapt 8NM. 

PERRYiO.C. Crossroads Marin* Disposal Corp. 19338. 59/06/19. 

16pp. 


—8012030591 Katl/Byproduct License 80-03541-01 it amended per 531104 
application. Amend 2 revises Condition 7 re storage U 
packaging of byproduct matl for sea disposal. 

MASON. J.R, Atomic Energy Commission. 59/12/11. Ip. 


— 8012030593 Notifies that Mayor of Boston* HA has been issued listed 
documents. Company wishes to retain license for sea disposal, 
DENAULTiE. W, New England Tank Cleaning Co, 63/04/04. 2pp. 


—3012030994 Responds to 621022 Itr. Revised radwaste disposal Instruction 
is satisfactory, License requires that only individuals named 
in license can prapare radwaste for disposal. 

BA68IN/N. Atomic Energy Commlttlon, 62/10/29. Ip. 


—8012030999 Discusses briefing paper for M Elsenhower In anticipation of 
990312 trip to Mexico, Revises statement re radwaste disposal 
in Oulf of Mexico. 

DALTON* A, T. Atomic Energy Commission. 99/08/13. 2pp. 


—3012030596 Notice of application by Walker Trucking Co for license to 
provide radwaste disposal s vc. App 1 icatlon specifies max 
possession limit of 30.216 Cl total any byproduct U source 
matl, 

PRICE.K, L. Atomic Energy Commission. 50/06/13. Ip. 


—0012030997 Notifies AEC of waste disposal trip scheduled during first 
2 wks In Nov 1959 from NIH* Dethesda* MD to Norfolk* VfA. 

Description of matl will be provided. 

BROWN* J. M Health 6 Human Services* Dept. of*. 99/10/20. Ip. 


—8012030998 Katl/Byproduct License 20-00689-08 Is amended per 620907 
app 1 ication, Amend 7 reviews Condition 2 re packaging 6 
disposal of radwaste. 

L0WEN8TEIN* R, Atomic Energy Commission. 62/10/12, Ip. 


— 6012030600 Responds to 990509 Itr re proposed Issuance of license to 
NIH to dispose of low level radwaste In Atlantic Ocean. 

Forwards memo outlining principle factors considered In 
proposed license. H/o sncL 

ROOERBi L. R. Atomic Energy Commission. 99/09/88, Ip. 


— 8012030602 Forwerdi updated info concerning disposal of radwaste in 
Oulf of Mexico* in response to DOB request b« In anticipation 
of M Eisenhower trip to Mexico. 

VOOELi C. C, Atomic Energy Commission, 99/0B/16. 2pp. 
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—8012030603 Reel uests that radwaste disposal Instructions bo revised to 
conform w/terms i conditions of License 20-00683--02, Race ipt 
of liquid uaste is not perml t ted. Racicag ins disposal 

must be done by OC Parry or JJ Nusa. 

DASSIWjN, Atomic Energy Com.-aiss J on, 6S/0'9/37. Ip. 


— G0120306Q5 Requests to intervene in proceeding re proposed issuance of 
tratl /byproduct license to authoriie disposal of waste in 
Atlantic Qevan at depth of 1 > 000 fathoms. Tfl notice enc 1. 

TORSQR.D.W. Affi nation Unknown, 59^05/09, 2pp. 


— 8012030606 Application far renewal of hatl /Byproduct License 
20-006B5-02.* to provide radwaste disposal op erat i on. Requests 
author f zation to dispose of wastes at any authorized land 
burial site in US- 

MUfiPHY.J.D. Allied-Crossroads Nuclear Corp. 64/09/04. 7pp. 


''-8012030607 Porwards amend to Crossroads Marine Disposal Corp 
application for renewal of License 20-00605-02, 

ODLD.O. W. Gold.O.W 62/01 /OS. Ip. 


— 0012030627 Notifies of proposed waste disposal trip to sea in May 
1962. Coast Ouard facilities will be uti 1 i zed. Further details 
will be c omnunlcaied. 

ANDRElfS, H. L. Health &; Human Servicesi Dept. of,. 62/05/09. Ip. 


—8012030628 flatl/Qyproduc t License 20-00685-02 is amended per 640207 
appl 1 cati on. Amend 8 revises Condition 2 re disposalj 
packaging it receipt of byproduct matl. 

PRICE. E.R, Atomic Energy Commission. 64/03/25. Ip. 


— 8012030629 Notice of propasod issuance of mat l/byproduct license to 
NIH to dispose of low level radwaste in Atlantic Ocean. 

Proposed license 4i supporting memo end. 

PRICE, H.L. Atomic Energy Commlsiion. 59/04/27. I2pp. 


--8012030631 hatl/Byproduct License 20-00605-02 to Crossroads Marine 
Disposal Corp is amended in entirety per 610629 & 1219 
620106 0127 app 1 icat ions. Amend 5 authorizes receipt, 

packaging & disposal of byproduc t. source 8NM at sea, 

KIRKiR.L. Atomic Energy CoiTimisslon. 62/04/19. 9pp. 


--8012030603 Informs that Commission has issued mat 1 /byproduct license to 
NIH authorizing disposal of low level radwaste in Atlantic 
Ocean. Forwards proposed FR notice. 

PRICE, H.L. Atomic Energy Commission. 59/03/2S. Ip. 


--8012030609 Requests response to Congressman Rogers S90BD4 request for 
info re mannor in which AEC supervises It polices licensees 
following Issuance of license for sea disposal of low level 
radwaste. Transmit ttal sheet end. 

DONQV'Aih R X. Atomic Energy Commission. 59/00/05, 2pp. 


--8012030611 Amend to application for renewal of License 20-00605-02. 
changing address of facility 4: adding JP Cronin as user & 
radiation protection officer. 

s Crossroads Marine Disposal Corp. 62/01/00. App. 


--6012030612 Notice of issuance of Mat 1 /Byproduct License 19-00296-11 to 
NIH to receive pac kage. possess dispose of byproduct metis 
in Atlantic Ocean. 

PRICE, H.L. Atomic Energy Commission. 59/05/25. Ip. 


— 8012030614 Submits contents of radwaste shipment schedule for 620820 
sea disposal in accordance u/Condltion 6 of License 
19-00296-11. 

BRQWNiJ.M. Health tt Human Services* Dept. of,. 62/00/10. 2pp. 


— 8012030615 Katl/Dyproduct License 19-00296-11 for NIH, author i i Ing 
rec e ip t. possession, paclag ing & disposal of byproduct mail in 
Atlantic Ocean. 

PRICE, H.L, Atomic Energy Commission. 59/05/25. 6pp. 


—8012030616 Notifies of radwaste disposal at sea on 640819 in accordance 
w/Conditlon 0 of License 19-00296-1 1, 8h 1 p men t consisted of 
24 concrete vaults containing 3.05 Cl byproduct matt. 

BROUN. J.M. HH3, Dept, of, US Public Health Service, 64/08/84. 
ip. 


— 8012030618 Notifies of radwaste dieposat trip by 620Q1O. Coast -Guard 
facilities uill be uti 1 iz ed. Fur ther details will be 
communicated, 

ANDREWS. H. L. Health & Human Services, Dept. of,. 62/00/03. Ip. 


—8012030619 Submits addl & corrected info re application for matl/ 
byproduct license per NRC request. App Ucation should be 
amended to read 100 Ci byproduct matl U 1,000 lb source 
mat, Corrects typographical error re disposal site. 

MORTMAIhD. Nuclear Chem Disposal Corp. 10865. 59/05/14. 4pp. 


— 8012030621 Submits contents of radwaste shipment scheduled for sea 
disposal on 620620 in accordance u/Conditlon 6 of 
License 19-00296-11. 

QROKN, J. M. Health t; Human Services, Dept. of,. 62/06/29. 2pp. 


— 8012030622 Notifies of proposed waste disposal trip on 640019 In 
acc-ordance u/Conditlon 0 of License 19-002961 1 . Coast Ouard 
facilities will be utilized. 

BRDNN,J. (1. HH8, Dept. Of. US Public Health Service. 64/00/03. 
Ip. 


—8012030623 Notifies of waste disposal trip scheduled for 590510 from 
MIH. Arrangements can be made for NRC inspector to 
par t icipate. FR notice end. 

BRQNNiJ, M Health 4 Human Eervicesi Dept. oft. 59/05/07. 4pp. 


-8Q12030625 Submits info re contents of raduaste shipment scheduled for 
620619 sea disposal in accordance u/Conditton 6 of 
License 19-00296- t I, 

BRONNiJ, M. Health Is Human Oervicesr Dept, pf*. 62/06/08, 2pp. 


— 0012030632 Notice of application by Nuclear Engineering Co, Inc for 
license to provide radwaste disposal svc. App 1 Ication 
specifies max possession limit of 400 Ci total byproduct 6 
source matl 6 2 g 8NM. 

PRICEtH. L. Atomic Energy Commission. 80/03/31. ip. 


— 0012030633 Addl amends to application for renewal of License 
20-00685-02, add ing mods to roof of proposed facility St mods 
to customer Initruc tions, revl sing pressure relief valve 6 
el intlnating name of JP Cronin. 

PERRYrO. C. Crofsroade Marine Disposal Corp, 62/01/27. 4pp. 


—0012030635 Informs that AEC has issued Amend 10 to License 80-00685-02 
held by Allied-Crossroads Nuclear Corp. Amend deletes 
authority for storage of radwaste metis In Dorchester, HA Sc 
for disposal by burial at sea. 

MCBRIDE, J. A. Atomic Energy Commission. 65/00/24. Ip. 


— 0012030637 Discusses resolution contained In L Smitses 590716 Itr re 
AFC Intentions to authorise radwaste disposal in Oulf of 
Mexico area. Transmittal sheet end. 

LUEDECKE, A. R. Atonic Energy Commietion. 59/07/31. 3pp. 


— 8012030639 Informs that AEC has issued Amend 10 to License 20-00688-02 
held by Allied-Crossroads Nuclear Corp. Amend deletes 
authority for storage of radwaste matls In Dorchester, HA Sc 
for disposal by burial at sea. 

MCBRIDE, J. A. Atomic Energy Commiislan. 65/00/24. Ip. 


—0012030640 Forwards Tarpon Springs Sponge Exchange 590716 resolution 
protesting raduaste disposal into Oulf of Mexico, Requests 
review 6 ecim.-nant, 

SMATHERS.O. Senate. 59/07/21. 2pp. 


—8012030644 Forwards Amend 10 to License 20-00685-02. Amend deletes 
autharlty for storage of radwaste matls in Dorchester, MA l< 
for disposal by burial at sea, N/o encl. 

MCBRIDE, J. A. Atomic Ene-rgy Commission. 65/00/24. Ip. 


— 8012030645 Responds to 590803 Itr forwarding TX Oame li Fish Association 
590729 Itr. Industrial Waste Disposal Corp application to 
dispose of radwaste Ls scheduled for oral argument before 
Commission on 591013. 

D0NAVAN,R. X. Atomic Energy Commission. 59/08/14, Ip. 


—8012030646 Otatement before Joint Committee on Atomic Energy T'e 
H. R. 0187, restrict Ions on dumping of raduaste into Oulf of 
Mexico. 

YARaaROUOH. R. Senate. 59/07/29. 2pp. 


—8012030647 Notice of Amend 9 to Matl /Byproduct License 20-80605-02, 
deleting authority far storage of radwaste in Oorchester, MA 
4: for disposal by burial at sea. 
a Atomic Energy Cemnitslon. 65/00/24. 2pp. 


—8012030648 Submits Info re Commietion instructions It regulations for 
licensing disposal of radwaste at sea, in response to 590618 
requost. Forwards NBS Handbook 50, '^Disposal of Radwastes 
in Ocean." W/o encl. 

BUCHANAN, C. R. Atomic Energy Commission. 59/07/01. 2pp. 


— 8012030649 Responds to 590615 Itr transmitting Corpus ChrlstlxTX, 
Chamber of Commece 590613 telegram re application of 
Industrial Waste Disposel Corp for license to dispose of 
low level radwaste In Oulf of Mexico. 

PRICE, H.L. Atomic Energy Commistion. 59/07/15. Ip. 
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“B0120306S0 Matl /Byproduc t Llc«n*» aO~00&B5-02 ^or A1 I l«d~CpiH4road* 
NucUar Corp i« aminded In •ntiretjy per 6SOA03 
app i Icatlnn. Amend 10 authorl7a« receipt & possession of 
uaste byproduct packages for disposal at land burial sites. 

* Atomic Energy Commission. 63/08/84. 6pp. 


~80t8030631 Notifies that raduaste shipment ujas disposed of at sea on 
630714. Lists contentsi serial number, wel ght <c activity of 
shipment. 

BROWN. J.K, HH9, Dept. of. US Public Health Service. 63/07/16. 
ip. 


— B012030676 Matl /By produc t License 32-00426-02 i»or DOI.Fish tt Wildlife 
Svc is amended in entirety per 650129 app 1 i cat! an. Amend 
17 authorlies possession & use of no more than 100 mCi any 
radionuclldei eicept Au-196 t mited fission products. 

DRIKKMAW. R. E. Atomic Energy Commission. 6S/0a-/ie. 3pp 


— 8012030677 Confirms 590911 telcon re sea disposal of radufaste. 
Conference has been scheduled for 390923 u/state 6 local 
officials to discuss AEC policies re sea disposal of 
r adwas t e. De terml natl on of formal hearing ulll fallou. 
PRICE.H. L. Atomic Energy Co-mmis si on. 39/07/16. 2pp. 


— 8012030653 Discusses 390620 Ur transmitting W Negley 390618 Ur re 
Industrial Waste Disposal Corp application for license to 
dispose of tou level raduaste In Oolf of Mexico, AEC is in 
process of final ac t lon^ Related info end, 

LUEDECKE. A, R. Atomic Energy Commission. 39/07/10. 9pp, 


— 8012030678 Mat 1/0 y product License 20-006Q3-02 for Allied-Crossroads 
Nuclear Corp Is amended in entirety per 640704 
app 1 Icat ion. Amend 9 authoriies r«c e ipt* transpor t & storage 
of uaste byproduc t. s ource Sl SNM for disposal at sea. 

JOHNSON. U. Atomic Energy Commissi on. 65/01/08. 9pp. 


'8012030634 Exceptions to Examiner immediate decision to grant license 
to Industrial Waste Disposal Corp to rece Ivsi processi 
package & dispose of radwaste in Oulf of Mex ico. Cer t if icate 
of Gvc end. 

NEWHANr E. W Sportmen'i Club of Texasdnc. 39/06/17. 15pp. 


— BOl 2030682 Notifies of proposed 670630 raduasta disposal trip.US 
Coast Guard facilities uill he utl 1 i xed. 8h ipment uul 11 
consist of sii concrete vaults containing 30.8 Cl activity. 
BROWN. J.M. HHfi. Dept, of, <JS Public Health aervlce. 67/05/29, 
tp. 


-8012030656 Application for amend to Matl /Byproduct License 20-006B9-02. 
deleting Amend 9, due to econaaiic considerations. 

MUfiPHV. J. All iod-Crossroadi Nuclear Corp. 63/07/08. Ip. 


-8012030697 Proposed findings of fact & conclusions re Industrial Waste 
Disposal Corp application for matl/byproduct license. License 
should be denied due to threat posed to public health U 
safety. Certificate of Svc end, 

NEWMAN, E.W. Bportmen's Club of Texas. Inc. 59/04/10. 13pp, 


-801S030660 Response to applicant findings of fact tc conclusions of leu 
re Industrial Waste Disposal Corp application for matl/ 
byproduct I Icense. App 1 leant felled to produce sufficient 
evidence to guarantee safe operation of waste disposal. 
aKiTHiF. L. Nueces County, TX. 39/04/10. 2pp. 


-8012030661 Submits resolution adopted by Oalveston Chamber of Commerce 
Board of Directors re Industrial Waste Disposal Corp 
application for license to rece Ive, process 1< package 
radwaste for disposal in Oulf of Mexico, 
a Texas, State of. 39/06/17. 2pp. 


-8012030662 Discusses Jersey City Real Estate Board, Inc 990916 
resolution re disposal of radwaste in Atlantic Ocean, Sea 
disposal operations are being conducted in manner that Is 
adfiiuate to assure protection of man 0, natural resources. 
KIRK, R. L. Atomic Energy Commlstlon. 39/10/12. 3pp. 


-8012030664 Intermediate decision re Industrial Waste Disposal Corp 
application for matl/byproduct license to receive, store V 
dlipoft of radwaste. License is granted. Senate resolution Sc 
excerpt of testimony & pleading end. 

JEW6CH, 8. W. Atomic Energy Cammission. 99/09/29. 40pp. 


-8012030667 Responds to Commission on Atomic Energy 991001 telcon re 
proposed issuance of license to Military Sea Transportation 
Svc to dispose of radwaste in Atlantic 6 Pacific Oceans. 

Forwards notice of proposed issuance of License. U/o end. 

MASON, J.R. Atomic Energy Commission, 59/10/01, 2pp. 


-8012030668 Notice of proposed issuance of matl/byproduct license to 
Industrial Waste Disposal Corp to provide radwaste disposal 
SVC. Draft license V supporting memo end. 

MASON, J. R, Atomic Energy Commission, 38/11/24. 9pp, 


-8012030670 Responds to 390902 Ur re proposed Istuenc* of license to 
liilltery Bee Transportation Svc to dispose of radwaste in 
Atlantic 4; Pacific Oceans. Radwaste it minimal. Forwards NRC 
statement re present sea dlepoeal practices. W/o end. 

PRICE, K.L. Atomic Energy Commission, 39/09/21. 2pp. 


-8012030672 Notifies of proposed 630713 waste disposal at sea. Coast 
Guard fadlltles will b# utllixed. Shipment will consist of 
six concrete vaults containing 4.310 Cl activity. 

DROWN, J.K. HH8, Dept, of, US Public Health Service. 63/06/19. 
ip. 


-8012030673 Resolution by Jersey City Real Estate Board, Inc opposing 
disposal of radwaste in waters ad jacent to shorts of NV t< 

NJ until further etudies are mads. Atomic waste should be 
stored to prevent future contamination. 

KOORSe. 8, H. Affiliation Unknown. 99/09/16. Ip. 


— 8012030693 Responds to 590812 1 tr re proposed issuance of license to 
Military Sea Transportation Svc to dispose of prepadagod 
low tavet waste in Atlantic 4; Pacific Oceans. Foruard t notice 
of proposed Issuance of license, t^/o end. 

PRICErH. L. Atomic Energy Commission. 99/07/08. 3pp. 


— 8012030695 Requests revision of application fo'r renewal of License 
20-03541-01, do 1 e ting continued authority to dispose of 
waste at sea.Uaste disposal will be by transfer to 
authorleed per sons. Related info end. 

DENAULT, E. W. New England Tank Cleaning Co. 67/09/12. 2pp. 


--B0i2030688 Forwards application for amend to tIatl/Dyproduct Licenses 
04-02314-01 04-02314-02 to Inclgifa AL Smith as authoriied 

user of byproduct metl.Also submits atfdl info to bo 
included in 9B0215 epplication for waste disposal license. 

UAH, J. E. US Ecology, Inc. IFormer 1 y Nuclear Engineering! 

SB/04/Oa. 2pp. 


— 8012030692 Application for amend of Matl/Dypr oduc t Licenses 04-02314-01 
04-02314-02 to include AL amlth as authoriied user of 
byproduct matl. 

a U8 Ecology, Inc. <Form«rly Nuclear Engineering! 

58/04/02. Ip. 


--8012030693 Forwards Ma tl/Dy produc t License 20-00683-01, author i i ing 
disposal of byproduct & source matl. License is valid for 1 
yr. Requests to be informed of radwaste quantity disposed of 
during valid per iod. U/re lated info. License not end. 

ROOERB, L.R. Atomic Energy Commission. 36/06/22. 14pp. 


— 8012030696 Buppls Info provided pn 590211 re application for license 
to dispose of radweite at sea, including type of waste 
containers, weight possession limits. 

ANDREWS, H.L. Health % Human Bervicas, Dept. of, . 59/03/10. Ip. 


8012030004 FOIA request, on behalf of N Lewis h J Conuelltfor documents 
re sites used for dumping radwaste in Pacific Ocean. 

8PAIM. 0. H. Affiliation Unknown. 80/08/20. 3pp. 07190:030, 


8012030864 Responds to FOIA request for abstracts of NRC computer 
programs available to public. NRC has no documents subj to 
request. Info may be obtained from Technical Data Mgt Ctr, 

NTIB 4,/or Natl Computer Code Ctr. 

FELTON, J.H, Division of Rules and Records. 80/11/25. Ip. 
07149: 243. 


6012030969 FOIA request for abstracts of NRC computer programs 
available to public. 

M00NEV«C, P. Engineering Design Cone epts, Inc. 80/10/30. Ip. 

07149:246, t 

6012030874 Responds to FOIA request for Info re routes 6 quantities of 
14 spent nuclear fuel shipments passing through Binghamton, 

NT.Forwards NUREO-0785 & NBC Announcement BO-191. W/o |.=; 

NUREO-0723, h 

FELTON, J.M. Division of Rules and Records. 80/Ii/2l. Ip, H 

07149:238. ^ 


— 80120306B2 Excerpts from "Spent Fuel Route Bur vey , Og densburg, N/ to 

Savannah River Fac I li ty, SC, ti 
a Commisiloneri, 79/11/30, app. iV 


8012030978 FOIA request for info re routes 6 quantities of 14 spent 
nuclear fuel shipments passing through Binghamton, NY, 
aWARTZLANDERiD, Sun-BuUettn Dinghamton, NY, 80/07/ U. Ip. 
07149:239. 
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GOl20a091G to FQIA for all docu(n«nt« commttntlngi on 

final role 10CFR‘10> ''Delotion of Source Hitl Medlcinalt from 
Oanaral License of Small Ouantitiee of Source Matl. " 

Foruartft documents lilted In App A. 

FCUTONi J. n. Division of Rules end Records. BO/l l/2t. 2pp. 

07191: 130. 


B01203092S FOIA request for all documents co/nmenting on final rule 
10CFfi40i "Deletion of Source tdatl Medicinal! from Oeneral 
License of Smalt Quantities of Source Matl. " 

HATSGM. T. M. FOl Service. 001386. aO/lt/05, Ip. 07191:132. 


6012030103 Responds to FOIA request for records re NRG oppaeltion to 
making fire protection rule applicable to future plants or 
licenses & future application of rule. Forwards documents 
1 1 1 tad In App A. 

FELTGM. J. M. Division of Rules and Records. QO/12/03. 2pp, 

07lfl9: 107. 


— 8012080110 Commenti on proposed App 0 re fire protection. Olsagreet u/ 
vatver of requirement for automatic fire suppression (t 
supports five member fire brigade for most plants, 

SCHROEDERrF. Division of Sq stems Safety. 79/11/13. ip. 


801200010? FOIA request for records re NRC opposition to making fire 
protection rule applicable to future plants or licenses V 
future application of rule, 

UATKINBJ1. Debevoise Liberman. SD/U/IB. 3pp. 07189:169. 


6012030161 Arfdl response to FOIA request for nine categories of Info re 
fees concerning ul thdraun^ suspended or postponed 
app 1 ications. App lists documents provided. 

FELTOM«J.M. Division of Rules and Rtcordi, 60/11/26. 2pp. 

07190; 293, 


*'-'8012080163 Discusses implications of recent court decisions re NRC fees 
to licensees for svcs rendered. Inc ludes Introductloni bei Ic 
guidelines from specific cases U notes on specific 
questions. 

STRAUSSfR. L. Office of the Oenerel Counsel. 77/01/13. 11pp. 


—8012080174 Responds te 770211 memo re develepment of proposed schedule 
of license fees. Functions which are attributable to issuance 
of specific domestic Uetnses have been r evleu-ed. One 
function was identified. Related info end. 

STRAUBS, P. L. Office of the General Counsel. 77/02/23. 4pp. 


-'8012080179 Submits changes to SECY**77‘‘201 re proposed revised schedule 
of license fees. Paper should be approved for publication. 

8TRAUS8.P.L. Office of the Oenerat Counsel. 77/04/20. 2pp. 


‘8012080183 Forwards OAO rept, "Establishing Proper Fee Schedule Vnder 
Independent Qfcs Appropriation Act, 1992. Rept meg be of 
Interest in view of NRC efforts to establish revised fee 
sch edule. Draft GECY paper end, 

MCTIBRNAN. T. J. Office of Inipector h Auditor. 77/06/19. 9pp. 


8012110140 Responds to FOIA request for six categories of Info re fire 
protection rcqulrementi in App R to 1DCFR90, Forwards draft 
pepti "Fir# Protection for Colocated Elements of Redundant 
Oivs, " which will be placed in PDR. 

FELTON, J.M. Division of Rules and Records, 80/12/03. Lp. 

07223:346. 


— 00121 10197 Forwards prelimlnanj draft rept, "Fire Protecfeion for 
Colocated Elements of Redundant Dive." 

CAMPBELL, J. A. Oage-Babcock Associates, Inc. 7917-3. 79/08/07. 

If' 


~~gO12it0164 Preliminary draft rept, "Fire Protection for Colocated 
Elements of Redundant Dive. 

a Oage-Babcock Aitociates, Inc, 79/00/07. 29pp. 


6012110146 FOIA request for six categories of info re fire protection 
pequirementi in App R to lOCFRSO. 

WATKINS, H, Dobevoise t^ Liberman. 80/11/10. 2pp. 07223:347. 


8012110164 Partial response to FOIA request far info re epent nuclear 
fuel transportation routes, in< luding those utiUxed by 
military, packag Ing, ih Ipments metis being transported. 

Forwards draft NUREQ-'0725 h NVR 80-0383. W/o end. 

FELTON, J.M. Division of Rules and Records. 80/12/03, lp. 
07224:078. 


8012110193 FOIA request for info re spent nuclear fuel transportation 
routes, including those. utillxed by ml l ltary/ nature of 
pactagingishipmihts h precise matls being transported. 

DAVIfi -California*- Uni v.h 80/10/29. 2pp. 

07224; 079. 


60121102.00 Responds to FOIA request for all documentation re Areiadlllo 
Coalition of TX or any affiliate organl zatlons. Forwards 
documents listed in App A. 

FELTOrf. J. ri. Division of Rules and Records. 60/11/26. 3pp. 
07224:081. 


— 8012110216 Forwards FOIA request for documents re Armadillo Coalition 
of TX. Requests documents subj to request, number of document* 
which may be withheld from public disclosure & any problems 
anticipated in processing request 6 response. W/o end. 

CARR,J, C. Division of Rules and Records. 80/09/19. Ip. 


— 601211-0225 Requests that listed documents be provided in response to 
FQIA request re Armadillo Coalition of TX. 

CARRijr. C. Division of Rules and Records. 80/09/22. 2pp. 


— 6012110231 Forwards documents subj to FOIA request re Armadillo 
Coalition of TX.W/o ends. 

BAILEY.I.K. Records Services h Facilities Branch, 80/09/26. lp. 


— 6012110238 Advises thet Div of Security has no documents subj to FOIA 
request re Armadillo Coalition of TX. 

KIDD, D. 0. Security Policy Branch. 60/09/29. Spp. 


— 8012110249 Forwards FOIA request for documents re Armadillo Coalition 
of TX. Requests documents subj to request, number of documents 
which may be withheld from public disclosure b any problems 
anticipeted In processing request h response. N/o end. 

CARfJ. C. Dlviston of Rules and Records. 80/11/12. lp. 


—8012110292 Advises that IE hes no documents tubj to FOIA request re 
Armed 11 Id Coalition of TX. 

MULLlNIXr(i. Office of Inspection U Enforcement, Office of the 
Director. 80/11/20. Ip. 


8012110206 FOIA request for all documentation re Armadillo Coalition of 
TX or any affiliate organl latlons. Affidavl t of identity 
end. 

BELINi A. Center for Law in the Public Interest, 60/11/06. 2pp. 
07224: 084. 


8012110^08 Responds to FOIA request for spent fuel transportation route 
from GNL through NY City & proposed route through Long 
Island. NRC has no documents subj to request. DOE may te 
contacted for Info. 

FELTOMfO. M. Division of Rules and Records. 80/12/09. lp. 

07224: 086. 


8012110216 FQIA request for spent fuel transpor tatlon route from BNL 
through NY City 6 proposed route through Long Island. 

0R0a8MAN,K. Island Closeup News Bervice. 80/11/18. Ip. 07224:007. 


0O12UO430 Addl response to FOIA request for documents rt nodeer 
Incident in USSR in 1999. Forwards documents listed In App A. 
FELTON, J.M. Division of Rules and Records. 00/12/09. 2pp. 
07227: 140. 


•8012110449 BECY-79-416 

Provides Commission u/summary of reported events in UBBR rs 
sefety of peaceful nucleer ectivitie*. Forwerds listing of 
reported USSR nuclear events, news articles re nuclear event 
6 evaluation papers 4c repts. 

BHEAiJ. R. Office of Internationa 1 Programs, Director. 79/06/26. 
32pp. 


—8012110492 OLa-79-124 

"Safety Problems of PNR Reactors. '■ Related documentation 
ent 1. 

SIDORENKO, V. A. i VOZNESENSK 11, B. Union of Soviet Qociallst 
Republics. 79/06/26. 33pp. 


—8012110460 Forwardi Nuclear 8efity article entitled, "Another 
Perspective of 1990 USSR Accident. " First page only end. 
OILINQKV, V. Commissioners. 79/06/07. 2pp. 


— 8012110465 Ack receipt of matls prepared by reeearch depts on how TMI 
Incident was handled in eastern Europe Ic US8R. Future related 
documentation should also be provided, 

OILlNSKYiV, Commissioners, 79/06/07. lp. 


-8012110471 Forwerds matl prepared by research depts on how TMI incident 
was handled in eastern Europe USSR, tnctudee rept on U88R 
nuclear power program 6 description of broedcest operations. 

BUELL, Irl. A. Radio Free Europe/Redio Liberty, >9/09/30. Ip. 
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G012110520 R««pon«(i to POIA r«<iua'it for dacumcnti* submittod by Nevdlos 
Oaitrti 8bar«r« prvcautloht takan on fpeitb fual «hlpin«nt« 
naar NaodlatrCA & info concornln) contra! of truck tpoeds. 

Forwardt documanta llatvd In App A. U/o anclt. 

FELTQf^r J. n. Dlviiion of Rul«i and Rocordt. EI0/lS/'O4. 2pp> 

07227: 143. 


B0121 10521 FQIA raqiioft for documanti* t ubtnit tad by Naadlas Daiart Stari 
ra pracautioni takan to provlda caciirtty on tpant fu«l 
ahlpminti naar NaadlaiiCA & Info conctmlnii control of truck 

spaad. 

SQUlBBi J. F. Affiliation UnknouTi. 80/10/25. Ip. 07227:145. 


8012110524 Addl rtiponia to FOIA raqu*«t for documont* ra NRC 
contldaratlon of llcantlnp facility It trantcripta of clooad 
Cofnmlafion maatlnga. Foruardi CN Smith 790727 <namo. Info 
partially ulthhald <raf FOIA Examptlon 31. 

FELTONf J. h. Divliion of Rula« and Racordc, BO/12/04. Spp. 


— 8012110528 Trip rapt of 790918-21 vitlt to facility to Invaatlgata 
axcatfiva invantory difforanca for t/ona-Aud 1979. Pro^ridaa 
chronology of avantt. Info partially uiithhald «r*f FOIA 
Examption 3). 

SWITHiC.N. Material Control Ulcanalng Branch. 79/09/27. -tpp. 


8012110535 Reaponda to FOIA raq.U8at far memoranda of undera tand Ing 
batkiaan MRC It FEMA. Forurarda tuo fflamoranda of undaretand tng 
batuiaan NRC U FEMA for Incldant raiponae 1< radlologlCAl 
emergancy planning It prapar adnaia, 

FELTON* J.M. OWifion of Rules and Racords. 80/12/05. Ip. 
07227: 150. 


-*•8012110538 Hamorandum of undara tend Lng batuaan NRC 8i FEKA ra 
radiological amargtncy planning ii prapar adnaaa, 

CAMrtiF. A. Fadaral Emergency Managamant Agancy. 80/11/04. 6pp. 


8012110542 FQIA raauait for ntacnoranda of underi tanding batofoan NRC It 
FEMA notad in and prtta ralaaae. 

OROSBMAHtK. laland Glotaup Maua Service. 80/11/28. 2pp. 

07227: 151. 


8012110643 Partial rttponaa to FOIA retiuest for decumenta ra 
Ifflpoaltton of civil panaltiaat NRC re<iueata for congraaaional 
authoritation for more aavera ponaltlaa It rttpanaiblU ti aa It 
bahaviOT of nuclaar plant oparatora. Foruarda dacumenta. 
FELTONtO. M. Olvlflon of Rulaa and Raeordf. 80/11/20. 2pp. 
07227: 209, 


— 8012110656 Rtapondi to 800312 Inquiry cencernlng Imp 1 emantat 1 on of 
nuclaar powar plant staff work hours in THI action plan. 

Ovartlma work doaa not hava priority that would juatify 
immadiataly effactlva rulamaking. 

DENTONjH. R. Office of Nuclear Reactor Regulatlonr Director. 
80/03/07. 2pp. 


—6012110662 Difcuatti human factora study of nuclaar powar plant 
oparator ihift work. Forwards CF Ehrat 800114 Itr propoalng 
tnaasuramant of plant operatora using ambulatory* visual It 
other body function measuring devlcai. 

FARHERiH. a. Retaareh Support Branch (Pre 801119}. 80/02/29. Ip. 


— 8012110755 Provides raviaw of current activities re circadian 
connection to shift work* including description of expertise 
in area It urgent need for Initiating program cf proposed 
activities. Summary end. 

EHRETfC.F. Argonna National Laboratory. 80/01/1-4. 2pp. 


—6012110770 Forwards proposed Reg Oulde l.xyi* "Fectors to be Considered 
Before Allowing Llcansad Peraonnal to Manipulate or Direct 
Manipulation of Controls of Nuclear Power Plant. " Requests 
comments on llatad questions. 

FARMER* W, B. Raaaarch Support Branch <Pre 801119). 76/01/06. 4pp. 


—0012110668 Forwards A Swain review of proposed flag -Oulda 1* 

^Factors to be Contidered Before Allowing Licensed Personnel 
to Henlpuleta or Direct Manipulation of Controls of Nuclaar 
Power Plant*' 6 related working paper. 

FARMER* N. 8, Research Support Branch <Pre 801119). 7B/01/3t. Ip. 


—8012110764 Forwards comments on proposed Reg Guide 1. xyr* '*Factorf 
to be Considered Before Allowing Llcented Personnel to 
Manipulate or. Direct Manipulation of Controls of Nuclear 
Power Plant. " 

BNAlNfA. D, Sandia Laboratories, 78/01/23. 6PP. 


— 801211077/ "Effects of Hours on Job on Visual Detection fc Decision 
Making W/Impl Ications far Nuclear Power Plant Pereonnel, “ 
SUAlNiA.D. Sandia Laboratories. 76/01/20, iSpp. 


— 8012110678 Provides background info on proposed Revision 1 to Reg 
Guide 1. 114i *'Ouidance on Being Operator at Controls of 
Nuclear Power Plant. " Includes comnank resolution 8i 
Imp lementat ion scheduiB. 

Aft LOTTO* 0. A. Office of Standards Devalopmtntji Director. 76/10/07. 
2pp- 


— 8012110782 Draft of Revision 1 to Reg Guide 1.114* "Ouldance on Being 
Operator at Controls of Nuclear Power Plant." 

* Office of Standarife Oeyeiopment* Director, 76/09/15. 2pp. 


— 8012110787 Coin.Tenti on Reg Guide 1.114. "Ouldance on Being Operator at 
Controls of Nuclear Power Plant." Section C. l should be 
medified to remove Implication that changing conditions 
eluags requires corrective action on part of operator. 

CAHILLjU, J. Consolidated Edison Co. of New York, 76/04/16. Ip. 


— B0121 10792 Comments on Reg Guide 1. 114* ''Guidance on Being Operator at 
Controls of Nuclear Power Plant." Strict Interpretations of 
provisions in Sectlan SiParagraph 2 could preclude nuclear 
plant operator from performing data logging Cc review tasks. 

JDHN80N* N. P. Yankee Atomic Electric Co. 76/04/01. Ip. 


— 8012110800 Comments on Reg Guide 1. 114* "Ouldance on Being Operator at 
Controls of Nuclear Power Plant." Guide can be improved by 
more strongly emphasiilng ietportance of sound design for 
controls used during normal operating situations. 

SCHERER* A. E. C-E Power Systems. LD-76-044. 76/04/20. 2pp. 


— B012110D06 Comments on Reg Guide 1. U4* "Guidance on Being Operator at 
Controls of Nuclear Power Plant.'* Paragraph C. 4 should 
differentiate between temporary relief It formal relief as 
conducted during shift change. 

l>HR10rR. E. Florida Power It Light Co. U-76-134. 76/04/08, Ip. 


— 8012110610 Comments# subml tted by Nuclear Engineering 8vc Ca*on propoeei 
Reg Guide 1. J14* "Ouldance on Being Operator at Controls of 
Nuclear Power Plant.'* More stringent enforcement should be 
inplemented. Resolution of public comments end. 

YOUNGS, R, A. Affiliation Unknown. 021-6-41. 76/03/03, 5pp. 


—0012110818 Value/impact assessment of proposed Revision 1 to Reg Ouide 
t. 114* "Guide to Being Operator of Contr-ols of Nucleer Power 
Plant." Reg guide Is consistent w/fiRP* Section 13.1.2. 

# Office of Standards Development* Director. 76/10/07. Ip. 


— 8012110616 Forwards Reg Guide i . 1 14* Revls i on 1* '^Guidance on Being 
Operator at Controls of Nuclear Power Plant* " FR notice 
draft NRC public announcement. Guide was revised as result of 
public comment It addl staff review. 

tirNOOUEiR. 8. Office of Standards Developnent* Director. 76/11/23. 
Ip. 


— 0012110822 Reg Guide 1. 114*Revlsion t* "Guidance on Being Operator at 
Controls of Nuclear Power Plant. 

* Office of Standards Development# Director. 76/11/30. 2pp. 


—8012110843 Notice of Issuance & avallabilitv of Reg Ouide 1.114* 
Revision 1* "Guidance on Being Operator at Controls of 
Nuclear Power Plant." Draft NRC public announcement end. 

HlflOQUE. R. 8, Office of Standards Development* Director. 76/11/23. 
4pp. 


— 8012110846 Reg Guide 1.114i "Guidance on Being Operator at Contrdt of 
Nuclear Power Plant." Related FR notice enel. 
a Office of Standards Development* Director. 76/02/29. 4pp. 


—8012110846 Working Paper F on proposed Reg Guide 1. }CX* "Guidance on 
Being Operator at Controls of Nuclear Power Plant." 
e Office of Standards Development* Director. 75/10/lG. 5pp. 


—6012110049 Working Paper E on proposed Reg Guide 1, XX* "Guidance on 
Being Operator at Controls of Nuclear Power Plant." 
a Office of Btaadard* Development* Director. 73/08/29. 3pp. 

— B01211G683 Forwards Working Paper D on proposed Rep Ouide 1, XX* [•{ 

"Gud lance on Being Operator at Controls of Nuclear Power 
Plant. '* Regulatory position should be follotaed 6 applied by 
all current ii future llcenieet. 

M]NOOUE,n. 8 . Office of Standards Development* Director, 75/00/12.1': 
8pp. ■ . 


— 6018U0B51 Working Paper D on proposed Reg Guide 1. XXi "Guidance on p 
Being Operator at Controls of Nuclear Power Plant. " Three 
draft working papers end, i 

a Office of Standards Developmentt Director. 78/07/16. 10pp. 
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--aoiailO^S? Fcjruards Uorirtrg Paper C on proposed Rsg Guide 1. XXi 
’■Oudtance op Being Operator at Controls of Nuclear Power 
Plant. Revised working paper reflects suggestions tnade by 
Reg Guide Subtomfli t tee at 7S0S07 meeting. 

MfKOGLlE* R, B . Office of Standards DevDlopmentt Director. 75/03/32. 
Ip. 


-8012110853 Worn tig Paper C on proposed Reg Ouiide t. XX, ''Guidance on 
aelng Operator at Controls of Nuclear Power Plant." Tuo 
draft ijjoriing papers end. 

* Office of Standarda Dave 1 oprnanti Director. 75/05/17. Mpp. 


—8012110692 Forwards Working Paper D on proposed Rsg Guide t.XX« 
"Guidance on Being Operator at Controls of Nuclear Power 
Plant. 

MlNOGUEiR. n. Office of Standards Developnent# Director. 73/04/14. 
Ip. 


-Q012H0854 Working Paper 3 on proposed Reg Guide 1. XX, '’Guidance on 
Being Operator at Controls of Nuclear Power Plant." Three 
draft uorKlng papers nncl 

a Office of Standards Development! Director. 73/04/10, 20pp. 


'•8012110702 Requests comments on anc I RO bill let 1 n. Corntnents should be 
provided by 741231. Recodimendi development €< implementation 
of reg guide re manning controls at nuclear reactors, 

KNllTHi D. F. Atomic Energy Commissloni Directorate of ReouJatoru 
Operations. 74/12/27. 3pp. 


-8012110707 Responds to 741227 request for com>Tienta 4, recommenda t Ions re 
Issuance of proposed bulletin, "Failure to Proporlv Han 
Controls at Licensed Reactor racilities. " Recorntnetufe that 
bulletin be Issued. 

ROOHRSi L. Atomic Energy Cotrmission - Directorate of Regulatory 
Standards, 74/12/31. tp. 


B0121500D2 FOIA request for documents which reflect complaints against 
Univ of Northwestern Dental School in Chicago, IL during 
1967-1971, ^ 

MUELLER, J. M Dobbs & Neilsen. 80/11/12. ip, 07241:077. 


8612130003 Responds to FOlA request for documents containing meanings 
of certain terms tt other info re fire protection 
requirements in t0CFR50,App R. Forwards R Ferguson 79U09 
memo re supplemental fire protection staff positions. 

FELTON, J. H. Division of Rules and Records. 00/12/09 lo 
0734 1 : 067. ' 


Q012130G06 Responds to FOIA request for listing of NRC contractors 
Forwards document entitled "Contracts Executed In FVQO, ■' 

FELTON, U. f1. Division Of Rules and Records. 80/12/09. In 
07241:070. 


— 0012150010 "Contracts Executed in FV0O, " 
* Commissioners, GO/10/01. 12pp. 


0012190007 FOIA request for documents containing meanings of certain 
terms Sc other info re fire protection requirements in 
10CFR90, App R, 

WATKINS, M. Debevolse 4: Liberman. 80/11/19. 2pp. 07241:068. 


8012190008 FOIA request for listing of NRC contractors. 

WEI88«L., Paul Howard Associates. BO/ll/20. ip. 07241:071. 


8012190012 Addl response to FOIA request for listing of firms 
responding to NRC Announcement 19 In Commerce Ousinets 
Dal Ly. Forwards listing of names 4< addresses of all 
businesses responding to announcement. 

FELTON* J.H. Division of Rules and Records. 80/12/03. lo. 
07241:058. 


-8012110717 Comments on proposed reg guide 5. RO bulletin, "lionning 
of Controls at Reactor Facilities." Definition of "present 
at controls" should be publicised via reg gu 1 de, Reques ts 
c lar 1 f icat 1 or re neceesity of RO. 

CASE,E. 0, Atomic Energy Commission. 79/01/06. ip. 


-8012110723 Informs that guidance given RO inspectors is appropriate 6 
should be used until peg guide re control room manning has 
been issued, 

GIAHBU5SQ.A. Atomic Energy Com^»»iss ion. 74/ID/ll, 3pp. 


*8012110739 Requests comments 6 concurrence on end proposed RO 
bulletin, "Failures to Properly Man Controls at Nuclear 
Power Stations. " Comments should bo provided by 740917. 

DAVISiT. 0, Atomic Energy Commisstoni Directorate of Regolatoru 
Operations. 74/09/13. 2pp. 


■8012110739 Responds to 740927 request that reg guide be prepared for 
control room manning at nuclear pouor plant sites. Work on 
guide Is underway, Draft will be available for comment by 
730106. ’ 

ARLOTTQ, 0. A. Atomic Energy Commission ** Directorate o-f Regulatory 
Standards. 74/10/17. Ip. 


'8012110747 Recommends that applicants be required to document in F3AR 
pla'is for complying w/eode re control room planning 6 
recommends preparation of rey gu l de. Clar if ication of code 
requirements end. 

GRIHRiB.H. Atomic Energy Cnmmlssion. 74/09/27. Ilpp. 


•8012190015 List of firms which responded to NRC Announcement 19 in 
Commerce Business Dally. 

* Commlsslgners. 80/12/03, 2pp, 07241:060. 


8012150014 FOIA request for Hating of firms responding to NRC 
Announcement 19 in Commerce Business Daily. 

STERM, A, A1 Stem Associates. 80/11/04. ip, 07241:059. 


8012150016 Responds to FOIA request for four categories of Info re 
NRC purchases of specified dictation equipment. NRC does not 
compile records containing requested info. 

FELTON, O.H. Division of Rules and Records. 80/12/03. ip. 

0724 1 : 055. 


8012150017 FOIA request for four categorlei of Info re NRC purchases of 
specified dictation equipment. 

I1U9ICK, J. 8oi>y Industries. 00/11/10, 2pp. 07241:096. 


9012160004 Responds to FOIA request for documents re Windscale Nuclear 
Reactor accident in Cumberland, Eng land in 1997. Forwards 
documents listed in App A. 

FELTON, 0,M. Division of Rules and Records. 80/12/09. 2pp. 

07262: 188. « 


‘Q012I6'0009 Excerpts from "Technology of Nuclear Reactor Safety,’' Vol t 
'♦Reactor Physics Control. ’♦ 

THOMPSON, T.U. , BECKERLEY, J. 0. Mass achusettf Institute of 
Technology. 80/12/09. 10pp. 


■8008060008 Forwards proposed revisions to lOCFRSOr "Domestic Licensing 
of Production ts utilization Facilities, " to increase 
staffing 6 provide for control of working hours at nuclear 
power plants, for initial ACR8 review. Draft FR notice end. 

ARLOTTQ,0. A. Division of Engineering Standards. 80/07/16. 19pd 


12110690 FOIA request for dpeumenta re Imposition of civil penalties, 
NRC requests for congressional au bhor i latlon for more 
severe civil penalties L responsibilities «•. behavior of 
nuclear plant operators. 

8L00I1, J, Ilham, Lincoln & Beale. BO/ 10/24. Gpp. 07227:211, 


|2I20337 FOIA request for documents re nuclear accident in U88R in 
OALLAOHER, P. J. Affiliation Unknown, eO/H/16. Ip, 


12150001 Responds to FOIA request for documents which reflect 
complaints against Univ of Northwestern Dental Bchaol in 
Chicago. IL during 1967-1971. NRC has no documents subj to 
request. 

FELTOfL J, H. Division of Rules and Records. 80/12/09. ip. 
D7241:076. 


•8012160012 Excerpts from "Technology of Nuclear Reactor Safety,*' Uol 2 
"Reactor Natls t: Engineering. " 

THQMPaON, T. U. , BECKERLEY, U. O. Maes achusettf Institute of 
Technology. 00/12/09. 7pp, 


0012160006 FOIA request for documents re Nlndscale Nuclear Reactor 
accident in Cumberland, Eng land in 1957. 

MCCARTHY, H. Affiliation Unknown. 00/12/02. Ip. 07262:190. 


0012160015 Responds to FOIA request for listing of all individuals 
granted operator or senior operator licenses. NRC doss not 
maintain listing of I icenses. Each license is available in 
PDR. 

FELTON, J.M. Division of Rules and Records. 80/12/10, ip. 
nTOAO, lot 


001216001,7 FOIA request for listing of all individuals granted operator 
nr senior operator licenses. 

t1CL£LLAN» J. A. Pro-Tech Support Services, Inc. 80/12/02. Ip. 

fi 7 DAZt » 4 fiO ~ 


0018160021 FOIA request for Info re nuclear power, 

QTRQUTrR. Affiliation Unknown, 80/12/09. Ip. 07107:001. 
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6012160024 Rsipand* to FQIA rec^uest #or info ro nuclBai' potuer. 
Forwardi NRC Annual Rapt for 197*?. W/o oncl. 

FELTOUi J, II. Dlvlfion of Rules and Records. BO/lS/lt, Ip, 

07262: 193. 


0012160431 Provides addl info re proposed spent fuel route from Forked 
River# NJ to Meit Ja ff arson# OH. Add 1 securttv will be provided 
when shipjnent crosses urbanized area. Travel will be on 
interstate ^ inajor highudvs t: uiill be nonstop. 

FiNirROGKr I . R. Jerseij Central Power it Light Co. EAKO-BO-d?. 
00/04/10, Ip. 


6012160423 FOIA rei^uest for documents re five categories of info 
concerning spent fuel shipments through Commonueal th of PA, 
ELLIOT# C.U. Affiliation Unknown. 00/11/04. 2pp, 0726t;3l3. 


6018100273 Responds to FOIA request for technical proposal submitted bg 
Capital Communication Sys in response to RFP-Re-ADK-eO-301 . 

Foruiardf nonpropr i etarg version of proposal it documents 
listed In end app. 

FELTOHr J. M. Division of Rules and Records. 80/12/10. 2pp. 

07272: 3S0. 


0012190366 Addl responsB to FOIA r«q,uast for sir categories of info re 
fire protection re<iu i rertents in App R of lOCFRSO, Forwards 0 
Harrison 790731 memo to V Denaroga re fire protection 
technical issue. 

FELTQHt-J.li Division of Rules and Records. 90/12/15. Ip. 

07264: 04 S, 


— 8012190374 Forwards draft memo describing technical fire protection 
issue between Dlv of Operating Reactors it Dlv of 8gs Safety. 
Differences exist in fir* protection measures accepted by 
divs. Suggests that meeting be held to resolve differences. 
HARRISDH. 0. Division of Sgstems Safety. 79/07/31. 7pp. 


0012190303 Responds to FQIA re<iuost for 15 categories of documents re 
Memorandum «c Order CLl-eO-2l 4; I£ Bulletin 79-*0ia. Forward s 
documonts listed in app. If /o encls. 

FELTOMiJ.M. Division of Rules and Records. 90/12/15. 4pp. 

07204: 059. 


9012190391 FOIA request for 15 categories of documents re Memorandum 4 
Order CLI-aO-21 S: IE Bulletin 79-OlB. 

REVNOLDS. N. B. Debevolse It Liberman. BO/ll/07. 3pp. 07204:059, 


— 0012180260 Nonpropr iotarg version of response to RFP R9-ADM-eO-381r 
'^Development of Conference Program for A8LD Members. " 

Describes technical approach! methodo logy' 4( conference 
format. Includes response to technical questions. 

» Capitol Communication 0gstems. R6-ADh''B0~3Bl. 60/06/16. 81pp. 


— OO1210OS91 Original proposal clarification of response to RFP 
R8-ADM*‘80''3B1 # ^’Development of Conference Program for A9L0 
Members. ” 

e Capitol Communication Systems. R8-A0M-80-391. 00/12/10. 4pp. 


—<0018180295 Alternate proposal c ler 1 f icatlon of response to RFP 
R8-ADM-80-381# “Development of Conference Program for A3LD 
Members. " 

# Capitol Communication 8gi terns. R8-ADM-ao-3a I, 80/12/10, 5pp. 


8012100282 FOIA request for technical proposal submitted bg Capital 
Communication Sgs in response to RFP R8-ADM-B0“33li 
"Developmsnt of Conference Prografti for A8LD Members. “ 

8T0VGR#J.R. Franklin Ins ti tute/FranV I in Research Center. 00/11/17. 
Ip. 07872:392. 


0018100326 Responds to FOIA request for MUREO/CR- 17 75. Forwards 
document. U/o end. 

FELTON# J.M. Division of Rules and Records, 80/12/11. Ip. 
07272; 344. 


8012190397 Responds to FOIA request for winning proposal submitted in 
response to RFP R5-RE6-ao-214# “Eva 1 uation of Ecosystem 
Slioulation Models as Tools for Assessment of Power Plant 
Impacts on Fish Populations. *' Proposal is available In PDR. 

FELTON# vl.H. Division of Rules and Records. 00/18/16. Ip. 
07264:065. 


0012190404 FOIA request for winning proposal submitted in response to 
RFP R8‘'R£8‘*eO-214« “Evaluation of Ecosystem Simulation 
Models as Tools for Assessment of Power Plant Impacts on 
Fish Populat ions. " 

WRIOHTiJ. Affiliation Unknown. 80/18/01, tp. 07183:001. 


0012190406 Responds to FQIA request for 10 specificallg identified 
doeumeats to be used for educating general publ ic. Forwards 
documents. W/o ends. 

FELTON, J.M. Division of Rules and Records. 00/12/15. ip. 
07204:066. 


8012190410 FOIA request for 10 specifically identified dpcomsrts to bi 
used for educating general public. 

J0N69#L. Black Hills Alliance. 00/11/23. 2pp. 07294:067. 


G012190415 Responds to FQIA request for damage claim filed against NRI 
by Oeneral Public Utils on 001200. Forward s claim. U/o end. 

FELTON# J. M. Division of Rules and Records. 00/12/16. Ip- 
07204:069. 


0012100320 FOIA request for NUREO/CR-1778# "Environ Assessment of 
Consumer Products Containing Radioactive Matl. 

0RO88HAN# K. Island Cleseup News Service. 80/11/80. Ip. 07272:345, 


0018100335 Responds to appeal of denial of FOIA request for documents 
re NRC consideration of licensing facility transcripts of 
two Commission meetings. Access to classified metis granted 
due to security clearance It par ti c ipat ion in proceedings. 

FELTON# J.M. Division of Rules and Records. 80/12/11. ip. 
07278:341. 


0018100339 Appeals denial of FOIA request for documents re NRC 
consideration of licensing facility 4t transcripts of two 
Commission meetings. 

COCHRAN# T.B. Natural Resources Defense Council. FQIA/TflC/79~50. 
80/07/10, Ip. 07278:348. 


8012190420 FQIA request for damage claim filed against NRC by Oeneral 
Public Utils on 001200. (s‘a 1 1 Street Journal article end. 

PE&TLE. J.U. Varnum# Rldderlng# Wierengo Christenson. 80/12/10. . 
3pp. 07864:070. 


0012220103 Responds to FQIA request for info re storage of nuclear# 
radioactive or other hatardous waste in NIi. App A documents 
may be obtained from NTIS. Forwards App 8 documents & 
NURC0/CR«03?4. U/o end NUREO. 

FELTON# J.M. Division of Rules and Records. 00/12/05. 4pp. 
07303: 243. 


—0012220194 Excerpt from NM radiation control program from 
731023-760927 re commercial low level radwaste burial. 

* N*w Mexico# Stete of. 76/08/27. ip. 


0012190834 Responds to FQIA request for access to mailing list of NRC 
PDR daily accession list. Company has been placed on NRC 
daily accession list distribution 

FELTON. J.M. Division of Roles and Records. 00/12/12. Ip. 

07205: 300. 


6012190241 FOIA request for access to mailing list of NRC PDR daily 
aecettlon list. , ^ ^ « -a 

FORTIfE. KMO International# Inc, IKetchgm MacLeod & Gravels DM-640, 
00/18/09. Ip. 0;885:301. 


6012190247 Responds to FOIA request for listing of spent fuel routes in 
State of NY. Forwards NUREO-0725 tn NRC Announcement BO-191, 
g/q end NUREO-0723. # 

FELTON# J.M. Division of Rules and Records. 80/12/17, ip. 

07205:302. 


6012190252 FOIA request for listing of spent fuel routes in 6tate of 
NV. 

BUETENS.E. Chronicle-Express pennYan#NY, 00/12/07, Ip. 
07206:303. 


—0012220200 "NM Site Application Experience." Albuquerque Journel 
article entitled "NM OWan Nuclear Waste Bite Caution Note" 
end. 

a New Mexico, State of. 60/12/05. 5pp. 07lQ7:00i. 


—0012220207 Requests NRG comments on end draft guide for appllceblp 
for license to operate low level radwaste disposal facility# 
Including overall scope of guide# competibll i tg of stete It 
MRC technical requirement* 1= acceptence criteria. 

WOLFF. T, A. New Mexico. State of. 76/09/29. lOpp. % 

—8012220212 Forwards NRC comments on draft licensing guide for radwp; 
dispoiset fac 1 1 1 ties I In response to 760928 request. Licensing $ 
of new burial grounds I* not prudent prior to development of | 
comprehensive natl low level waste nvgt program. 

KERRfQ. N, Assistant Director for State Agreement* Program*. 
76/11/19. 6pp. 

k 

—0012280219 PNA-76-006: on 761200# ar tic 1 e appeared In Albuquerque Jo^y 
re NRC comments on State of NM proposed lIcenilnB guide for p 
commerclel rodweite burial ground*. NRC comment* did not H 

imply concurrence in licensing of commercial burial ground*. s' 
KERRiQ. U, I LOHAU8, P. Office of State Programs# Director. 
76/12/08. Ip, f; 
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NONDOCKETED ITEMS 


I” ‘■"“PH'"' for».all.»d 

Hcfnsing of low IbvoI radu^otr dliposal 
facllitlfls by agreBOksnt 3 tates. Requests nteetlna w/WRC to 
^ future platti re radwaste ditpasal. 

ANDSEWSaL.J, Chom-NucleoT SyittCTid Inc. 76/ia/OB, 2 pp. 

-^6012220233 Informs that recoc.TJonda tipn in WJIC 7AI119 Ur re reguletion 
of cQm:;iercUl lou level waits bvriai ground* ua*. not adopted" 
fW current poii t ion. State of 

Nuclear Sys, Inc end, 

7e/10/ia: ajp OiT^c:tur for State Agreements ProBraovs. 

770607 request for Info re schedule for 
consideration of Chem-Nudeer 8 y* loui level raduaste 

lle«ii«. «fpiieaHaii. Forward. Hating ot tlcanaina 

a, canon l,r Radi.act.v. 

* DUDLSy, J. , OALLAHERgB. Neui Neelco. State of. 77/11/30. 

Chem-Nuclear License Application 
HODgebb /? 44 !?^? !? rmprovewent Agency" H/related info. 

HDDGERSaJ.C. Affiliation Unknown. 77/11/30. 19pp- 

-aoisaaoasa Stat.a.nt «» NK Environ [.nproveoianl; Agoneg r> Cl..«-Ngc loar 
.'^r “can.o to dUga.o oF nucl.L ua.t. 

in Colfai CountyiNH. W/r»lat*d info, 

DAVIOSOMj J. P. Horatoriumi Xnc, 77/09/01. 6 pp. 

Hatl Llc.na. b, 

gONrAOUEfP. Southwest Research and Information Center. 77/U/30. 


Chetn- Nuclear Raduaste IHsposal License 

HYDERiC. Southwest Research and Information Center. 

ISpp, 


77/11/30. 


— 8012220273 "Com4ient» tt Questions on Application for Radioactive Matl 
SC^lH NNrInc.*- Related documentation end. 

3^p ^ Reiearch and Information Center, 77/09/12. 

—B0i222028'» •'Comments on Application for Radioactive hatl License to 
Operate Commercial Radwaste Burial Fad 11 ty 700 Ifit County' 

* Environmental Protection Apency. 77/11/21. Opp. 

.~B012220290 At k receipt of 770510 Ur Informing of receipt of 
application from Chem-Nuc lear Sytj Inc to establish 
commercial low level radwaste burial ground. Of fen 
KcSi 5*^T* economic analysis, 

77^6/07: 2p‘J ‘ Director for Btate Agreement s^Programs. 

formalUed policy on licensing of low level 
radwaste dispose! fac ilities by agreement states. NRC 
^ P®***ion w»re of generic nature. 


«ERRiO, H. Assistant DIrectof f or 'state'Agreemints Programs, 


76/12/17. 


07303^247! Tribune Albuquerque, KH. 00/11/17, 2pp. 

Responds to FOIA request for WURGO/CR-l 130, NUflEO/Cll-1273 U 
W/o eilcl. * tenable to locete Item 3 of request. 

Division of Rules and Recordi. 00/12/15. ip. 


request for documents re nuclear weapons 
tasting in Australia in late 1950s & l960i.NRC he* no ^ 

docueionts ivbj to request. 

FELTON* J.M. Division of Rules end Records. 00/12/24, Ip. 

0OI23IOS63 FQIA request for documents re nuclear weapons testing in 
Australia In late l9S0s & 1960*. m 

FETN5TEIN»N. Sydney Horning Herald Ltd. 00/12/00. Ip. 

B01231O366 Responds to FOIA request for info re security guard contract 
procurements. Security guard svcs at NRC ofcs are provided 

security info Is contained 
is. ** available for purchase fro 

00 / 12 / 22 , Ip. 


■TIT. M - Purchase from NRC. 

FELTON, J.H. Division of Rules and Records 
07370:016. 


9012310570 FOIA request for info re security guard contract 
procurements. 

IfiViNOifl. J. Regard Security Service, Inc. 00/12/03. Ip. 07370:017. 

6012310594 Responds to FOIA request for document entitled "Ouidelinet 
for Decontamination of Facilities 6 Equipment Pri or to 
Release for Unrestricted Use or Termination of Licenses for 
Ctf fiNM. ” Foruardi document. 

O737O-^0Ob”‘ Records. 00/12/24. Ip. 

8012310599 FOIA request for document entitled '•Ouidellnes for 
f ^ Equipment Prior to Release 

for Uyestrlcted Us* or Termination of Licenses for 
Byproduct, Source or SNM. '* 

90LKCR,a. C. Sierra Club, 80/11/24. Ip. 07370:009. 


OEN Tec IS OENERIC TECHNICAL leSUES 

9012020250 Forwards errata to NeDD-24BIt, "4T Condensation 
Program Final Test Rept. '• 
BUCHHOLZ, R. H. Central Electric Co. MrN-193-00. 


ao/ii/ia. ip. 


— 0012020269 NeDa-24011 ERR I 

Ejjt®;"'""”*'"" 0.ciU-tibn <4TC0) 

* General Electric Co. 00/09/30. 6pp. 07147:316, 

NUREG-0577. Revision recommended re loading 
conditions 4c plant operating temps employed in fracture 
aupports 4: bolting matl tests. 

071 57^264^' Systems. LD-OO-067. 80/11/25. 2pp. 

6012100123 NUREO-0619 

I"'’:?'* "»■< O'-lv. Rtturn Ltn. Next* 

Generic Technical Activity A-IO. 

BO/ii/ 30 ^' Reactor Regulation, Director. 

60/11/30. 104pp. Available at NTia, 07219:166. 

e0l210013i Forward* revised 6 final edition of NUREO-0619 re BWR 
feedwater nosUo 4c control rod drive line noiile crack inj 
Licensee commitment that NUREO requirements will be mot due 
m 45 days. 

EiaeWHUT, D, O. Division of Licensing. 60/11/13. Ip. 07219:260. 

0012220250 Forwards affidavit describing proprietary nature of info 
contained in NEDE-24290-P, Affidavit pfovidSi on JllhStf SJ 
Group. Affidavit ulthheld (ref 10CFR2. 790), 

BUCHHOLZ, R. H. Denoral Electric Co. HFN-214-80. 60/12/11. Ip. 

001231 0024 NURE0-0S68 

“Interim Staff Position on Environ Qualification of 

£<l“*Pnitnt,” resolution of Generic 
Technical Activity A^24, for comment. 

5n Nuclear Reactor Regulation, Director, 

79/12/31, 70pp. Available at NTIS 07364:356, 


ograss Rept 


IVE 


INSPECTION AND ENFORCEMENT 


8006190046 IE Info Notice 80-XX, ••Leaking <t Dislodged 1-25 Seeds.*' 
eO/OB/la* Offlc. ot th. Dlr.ctor. 


™Ac*ur*e? Ni>ttc« 80-33, “D»t»rmirntlon o, T,l<th<raph« Timtr 

Inspection 4: Enforcement! Office of the Director 
90/09/15. 2pp. 07374:023. wirec^or. 



IMONDOCKETED ITEMS 
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8009220(80 IE Info Notice '^Crackinfl & Charging Pump Ca<« 

Gating Cladding. 

« Office of Inspection tr. Enf Qt'cetnenb< Office of the Director. 
00/10/30, 2pp. 07239rl71. 


8008220243 IE Circular B0-23i “Potential Defecti In Beloit Poiuer Sge 
Etnargencg Oineratori. ** 

a Office of Inspection 4< Enforcenienti Office of the Director. 
80/10/31. 3pp. 07321:346, 


8008220245 15 Info Notice 80'’39< “Half unc t ion of Solenoid Valves 
Manufactured by Valcor Engineering Carp." 

« Office of Inspection & Enf orceinenti Office of the Director. 
80/10/31. Ip. 07256:323. 


8008220246 lE Bulletin Q0*'21i Valve Votes Supplied by Halcolei Foundry 
Co. I Inc. '* 

e Office of Inspection 4; Enforcementi Office of the Director. 

80/11/06, 2pp. 


8008220249 IE Info Notice 80-37# "Containment Cooler Leake and Reactor 
Cavity Flooding at Indian Point Unit 2," 

a Office of Inspection S'. Enforcementi Office of the Director. 
90/10/24. 6pp. 07256:340. 


800B220257 IE Bulletin 80-23 j "F a i luras of Solenoid Valve* 
Manufactured by Vilcor Engineering Carp," 

a Office of Inspection S; Enforcement# Office of the Director. 
80/11/14. 3pp. 07175:327. 


8008220260 IE Info Notice 80-41 # "Fal lure of Swing Check Valve in the 
Decay Heat Removal Sys at Davls-Bets* Unit 1. " 
a Office of Inspection %f. Enforcement# Office of the Director. 
80/11/10. 2pp. 07374:209. 


8008220261 IE Info Notice 80-42# "Effect of Radiation on Hydraulic 
Bnubber Fluid. " 

a Office of Inspection U Enforcement# Office of the Director, 
80/ 11/24. 2pp. 07374:273. 


0008220264 IE Circular 80-24# "4 EC L Teletherapy Unit Halfunctions. " 
a Office of Inspection S< Enforcement# Office of the Director. 
90/12/02. 3pp. 07256:342. 


9008220269 IE Info Notice 80-40# "Excessive Nitrogen Supply Pressure 
Actuates 8af ety-Rel li f Valve Operation to Cause Reactor 
Depresfurl latlon. "" 

a Office of Inspection Si Enforcementi Office of the Director. 
80/11/07. 2pp. 07175:321, 


8008320270 IE Bulletin 80-34# "Prevention of Damage Due to Water 
Leakage Inside Containment (October 17# i960 Indian Point 2 
event!. " 

a Office of Inspection St Enforcement# Office of the Director. 
0O/U/21, 3pp. 07173:324. 


8008220273 IE Circular 80-29# "Cate Histories of Radiography Events," 
a Office of Inspection 6 Enforcement# Office of the Director, 
90/12/05. Ip. 07296:346. 


8009220276 IE Info Notice 90-29 81# "Broken Studs on Terry Turbine 
Steam Inlet FUnge. " 

a Office of Inspection Si Enforcement! Office of the Director. 
80/11/26, Ip. 


8013010018 PNA-80-36B: status of etate of FL St Inti Chemical Workers 
Union actions re lack of training St respiratory protection 
programs. Of c of State Programs will review State of FL 
actions during Nov 1980 meeting w/Intl Minerals Carp. 

KERRrO. W. r DQLLIN0#L. A. Office of State Programs! Diractor. 
80/10/29. Ip. 06919:001, 


0012110166 EN-80-41A:Qn 801204# order imposing civil penalties on Atomic 
Disposal Coi Inci License 12-11286-01 i isued, Ac tion based on 
Items of noncompliance re shipment of law specific 
radioactive mat! from Tinley Parki ILi to R£chland#WA. 

BROCKETTiT. # THQMPBON# D. Office of Inspection S( Enforcement! Office 
of the Director. 80/12/04. Ip. 07223:103. 


6012110179 PNO-l-ao-l67A: investigation into source U extent of 
radioactive contamlna t ion near Route 17 in Rochelle Parfi#N3i 
continues. Maywood Chemical Si Stepan Chemical Cos may be 
source#but has not been definitely established. 

COSTELLO, F. Region 1# Philadelphia# Office of the Director. 
80/12/01. Ip, 07223: 102. 


9012180255 EN- 60-055: on 801215# nobic es of violation t< of proposed 
imposition of civil penalties In annunt of 47# SOO to be 
Iseiivd to I i censee. Ac 1 1 on based on alleged noncompliance re 
radiation protection program. 

B ROCKETT# T. W . THO/IPBON. D. Office of Inspection h Enforcement# 
Office of the Director. 80/12/11. Ip. 03794:005. 


8012190110 PNO-TMI-BO-54: on 001209# fire started In reactor bldg 
containment sump apparently from sparks from air-arch 
cutting operations on grating above sump. Fire estinguished 
ui/a damage. 

HAVERKAHP# D, TMI Pr ogram Of f I c e. SO/12/09. 2pp. 


B012190562 PNA-BO-040: on 901 123# r ei 1 dent discovered radiation hot spots 
around Neutron Products* Inc facility In Dickerson# MD. State 
of HD will conduct isotope analysis of hot spot activity. 

LUaENAU. J. a. . BQLLlNOiL. Office of State Programs. Director. 
80/(2/03, 2pp. 07266:018. 


9012220183 Responds to FOIA request for info re storage of nuclear# 
radioactive or other haiardaus waste In Nrl. App A documents 
may be obtained from NTI9, Forwards App D documents h 
NVREO/CR-0394, W/o end NUREO. 

FELTON# if. II. Division cf Rules and Recoriis. 80/12/05. 4pp, 
07303: 243. 


—80122202(9 PNA-7 6-006: on 761208# ar ti cle appeared In Albuquerque Journal 
re NRC comments on State of NH proposed licensing guide for 
commercial raiiwaste burial grounds. NRC comments did not 
imply concurrence in licensing of commercial burial grounds, 

KERR#0. H. r LDHAUBrP. Office of State Programi# Director. 

76/12/00. Ip. 


0012290020 PNCl-lV-80-40; on 901205# shaft coupling emergency feedwater 
pump to electric motor twisted in tuio when emergency 
feedwater pump bearings seised. Event fallowed manual scram 
when main feedwater valve failed to open. Repair underway. 
JOHNSON#W. D. Region 4# Dallas# Office of the Director. 00/12/09. 
Ip. 


0012290025 PNO-IV-eo-AOA: Ur 1 1 2 remains In cold shutdown following 
manual scra^m on Q01209. Pump components replaced in emergency 
feedwater pump Including rotating asxemb ly . Test indicated 
pump curve dropped off at upper end . Evaluation continues. 
J0HN80N#U. D. Region 4# Dallas# Office of the Director. 00/12/15. 
ip. 


0012290103 PNO-I-BO-174: on 60J 2 1 S . Let a non Valley General Hosp# 
License 37- 1 5379-02# reported loss of 10 nCi Xc-ISG gas. Matl 
signed for upon delivery earlier in day. Physical search 
radiation survey revealed nothing. 

CAMPBELL# M.. KINKEMAN. J. Region !• Philadelphia# Office of the 
Director, 80/12/16. Ip. 07339:073, 


MI SC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


0009160606 Reipond* to 000523 memo re DNR jet pump integrity. Hold down 
beams must be rep 1 aceif. Hater hammer recommendation will be 
sent to special task group. Request for info re testing of 
areas w/hfgh amplitude vibrations will be sent to licensees. 
DENTONrH. R. Office of Nuclear Reactor Regulation# Director. 
80/07/11. 9pp. 06586:001. 


0012010246 Responds to 800811 iremo- re NEPA imp 1 ementation. Review 
procedures for prime tc unique agricultural lands described 
In "Environ Btd Review Plan for Environ Review of CP 
Applications for Nuclear Power Plants." 

DENTQNfH. R. Office of Nuclear Reactor Regulation# Director. 
80/11/04. 9pp. 06916:001. 


0012010599 Fervardi proposed manual chapter re operational data 
assessment program Requests comments by 001213. 

M!CHELSON#C. Diric tor ^s Of f Ic i. 80/11/13. 20pp, 07090:004. 


9012030711 Requests info re nuclear power. 

TKUR8T0II#J. Affiliation Unknown. 90/11/19. Ip. 02319:196. 


8012030890 Responds to 90f021 Itr re util detenml nation to refuse MJ 
Evans employment. NRC receives medical Info on util employees 
only w/operator or senior operator license application. 

DIRCK6#ll. J. Off Ice of the Executive Director far Operations, 
80/11/10. 2pp. 06586:003. 


— 8012030959 Forwards Bif Evans & MJ Evans Itrs re denial of employment 
for MJ Evans at nuclear plant due to physical Impairment. 

Requests necessary Info for reply. 

8MITH#V. House of Rep. BO/tO/21. 3pp. 06886:003. 
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IMONDOCKETED ITEMS 


Q01S'090(>?3 Ack receipt SOtlOt 1 tr re future licensing q# nuclear 
plants that meet NRC stds.Tour plants issued licenses to 
lead fuel since TMI-a accident. 

DEN10/1jH, R. Office of Wuclear Reactor Regulationr OlTector. 
BO/H/25, Ip. 07187:001. 


— 801S09002^ Notifies that all energy sources must be exploited for 
enot'gy needed in future.KRC shoultf proceed u/nuclear plant 
1 icetising. 

BSDI'lESiA. Affiliation Unknown. 80/11/01. Ip. 07187:001. 


801 5020139 NUREO/CR-1469 U14 

"LWR Safetg Research Program, " t^uarterlg reptpOct-Dec 1979, 

Vol 14. 

BERMAN, K. Sandia Laboratories. FIN A-1019, BANDQO-0927. 80/09/30. 
I8lpp. 07142; 190- 


8012020363 Provides, adddl comments on NUHE0’'0731, "Guidelines for Util 
Mgt Structure it Technical Resources. " Recommends NRC review 
of proposed util organliation on individual ,'nerH;s. 

KOWELL.S. H. Atomic Industrial Forun. 80/11/20, 2pp. 07142:069. 


8012100650 ^'Some Selected Consensus Approaches," preasnied at 1980 
leee Intl conference on Cybernetics it Soc iety , aOlOOB-lO. 

ABRAK30N, L. R. Internal Infornfation Systems Branch. 80/10/10. llpp. 
07280: 0-16. 


30121 10155 Motif I cation of 801208 meeting w/Insfc of Nuclear Power 
Operations & DOE for technical exchange on human factors 
programs. 

IRELAND, R. Division of Homan Factors Safety. 80/12/04. 3pp. 
07SS3; 167. 


801216032S Foruards Endorsement Form N£*-46 dtd 770101rUhlch (nas 
replaced by Endorsement Form NE‘'4a attached to all facility 
farm policies issued on or after 770101. Farm NE-4a ii 
amalgamation of several previous forms. 

aUATTROCCl » J. American Nuclear Insurers. 80/12/12. 6pp. 
07248: 237. 


8012180430 IA£A*-CN-39/100 

Speech entitled "Possible Nays to Improve Nuclear Power 
Plant Instrumentation," presented at IAEA 801020-24 Inti 
Conference on Current Nuclear Power Plant Safety Issuos in 
Stockholm, Sweden. 

HSUp Y. , HOM. A. L. Division of Reactor Safety Research. 60/10/24. 
22pp. 07272:156. 


8012190038 No ti f Icat loi> of 801217 meeting ur/Div of Human Factors Safety 
personnel S: Interested staff to rovieia Human Factors 
research programs in Div of 3ys (( Reliability Research. 

* Division of Human Factors Safety. 80/12/17. 2pp. 07278; 227, 


8012190565 Foruards comments on draft NRC manual Chapter 0524, "9tds 
for Protection Against Radiation," in response to 801028 
meiro.HR Denton draft forwarding memo end. 

HURLEY, T. E. Division of Safety Technology. 60/18/02. 3pp, 

0 7284:042. 


8012340531 "NR-C Nationwide Program for Direct Radiation Monitoring at 
Licensed Fac 11 ities. " 

BUOflODIEN, M. J. Office of Inspection it Enforcement, Office of the 
Director. 80/18/22. 2*rpp. 07385:076. 


8012240479 Forwards final list of matl to have approved for 
incorporation by ref under I0CFR51 . 13. Mi si ing documents are 
on order It will be provided. 

ENOELHARDT, T, F. Deputy Executive Legal Director. 00/12/02. 7pp, 
07324:315. 


9012080653 MUREG-0654 R1 

"Criteria for Preparation i. Evaluation of Radiological 
Emergency Response Plans it Preparedness in Support of 
Nuclear Power Plants," Revision 1. 

« Commi ss loners. a Federal Emergency Management Agency. 
FEMA-REP-l. 85/11/30. 14Bpp, Available at NTI8. 07145:102. 


6012020659 UUREQ/CR-1746 

"Steam Explosion Efficiency StodiesiPart 2 Corlum 
Experiments, " 

DUHTaN,L.O., BENOICK, W. B, , CORRADINI, M. L. Bandia Laboratories. FIN 
A-1030, 8ANO0O-1324. SO/lO/31. 36pp. Available at NTI8, 

07145:068. 


6012080731 Responds to FDIA reguost for documents specifying exact 
routes t; number of spent fuel shipments made or 
schedulad. Forwards NUR £0-0725, document entitled "Summary of 
Route Info" & NRC Announcement 00-191. W/o NUREO-0725. 

FELT OH. J. 11. Division of Rules and Records. 60/11/21. Ip. 
0713D; 342. 


8012020732 NlFREG'072d 

"Public Info Circular for Shipments of Irradiated Reactor 
Fuel. " Enel maps copyrighted. 

» Office of Nuclear Material Safety 4i Safeguards. 00/11/30. 41pp. 

Available at NTI8. 06586:003 


8012020738 NUREO/CR-1233 VI 

"Structured Assessment Approach, Vers Ion l;Analysis Package 
(Executive 6u4r.maryl," Vol 1. 

PARZ I ALE, A. A. j SACKS, I, J. Lawrence Livermore Laboratory. FIN 
A-0115, UCRL-52735 VI. 80/11/30. 32pp. Available at NTIS. 

07145: 022. 


BO 12020744 HUR60/CR-1233 V2 

"Structured Assessment Approach, Vers ton l;License Submittal 
Document Content 4, Format for Matl Control it Accounting 
Assessment," Vol S. 

PARZ 1 ALE, A. A. j SACKS, I. J, Lawrence Livermore Laboratory. FIN 
A-0115. UCRL- 52735 V2. 80/11/30. 504pp. Available at NTIS. 

07146:001. 


0012030823 NUft£0/CR-1662 

"Aeromagnetlc Map of East-Central Mldcontlnant of US." 

JOHNSON, R.W. Indiana, State of. HAYGOQD, C. Tennessee Valley 
Authority. HILDENDRANO, T. Inter lor, Oep t. of , Geological Survey. FIN 
D-5971. NRC-04-76-323. 80/10/31. 12pp. Available at NTIS, 

07149:323, 


NUREO NUREG REPORTS AND RELATED CORREBPQNOENCE 


8011210592 Expresses appreciation for NRC cooperation extended to 
Interorganiiational Advisory Committee re NUfiEO-0654 & 
response to proposed changes. Reques fr* revisions to NUREG- 
0696 to clarify NRC role in offsite emergency operations. 
MAMCl'SUrF. Connecticut, State of. 80/11/12. 2 pp, 07034:004. 


6012010017 Faruards NUREO-0625 in response to 801020 request for NRC 
publications dealing w/nuclear power facility siting. W/o 
end. 

VQLLMERjR.H. Division of Engineering. 80/11/14. ip. 07096:355. 


8012010055 Comments on draft generic EIS on U mi Ultig . tmpractica 1 to 
l^?vil tailings disposal schemes to prime option of complete 
below grade disposal, 

LANGiE.A. Atomic Industrial Forum. 79/10/24. 74pp, 07098:116, 


6012040061 NUREO/Cft-1736 

"Comparison of Physical Chemical Properties of Powders St 
Respirable Aerosols of Industrial Mixed U St Pu Oxide Fuels." 
EIDSQNiA.F. Inhalation Toxicology Research Institute. a Lovelace 
Blamed L Environmental Research Institute. FIN A-103I. LMF-70, 

80/11/30, 22pp. Available at NTIS 07159:063. 


8012040070 NUREO/Cft-1233 V3 

"Structured Assessment Approach, Version l:Appllcd 
Demonstration of Output Results," Vol 3. 

PAIR I At E, A. A, f SACKS, I. J, Lawrence Livermore Laboratory. FIN 
A-01t3. UCRL-52735 V3. 00/11/30. 330pp. Available at NT 18. 

07159:084. 


8012040119 Submits corrected comments on proposed rule 10CFR50 & 
NUREO-0696, "Functional Criteria for Emergency Response 
Facilities." 

SCHUYLER, J. 0. Pacific Gas «< Electric Co. 45FR5470B 035, 80/11/05. 

Ip. 07170:241. 


8012020076 Summary of Subcommittee on Reactor Fuel Q00903 meeting u/ 
Westlnghouse In Washington, DC re NgReG-0630 review. 

n ACR8 - Advisory Committee on Reactor Safeguards. 80/10/00. 4pp. 
07147:252. 


6012040496 Comments on NUREG-0577. Revi s ion recommended re loading 
conditions i plant operating temps employed In fracture 
toughness evaluation of supports it bolting matl tests. 
SHEREH,A,E, C-E Power Systems. LD-aO-067. 80/11/25. 2pp. 

07157:264. 


8012020126 NUREO/CR-1749 

"OuaUficatlon Testing Evaluation Pro gram, LWR Safety 
Research, f semiannual rfpt,Otfe l979-:iar 1980, 

BONZONiL.L. , BTVETZERfO.M, , 8UCKALEW. W. H. Sandia Laboratories. 
A-1051-0. SANO0O-13O7. 80/09/30, 57pp. Available at NTIS, 


FIN 


8012050033 SECY- 80-5 07 

Seeks CoTmlision approval of end draft FR notice endorsing 
deferment of mandatory acceptance of nuclear plant 
reliability data $ys it development of Integrated operational 
QXperlence reporting sys, Recontmends approval, 

OIRCKS, W. J. Office of the Executive Director for Operations. 
80/11/14. 60pp. 07173:116. 
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0012050440 Comment* on DO Eisenhut Itr to iicentees re Section II.O. li 
"Performance Teiting of BWP i. PWR Relief t Safety Valve*.'* 

Present program doe* not provide for testing of PWR valves 
under ATI^S conditon* or Include tests of block valve*. 

LEVENSDNi H. Electric Power Research Institute. 00/11/2*. Ip. 

07171 : 346. 


eolsoaoolo NVRE0/CR*-i695 
"EjfperUent Data Rept for 
Experiment La-S/LS-SA. " 
DAO. L. T. . CARPENTER. J. M. 
00/11/30. 277pp. Availab 


LOFT Nuclear Snail Break 

EO^O Idaho. Inc. FIN A~6O40. 
le at NTIS. 07195: 137. 


E00'-2060. 


— 0012100131 Forward* revised t final edition of NUREO-0619 re DWR 
feedwater nozsle V control rod drive line noiile cracking. 
Licensee conuni tment that fiUREO requirement* •u>i 1 1 be met due 
In 4S days. 

EISENHUT. D. 0. Division of Licensing. BO/ll/lS. Ip. 07219:260, 


0012110453 HUReO/CR'1626 

"Eddy Current Insp of INCDNEL-600 Steam Generator Tube* at 

Tube Sheet. " . , t 

MCIRRIS.C. J. 4 LVQN.O.H,. DAVlS.T J. Bat t« i I e Memor 1 * I Institute. 
Pacific Northwest Laboratory. FIN B-2097. RNL-SATS. 60/11/30. 
17pp. Available at NTIS. 07259:234. 


8012080014 NURE0/CR“13ie 

"Analytical 1: Experimental Studies of Beam W/Oeometric 
Nonl Ineapl ty, *' 

MlfilAHy. Y. A. I MABRliS. F. ♦ ANDERSON. J. C. California. Unlv. of, 
Angeles. FIN □-5976 BO/1 1/30. 134pp. Available at NTIS. 

07197:087. 


0012110491 NUREG/CR-17S2 

“Simulating It Analyzing Artificial fJon-Stat lonary Earthquake 
Ground Wotionsr " seismic safety margins research program. 

NA8. R. r. , QLtVEft.R. M. . PISTER-IL S. Laiarence Livermore Laboratarij. 
FIN A-0139, UCRL-15277. 80/11/30, 46pp. Available at NTIS. 

07239: 103. 


0012080017 NUREG/CR-t694 

"Propertie* of Radwa*tes t. Waste Containers." quarterly 
progress r apt. Apr-June 1900, 

tiORCOB. N. . WEISBiA. J. Drookhaven National Laboratory. 
BNL-NURE0-5I266. 00/00/31- 40pp. Available at NTIS. 


FIN A-3027. 
07181:165. 


0012110559 NUREO/CR-1715 

"Fuel Rfld Behavior During Tests PCll 8-1 RS. CHF Scoping Ic 
PC\i 8-1 RF. ^ 

JOHNSON.R. L. . LAS8AHN.pl., KCCARDELL. R, K. -Energy. Dept. 
A-604t. 600-2061, 00/11/30, 66pp. Available at NTIB. 


of. FIN 
07226: 065. 


8012000083 NUft£0/CR-1672 

"Risk Assessment Kethodology Development for Waste Isolation 
in Geologic Media," technical review of document* 

NUREO/CR-0394, NUREO/CR-0424 4( NUREO/CR-0459. 

STEVENS. C. A. ♦ FULLWOOD. R. R. . BASIN, 8. T. Science Applications. Inc. 
FIN B-6694. SAI-219-80-PA. 80/11/30. 106pp, Available at NTIB- 

07196:352. 


8012000712 Comments on NUREO-0660 re action plan resulting from TMl-2 
accident. All item* in document are not related to TUI 
Lesson* Learned. ,, « 

COUNSIL. N. 0. Connecticut Yankee Atomic Power Co. C0UN81L. W. 0. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
CQUNSIL.W. 0. Northeast Utilities Service Co. 45Fn506l3 001. 
00/10/20. 3pp. 07196:139. 


8012000794 NUReO/CR-t46l 

"User Ooldo for MODCUT 8i PL-HODMC: Comp u ter Codes for 


Fault Tree Analysis. " 

M0DARRE8. 11. . RASMUSSEN. N. C. . WOLF. L. 
Technology. FIN 0-6256. 80/11/30. 

07196:296. 


Massac husetts Institute of 
49pp, Available at NTI8. 


9012090014 Comments on 800701 "Progran Plan for Performance Testing of 
PWR Safety Relief Valves.'' Area* where program not 
completely responsive to NUREO-O37e. Sec t Ion 2.1.2 require 
addl info. 

VOLLMER.B.H, Division of Engineering. 80/11/26. 3pp. 07197:293. 


0012090016 Forward* NUREO-0735. "PUn for Developing Safety 0»al. " l< 
e'01027 new* release on subj.W/o end. 

zeCH.0. 0. Technical Support Branch. 00/11/22. ip. 07197:300. 


— 8012090018 Requests NURE0-0735i "Plan for Developing Safety Goal", 
LGWIS.M, I. Affiliation Unknown, 00/12/05. Ip. 07197:301. 


8012090017 Comments on proposed rule* lOCFfiSO. 32. 70 ISO re licensing 
requirement exemption for contaminated smelted alloy*. 

Opposes exemption, ^ _ * 

WRIOHTiN. Affiliation Unknown. 45FR7O074 0003. BO/ll/20. Ip. 


B012090024 Comments on proposed rules lOFRSO. 32< 70 4( 150 re licensing 
requirement exemption for contaminated smelted alloy*. 

Oppofes exemption. 

FISHERjB. Affiliation Unknown, 4SFR7O074 0001. 00/11/14. ip. 


0012090030 Comment* on proposed rule* lOFRSOi 32. 70 & 100 re licensing 
requirement exemption for contaminated smelted alloys. 

Opposes exemption. Requests to be kept informed about 

ATAHIAN.U. Affiliation UnknojJft, 45FR70874 0002. 80/11/15. Ip. 


BO18O9O240 Provides addl guidance on NURE0-O577 j "Potential for Lou 
Fracture Toughness & Lamellar Tearing on PWR Steam Generator 
^ Reactor Coolant Pump Supports." Option to use higher yield 
strength steel* recommended, „ 

8PRUN0. I. Stone Webster Engineering Carp. 00/12/03. 2pp. 
07201:146. 


0012100123 NUREO-0619 , ^ ^ . 

"BWR Feedwater Noiile t-. Control Rod Drive Return Line Norile 
Cracking." resolution of Generic Technical Activity 
BNAIDER.R, Office of Nuclear Reactor Regulation. Director. 
80/11/30. I04pp, Available at NTIS. 07219:166. 


9012120201 NUR60-0606 V2 N04 

Aqua book: "Unresolved Safety Issues," summary. data as of 
801107, Vol 2. Humber 4, , 

a Office of Management and Program Analysis. BO/11/07, 44pp. 

Available at NTIS 


8012120217 NUREO/CR-1468 

"Design Concepts for Independent Central Alarm Station 
Secondary Alarm Station Intrusion Detection Bys, '■ 

WAIT.H, J. » MANNING, M.W. Kasofi Hangar - Silas Mason Co., Inc. FIN 
A-9037, MHSM-SD 7919. 80/11/30. 64pp. Available at NTIS. 

07261: 045. 


0012120270 NUReO/Cft-1299 

"Investigation of Halogsnated Componentm Formed From 
Chlorination of Natural Haters: Pre 1 1,^ inary Studios." 

BEAN.R 11 . 1 RILEY.R. 0, Battelle rtomorial Institutef Pacific Northwest 
Laboratory. FIN B-2098. PNI.-3163. 90/11/30. 34pp. Available at 

NT10. 07261:112, 


0012180307 NUREQ/CR-1120 V4 

"Seismic Safety Margin* Research Program {Phase I), Vol 4, 
Progress Rept 8,000930. , . . 

DAILEY, n,D., SMITH, P. D. , DONO.R.O. Laurence Livermore Laboratory. 
FIN A-0126. 00/11/30, 90pp, Available at NT19, 07259:341. 


8012120322 NUft£0/CR-l55a 4 .. 

"DWR Ref il l-Ref lood Program Task 4,2:Core Spray Distribution 
Experimental Task Plan, '' 

ECikERT.T. General Electric Co. FIN D~5B77. EPRI NP-1523, 
80/11/30. 37pp. Avalkableat NTJ8. 07260:109. 


8012120324 NUREO/CR-OB92 

•"Chronic Effects of Chlorination L Byproduct on Rainbow 


Trout, Salno Oairdnerl." 

ANDERSON. D. n. , DEAN, R. II. , SCHIRMEft. R. E Dattelle Memo 
Pacific Northwest Laboratory. FIN B-2090 PNt.-3045. 

2app. Available at NTIS. < 07260:073. 


rial InstitutSi 
80/ 1 1 /SO. 


8012120331 NUREO-0693 

"Analy*!* of Ultimate Heat Sink Cooling Pond*. 

CODELL, R.. NUTTLE*W.K. Division o f Eng inee ring. BO/ll/30. 
A-/ailable at NTIS. 07257:001. 


106pp. 


8012120334 NUnEO/CR-l605 

"Modeling of Plant Protection S. Control Sys for 9SC. " 

KHATIB-RAHBAR Brookhoven National Laboratory, FIN A-3041. 

DNL-NUREO-51241, 00/06/30. 90pp. Available at NTI8. 07230:103. 


8012120342 HUR£G/CR-i8l9 . 

"Development L Testing of Model for Fire Potential in 
Nuclecir Power Plant*. ” „ , ^ ^ ^ r l 

HQCKENUURV.R. M. , Y EATER. M. L, Rensselaer Polytechnic Inst, 

0-6302. 80/ 11/30, 123pp. Available at NT IB 07259:042. 


FIN 


Iv 


[■: 


9012120343 HUREG/CR-1454 V2 ^ , 

"Reactor Safety Research Programs, " quarterly rept< Apr-Junc 


1980. Vol 2. 

EOLERi S, R, Battel la Memorial Institute. Pacific Northwest 
Laboratory. FIN 0-2101. PNL-3380-K. 00/11/30. Il9pp. 

at NTI8, 07258:290. 


Available 


i; 

I 

I 
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eoiaiaosM nureo/cr-i4&7 

"CAa-SAS apsratiortal Work Station Dovii^n C< Proctdur**. 

UAtTrH.J. , KANNINO. K. U. Mafon t: Hanger - Sllat Co., tnc, FIN 

A-9030. MHEM-SD 7930. 0O/U/3O. e6pp. Available at NT18. 

07260 ^ 237 . 


8013130504 Respond* to NOaEO-0731. “Ouidellnas for Util Mgt Structur* 
Technical Retourcse. " Draft found difficult to assimilate 
In perhaps more difficult to imp lament. Ouldo is overreact! on 
to TMI, 

JUROENSENr R. U. American Electric Pouer Co. r Inc. BO/12/08. App, 
07330:308, 


8013130590 UUREO/CR-1823 

"Steam/l'later Mliing t Hfjdrodynamlcs ProjramrTask 4.*' 
quarterly progress rapt, Jul'Sept 1980. 

6eOEV*A. , C0LL1ER«R.P. EattelU Memorial Institute* Columbus 
Latoratori«i. FIN ^•’4048. fiMI~30d,9. 80/11/30. 6app. Available at 

NTIB. 072ii0:32a. 


801219014? Submits commenti U luggestlons pertinent to NUREQ-073ii 
^’'Oulde 1 Ines for Util Mgt Structure U Technical Rasources, ** 
NUREO-l^SO, xpouer Plant Staffing," &; NUREO/CR-IAS^* "Util 
Mgt & Ttcbnlcal Resources," before f Inal t lat Ion. 

CRANE* P. A. Pacific Oat S: Electric Co. 80/12/08. 3pp. 07240:069. 


6012160365 Classifies systenatical ly initiating evente responsible for 
fluid vol changes in primary sys of PWRt, u/specla 1 
applicability to NURE0-0667f "Transient Response of 
Q^Tf-Des 1 gned Reactors." 

ETKERINOTOM, H. ACR3 - Advisory Car^nltte* on Reactor Safeguards. 
80/05/01. 5pp, 07261:229, 


0012160309 NUREO/CR-1793 VI 

^Skitdg of Chemical Toxicity of Low Level Nastes, ^ main rept* 

Vol I. 

« Oentral Research Corp. FIN S-6127. 80/11/30. SSOpp. Available 

at MTIfl. 07350:043. 


8012160598 NURE0/CR'<1793 V2 

"Study of Chemical Toxicity of Low Level Hastes," 

■itonograpbir Vol 2. 

e General Research Corp. FIN 8-6127. 00/11/30. 22app, 07251:242, 


0012170391 Comments on NUnE0''O577, "Potential ?>or Low Fracture 
Toughnees 6 Lamellar Tearing on PNR Bteam Oenerator & 

Reactor Coolant Pufnp Supports" k "Oeneral Operating Reactor 
Revleu Procodure & Acceptance Criteria.*' 

SYLVIA. B.R. Virginia Electric k Power Co. 943. 80/12/02. 2pp. 

07187:001, 


8012170919 Forwards NURE0/CR-I72a, "FeaeiblUty of Epidemiologic 
Investigations of Health Effects of Low Level tonliing 
Radiation. ' Comments of Interagency Scientific Review Oroup 
enc 1. 

ODLOSMITH, R. r PAR80NT, M. A. Radiological Health Standards Branch, 
80/12/04. 10pp. 07270:003. 


—8012170524 htURE0/CR-l73B 

"Feasibility of Ep Idimio logic Investigations of Health 
Effects of Low Level lonitlng Radiation, " final rept. 

DREYERfN.A., KAHNiH, t., CLAPP, R. N, Equifax Htalth Systems Dlv. 
FIN B-1 090-9. 00/ 11/30, 400pp. Available at NT 1 8. 07266:332. 


8012180510 NUREO-O2i2 R2 

*atd Tech Specs for C-E PHRi, " Revision 8* superseding 
NUHEO 0313, Revision 1. 

# Office of Nuclear Reactor Regulation, Director. 80/12/31. 400pp. 

03787: 026. 


BOl 2190040 NUREO/CR-1794 V2 

"Summary of Activities L Accompl i shments, Hay-Jul 1979: 

Prppnsal to Develop Method for Detection of HE Employing 
Chemi I utninescenca Reactions," progress rapt, Vol 2. 

MEARY,M, P. Loe Alamos Scientific Laboratory. FIN A-7210. 00/11/30. 

6pp, Available at NTlS. 0727B; 234. 


6012190424 HUftE0/CR-l7l7 VI 

"Soil-Structure Interaction Methods Bummary Rapt," Vol I, 
KILLER, C, A. Brookhaven National Laboratory. FIN A-33t6-9. 
8NL-HVftE0-5l263. 80/06/30 IBpp. 07297:199. 


8012190432 NUReO/CR-ia47 

"Std -Containers for 8NM Storage, Transfer 4t Measurement,'* 
final reptiApr 1978-Aug 1900. 

ALVAR, K. R, , L0KEN3, H. R. , LURIE, W. A. IRT Corp. FIN B-1031. 
eo/U/30. 74pp. Available at NTIB 07207:109. 


0012190465 NURE0/CR-U57 V2 

“Thermal/Hydraul ic Analysis Research Program," quarterly 
research rept, Apr-June 1980, Vol 2. 

THOMPSON, B. L. Sand la Laboratories, FIN A-12t6. 8ANDB0-1O9I. 
80/OD/31, 76pp. Available at NTI8. 07386:326. 


0012190930 NUREO/CR-1493 

"Review of In-Vdssel Meltdown Models." 

RIVARDrJ. B. Bandia Laboratories. FIN A-1181. gANDBO-0499. 
80/07/31. 64pp. Available at NTI6 07SB7:217. 


8012190537 NUREO/CR-l 779 

"Cmergancy Preparedness for Nuclear Generating Facilities In 
Foreign Countries: Brief Survey of Practlcei. " 

SCHULLER, C. n. , MARCUS, A. A., HANHARDT, A. M. BattelU Memorial 
Institute* Pacific Northwest Laboratory. FIN B-2311. 

BHARC-3 11 -80-02, 80/12/31. 09pp. Available at NTI8. 07373:170, 


8012220167 NUREO/CR-l 526 V3 

"Physics of Reactor Safety," quarterly rept for Jul-8«pt 
1980. 

a Argonna National Laboratory. FIN A-20t9. ANL-80-94 V3. 

80/11/30, 37pp. 07309:192 


8012220101 NURE0/CR-i7O9 

"ORMOIW: Finite Element Program for Two-Dimensional Nonlinear 
Inverse Heat Conduction Analysis. " 

aA85,B.R., DRAKE, J.8. Union Carbide Corp. OTT, L. J. Oali Ridge 
National Laboratory. FIN B-0129. ORNL/NUREO/CSD/, 80/12/31. BSpp. 
07305: 353. 


0012220600 NUREO/CR-l 599 

Radiological Assessment of Steam Oenerator Removal it 
Rep lacement:Updat» 6 Revision." 

HOENE8,O.R., MUELLER, M. A. , MCCORMACK, N. D. Battelle Memorial 
rnstltute. Pacific Northwest Laboratory. FIN B-8323. PNL-3494. 
80/12/31, 109pp. Available at NTI8. 07309:019. 


0012220607 NUREO/CR-1808 

"Countercurrent Air/Water 6 Stsam/Water Flow Above 
Perforated Plate." 

H0IEH,C.I BANKOFFr 8. 0. i TANK I N, R. 8. Northeastern Univ. FIN B-610B. 
00/ 1 1/30. 149pp. Available at NTI8. 07309:817. 


8012280615 NUREO/GR-1651 

"Constitutive Relations in TRAC-PiA. 

ROHATOl,U. 8 , SAHA, P. Brookhaven National Laboratory. 
BNL-N'JRE0-5125e, 00/08/31. 49pp, Available at NT18. 07309:131. 


BO 1 2220623 NUREO/CR- 1 730 

"Data Summaries of LEfts of Primary Containment Penetrations 
at US Coemerelal Nuclear Power Plants," Jan 1972 -Dbc 1978. 

BAMS, D. U. . TRIvlQVSKY, H. £060 Idaho, Inc. FIN A-6276. EOO-EA-SIBS. 
80/09/30. 3a7pp. Available at NT18. 07187:001. 


0012220634 MUREO/CR-1621 

"Character Iratlon of Faults in Appalachian Foldhelt. " 

ODOM, A. L., HATCHER, R.D. Florida State Univ. FIN B-1033-8. 
80/07/30. 620pp. Available at NTIB. 07296:231, 


8012230670 NUREO/CR- 1456 

"Experiment Date Rept for Bemlscale Mod-3 Small Break Test 
8-07-10 IBasallne Test Series). " 

SACKETT.K, E. E060 Idaho, Inc. FIN A-603B. EOO-8035, 00/09/31, 

269pp. Available at NTlS. 07299:236. 


0012220678 NUREO/CR- 1407 

"Field L Modeling Btudy of Windblown Partitles from U Mill 
Tailings Pile. " 

SCIIWENOIMANtL.C, 8CHHEL. 0. A. . HDRBT, T. W. Battelle Memorial 
Institutei Pacific Northwest Laboratory. PIN B-2098-9. PNL-3345. 

80/06/30. 242pp. Available at NTlS. 46.00. 07397:195. 


0012220707 NUREO/CR- 1674 

"Fiisiop Product Release From LWR Fuel Failed During Power 
Cooling Mismatch L Reactivity Initiated Accident 
Transients." 

Q8ETEK, D.U, , KINO, J. J. EO&O Idaho, Inc. FIN A-6041. E00-209B. 

80/10/31. 3app. AvaiUbli at NTlS. 07394:001. 


8013220716 NURE0/CR-i437 

"Two-Phrase Flow Measurement Techniques in Oee-Llquld Bye, " 

JONES, O.C. Brookhavan National Laboratary. FIN A-3049. 

BLN-NUR £0-9 1185. 00/04/30. 91pp. Available at NTIB. 0729B: 133. 


8012220719 NUREO/CR-1364 

'••Uncertainty Arialyeie for PWR LOCArPart I li Alternative Core 
. Dantage ES time tors, v*' 

BERMAN, M. , hall; I. J. Sendla Laboratories. FIN A-1209. 8ANDeo-0629. 

00/09/31, 101 pp. Available at NTIB. 07396; 139. 
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9012220720 NUREO/GR~ i 420 

"Health Ctatoi & Godv Rad loac^ i vi of Former TtiDrium 
Workari*" interim rept. 

SJEHNEYr A. F. i POtEDMAKr A. P. , RUNDO< J. Argonne Matlonai Laboratory. 
FIN A-2050. ANL~S0-a7, 80 / 01 / 31 . 34pp, Available at NTIB. 

07278: 071. 


0012230075 NURE0/CR-I474 

'^Interaction of U Mill Tailing* L<9achate U/3oils U Cla^ 

Liner*! *’ lab analy i i*/progre5» rept. 

OEEiQ.W.i CAKPDELLi A. C. . SHERUQaD> D. R. Battclle HemDrlal Inatltutor 
Pacific Nortbwett Laboratory. FIN B-2292. PNL-3381. 80/06/30. 

eepp. Available at NTIQ. *3.75. 07317; 164. 


0012230077 NUREO/GR-1511 

"Containment Main Steam Line Break Analysis for Equipment 
Dual 1 f lea t Ion. ” 

LAMKiN.D.C.r OlOa.n.O.! KQESTEL.A. Los Alaeioi Scientific Laboratory. 

FIN A-7105, LA‘a305-M8. 00/06/30. 6app. Available at NTtS. 

is. 50. 07317:101. 


0012230104 NUREO/GR-1426 

"Development of Meebanletlc Model for ECC Penetration In 
Pi^R Douncomer»** topical rept. 

SEOEVi A. j COLLIER# R. P. Battel le Memorial Institute# Columbus 
Laboratories. FIN A-4040. Bfll-20S1. 00/06/30. 8flpp. Available at 
NTI8. *3,73. 07319:016 


0012230201 NUREO/GR-1663 

"Bouguer Oraylty Anomaly Map of East-Central Midcontinent of 
US, " Map end. 

KELLER# O.R.x RUSBELL.D.R. Texas, Unlv. of. HtMZEi U. J. Purdue Unlv. 
FIN B-a77l. NRC-04-76-323, 00/10/31. 15pp. Available at NTI9, 

07310:331. 


9012230315 NUREO/CR-1261 

"Hatbematlcal Model for Predicting Probability of Acute 
Mortality In Human Population Exposed to Accidentally 
Released Airborne Radionuc tides ; Final Rept for Phase I of 
Early Effects of Inhaled Radionuclides." 

FlLlPYfR.E, * 0QR8TrF. U. Battelle Memorial Institute# Pacific 
Northueit Laboratory. FIN 6-2268. PNL-32S7. 00/05/31. 120pp. 

Available at NTIB. 07318:072. 


0012230317 Corr.ments on NUREO-OySi# "Ouldelines for Util tigt Structure 
& Technical Resources. " NUREO incorporates provisions of 
unflnallted &: unapproved documents. Outstand Ing issues should 
be resolved before Issuance of next draft. 

MANCQCKjJ.A. Florida Pouer Corp. 80/12/10. 4pp. 07311:104. 


0012230317 NUREO/CR-1232 

"Three-Dimensional Fluid Finite Element." 

BATHE# K.J.# HAHNiU. F. Massachusetts Institute of Technology. 
NRC-03-78-142, 80/02/27. 33pp, Available at NTIS. 07310:346. 


8012230323 MUREO/CR-1204 

"Methods of Determining it Controlling Dias In Nuclear tiatl 
Accounting Measurements. " 

SROUNB#R.J.i MERRILL.U. A, ROBERTGrFP. Battel le Memorial Instl tute# 
Pacific Northwest Laboratory, FIN B-20147. PriL-3264. 00/06/30. 

50pp. Available at NT 18. 07321:281. 


801223032S NOR EO/CR- 1271 

"LbIR Pressure Vessel Surveillance Dosimetry Improvement 
program# " 1777 annual rept. 

MCEIR0Y#W. N. Hanford Engineering Development Laboratory. FIN 
B-5900-7. HEOU-BA 1747. 00/02/27. 64pp. Available at NTIS. 

07321:210. 


0012230331 NURE0/CR-1S28 

"Safeguards User Manual for Nuclear Metis Mgt U Safeguard* 

8ys#" final rept, 

e Boeing Computer Services# Inc. (subs, of Boeing Co. ). PIN 
D-6902-9. 00/08/31. 17app. Available at NTIS- 48.30. 07321:044. 


8012230340 NUReO/CR-1324 

"Preliminary Analysis of Flashing Transiants. " 

CROWLEYrC. U. # WE1#8. Create# Inc, NRC -04-75-1 62. CREARE TN-313. 
00/07/31. 73pp. 07320:283. 


8012230360 NUREO/CR-1517 

"General Oeol ogy# Oeophy s ics ii Seismicity of Northwest AL. '* 

KlO#g. T, Alabama# State of. FIN B-6617. NRC- 04-78-2 62. 80/06/30. 

09pp. Available at NTIB. 44.23. 07320; 177. 


8012230370 NUREO/CR-IAAO 

"Cofflpl latipn# Assessment It Expansion of Btrong Earthquake 
Ground Motion Data Bbse# Be 1 imlc Safety Marginf MeSearch 
Program (SSMRP). " 

CROUSE# G. D. # HILEMANf J, A. t TURNER j B. E. Lauirance Uvefmbr* 
Laboratory. FIN A-0137. UCRL-13227. 00/07/30, I37pp. Available 

at NTIS. 07320:053. 


0012230372 Comments on NUREO-0731, "Ouidolinos for Util Mgt Structure U 
Technical Resources." Requirement re staffing near-tern 
onsite emergency organlcatlon within 2-h is in conflict 
w/NUREO-0654 

MCDONALDrR. P. Alabama Pouer Co. UD-E0-QQ29. 80/12/17. 3pp. 

07312:237, 


8012230374 NUREO/CR-1338 

"Allocation of NRC Insp Effort to Risk-Related Activities 
In Nuclear Power Plants. " 

LYNCH, Q.L.# BRADLEY, O. H. , BRISB1N,N.L. Bandla Laboratories. FIN 
A-0252. aANOao-0361. BD/04/30. t34pp. Available at NTIS- 
07317: 270. 


8012230380 NUNEO/CR-t 568 

"LNR Fuel Rod Post-Sub cool ed Bloudoun Scoping Analysis." 

ORUDB,R. L. EO&O, Inc, FIN A-6269. 80/08/31. 46pp. Available at 

NTIB. 42.50, 07319:247. 


0012230467 Forwards comments oil NUREO-0731 re util mgt structure t< 
technical resources. Ind epend ent safety engineering group 
should rept to technically qualified corporate official 
responsible for nuclear power production. 

CLEMENrSiB.R. Texas Utilities Generating Co. 80/12/15. 3pp. 
07313:256. 


8012230507 NUREO/CR-1257 

"Bummary of FY77 Progress on Refill Effects Program#" 
quarterly progress rep t# Jut -Qcp t 1777. 

ROTHErP. H. f CROWLEY# C.J. Create, Inc. FIN A-4070. CREARE TN-312. 
00/03/31. 33pp. Available at NTIS. 07310:016, 


8012230316 NURE0/CR-1S03 

"Earthquake Focal Mechanisms in Southeastern US. " 

0UrNN#B. A. Georgia Institute of Technology. FIN 6-7028. 

NRC -04-77-2 10. 00/06/30. I63pp, Available at NTIS. 43.00, 

07310:281. 


8012230522 NUR£G/CR-I5a3 

"Modeling Tornado Dynamics," final rept# Jan 1976-May I960, 

ARAP Rept 421. 

LENELLEN# N. S. , 8HEN0# Y. P Aeronautical Research Associates of 
Princeton. FIN 8-3773. NRG-04-76-2 IS. SO/07/30. 235pp. Available 

at MTI8. 07310.048. 


8012240004 Forwards 1777 & 1770 briefing books for Commissioners. 
FITZGERALD# J. A, Office of the Oeneral Counsel. 80/12/10. Ip. 
07187:001. 


—0012240025 (dUREO-0002 E8 

"Final Oaneric Environ Statement on Use of Recycle Pu In 
Mixed Oxide Fuel in LNRs. " 

* Office of Nuclear Material Safety 4( Safeguards. 76/08/31. 
43pp. 07187:001. 


—0012240031 NUREO -02 17 

"NRC Task Force Rept on Review of Federal/State Program for 
Regulation of Commercial Low Level Raduasle Burial Grounds. " 

* Office of Nuclear Material Safety Ic Safeguards. * Office of 
State Programs# Director. 77/03/31. 26pp. 07107:001. 


8012240309 tWR60/C«-I554 

"On Motions of Particles In Turbul int Flows. " 

LEE#8.L. New York# State Univ. of# Btony Brook. DURSTxF. 
Unlverfltat Karlsruhe. FIN D-62tl. 30/07/31. 130pp. Available at 

NTIS. 07327:254. 


8012240312 NUREG-0123 R3 

'*8T8 for OE BWRs CBWR/5J." Supersedes NUREO-0123# Rev 2. 

* Office of Nuclear Reactor Regulatlonj Director. 00/12/31, 300pp. 

07323:276. , 

.i'; 

8012240307 NURE0/CR-H54 V3 h 

"Reactor Safety Research Programs#" quarterly rept Jul-Sept 
1980# Vol 3. r 

EDLFRxS.K. Battelle Memorial Institute, Pacific Northwest u 

Laboratory. FIN B-2101, PNL-3300-3. 80/12/31. 7app. Avail able at 

NTIS. 07323: 133. 


0012270173 Comments on draft NUREG-07ai# "Guideline* for Util Mgt 
Structure A. Technical Resources.'' Quail f ication requirenent* 
for personnel are too restrict! ve. Guide 1 Ine* should permit P 

considtrat ion of equivalent experience 6 training, % 

SYLViAiB.R. Virginia Electric U Power Co. 1007. 80/12/19. 4pp. If 

07330:254. ,n 


8012270611 NVREG/CR-ie35 

"Application of Lldar Techniques to Estimating Atmospheric 
Dliperslont" final rept. 

UTHE,E.# J0HN8QN,N.S. Stanford Research Institute. FIN 8-6222. 
NRC-04-77-147. 00/12/31. 57pp. 07336:041. 
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NONDOCKETED ITEMS 


6012290613 fiUftE0/CR“l739 V2 

** Conceptuci I Design of NRC He4<l(iuar ters □pcr-atlont CfcPi User 
N«ed8 for R^d Loleg 1 cal & Meteoral og lea 1 Oatai Vol 2 , 

HANNANiJ. r HIMES, U. Mitre Corp, FIN &-3099'. SANDeO-? 145/2. 
aO/12/31. sapp. Avai lable at NTIS, 07336:097. 


BO 12290619 HUREO/CR- 1 739 Vi 

^'Conceptual Design of NRC Headquaters Operations Ctr^Usor 
Needs fop Nuclear Data Litilc Info, " Vol 1. 

HAUHANiJ. , HIMES. U. I WOLFE. D, Mitre Carp. FIN B-3099. BAWD80-714S* 

BO/12/31. 94pp. Available at NTIS, 07335:315, 


SOI230O4Q2 Forwards HED0-2d823i ''Analysis of Two-Loop Test Apparatus 
a.italt Break Test Results,'* on behalf of BWR owners group. 

Sobmitlal satisfies part of WUREO-O57a- n*<iglr*tnen t 2.1.9. 

0UCHHOLZ. R. H, Oenoral Electric Co, MFN-Sia-BO. 80/12/29- Ip. 
07392:352, 


0012310024 NURE0-098B 

"Interim Staff Position on Environ Qual i f i cat ion of 

6af etg-Re lated Electrical Equipment, “ resolution of Oenerlc 

Technical Activity A-34. for comment. 

SZiTillFMfCZ, A. Office of Nuclear Reactor Regulation, Director. 
79/12/31. 70pp. Available at NTIS. 07364: 35A. 


8012310026 Forwards errata to NUREO/CR- 1 728, 'Teas Ibl 1 1 ty of 
Epidemiologic Investigations of i-lealth Effects of Lou Level 
I onl I ing Rad iation. *’* 

* Division of Technical Information 6: Document Control. 80/11/28. 
Ip. 07371:099. 


“~ao 123 10031 ni;reo/cr-1728 err 

Errata to MUREQ/CR-17£a, "Feasibility of Epidemiologic 
Investigations of Health Effects of Lou Level lonliing 
Raiiationi" consisting of revised Pages 89.92 «c 97, 
i* Equifax Health Systems Div, 80/11/20, 3pp. 07371:100. 


QOSS310028 [^UREO-0611 

"Oenerlc Evaluation of Feedwater Transients V SniaLl Break 
LOCAt In Uest Inghouf e-Designed Operating Plants. " 

a Office of Nuclear Reactor Regulation, Director. 80/01/31, 600pp. 

Available at NT18. 07063:032. 


8012310116 NUREO/CR-MaS VI ERR 

Errata to NUREO/CR-14Q9. Vol 1. Number I, "Safeguards Matt 
Control t: Accounting Program," quarterly reptrOct Dec 
1979. Rep t number changed to N'JftEO/CR-0849, Vo 1 5. 

* Division of Technical Information- 6; Document Control. 80/11/25. 
ip. 07371:179. 


0012310177 Ferwerds sections of "Tecbnlcal Evaluation of Electrical 
Instrumentation U Control Design Aspects of Override of 
Containment Purye Valve Isolation" in response to 801209 
telcon re NUREO'0737r Item 1 1. E. 4.2. 

hARlORE, J, A, Licensing Branch 3. 80/12/11. 5pp. 07371:196. 


0012310187 Forwards proprietary i-. nonproprietary versions of 
"Meetinghouse Reactor Vessel Level Instrumentation 8gs for 
Monitoring Inadequate Core Cooling (7300 Sysl,” In response 
bo NURED*'0737. Appl 1 cation & affidavit for withholding end. 
ANDERSON, T. M. Westtnghouse Electric Corp Na“TMA“’2358. BO/12/23. 

9pp. 07374:025. 


— B012310193 Nonpropr 1 etary version of summary repti "West Inghouse 
Reactor Vessel Level Instrumentation Sys for Monitoring 
Inadequate Core Cooling (7300 8yi), " 

a (deitinghoute Electric Corp. 80/12/31. 7app. 07374:034. 


— 6012310198 Nonpropr ietary version of summary rept, "Uest inghoute 
Reactor Vessel Level Instrumentation Sys for Monitoring 
Inadequate Cop* Cooling Clipper Head Injection Plant)." 
a Westlnghouse Electric Corp. BO/12/31, 79pp. 07374: U2. 


”“30^2310201 Norpropri etary version of summary rapfei "Ues t inghouse 
Reactor Vessel Level Instrumentation Sys for Monitoring 
Inadequate Core Cooling (Microprocessor Sys), " 
a Weitinghouse Electric Corp. 80/12/31, a2pp. 07374:191. 


0012310224 r(i;ft£0/CR-1717 V2 

'‘Soil Structure Interaction Methods SLAVE Codet^‘ Vol 2. 

COQTANINO' C, J. , MILLER, C. A. Brookheven National Laboratory. FIN 
A-3216-9. BNU-NUREO-5 1 263. 79/09/30, BOpp. 


8312310297 KDRED/CR-P773 

"Training -L Oua I ify Ing Personnel for Ferforming Measurements 
for Control ?i Accounting of 8Nrt, " 

0ROVNa,R. J, , ROBERTS, F.P. Battel le Memorial Inst! tube. Pacific 
Northwest Laboratory. FIN B-2014. PNL-302D. 00/11/33. 1200 

Available at NTIS. 07370:168- 


8012310297 NUREO-OlBS V4 NOl 

Duff book: "Status Summary Rept, Water Reactor Safety 
Research," data as of 600131, Vol 4, Number 1. 

♦ Office of Nuclear Regulatory Research, Director. 80/04/14. 
300pp. Available at NTIS. 


8012310300 NUREO-0329-79/9 

Bold book: "Regulatory Llcons ing, Data for Decisions," status 
summary rept. 

e Office of Nuclear Material Safety U Bafeguards. 79/09/28. 206pp. 


0012310304 NUREO-0020 V4 NOD 

Gray book: "Operating Units Status Rept," data as of 800430, 
VoL 4, Numb a r 5. 

* Commies loners. BO/06/19. 230pp. Available at NTIB. 


8012310308 NLIREO-0980 V9 N03 

Interim blue book: "Regulatory Licensing, Data for Decisions, 
Nucleai- Power Plants," status fu,mmary rept, Vol 9, Number 3. 
e Commissioners. 00/08/01. 52pp. Available at NTIS. 


8012310313 NUREO-0580 V9 NOl 

Blue book: "Regulatory Licensing, Data for Decisions, Nuc lear 
Power Plants," status summary rept, Vol 9, Number I. 
a Commissioners, 80/02/29. 240pp. Available at NTIS. 


6012310394 NUR£0/CR-ie05 

"Analysis of Earthquake Intensities W/Respect to 
At tenuatlon, Magnitude & Rate of Recurrence, Revised Edition," 
final rept. 

SRAZEE, R. U. Commerce, Dept, of, National Oceanograph le U Atmospheric 
Adflilnlstratlen. FIN B-5692. EDS N08DC-2. 00/12/31. 164pp, 

Available at NTIS. 07370:272. 


8012310399 NUREO-0304 V3 

"Regulatory 6( Technical Repts, " compilation for 1975-78, 

Vol 3. 

* Division of Technical Information L Document Control. 
MCKENZIE, L., ARAOON,R. Systematic Evaluation Program Branch. 
80/05/31, SSOpp. Available at NTIS. 


8012310445 NUREO/CR-1804 

"Re-«valuat 1 on of Modified Mercalli Intensity Scale for 
Earthquakes Using Distance as Determinant. " 

BRAZEE, R.J, Commerce, Dept, of. National Qceanograph ie &< Atmospheric 
Administration. FIN B-5692. EDI3 N08DC-4. 80/12/31. 340pp. 

Available at NTIS. 07365:046 


ORO CORRE0PONOENCE WITH OTHER ORGAN I Z AT I DNS 


8012010236 Forwards notification of 801124 meeting re LER sequence 
coding 4; search procedure workshop. 

MECHELBON, C, Director's Office. 00/10/23, 3pp. 07097:304. 


B012050001 Informs that NRC anticipates no difficulty in implementing 
FEMA guidelines for dam safety. Status of NRC progress re 
imp lamentation of guidelines 4: major recommendations will 
ba provided by 011231. 

DIRCK8rN.V. Office of the Executive Director for Operations. 
80/10/17, Ip. 07211:001. 


— 6012050002 Porwardi "Federal Ouidslines for Dam Safety," b "Early 
Progrees to Implement Federal Guidelines for Dam Safety & 
Racommandatlons to Improve Federal Dam Safety Programs, " 
Requests rapt re progress of Implementation guidelines. 

MACY, J. N. Federal Emergency Management Agency. BO/09/17, 2pp. 
07211:002. 


— 8012050005 "Federal Guidelines for Dam Safety, *’ 

# Federal Coordinating Council for ScItncerEng. Technology. 
79/06/25. S2pp, 07211:006. 


— 8012050009 "Early Progress to Implement Federal Guidelines for Dam 
Safety lx Recommendations to Improve Federal Dam Safety 
Programs. " 

Federal Emergency Management Agency, 80/07/30. 100pp. 

07211:056. 


8D1209002B Responds to 800925 Itr re future commercial availability 
of DOE atmospheric release advisory capability at nuclear 
power stations. Pi lot teste to be performed tx evaluated. 

REHM# T. A, Office of the Executive Director for Operations. 

60/1 f/26. Ip. 07197:309. 


— 8012090032 Forwards DOE 800717 memo presenting legal opinion that DDE 
cannot assume commercial sector role for atmospheric release 
advisory capability sys. Program details need to ba worked 
out w/HRC U FEMA. 

BARBER, R.U. Energy, Dept, of. 86/09/25. 2pp. 07197:310. 



NONDOCKETED ITEMS 


8012110535 Refpontf* to FOIA for momoranda of understanding 

between MRC h, FEMA. Forwards tuio memoranda of und«r«bantf tng 
between NRC t FEMA for Incident response ik radiological 
sitnergericv planning 9< preparedness. 

FELTON. J.H. Division of Rules and Records. BO/iS/05. Ip. 
07227: 150, 


6012010095 Comitents Children's Orthopedic Hosp L Medical C tr on 
proposed role 10CFR20 re disposal of tritium & C-14 
radu/astos into sanitarg sourer sgs. Reduc tlon in vo 1 of uaste 
in form of scintillation fluid & vials uii 1 i reduce cost. 
SrtlTHiE.K. Affi nation Unknoiun 4SFfl6.70ia 093. aO/U/11. Ip. 

07097: 330. 


— 6012110536 Memorandum of understanding between NRC tc FEMA re 
radiological emergencg planning t: preparedness. 

CAMMr F. A. Federal Emergencg Management Agencg. BO/ll/04. 6pp. 


B012010103 Comments on proposed rule i0CFR20» “Btds for Protection 
Against Radiation. Supports rule. 

0aNlE,F. J. Texas. Unlv. of, Dallas. 4 5FR67O10 077, 00/11/05, Ip. 

07097: 329. 


8012110542 FOIA request far memaranda a-f understanding between NRC & 
FEMA noted in one I press release. 

ORQBSMANrK. Island Closoup News Service. 80/11/28. 2pp, 

07227: 151. 


00121 1074B Concurs u/draft memo to Executive Director for Operations 
transmitting final rule on 40CFR190. 

DS^MTON, H, R. Office of Nuclear Reactor Regulation, Director. 

80/ 1 1/24. Ip. 07227:199. 


0012230211 Responds to 601028 Itr requesting help In development of 
info package le other matt for use bg state U local emergencg 
preparedness officers in event of incident at nuclear 
power plant. Info will be provided. 

AHEARNErJ. F. Commissioners. 60/11/13. ip, 07317:053. 


'--8012230216 Informs of contract award to N Lou It Associatesj Inc to 
develop public education Info programs re response to ang 
possible Incident at nuclear generating statl on. Requests NRC 
cooperation in course of project. 

MACy, J. N. Federal Emergencg Management Agencg. B0/10/2B, ip. 
07317:054. 


8012230494 Responds to 800908 request far Info re Task Oroup membership 
l< proposed schedule for completion of wastewater studg. 

Meeting scheduled for 601218-19 at TMI. Recommendations re 
tritium will be made in Feb 1981. 

SINCLAIR. N. K. National Council on Radiation Protection t< 
Measurements. 80/12/16. 3pp. 07313:210. 


6012240442 Responds to 801201 request for review & comment on 
'^Draft Ouldancfl on Offsite Radiation Measurement 
8gs, Phase 2, Monitoring t; Measurement of Radloiodlne to 
Determine Dote Commitment in Milk Pathway." 

0RIME6. B.K. Emergency Preparedness Program Office {after 801119 see 
ItiE), 80/12/01. 6pp, 07327:337. 


B0120t0tll Comments on proposed rule i0CFR20 re disposal of liquid 
scinti L lat ion media 4: animal carcasses containing tritium l< 

C-J 4. El Iminates cost of shipment tc bur ial. 8up por ts rule. 
RAUAKOWSKYiS. C. Carter Wallace, Inc, 45FR^7018 076. 80/11/07. 

2pp. 07097:327. 


6012010209 Forwards notice of correction to final rule 10CFR73. 1 (b ) , 
physical protection of plants & ma tls< pub I i sh ed In 790724 
FR. Requests that correction be published at earliest 
possible date. 

CHILKfB.J. Office of the Becretarg of the Commission. 80/10/06, 
Ip. 07097:316. 


— 6012010259 Notice of correction to final rule 10CFR73. I Cb } r phgsi cal 
protection of plants &: mat 1 s, pub 1 1 shed In 790724 FR. Error 
made in amendatorg language resulting In inadvertent 
deletion of 10CFR73. 1 ( b > 12 <3), < 41 Zc CSl. 

OIRCKkSrN. J. Office of the Ececuttva Director for Operations. 
80/09/30, 3pp. 07097:317, 


6012010414 Forwards notices of Sgs of Records proposed minor amends 
for publication in 601022 FR. 

CHELK,e. J. Office of the Secretary of the Commission. BO/10/16. 
ip, 07097:015. 


— 8D12OIO410 Notices of Sgs on Record’s proposed minor amends to NRC-1. 
4, 7. 8,9, Ui I5i 16. 16, 20, 22. 27. 31, 33, 34, 36 fr. 38. Comments due 
on or before 801121. 

0IRCK8,N. J. Office of the Executive Director for Operations. 
BO/10/09, 21 pp. 07097:016. 


8012010419 Comments on proposed rule iOCFR20 re disposal of liquid 
scintillation media animal carcasses containing tritium tt 
Supports rule. 

HEN0ER8H0TT. L. 8t. Louis Univ. Medical Center 8t. Louis. MQ. 
4SFR67018 101, 60/11/10. ip. 07097:014. 


— 8012240443 "Draft Ouldance Document on Offsite Measurement Bg» Phase 2 
Monitoring Zi Measurement of Radioiodine to Determine Dose 
Commitment in Milk Pathway. " 

KELLER, J.H., MOZA. M. , HOFFMAN. L, 0. Exxon Nuclear Idaho Co. 

80/08/31. 67pp. 07327:343, 


6012010432 Comments on proposed rule iOCFR20 re disposal of liquid 
scintillation media $: animat carcasses containing tritium U 
C-L4. Supports rule. 

FEHNAN0E2~PAL at. Louis Univ. Medical Center St, Louis, M3. 
45FR670ia ICO. 00/11/10. Ip. 07097:013. 


6012290245 Forwards TF Engelhardt 801208 Ur sent to FR requesting 
approval of matl to be incorporated by ref into various 
sections of lOCpR, 

ENGELHARDT, T. F. Deputy Executive Legal Director. 80/12/12. Ip. 
07337:081. 


"-8012290250 Notifies that review of listed matl to be incorporated by 
ref in various sections of lOCFR is complete. 

SEOAUiO. Office of the Federal Register. 00/11/25. 4pp. 

07337: 063. 


8012310367 "Uis of 8tds in Selecting Sites for Nuclear Power Plants, 
MINDOUE, R.O, Office of Standards Development* Director, 

ROBERrs. I.C. Assistant Director for Siting Standards. 00/12/16. 
I3pp. 07369: 192. 


PR PROPOSED RULE 


8009100422 8ECV“eO-379 

Submits proposed plan for development articulation of NRC 
safety objectives, notab ly w/respect to reactors. Status 
of NRC work, deser i p t ion of Ofc of Research sponsored 
projects draft staff requirement memo ii FR notice end. 

HANRAHAN, £. J. Office of Policy Evaluations. BICKWIT.L. Office of 
the General Couneel. 45FR7i023. eo/08/t2. 26pp. 03517:197. 


8011280106 Transcript of 801121 Affiriration Seselon 60-51 in 
Wash ing ton. DC re discussion Z. vote on 6ECY 80-487. Pp l-3<. 
e Commlse loners. 60/11/21. 3ipp. 07082:043. 


—8011200112 SECY-00-476 

Informs that NRC has concluded St recommended thet revisions 
should be made to 10CFR73 amend to draft Reg Guide 
8Q 901-4. Forwards revised amends 6 submits guide changes. 

MlNOOUe, R. B. Office of Standards Development, Director. 80/10/20. 
66pp. 07002:091. 


6012010444 Comments on proposed rule 10CFR80 re disposal of liquid 
scintillation media Zt animal carcasses containing tritium Zt 
C-t4. Supports rule. 

HERBIOiF.K, St, Uouls Univ. Medical Center St. Louts»MO. 43FR6701B 
1D2, 80/11/10. Ip. 07097:008. 


8012010450 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media animal carcasses containing tritium 
C-1 4, Supports rule. 

BOYD,R. H. Georgia Institute of Technology. 4SFR6701S 109. 
00/tl/ll, Ip. 07097:003. 


8012010461 Comments on proposed rule 10CFR50, "Interim Requirements Re 
Hydrogen Control 1. Certain Degraded Gore Cons idera tloni. " 

KEMPER, J, 8. Pill lade Iphta Electric Co. 45FR6 5466 003. 80/ 1 1/03. 

2pp. 07096:350, 


8012010468 Comments on proposed rule 10CFR50* "Interim Requirements Re 
Hydrogen Control Z. Degraded Core Considerations. 

LE1II8,M. 1. Affiliation Unknown. 4SFR65466 005. 80/10/31. 7pp. 

06916:001. 


0012010501 Comments on proposed rule 10CFR20 re radwaste disposal. 
Changes should be applied to other Isotopes as ue I 1 . Supper ts 
rule. 

SUOARMAN,N. Chicago. Univ. of. 45FR670ia 009. 80/11/11. Ip. 

07096:233. 


6012010508 Comments on proposed rule 10CFR20 re disposal of tritium Zi 
C-14 into sanitary sewer sgs. Rule would reduce pressures on 
burial s i te«. Sup ports rule, 

DAUY.M. J, Ariiona, Univ, of. 45FR6701fi 056. 80/11/04. Ip. 

07098:232. 
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NONDOCKETED ITEMS 


9012010316 CQm,TiBnt4 b Veterans Ad ml n i t tra t i on lietflcal Ctr« Nort hport < NY 
on proposed rule 10CFI%20 re dispoeal of liquid scintillation 
ntedla t: animal carcasses contalrtlng tritium 9c 0-14. Supports 
rule. 

HQDSON.U. L. Affiliation Unkno'i.n. NHFR670i8 053. 80/10/30. Ip. 

070'?B;23l, 


00130^0050 AdvUes recipients of comments on 10CFR50 under 45FR65466 & 
4 aFR63474, Comment Numters i4»2a li 29 under 45FR6S466 ehould 
be Numbers 2. 3 S« 4« respectively! under 45FR65474. Numbers 
1'4-«2G & 29 tifill not be used again. 

» Docletlng t Services Branch. 43FR65466. 80/11/14. Ip. 

07170:201. 


80120103P2 Comments on proposed rule 10CFR20- re disposal o# liquid 
scintillation media S< animal carcasses containinj tritium l< 
C-'14.Rul« tjill conserve resourc esc reduce medical costs it 
reduce chemical tt pathogenic haiards associated u/urastes, 
DUELFERfT. Johns Hopkins Medical Institutions Dal tinore* HJ>. 
43Ffl67Ol0 037. 60/11/05. Ip. 07090:330, 


8012010530 Comments on proposed rule iOCFRSO re disposal of liquid 
sc inti I lati on media t animal carcasses containing tritium 
tt C-l'l. Heavy culture vial containing 1. 5 oCi C-’14 culture 
media should also qualifti under change. Supports rule. 

GREGORY, H. 0. Rochester, Unlv. of. Medical Center. 4SFR67D10 034. 
aO/M/05. Ip. 07098:22 7. 


8012040072 Comments on proposed rule iOCFR2 re proposed general 
statement of policy t procedure for enforcement actions. 

Section On enforcement actions should devote same space to 
NRC responsibilities in inspecting plant, 

ALCFV, N. P. Federal Emergency Management Agency. 43FR66754 008. 
00/ 1 1/07. Ip. 07170:260, 


0012040087 Comments on proposed rule lOCFRSO re whether broader range 
D# accidents of both lesser i greater severity than DBA 
should be considered In plant des Ign, operation & safety 
analysis. 

AQUILARiF. EOitO, Inc, 45FR6S474 004. 00/10/31. 2pp, 07170:261. 


8012010624 Comments on proposed rule l0CFfl20 re disposal of liquid 
scintillation media i animal carcasses containing tritium 
6 C-l4.Rule would reduce quantity of low level radwaste sent 
to approved landfill capacity for highor level waste. 

JUDD, C. I. Richardson~11errel 1, Inc, Herr e 1 l-Na tlona 1 Laboratories Olv, 
43FR6701B 091. 60/11/12 Ip. 07093:216. 


S0120204S4 Comments on proposed rule 10CFR2O re disposal of liquid 
scintillation media i animal carcasses containing tritium fc 
C-14. Sup ports rule, 

OUTSONpR.C. 6t. Louis UnJv. Medical Center St. Lovis^HO. 4SFR670ia 
099. flO/ll/10. ip, 07140:136. 


80120'20459 Comments on proposed rule lOCPRSO re disposal of liquid 
scJntil lation media i animal carcasses e-ontaining tritium U 
C~1 4, Supports rule. 

HQ, J.E. St. Louis Unlv. Medical Center St. Louis, MO, 49FR67018 090. 
80/11/10, Ip. 07148:135. 


0012020467 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media A: animal carcasses containing tritium It 
C-t4. Supports rul e. 

OEGROEr E A, 8t. Louis Unlv. Medical Center St. Louis, MO. 4SFR6701Q 
103. BO/ll/lO. Ip. 07146:134. 


QO'iS0308l6 Comments on proposed role lOCFRSO, ‘'Interim Requirements Re 
Hydrogen Control $i Certain Degraded Core Considerations." 

Evaluation should be done r« challenges to containment 
integrity due to fuel cladding fc water hydrogen production. 

KOWALSKI, J. F, Affiliation Unknown. 45FR65‘166 009. 90/10/30. Id 

07149:142, 


8012040097 Comments on proposed rule lOCFRSO re nuclear power plant 
degraded core i core melt accidents. 

DEARIENiJ, A, Aff i I lation Unknown. 43FR6S474 003. 80/11/06. 2aa. 

07170:249. 


6'0'l2040t08 Comments on proposed rule lOCFRSO re nuclear power plant 
degraded core i core melt accidents. 

RATHLEfiUEROER Inter lorr Dept, of , 4SFR63474 002. BO/lI/03, 2 dd, 

07170: 242. 


8012040119 Submits corrected coff.aents an proposed rule lOCFRSO tc 
iNURE(3-0696^, "Functional Criteria for Emergency Response 
raclUtles." 

SCHUYLER, >/. 0, Pacific Oas i Electric Co. 4flFR347O0 035. 80/11/09. 

Ip. 07170:241. 


8012040327 Comments on proposed rule lOCFRSO, "Interim Requirements ft* 
Hydrogen Control i Certain Degraded Core Considerations," 

Rule should be Integrated u/requirements of NUREO-0660. 

WATERS, D.D, Carolina Power L Light Co. 45FR69466 007. 60/10/29. 

2pp, 07170. 173, 


aot2040334 Comments on proposed rule lOCFRSO, "Interim Requirements R# 
Hydrogen Control & Certain Degraded Core Considerations.*' 

EDWARDS, D.W, Yankee Atomic Electric Co. 45FR65466 016, 80/11/09. 

9pp, 07170,153. 


—8012040349 IAEA~CA~39/2l2 

Probabllstic assessment of containment inerting in BWRs. 
HFISINO-OOODMAN Massachusetts Institute of Technology. 80/11/20. 
19pp. 07170:199. 


8012030624 CommB.tts by Ethos Research Oroup on proposed role 10CFR50, 
"Interim Requirements Re Hydrogen Control i Certain 
Degraded Core Considerations." 

BATES, A, Affiliation Unknown. 45FR6S466 013. 80/10/29. 4od 

07149:093, 


0012030331 Comments on proposed rule lOCFRSO, "rntarifit Requirements Re 
Hydrogen Control 4, Certain Degraded Core Considerations," 

NRC should finallie policy ^ then ask for comment on 
technical details. 

YflARRONDOi L, J. Affiliation Unknown. 43FR6S466 000. 80/10/20, 2pp, 


0012030336 Comments on proposed role 10CFR50, "Interim Reqo Irementt fte 
Hydrogen Control i Certain Degraded Core Cona irferat 1 ons, " 

6 i ta^spee if 1 c evaluations of all subjs would be desirable 
in EIS to permit alternative solution* to problems. 

RATHLE8BER0ER Inter lor. Dept, of . 4SFR65466 014, 6D/11/03 2 dd 

07149:009, 


5012030918 Responds to FOIA request for ail docuabent* cammenting on 
final rule 10CFR40, "Deletion of apuree Matl MeiTlclnals from 
OeneraJ License of Small Quantities of Source Matl, " 

Forwards documents listed in App A. 

FELTOIh^. li. Division of Rules and Records. 00/lt/Sl, 2 pd. 


3012030922 FQIA request for all documents commenting on Pinal rule 
10CFR40< "Deletion of Source Ma 1 1 Medtclnals from General 
License of Small Ouantitles of Bource Matl. '* 

WATSQMp T, M. FOI Service. 001386. 80/11/09. ip. 07151:132. 


3012040044 Comments on proposed rule lOCFRSO re advance notice of 
rulemaking on licensing requlromants for pandtng CP & mfg 
license appl icatlons, Com-Titment* required in. areas subj to 
rulemaking have potential for delaying CP licensing process, 

CAHM, A. L. Bechtel Corp. 4SFR65247 004. 80/11/14, 6pp, 07152:052. 


8012040360 Comments on proposed rule iOCFRSD, "Interim Requirement* R# 
Hydrogen Control i Certain Degraded Core Considerations. " 

Rule is unrealistic i unnecessary 4c should be deleted or 
OKtensivelg revised. 

PARKERiH. O, Duke Power Co. 4SFR65466 023. BO/ll/07. 2pp. 

07170. 149, 


0012040366 Comments on proposed rule lOCFRSO, "Interim Requirements R« 
Hydrogen Control i Certain Degraded Core Consideration," 

Rule should assure that proceedings will not be rushed in 
effort to provide rule on degraded core matters. 

FERGUSON, %l. H. Virginia Electric i Power Co. 4SFR6S46 026. 

80/11/10. 2pp. 07170:143. 


6012040372 Con»msnti on proposed rule lOCFRSO, "Interim Requirements Re 
Hydrogen Control i Certain Degraded Cor# Considerations," 

Imp leii\entat ion of rule may be useful in documenting actions 
to be taken to reduce reactor risk re hydrogen control. 

SHERWQDD, 0. 0. Oeneral Electric Co, 4SFn69466 017. GO/11/06. Ipp, 

07170; 136. 


6012040378 Forwards commments on proposed rule lOCFRSO, "Interim 
Requirements Re Hydrogen Control I: Certain Degraded Core 
Considerations. " 

JOHFarlllC. Omaha Public Power District. 45FR6S466 024. 00/10/30. 

3pp. 07170:133. 


9012040382 Comments on proposod rule lOCFRSO, "Interim Requirements Re 
Hydrogen Control i Certain Degraded Gore Considerations." 

Rule should pertain only to hot lag vents 6 pressurizer for 
raised loop Btlf plant*. 

DRIGHnR.M, Florida Power Corp. 4SFR6S466 023. BO/lt/07. 2pp. 

07170:131. 


8012040662 Informs that« during 801009-11 meeting, proposed rule on fira 
protection submitted to Committee w/8ECY-80-‘438A was 
considered. Does not recommend issuance of rule, but request* 
examination of revisions. 

PLE88ET1M. 8. ACR8 — Advisory Committee on Reactor aafeguardi. 
80/10/14. 2pp, 07166:349. 
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G012OSOOi2 CQtnmanti on proposad tuIos tOCFR30» 32. 70 tt 150 tb aiemptlng 
cartain radioactive metal* from vee restrict! on*. Rule would 
Increase risks of detrimental huma.n health affects. 

Opposes rule. 

MAY. J. Affiliation Unknown, 870374 005. 00/11/21. 2pp, 


3012050508 Comments bv State of UT. Dept ef Health on proposed rule 
10CFR20 re disposal of liquid sc i nti 1 latlon media & animal 
carcasses containing tritium ^ C-14, Approve I recommended. 
ANDERSON, U, F. Utah. State of. 4SFfl67018 059. BO/li/04. Ip. 

07174:263. 


SO 12050053 3ECY-Q0-5O7 

Seeks Commission approval of end draft FR notice endorsing 
deferment of mandatorg acceptance of nuclear plant 
rallabllltg data sgs tn development of integrated operational 
experience reporting sgi. Recommends approval. 

DIRCKB.W. J. Office of the Executive Director for Operation*. 
80/11/14. 60pp. 07173:116. 


9012050065 Comments on proposed rule 10CFR50 on interim requirement* 
re hgdrogen control. Interim requirement* should not be 
established which mag bo changed during long-term rulemaking 
process# unless necessarg to protect public. 

BOUCHEV. 0. D, Washington Public Power Bupplg Sgstem. 45FR63466 031. 
80/11/13. 2pp. 07174:330. 


9012050075 Comment* bg OH ERA on proposed pule 10CFR20 re std* for 
protection against rad latlon. Assessment of scintillator 
solution* indicate* that »imple*t it safest method of 
disposal is to add solutions to local heating oil. 

«CAV0Y#J. F. Ohio# State of. 45FR45302 006. 00/11/13. ip. 

07174:332. 


0O12O6OOB4 Comments on proposed rule 10CFR50 re advance notice of 
proposed rulemaking re Tech Spec*. Rule should be postponed 
until specific criteria for categoriiing Tech Spec 
requirements generated. 

SHERHODD# 0. 0. General Electric Co. 45FR4S916 033. 80/11/14. 5pp. 

07174:333. 


6012050098 Comment* on proposed rule 10CFR50# ’'Interim Requirement* Re 
Hgdrogen Control Certain Degraded Core Considerations." 

Rule Is premature U unnecessarg. 

DEMP9EY»P.A. Affiliation Unknown. 45FR65466 034. 00/10/30. tp. 

07174: 339. 


0012030103 Comments on proposed rule 10CFR50# ’'Interim Requirement* Re 
Hgdrogen Control Si Certain Degraded Core Considerations," 

Requirement to consider 75X of fuel cladding reacting w/ 
water to produce hgdrogen appears excessive, 

0HIELO9#B.W. Public Service Co. of Indiana# Inc, 45FR65466 033. 
80/11/17, 2pp. 


8012030519 Comment* on proposed rule 10CFR20 re disposal of liquid 
scintillation media S< animal carcasses containing tritium 
it C-14.Rule maintains safetg of radwaste* disposal resulting 
in reduction of vol of radwa«te shipped to burial grounds. 
OOWATI#R H. St. Louis Univ. Medical School, 45FR670ia 039, 
00/11/09. Ip. 07174:264 


8012030552 Comments on proposed rule 10CFR80 re disposal of liquid 
scintillation media containing tritium & C-14. Burial 
procedures for *ub,l metis are expensive & wasteful. 

Support* rule. 

BlEflMAN#E.L. Washington. Univ. of. 43FR670ia 097. 80/11/10. Ip, 

07174:270. 


8012030570 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation waste containing tritium & G'l4. Reduc tng vol 
of waste shipped to disposal sites would allow longer usage 
time for those fac 1 1 it 1 es. Rapports rule. 

PERKIN8#K. A. Waihlngtonr Univ. of. 4SFR670ta 096. 80/11/10. ip. 

07174:313. 


GO12OSO501 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation waste containing tritium fc C-14. Reducing vol 
of radwasta shipped to disposal sites would allow longer 
usage time for those f ac i 1 i ties . Sup ports rule. 

BENJAMIN# M. M. Washington.# Unlv. of. 43FR67018 093. 00/11/10. Ip. 

07174:314-. 


BD12050592 Comments on proposed rule lOCFfl30 re disposal of liquid 
scintillation waste containing tritium & C** 14. Reducing vol 
of radwaste shipped to disposal sites would allow longer 
usage time for those fact lltles. Sup ports rule. 

WELCH# E.S. Washington# Univ, of. 49FR67018 094. BO/ll/lO, Ip. 
07174:313. 


6012050600 Comment* on proposed rule tOCFRSO re disposal of liquid 
scintillation media ti animal carcasses containing tritium !< 
C~l4.0thar listed radionuclides should bo Included in rule. 
Supports rule. 

aCHADTiM.W. Georgetown Univ. Medical Center liash ington# DC. 
48FR6701B 108. 90/11/11. Spp. 07174:316. 


0012090110 Submits supplemental comment on proposed rule 10CFR50# 
"Interim Requirement Re Hgdrogen Control l< Certain Degraded 
Core Considerations." Addition of second "block" valve 
could result in unsafe design or violation of ABME code. 
HEMPER#J.B. Philadelphia Electric Co. 49FR6S466 032A. 80/11/ 

2pp. 07174:343. 


8012050611 Comment* bg Atomic Disposal Coi Inc on proposed rule 
10CFR20 re disposal of liquid scintillation media & animal 
caresses containing tritium 6 C-14. Al ternat 1 ve would 
be to open regional waste site* for low level waste. 

BEULiJ.F. Affiliation Unknown, 45FR67O10 107. 00/11/11. 2pp. 

07174:310. 


0012050115 Comments on proposed rule 10CFR30# "Interim Requirements Ra 
Hydrogen Control L Certain Degraded Core Consideration*. “ 

Commission should issue Interim role but concentrate on 
compilation bases for degraded or melt core rulemaking. 

CLAYTON# F.U. Alabama Power Co, 43FR65466 032, 80/11/04. 3pp. 

06913: 001. 


0012050619 Comments bg Chemical Industry Inst of Toxlcologg on 
proposed rule i0CFR20 re disposal of liquid scintillation 
media & animal carcasses containing trlttum 6: C-14. Buppor ts 
ru Le. 

PARKER#©. 0. » WOLKOWSKI-TLY Affl Uati on Unknown. 45FR67018 106. 
00/1 1/1 1. 20pp. 07174:320. 


0012030462 Forward* FES. "Mgt of Commercially Generated Radwaste#" Vol* 
i«2 U Sffor use in proposed rulemaking on storage U disposal 
of nuclear waste. 

BROWN# O.F. Energy# Dept. of. ao/U/20. 7pp. 07176:044. 


—0012030474 DOE/E I8-0046F VI 

FEB# "Mgt of Commercially Oenorated Radwaste# " 
a Energy. Dept. of. UC-70. 80/t0/3l. SOOpp, 

429.90. 07t 76:051. 


Vol 1. 

Available at NTIB. 


—0012090485 DOE/E I0-OO46F V2 

FE9# "Mgt of Commercially Generated Radwaste#" 
a Energy# Dept. of. UC^70. 80/10/3L GSOpp. 

di9. 00. 07177:309. 


Vol 2#Apps. 

Available at NTIB. 


—0012090493 DOE/E I0-OO46F V3 

FE9 "Mgt of Commercially Generated Radwaete, 
Commente Hearing Board Rept. 
a Energy# Dept. of. UC-70. 80/10/31, 300pp. 

•29.00. 07178:280. 


Vol GfFubllc 

Available at NTIB. 


0012090469 Forward a comment* on proposed rule tOCFRBO# "Interim 
Requirements Re Hydrogen Control t. Certain Degraded Core 
Considerations. " 

AfiEliO.6. Commonwealth Edison Co. 49FR6946 012, 00/11/03. 6pp, 

07179! 313. 


0012050629 Comment* by Natl Association of Countries Research# Inc on 
proposed rule 10GFR20 re disposal of liquid eclntlMatlon 
media It animal carcasses containing tritium 6i C-‘t4.Leval of 
0.09 mCl/g should be set lower in order to achieve ALARA. 

EPSTEINiL, R. Affiliation Unknown. 45FR67019 109. 80/11/12, 3pp. 

07174:322. 


8012000103 Reiponiie to FOIA request for records re NRC opposition to 
making fir* protection rule applicable to future plant* or 
licensee U future application of ru ie. Forwards documents 
listed in App A, 

FELTON.tl, H. Division of Rule* and Record*. 80/12/02. app. 

07109: 107. 


—8012000118 Comments on proposed App B re fire protec tion. Disagree* w/ 
waiver of requiremenfe for automatic fire euppresiion & 
support* five member Plra brigade for moot plants, 

SCHROEDERiF. Divliion of aystem* Safetg. 79/11/13. Ip. 


8012000109 FOIA request for records re NRC opposition to xnaking fir* 
protection rule applicable to future plant* or licenses tt 
future application of rule. 

WATKINS# M. Debo VO i so 6 Liberman. 80/11/18. 3pp. 07199:189. 


8012080110 Forward* comment* on proposed rule 10CFR50# "Interim 
Requirements Re Hydrogen Control U Certain Degraded Core 
Comelderatlons, '* 

BEELEV# 0, T. t LEPFKEi D. M. Floor Power Strvlcej Inc. 45FR65466 010. 
00/10/31. 3pp. 07194:104. 
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Cqmnyents or proposed rule 10CFR20 re dispoe^il of llauiiJ 

C- U IRC conteiningVtJi^^ 

!n ^ ^ ^ e*3cninfl uav^ to provide greater leeuau 

FURTH^F Supports rule. 

071941 182 '^<>h"»Oh #> Co. 4SFRA70IB 090, SO/U/12. Jp, 

ComniflRU on proposed rule J0CFR20 re disposal of radwaate 
ab o C-14.Rule should be extended to InJluSe 

ap.u,o. 

NRC should state Intention to utiHia Interim 

HAOA.p’s o»f^w“S°''“'’2 '"’®’ “ ''•v.leped. 

07194^175^ Power Co. 43PH654&6 019. 


80/11/03. 2pp. 




Supports rule. 

°07194°321 Industrial Forum. 


4SFR65466 019, 00/11/04, 6pp. 


“• 

eo/lI/04. 3pp, 07m:S!B ^”9 ‘ ‘"S Corp. 4SFR6S4fi6 018 

.uppu.,.otiA,- 

''8?r®''S7r9U;310*“‘"’'''''‘' ‘'‘•■P ««69466 021. 80/11/04. 

0012030167 Conifnants on proposed rule nirFB^n iKrn4..« in 

S^-Ss/iEiSri'!- 

OmSfaiS: ^ C-E Pouter Svstems. 45^01546^022. 00/11/06, 2pp. 

07?M:24a: ''°‘''' ^"‘''' “'• «™*70ie ISO. ao/H/13, 1,. 

30I20BOR16 Com/nents on proposed rule lOCFRSrt Mi-,. * ei 

B0m/>3 ip. B-iUlm^r.. 4SFBA701B 124. 

of. WB470IB 127. 80/11/13, Ip. 


®°5f?ntili.tror»^2 °"»’"'°?“’?‘' 10CFR20 re dl,p„al pf 

C-14 i animal carcasses containing tritium «< ^ 

Unlnoein. 45Fn47018 128. 80/11/13. Ip. 

C^iAplltnll animal carcasses containing tritium U ^ 

u/i« t associated 

SWAU 5 ^ waste. Supports rule. 

OTlSifaai). 45FR67Ot0 129. 00/11/14, Ip. 

10CFR20 re dispo.l of liiiutd 

C-14, siipii?; Zli carcasses containing tritium 8. 

aO/U>?3'' Arliona, Unlv. of. 45FR67O10 130. 

I0CFR2O re disposal of liquid 

C- 4 auoJ«iJc ^ animal carcasses containing tritium & 

encourages NRc to llberaliri similar 
other radionuclides. 

OTwifws”""*"' ‘'5’'B6701B 134. 80/11/07. Ip. 

®^«ln?f?Ut°2n'«!5iri,'’rr’?'' '■“'* ''‘•P»»«l of liquid 

r-iS carcasses containing tritium 8t 

S; 2«Jrdi:.« 1 r*':" oo<>*o“v.r.duc. 

^ ** reduce uasto vol. Supports rule 

VMrALAMdJ, T. Affiliation Unknown. 49FR67O10 139. 80/11/03. 3pp. 

2pp!*^‘07m:23l““*''' ''’ ’’’■‘""‘O" Unlv. 45FR4701B 138. 80/11/0*. 

^'’wlntinptlon'.^li^V'’?”?'’ '°BFR20 re diipoe.l ef llqpld 

C-14. siJpJJJS JSu 4*744,.., centplnlna trlttun. t 

■’5FI1470IB 137. B0/U/.12. 2pp. 

propoeed rule 10CFR20 re dlipotel of liquid 
0719^227;"' *SFR*70IB 133. 80/11/06. Ip. 

^«?nt?U4??CriilS3.rf’”’°?"f'‘ “’"""SO f* <il«P0,.l of liquid 

C-14 J animal carcasses containing tritium U 

mfvfb ?! V, of regulations. 


MEYER, U, H. 
00/11/13. 


Vet. Admin, Hosp. Sepulveda/ CA." 
Ip, 07194:223, 


4SFft6701S 133. 


^^d^sD&sai East Carolina Univ on proposed rule 10CFR20 re 

disposal of liquid scintillation media & animal carcasses 
tritium S, C-l4.8upport, ruU carcasses 

07i74fil9r‘ Unknown. 45FR670ia 136. 80/11/07. Spp. 

^“icintlflatl^'nll. I-' JlfPOP*! of liquid 
c-14 4 enlnal carta,,., containing tritium «, 

applied^to I-I2S*' *“ P*™* trlterla be 

^°«lnti?iat?Jn*«i3.aV''°?“?'‘ f* 'R*P«P4l of liquid 

C-IS.aipp”?! ?!?i tarca,,,. containing tritium a. 

T^AI*^ a ^U,ouri. Unlv. of, Columbia. 4SFH4701B 041. 0O/,O/29. 


8012090226 Comments on proposed rule l-OCFfl^O n* t 

??. S?m:'2?t. Of,. 4SFR470ia ,83. BO/1, /„. 

8012090^28 Comments on proposed rul» lOSFOon „ at u 

"r;;-.;..*''™' "".a;:™!;:*,. .„. 


“J?intnia1?nll!'j;^^°"m'’''°?“’f'' ‘0''"'’20 re dl,po.al of liquid 

^ animal carcasses containing tritium << 
Tul®'^**^* would decrease handling 6 burial costs. 9upports 

07194* ab?' 4SFR670la UO. 00/11/04, Ip. 

10CFR20 re disposal of liquid 

r <n®dia if animal carcasses containing tritium U ^ 

C-14, Supports rule. 

BO/^iyb?’ AngelesiCA. 45FR67O10 111. 

aU/lt/06. Ip. 07194:202. 
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8OlS0a0304 Comm#nti on proposed rule lOCFRaO r# dlipasal of liquid 
scintillation media 8* animal carcatet* containing tritium l< 
C'-l^.Rule should include other raduaste based on isotopfe 
radiotolcityi half-life & behavior in environ. 

COPErR.H. Affiliation Unknown. 43FR67018 112. BO/lt/12. Ip* 

07194: 201. 


801208030B Comment* on proposed rule 10CFR20 re disposal of liquid 
scintillation media animal carcasses containing tritium Ic 
C“14. Supports rule fc encourages 1 Ibera 1 i lat ion of similar 
restrictions for other rad ionucl ide s. 

LINDENBLAD< O, E. Mai 1 inc krod t j Inc. 4SFR67OI0 113. 00/11/14. Ip. 

07194: 200. 


8012000312 Comment* on proposed rule 10CFR20 re disposal of Liquid 
scintillation media 4t animal carcasses containing tritium 
g^pngr ts rule. 

LAMBOQYfJ. P. Marglandi Univ. of# Baltimore. 4SFR67O10 IIS. 
80/11/14. Ip. 07194:199 


8012080317 Comment* on proposed rule 10CFR20 re disposal of liquid 
scintillation media & animal carcasses containing tritium tc 
C-*14.Rule would conserve burial capacltg i produce little 

radiological health haiard. Support* role, 

OSTER-ORANITE Maryland, Unlv. of, Baltimore. 45FR6701B 117. 

eO/ll/13. Ip- 0/194:198. 


©012080329 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media animal carcasses containing tritium fic 
C-14. Supports rule. 

FUETCHERi U, W. St. Louis Unlv. Medical Center at. Uouis#nO. 
4SFR670ie 104. 80/11/10. Ip. 07194:195, 


0012080330 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media animal carcasses containing tritium ft 
C**! 4. Supports rule. 

RODKEY* L. 8, Kansas State Unlv. 4SFR67O10 122. 80/11/13. Ip. 

07194; 194. 


80120B0333 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media ft animal carcasses containing tritium ft 
C-14, Supports rule. - 

PlCKARDiR.C. Indiana# Stats of, 45FR670ie ISO, 00/11/07. Ip. 
07194:191. , 


0018000337 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media ft animal carcasses containing tritium ft 
C— 1 4. Bupp orti rule. 

WYHER#H.W. Affiliation Unknown. 49FR67O10 119. aO/M/U. Ip. 
07194: 190. 


8012000343 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media ft animal carcasses containing tritium ft 
0-14. NRC most resolve controversial matter of risk 
Involved In public exposure. Opp ose * rule. 

WEISBLATi D. 1, Upjohn Co, 4SFR67018 n8. 80/11/14. Ip. 07196:210. 


8012080349 Comments on proposed rule 10CFR2O re disposal of liquid 
scintillation media ft animal carcasses containing « 

C"-14.Rule should be extended to include disposal of other 
radionuclides such as 1-125, I-iai ft P-32. Bupp orts 
WETTEftAU# L. W. Vet. Admin. Mosp. Los Angeles, CA, 45FR670ia 080. 
80/U/06. Ip. 07196:209. 


8012080349 Comments on proposed rule 10CFR20 r« disposal of liquid 
scintillation media ft animal carcasses containing tritium ft 
C~14. Fac 1 1 1 ty does not possess nor use liquid scintillation 

SoMROE#^M.^**0t. Margaret's Hosp. Spring Valley, IL. 45FR67018 085. 
80/11/10. Ip. 07196:063. 


0012000352 Comments on proposed rule 10CFR2O re disposal of liquid 
sclnti nation media ft animal carcasses containing tritium ft 
C-14 Rule would reduce strain on disposal site* ft medical 
research facilities w/o affecting public safety. 

OWQRKIN, H. J, , H0RMITZ,N, William Beaumont Hosp. Royal OaHtni, 
45FR6701Q 006. 80/11/10. Ip. 07196:200. 


0012000359 Comment* on proposed rule 10CFR20 re disposal of radwaite. 
Change would be economically advantageous, reduce 
likelihood of toxic contamination by nonradioactlve matl* 
ft present smaller health haxard. inoA 

8CHMI0T, F. K. , WEITKAMP* W. O. Washington# Vnlv. of. 45FR670ia 109A. 
00/ 11/07. Ip. 07196:207. 


8012080356 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media ft animal carcasses containing tritium ft 
C-14. Rule would alleviate onerous restriction* applied so 
matls ft reduce disposal cost*. Support* rule. tiny 

BLAKDrW.K. Vet. Admin. Hosp. Los AngelesiCA, 45 FR 67018 087, 
80/11/06. Ip. 07196:206. 


B0120B0361 Comments on proposed rule 1CCFR20 re disposal of liquid 
scintillation media ft animal carcasses containing tritium ft 
C-14. Reduc tion of vol added to radioactive disposal sites 
would allow longer usage for f a< i I i 1 1 e*. Supper t« rule. 

GOEBEL. L. Washington# Uoiv. of 4SFR670ia 121. 80/11/10 

07196:205. 


IP 


8012080465 Comments by IM State Board of Health on proposed rule 
10CFR20 re disposal of liquid scintillation media ft animal 
carcasses containing tritium ft C-14, Support* in 

KATTERJOKrf, J. C. Indiana# State of. 49FR6701B 042. 00/11/03. Ip. 

07194:361. 


8012030476 Comments by State Hoard of Health on proposed role 10CFR2O 
re disposal of liquid scintillation media ft animal carcasses 
containing tritium ft C-14, Support* rule, 

BLANKEHBAKERiR. Indiana# State of. 45FR670ia 114. 80/ 11/07. Ip. 

07194:360. 


8012080408 Cpmment* by Dept of Environ Resource* on proposed rule 
10CFR20 re disposal of liquid scintillation media ft animal 
carcasses containing trituim ft C-14, Rule should be 

astabliahed for various other 1 sotopes. Support* I'ui"- , 

0ERU8KY# T. M, Pennsy 1 vanl A# State of. 45FR67O10 116. 80/11/12, 1| 

07194; 344. 


0012080931 Forward* comments on proposed rule lOCFft30 re CP 
licensing requirement* ft mfg license app I Ic ations , Proposed 
rule imposes requirements which are excessively ft needlessly 
bUTdeniom# ft are inconsistent ft confusing. ^ no, 

LOWEWaTElH# R. Louens to in, Newman, Rais# Axelrad ft Toll. qaFRoaZH/ uu. 

eO/11/18. 12pp, 07194:330, 


80120B0654 Forward* comments by constituent on proposed rule 10CFR2 T' 
general policy statement ft procedure for enforcement 
a< tioiis. Opposes pena)l.iing licensees for identification ft 
correction of errors, /mi 

HUGHES# W.vl, House of Rep.# Judiciary Committee. 45FR66754 Oil. 
BO/1 1/14. 3pp. 07196:100. 


6012080662 Comments on proposed rule 10CFR2 re general policy stateme 
ft procedure fop enforcement act ions. Regulation* now in 
force are wholly adequate. m. nn 

CREWa#J. n., LAOYMAN# 0, K. r HERBST, M. Doctor* Hosp. Poplar Bluff# HO. 
4 9FR66794 017. 80/11/19. 2pp. 07196:112. 


0O12OBO667 Comment by Plum Creak Lumber C« on proposed rule 10CFR2 re 
general policy statement ft procedure for enforcement 
action*. Program generates revenue from stiff fines which 
finance WRC growth. 

MCCORMICK, D. Affiliation Unknown. 45FR667S4 009. 00/ 11/ 10. 2pp, 

07196: 114. 


8012080669 Comment* by 114 State Board of Health on proposed rule 
L0CFR20 re disposal Of liquid scintillation media ft animal 
carcasses containing tritium ft C-14. Supports role. 

YOKOiR.O. Indiana# State of 45FR6701B 131, 00/11/07, Ip. 

07196: il6. 


8012080671 Comment* on proposed rule 10CFR8 re general policy statemi 
ft procedure for enforcement oc t ion*. Propose I should be 

withdrawn until assessment of new regulations. 

JAN8BEN, T.K. Washington County Hosp, Nashvl I la# lU. 45FR66794 019, 
80/11/20, Ip. 07196:117. 


8012080676 Comments on proposed rule tOCFR2 re general policy statemi 
ft procedure for enforcement actions, Buggests revoking 
operator license instead of levying fine. 

TERRELL, B.E Aff i I lat ton Unknown 49FR66754 012. 90/ll/tl. 2pp, 

06915:001. 


0012080682 Comment* on proposed rule J0CFR2 re general policy statem 
ft procedure for enforcement actl on*. Scheduled meetings 
should be postponed for at least 6 evonths ft should include 

I-!'?}:***!'’.* «f(ia47 


BORKOM,E. L. Memorial Hosp. of Carbondale Car bonda I Or IL. 
010. eO/ll/14. 2pp. 07196:118 


8012080600 Comments on proposed rule 10CFR50 re CP licensing Iv 

requlrenients ft mfg license applications CP licensing . 

requi r ecsentf should follnui current guidelines fqr OL [: 

applicant*. De facto moratorium on CPi should be listed, J 

aHGRHDOD, 0. G. General Electric Co. 45Fft65247 009. B0/li/t7. 2p. 

07196: 121. I; 


0012000693 Comments on proposed rule lOCFRa re general poUc 
ft procedure for enforcement ax tloni . Con* tder * policy 
amt iguous, Severe penalties should be reserved for wilful 


& 

y stateliij 


amt iguous, Severe pe 
violations only. 

STaCKUAhlO# L. Family Hosp. Ml I wauk ee, WI. 
2pp. 07196:127. 


4BFR66784 016. 00/11 /2|1 
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8012080699 Comments on proposed ruJ« 10 CFR 2 r« jeneral policu etatenant 


At 19 LER„ C. D. 
07196 : t 35 . 


45 F|l 6 b 754 OIS, BO/ 1 1 / 18 , Ip. 


8012090702 Comment, on proposed rule ] OCFR? re general policu statement 
actions. Opposes proposed rule. 

8012030707 Comments on proposed ri/U 10 CFR 2 re general policu statement 
for enforcement ac t i ons. Concerned u/escaUtlon 
of civU penalties uhich appears to be Uberallu regulated 
licensees. Re(iuo*ts public meeting delau 

IOCFR 50 uas misnurtthered tc non; is Number 8 in 1 □CFn 2 . Number 
27 uill not be used again in 19 CFR& 0 . 

06596'o03*''^ ^ Branch. 4bFrt6S466. 80/11/14. Ip, 

8012090756 Comments on proposed rule 10 CFR 20 re dtsoDsal of raduaste 
Opposes rule 4 : urges NRC not to too^er stds on disposal of 
nuclear radwastes. = «r 

035. ao/ii/oa, ip. 

9012080762 Comments on proposed rule lOCmsO, ••Interim Reoulrements Re 
Hydrogen Control Certain Degraded Core Consideration^- 
Rue should permit approval of prevlouslg agreed upon 
solutions for operating plants. 

CAm.A.C, Bechtel Corp. 4 SFH 65466 006 . 80 / 10 / 31 . < 1 pp, 07196 : 291 . 

0012000766 Comments on proposed role 10 CFR 50 » "Interfm Reaulrements Re 

prompt completion of long-term 
rulemak ing. Rule should not be adopted. 

2 p^.^^”S?i 96 f 269 . ^ Corber. 4 SFR 6 S 466 004 . 00 / 11 / 03 . 

001208076 ? Comments on proposed rule 10 CFR 50 , "Interim Reaulpoments Re 
Hydrogen Control «, Certain Degraded Cor* Considerltionl ” 
yiXW^ sufficient assurance that fteauJ i «fetu 

KEARNPY^^I protected re degraded core accidents. 

2 pp 07196:207 Institute. 45 FR 65466 001 . 80 / 11 / 03 , 

Comments on proposed rule 10 CFR 50 re plan to reaolre 
PlSnr'Iot document deviations from SRP ^ 

00 r''B 0 >Il/Sl''‘' 3 pp!’“'S 7 m? 24 l’“'” '•SFRATOW 

Comments on proposed rule iOCFRSO re plan to reouire 
Riul^rinS document deviablont from SRP. 

Revised 8 RP should be issued for public comment in Apr 1983 
as only viable basis for proposal 

07196 ^ 236 ^' Unlrnown. 45 Fft 67099 001 . 00 / 11 / 12 . 8 pp. 

proposed rule lOCFRSO re plan ta reouire 
P SJ to document deviations from SRF. 

on proposed rule I 0 CFH 50 re plan to raquira 
piooo^H ? applicants to document deviations from 8 RP. ^ 

PLVNJi ^ timed i counterproductive. 

Sp^ 07396:222 * Electric Co. 43 FR 67099 003 . 00 / 11 / 18 . 

on proposed rule fcq lOCFRSO re plan to require 
11 document deviations from SRP, ^ 

r cost-effective or safety-effective. 

^ 5 FR 67099 0 D 3 . 00 / 11 / 20 . 3 pp. 


Com.ments on proposed rule 10 CFR 50 re CP licensino 
requirements «, mfg license appl 1 cations. Si te evaluation! 

J ^ conformance requirements 

should be delated It Option I utiliied. 

07l'96f2li^' Edison Co. 43FR65247 008. 00/11/17. 9pp. 

B 012090003 Comments on proposed rule 10 CFR 2 re general policy statement 

w/um'” app 43 PR 64734 018 . 

Comments on proposed rule tOCFRSO re plan to require 
review plan document deviations from std 

FURBUSHj^M^H. ^Pacific Oas 6 Electric Co. 4 3 FR 6 709 9 - 007 . 60 / 11 / 24 . 

8012090017 Comments on proposed rules lOCFRaOi 32 ! 70 ti 130 re licensing 

Sp;^i:r:;!‘™p{ir‘“" t.- ...u.d 

VIRI.GHT^N. Affiliation Unknown, 45 FR 70874 0003 . 60 / 11 / 20 . Ip. 

8012090034 Commionbs on proposed rules 10 FR 30 ! 32 , 70 L 150 re llcentlnti 
requirement exemption for contaminated smelted allo{; 
uppotes exemption. 

FISHER! B. Affiliation Unfcnown. 45 FR 7 O 074 0001 . 80 / 11 / 14 . ip, 

8012090030 Comments on proposed rules lOFROOr 32 , 70 L ISO re licensino 
requirement exemption for contaminated smelted allois licensing 

Informed about 

regulation. 

ATAMfAN,L. Affiliation Unknown. 45 FR 70874 0002 . 00 / 11 / 15 . ip. 

Comments on proposed rule lOCFRSO re CP licensino 

9 “ 7 :'", 9 ?p“"‘S 7 ?wr 3 o!,"'' 45 FR 6 S 847 007 

8012090042 Comments on proposed rule IOCFR 50 re CP licentine 

Comments on proposed rule 10 CFR 50 re CP Itcenslna 
requirements 6 mfg license app 1 ications. NRC should respond 
U Congress by outlining comprehensive safetg review 
conducted during OL U SEP reviews. 

07 ? 99 ° 2 ?i^‘ Electric Co. 49 FR 65 g 47 OtO. 00 / 11 / 18 . 


app. 


80120900 S 6 Forwards comments on proposed rule lOCFRSO re olan to 

5 np“pi«’ r:::r‘ oocu!,!„t divi^ioni ffir 

M/U/ai:"'ip“^ 87 i?i’^ 2 B 7 ''‘"°'' >"'■ *SrH670?9 016 . 

8012090038 Forwards comments on proposed rule lOCFRSO rt Plan to 

8 r 3 “pu„‘ -'“‘■'"'•nt dovi.u.„:%fir 

MU "* N«c Fvao 

4 fp^'^'oU 97 : 283 °""* ®°' ^ 3 FH 670?9 085 . 80 / 11 / 84 . 

C®m«.nt« on propcii rul. lOCFRSO rt M.n to r.^ulr. 

PI 1 !J! ,5 •!“ document d.vi.tiont from 8RP. 

Sirtl FPOvUlon. r. . 0.11 u..r 

S“'''''Gi/it/SS"" 8 j;.'"Ti 9 ?f 8 St.’°'’ ‘•“-"'’S*”"'”'- WFB47019 

8012090071 Comments on proposed rule lOCFRSO re plan to require 
t Applicants to document deviations from SRP. 

Qubstantial concern about need for plan. Plan should be 
narroulq focused. 

07199^279 Edison Co. 4 SFR 67099 023 . 00 / 11 / 25 . 2 pp. 


IS* " 

io^inviP^n^r^ carcasses containing tritium & C-14. No danger 
BOCoK? E Affil ‘li*P<>*^«-Buppcirts rule? 

07196-2 1' 4 5FR67018 052. 00/11/03, Ip 


Comments on proposed rule lOCFRSO re plan to require 
licanseos 8 ? applicants to document deviations from BRp 
Program excseds Congressional intent of FYBO 

#’*'t> 9 ram should be withdrawn. 

07207 45 FR 67099 022 . 00 / 11 / 26 . Spp 
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8012090070 Commtnt* on proposed rul® 10CFR3O re plan to require 
licensees & applicants to docurnent deviations from 8RP. 

Plan constitutes inappropriate use o# Limited inanpouer 
resources in KRC it, industrij. 

WITHER8< B. D. Portland General Electric Co. 45FR67099 021. 
80/11/24. 2pp. 07207:231, 


8012090005 Comments on proposed rule 10CFR50 re plan to require 
licensees it applicants to document deviations from 8RP. 

Plan is unnecessary it could cause severe disruption o# 
regulatory process. 

BCHERERiA. E. C-E Power Systems. 45FR67099 020. BO/11/24. 3pp. 

07307:220. 


8012090089 Comments on proposed rule 10CFR30 re plan to require 
licensees it applicants to document deviations from 6RP. 

Plan extends considerably beyond Congressional intent of 
Section 110 of FY80 authorization bill. 

8ALDAR1NI« J. C. Envlrosphere Co, 45FRG7099 019. 80/11/24. 4pp. 

07207:224. 


6012090092 Comments on proposed rule 10CFR50 re plan to require 
licensees it applicants to document deviations from BRP. 

Plan should remain guidance document far NRC use. 

JONfSjW. C. Omaha Public Power District. 4SFR&7099 015. 80/11/24. 

2pp. 07207:282. 


8012090096 Comments on proposed rule 10CFR50 re plan to require 
licensees it applicants to document deviations from 8RP. 

Proposal should be withdrawn until assessment can be made 
as to necessity of rule. 

UEBER.J.A. Waflhington County Hosp. Nashvi 1 loi IL. 45FR67099 014. 
80/11/25. Ip. 07207:221, 


8012090100 Comments on proposed rule 10GFR50 re plan to require 
licensees Si applicants to document deviations from SRP. 

Proposed plan Is unwarranted t* would serve to sidetrack N«C 
it industry capabilities In questionable exercise. 

KEARNEY* J. J. Edison Electric Institute, 45FR67099 Oil. 80/11/24. 
2pp, 07207:219. 


8012090102 Comments on proposed rule 10CFR50 re plan to require 
licentoes it applicants to document deviations from SRP. 

Program will result in actions which are cumbersome 
overroactlve. 

BRADSURYj R. D. Stone it Webster Engineering Corp, 4SFn67097 000, 
00/11/24. 3pp. 07207:216. 


80'12090105 Comments on proposed rule lOCFRSO re plan to require 
licensees 4: applicants to document deviations from 0RP. 

Revised 8RP should not be baseline document. 

LEDOEUFrR. J. * LAMBfH.R.r UEIDY^A.C. LeBoeufi Lambr Lelby 4< HacRae. 
43FR67099 006. 80/11/24, 3pp, 07207:211. 


8012090108 Comments on proposed rule lOCFRSO re pUn to require 
licensees It applicants to document deviations from ARP, 

Proposal would not be productive. 

DOUCHEYrO. D, Washington Public Power Bupply aystem. 43FR67099 009. 
80/11/20. 5pp. 07207:206. 


0012090111 Comments on proposed rule lOGFRSO re plan to require 
licensees tt applicants to document devlatlans from 8RP, 

Proposal is unnecessary & burdensome to nuclear power plant 
Industry u/o substantive contribution to plant safety. 

ANOERBQNjT.M Westinghouse Electric Corp. 4 SFR 67099 013, 80/11/24. 

2pp. 07207:204. 


0012090117 Comments on proposed rule lOCFRSO re plan to require 
licensees it applicants to document deviations from SRP. 
Proposals are inequitable ib bwrdsnsone, 

UKRia*R. E. Florida Power it Light Co. 45Fn67099 012, 00/11/24, 

4pp, 07207:200. 

8012090120 Comments on proposed rule lOCFRSO re plan to require 
licensees 4: applicants to document deviations from BRP. 
Documentation 4: ^ustl f Ication of deviations from SRP will 
drain industry manpower. 

PETRlCKiN. A. StandardUed Nuclear Unit Power Plant Syitem, 
45FR67099 017. 00/11/24. 2pp. 07207:190. 


8012090126 Forwards comments on behalf of 8horeham Opponents Coalition 
on proposed rule lOCFRSO re plan to require licensees U 
applicants to document deviations from SRP. Plan should 
require documentation of deviations for plants in OL stage. 

LATHAN* 8 B. Twomey* Latham 4: Schmitt. 43FR67099 018. BO/Jl/24, 

Spp. 07207:195. 


0012090132 Forwards* on behalf of Public Svc Co of OK* comments on 
proposed rule tOCFRSO re plan to require licensees Sc 
applicants to document deviations from 8RP. Plan should be 
changed to include post'-Ucens Ing considerations, 

OALCO,J. Isham. Lincoln it Beale. 45FR67099 026. 00/11/24. 4pp. 

07207:191. 


8012090406 Responds to 801010 Itr re possible alternate technologies 
for interim storage of spent fuol.Dry storage would be subj 
to NRC licensing. Forwards NUREO'OS75i Vols 1-3, KOflEO/CR-l223 
it final rule 10CFR7E, W/o NUREOs, 

AHEARliE* J. F. Commissioners. BO/ll/lQ. 7pp. 07200:010. 


— 8012090422 Final rule 10CFR72, ‘“Licensing Requirements for Storage of 
Spent Fuel In independent Spent Fuel Storage Installation." 

Rule covers specific licansing requirements for Independent 
spent fuel storage. 

CHILK*S, J, Office of the Secretary of the Commission. 00/11/03. 
a4pp. 07200:017. 


9012100006 Comments on proposed rules 10CFR30* 32. 70 b 150 re licensing 
requirement BKcmption for contaminated smelted alloys. Rule 
does not address problem of contact u/rad ioac tl ve products 
from mining to reprocessing to recycling, 

UAtlOERT.D. Potomac All iance. 45FR70074 0004. 80/11/18. Ip. 


8012100010 Coo.'isents on proposed rule lOCFRSO re licensing roquiraments 
for pending CP it mfg license app 1 icat 1 ons. «a jor effect of 
rule will bo to increase paperwork burden on both applicant 
it NRC. 

aCHERER.A. E. Combustion Engineering* Inc. 45Fa6S474 005. 00/11/14. 

3pp. 07217:034, 


6012100014 Comments on proposed rules lOCFRSO, 51 8« 100 re remote siting 
criteria for nuclear power p lent t. Requirement 4( 
substance of proposed mod of policy (< regulation re siting 
criteria appear to be arbitrarily established. 

DRAPDURYrR. B. Stone 4c Webster Engineering Corp. 43FR50330 068. 
80/11/17. 7pp. 07217:027, 


0012100020 Comments on proposad rules lOCFRSO, 32* 70 it 190 re licensing 
requirement exemption for contaminated smelted alleys. 

Opposed to exemptl on. Radioactive contamination should not 
be released to industry. 

MOROANjK. 1. Affiliation Unknown, 45FR70B74 0006. 80/11/17. 2pp. 


6012100024 Comments on proposed rules IOCFR50*51 I* tOO re remote siting 
criteria for nuclear power plan fcs . Expresses conearn re 
future growth & development of remote area. Site cannot bo 
mandated to remain remote. 

ARNDTrE.Q. Structures It Components Standards Branch. 4 9FR 503 50 067, 
00/1 1/ie. Ip. 07217:022. 


8012100042 Comments by NS' Hosp-CorneU Medical Cfcr on proposed rule 
10CFR20 ro disposal of liquid scintillation media it animal 
carcasses containing tritium 4: C-'14. Rule will greatly 
decrease cost of burial pro-cedures. Bupports rule. 

BECKER* D.V. Affiliation Unknown, 49Fn670ia 174. 60/11/17, Ip. 

07217:021, 


8012100045 Forwards comment on proposed rule 10CFR20 re disposal of 
liquid scintillation media 4 animal carcasses containing 
tritium U C-14. Suppor ts rule 4 urges swift enactment of 
proposal. 

AUICKNAVITCH* 0. TCI Am»»ricasi tnc. 49FR67019 141. 80/11/14, Ip. 

07217:019. 


-♦*0012100093 Comments on proposed rule I0CFR20 ra disposal of liquid 
scintillation media 4 animal carcasses containing tritium fc 
C-14. Levels under consideration reasonable 6 safe. 

ZULESKlrF. • eALAMA,A. 1. IClAmaricaSi Int. 80/11/04. Ip. 
07217:020. 


0012100054 Motion for denial of NY Atty General 801103 motipn to strike 
portion of aclentlets 4* Engineers for Secure Energy 001006 
suggestions 4: NRDC it New England Coalition on Nuclear 
Pollution 801107 motion to strike all of same. 

HCORANERY, J, P. Scientists «c Engineers for Secure Energy. 

MCORANFRYi 0. P. LeBoevfj Lamb* Leiby 4< MacRae. 0O/JI/10. 9pp. 
07219:008 


•8012100060 Notice of address change for Mrt Todorovich* Executive 
Secretary for Scientists 4 Engineers for Secure Energy, 
MCORANERY. J. P. Scientists & Engineers for Secure Energy. 
MCORANERY* J, P. LelJoeufi Lamb* Uelby St NacRae. 0O/ll/i8. Ip. 

07219:097, 


0012100002 Forwards comments on behalf of Boston Edlfon Co* C-E* 

FL Power t Light Co 4< Houston Lighting 4: Power Co on 
proposed rule lOCFRSO re plan to require Ucenieas it 
applicants to document deviatiors from SRP. 

NEHMAN.W.R. Lowensteln* Newman* Re Isi Axelrad 4t Toll. 45FR67099 010. 
80/11/24, 4pp. 07217:093. 


8012100000 Forwards comment! on behalf of TX Utile Generating Co on 
proposed rule lOCFRSO re plan to require licensees 4 
applicants t« document deviations from SRP, Plan cannot be 
justified as efficient methed of achieving Improvenventi. 

REYNOLDS* M. 0. I HOniN*W. A, Deb evo I ee fc Liberman. 45FR67099 027, 
00/11/24. 6pp. 07217:097, 
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« ntllLtir f <■• tft.pc.al cl II<,uU 

^ containing irlfeit/m i, 

#«r w inclifde de mlnlmu* level 

for foUd r^dta^ctive matls. 

OT^nfois:*^ Affiliation Unkhon/n. 45FR670I8 17^,. 00/11/^17, ip, 

Connients onproposed roU lOCfRaO re disposal of liould 
C-l4^sioo^if" ** carcaeies eontainlnj tritium t 

^ urge* KRC to continue to studu other 
WOETHER ^**5' rfr<iuiTing epee ia I ^dli,posa I. 

Com::;enti on profloied rule lOCFftSO r* dispoial of Houid 
<n*Jla i animal carcasses conta i nlng^trltium & ^ 
uao^ f ^ urge* NRC to continue to itudv other 

ELUOTT. U H *S? •pedal depoeal. 

Ip. ^072?7:Jl3 • 4SP«470IS tt.7. 

fe diipBMl of liquid 

me<lia l« animal carcaite* containing tritium & ^ 
C-H.aoppoPfc, roi, t, N„c to conUnui to .SJdJ otij? 

kill U%'^"^et‘''i' "*“• ■'•lulrlrg •pociol^dJ.pof.l. 

Ipl" b'ziyfJia " "•■«'«> Sekooi. 4 sfr47oib 'as. ao/UFio. 

f. dUpot.l of liquid 

r^fa'a ffl«dia It animal carcattes containino tritium & ^ 

^ contmu* trisSdj otM? 

wioAY^S St^ lSMT ip eda I ^dlapoial. 

e“ir-lp®' 075![7:0u'"- WR^roig 169. 

on proposed rule JOCFRSO re diiposal of liouid 
madia i5t animal carcatae* con tain! nj^^tr i tlum Si ^ 

^ continue to ttudu othe? 

E^ICE^Rt ^ "2^7 requirlns ip.c lal^?;5o« I . 

loJunJ IP. 07i!t?”i!o 

on proposed rule lOCFftSO re dlspoaal of ilould 
^ continue t iSSdJ oiSi? 

“::l°;;';!H:ir;''"®:r-'“'‘“"”"‘-’":”:-" 

& «c«-nt iRoru^ontutton 

waiir'icbi: ISFRASHAA 002. BO/tO/OO. 3,p. 

801210-0137 Comments on proposed rule lOCFnsa p-* pii«km...i ^ 

.ciutiii.tion ..du a'.„Loi c:r.:.i;rco2t:rn?: r?” iSm 

procdduroi uhlct uill nducp ovppull 
^bIfsek B J” •"'•""‘•■••I SUfJort. rulp. 

07217^008:®' '''■ ‘’‘' ■'»FR*70ta 140, 00/11/14. Ip. 

“ifiStillpllSrjiidllV"?"?'’ ’■• aJfpoMl of liquid 

aO/M?'lS: ?”'’‘o7S!7;o04.'^''‘“*" 179. 

072i7;SoS: ao/ii/iB, Ip. 



to follSl I.ad ,J! mJtti? ® oncourag. Agraamant Btatc* 

CQOKe.W.D, Corn.ll Univ. 45FBA70I8 171. B0/U/I3. ip. 07217:001. 


“’‘clStlltaUon'mijlfV'’?"?'' 7« fi.po.al of liquid 

rlia QjJ. i? ««dia S< animal carcaeeee containing tritium & 

Ct4. Situation could arise uhere neither raduaste dlepoial 
JUpoial iltee uill accept scintillation. 
07217^03^ Louisville, Univ. of. 43Fft6701B 170. 80/11/19. Ip. 

601210016B Comments on proposed rule lOCFRao re disposal of llauid 

J-M siiJoi?; coot.inio,%”;i2; a 

^ continue to study other 

hELLEiM requiring special disposal. 

elnut'o ip • o;«J:oSr ‘6’- 

®°«!ntlllatiT«iJlS'‘«.'’''°f°*f'‘ ‘0'™®0 70 diipocal of liquid 

rlia i.V "'•da «t animal carcasses containing tritium U 

aS/U/;7''"Sjp'”’5?|?5:*S90.‘"' ' 

®'^«l2t!uati™*«i3i!V'”‘“f°‘f'' 70 diipo.al of liquid 

C.-14 «><dla «t animal carcasses containing tritium tt ^ 

• «t*pt4Ha radioactivf dote to anviron uill 

OL0V£R*H BuIliuVai Itotape uttrt. 

ao?n?H: Ij; S72?7”SBe°'''' «'*•'>'••■ «FRA7018 19A. 

®“«tStlllaUor«i5irA'’'’‘’f°V'’ of liquid 

^ ^edia & animal carcasses containing tritium tc 

“r"* '"’® “"“"X* ttudg on 

dliposal of otJidf louj Icvffl U4it9ft« 

PATEL, B. Vet. Admin. Hosp. 8t. Louis, KQ. 45FR6701B 195, BO/ll/iO. 

lif^'072l7*0b^''"'^"' Louis, MO. 43FR6701B 194. 80/11/10, 

10CFR20 r. disposal of liquid 

C-14 null^.^1?! containing tritium U 

rule!” ^ ^•cllltate safe disposal of uaste. Supports 

^7217^0^! f^^^higan, Univ. of. 49FR67O10 153. 80/11/17, Ip. 

9j'^'"*Ats on proposed rule 10CFR20 re disposal of Hnuid 
carcasses containing tritium l< ^ 
comhLifcy22*i5 ! *hooU be performed to assure complete 
combustion of f luors. Supports rule. ^ 

072l7f58!).^' ^"‘x. of. 49FHA7018 140. BO/lt/04. Ip. 

®“«i^lllatjn;'Z«<rA’’''“f°’?'' •0=''''S0 7. ditpotal of liquid 

r 2'***^**®>' media It animal carcasses containing tritium l< 

C-i4. Supports changs for disposal of liquid scintillation 
NACKCNZieV5*”^/!*''J*'' ‘D**® ••nltary^ewer sys. 

Laboratories 

10CFR20 re disposal of liquid 
t' •nin'ai carcasses containing tritium Ic 
C-14.RuIe uould eliminate costs of waste disposal. Supports 

072I?^053*^’ 147. 80/11/17. ]p. 

10CFR20 re disposal of liquid 
^ animal carcasses containlng^tr 1 tium it ^ 
necessity of differentiating certain uastes 
TWAlIr S*E applications. 

Bwu/i”. *' «™*7<'‘8t92. 

10CFR20 re disposal of liquid 
animal carcasses containing tritium «t ^ 
ba*i«^JJJhI2 NRC le mating decision on economical 

anviron basis. Opposes rule. 

^oyiarf ooi! 49 fr 67018 tsi, BO/ii/17, ip. 

^^i?tSt?ilauSnii3i!Vrf 10CFR20 re disposal of liquid 
C-14. rlil carcasses containing tritium «t 

BASSlNOTHMArOHT Washington,. Univ. of. 45FR67016 130. 80/11/14. 



WONDOCKETED ITEMS 


60181002^6 Commvntf on propas«tf rulv 10CFA80 re dispo«4l t»f liquid 
iclnti 1 l4t ion 'in«d l4 anltna] carcasi^vs containing tritium tc 
C-14.Ruie uould rtduce vol of radwa^tc to bo shipped to 
burial ground. Suppor ti rule. 

SMILEY. D.C. Virginia Tech. 43FR670ia 149. QO/U/ie, Ip. 

07817: 030. 


6012100233 Commenbi on propoied rule 10CFA20 re dttposal etp liquid 
tclntlllation media It animal carcaeies containing tritium Ic 
C“14, Support* rule. 

BURT.D.R, Margland, Univ. of . Baltimore. 45FR6701BH9. BO/lt/lB- 
Ip, 07217:049. 


B012100237 Cominent* on proposed rule lOCFRSO re disposal of liquid 
scintillation media tt animal carcasses containing tritium It 
C-J4. Support* rule. 

HIOEON. C. J. Johns Hopkins Medical Institutions Ba ) timore. HD. 
49FR670ie 144. 80/ll/'14. ip. 07217:040 


8018100240 Comment* on preposed rule LOCFRSO re disposal of liquid 
scintillation media l< animal carcasses containing tritium It 
4. Supports rule. 

ORlFFIMiE. E. Texa*. Univ. of. Dallas. 43FR&70ia 143. 60/11/13. 

Ip. 07217:047. 


6018100243 Comments on proposed rule lOCFRSO re disposal of liquid 
scintillation media It. animal carcasses containing tritium U 
C-14. In absence of universal ac c »p tanc *• such orastes mag not 
be accepted bg raduraste disposal contractors. Bupports rule. 
KAfleHALLrC.H. New York Univ, Medical Center Mew York i NY, 4SFR6701B 
14S. ao/il/li. ip. 07217:046. 


6018100291 Comments bg Veterans Administration Medical Ctr« Chieagoi ti. 
on proposed ruls lOCFRSD re disposal of liquid 
scintillation mtdia Ic animal carcasses containing tritium U. 

C~14. Supports rule. 

U1LLIAM3. 0. A. Affiliation Unknown. 49FR670ie 199, 60/11/06. Spp. 

07817:044. 


601S1>00297 Comments bg Ooleta Banltarv District on proposed rule 
10CFR80 re disposal of liquid scintillation media It animal 
carcasses containing tritium I; C-14. Opposes rule. 

UlONOT. R.E. . DAVISiS. J. r URIBE. J.D. California. State of, 49FR670ie 
iSB. QQ/ll/12, 2pp. 07217:048. 


6012100263 Comments bg Rockefeller Univ on proposed rule 10CFR20 re 
disposal of liquid scintillation media It animal carcaseet 
containing tritium Ic C-M.Rule will relieve undue physical 
Ia financial burden. Gupp or ts rule. 

LEOERBERO. J. Affiliation Unknown. 49FR67016 161. 80/11/14. Ip. 

07817:040. 


6018100270 Comments bg Santa Clara Valleg Medical Ctr on proposed rule 
10CFR20 re disposal of liquid scintillation media It animal 
carcasses containing trlti-um 1; C‘‘i4. Supports rule It urges 
NRC to continue to look for wags to dispose of uastes. 

HCLAUOHUINi W. T. Affl I lat 1 on Unknown. 49FR67018 168. 80/11/14. Ip. 

07217:040. 


6018100278 Comments bgi American Council on Ed on proposed rule LOCFRSO 
re disposal of liquid scintillation media It animal carcasses 
containing tritium U. C-'ld.-Hodi re clarification of animal 
carcasses & disposable items should be included, 

STElNflACMi a. E. Affiliation Unknown. 49Fft67O10 148, 80/11/17, 2pp. 

07217:038. 


9018100640 Transcript of Commission 601186 public meeting In 
Washlngtoni DC re BECY-B0-474/474A & 10CFR60 concerning 
licensing procedures for disposal of high level waste In 
geologic r sposl tor let. 

* Commissioners. 00/11/86. 06pp. 07217: 104. 


B012L10021 Comments on proposed rule 10CFR2 re pel leg l< procedure for 
enforcement actl ons. Opposes beavg fines. 

SCHUMACHER/ J. L. Calumet Memorial Hosp. ChiltotiiMI. 4SrR66794 026, 
80/11/29. Ip. 07286: 094. 


8018110029 Comments bg Dept of Health on proposed rule 10CFR20 re 
disposal of liquid seintlUation madia it animal carcasses 
containing tr 1 tium & C-i4. 8up por ts proposal, 

ANDERSON. L. F. Utahi State of. 4gFR670ia 196. 00/11/20. Ip. 

0 7826:093. 


8018110044 Comments bg Dept of Natural Resourcas on proposed rule 
tOCFR20 TO disposal of liquid scintillation modla> animal 
carcasses containing tritium I; C-^14, Ang storage or burial of 
raduaste at OA must complv w/state rules & reguletions. 
KOCANiB.A. Georgia I State of. 49FR6701B 183- 80/11/16. ip. 

07826: 092. 


8012110091 Comments bg North Shura Univ Hosp on proposed rule IOCFR20 
re disposal of liquid scint ill atlon media & animat carcasssi 
containing tritium h C^'ld. Supports rule. 

SZILAOYI/A. Affiliation Unknown, 4SFR670ia 236. 80/11/20. Ip. 

07886: 051. 


6012110062 Comments bg Pharm- Mfgs Association on proposed rule 
L0CFR20 re disposal of liquid scintillation media L animal 
carcasses containing tritium 4c C-14, Rule would allavlate 
regutatorg 1. financial burdens re d i sposal. Supports rule. 
ADAHS/J.O. Affiliation Unknown. 4 9FR67018 243. 60/11/24. 2pp. 

07836: 049. 


6012110067 Comments bg CLtg of NY Dept of Health on proposed 
rule 10CFR20 re disposal of liquid scintillation media L 
animal carcasses containing tritium 6 C-t 4. Approves overall 
objective & Intent of role ui/listed qua 1 1 f 1 cations. 
FERRER*R,A. New York, NV. 45Ffl:670l8 246. 80/11/17. 3pp. 

07826; 046. 


6012110079 Comments bg Univ of MO Hosp on proposed rule 10CFR20 re 
disposal of liquid sc 1 nti I lab 1 on media it animat carcasses 
containing tritium & C~14, Rule will save public costs. 
Radioactive disposal vol outweighs radioactive releases. 

HOUK. J.L. Affiliation Unknown. 4&FR670ia 247. S0/ll/i9. Ip. 

07886: 049, 


80181 lOOBl Comments bg Natl Cancer Xasti Baltlmare Research PrografUi on 
proposed rule t0CFR20 re disposal of liquid scintillation 
media be animal carcasses continuing tritium U, C-14. Concurs 
w/NRC rule changes. 

BACHUR/N. R. Health It Human Services, Dept. of,. 4&FR67Q18 258. 
60/11/21. Ip. 07226:044. 


8018110094 Comments bg Dept of Human Resources on propased rule 10CFR2i 
re disposal of liquid scintillation media b: animal carcasses 
containing tritium C-*14. Favors changes/ however raises 
questions re chemical problems. 

OaBORNE/R.P. Kentuckg. State of. 49PR6701G 860. 60/11/86. Spp. 

07226:048. 


8012110109 Comments bg Sterling Drug Inc on proposed rule 1DCFR20 re 
disposal of liquid scintillation media Ic animal carcasses 
containing tritium it. C'<14. Recommends rule be finalized 8i 
restrictions llberallied for other rad 1 onucl Ldei. 

AN 2 ALONE. A. E. Affiliation Unknown. 45FR6701B 293. 80/11/81. Ip. 

07886:041. 


9012110116 Comments on proposed rule 10CFH20 re disposal of liquid 
sc i nti 1 lat ion media it animal carcasses containing tritium 6 
C~14. Opposes rule. 

ILCHARDT/J. Affiliation Unknown. 45FR670ia 290. 80/11/80. Ip. 

07187:001. 


9018110139 Advises recipients of corrections to comments on proposed 
rule lOCFRSO 45FR6701 9. Comment Number 161 miscategor I t ed. 

Comment should be Number 89 under t0CFR8C49FR6679-41. Number 
181 will not be used again under t0CPR80C45FR6701BI. 

« Docketing 4; Services Branch, 45FR67Oi0. 80/18/02. ip. 

07107:001. 


9012110139 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media tt animal carcasses containing tritium U 
€<"14. Proposal should be rejected due t-o hazards presented 
to public health. 

DOUCHTYiJ. Affiliation Unknown. 49Fn670ie 845. 80/U/10. 3pp. 

07187:001. 


6018110140 Responds to FQIA request for sis categories of info re fire 
protection requirements in App R to 10CFR9D. Forwards draft 
reptt 'Tire Protection for Colocated Elements of Redundant 
Dtvsr*' which will be placed in PBR. 

FELTON, J. M. Division of Rules and Records. 80/12/03. Ip. 

07283: 346. 


— 00181 10197 Foruards preilminarg draft rept» *'Flre Protection for 
Colocated Elements of Redundant Divs. 

CAMPBELL, J. A. Oage-Babcock Associates/ Inc. 7917-3. 79/00/07. I-; 

Ip. 

—0018110164 Preilminarg -draft ropt, 'Tire Protection for Colocated 
Elements of Redundant Divs. 

* Oage-Oabcock Assoc iatesi Inc. 79/00/07. 89pp. 

8012U0146 FQIA request for sIk categories of Info re fire protection| 
requirements in App R to 10CFR90. 

HATKIKOrM. , Debevolse 4< Liberman. 80/11/10. 2pp. 07283:347. | 
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8012310447 Corsfflfints on proposed 10CFR20 re dispo^-al of liquid 

scintillation fjL animal carcam«e& ccntalnir >9 tritium tc 

C-14.MorB appropriate disposal method uiould be atovc-groond 
storage In metal drums or bins after waste is mined u/lime. 

VAUOMAU* R. C. Affiliation Unknown. 45Fn670t8 244. 60/11/22 2 pp 
fiT I in V ' nn 1 • r i- < 


8012110195 Comments on proposed rule 10CFR20 re disposal of liquid 
sclnti nation media it animal carcasses containing tritium & 

C~14. Endorses proposed rule. Urges that rule be made 
effective as soon as possible. 

HOROANi J. T. National Naval Medical Center Dothesda,MD. 4SFR670I8 
261. aO/ 11/25. 2pp. 07226:027. 


8012110149 Comments by Medical Univ of SC on proposed rule tOCFRSO re 
disposal of liquid scintillation media 6 animal carcasses 
cantainlng tritium C— 1 4, Suppor ts proposals, 

NISE. J. D. Affiliation Unknown. 43FR670t8 213. 80/11/21 One 


8012110150 Responds to 800730 suggestion that C&moisslon reconsider or 
clarify 800619 ‘'Statement of Pol 1 c y : Fur thor Commission 
Outdance for Power Reactor OLs. " Forwards 801103 denial of 
VCS & Shoreham Oppanents Coalition request far stay. 

AMEARhc, J. r, Commi ss loners. 80/11/19. Ip. 07223:349, 


8012110161 Order denying (JCS 6 ahoreham Opponents Coalition request for 
stay of Commission "Statement of Policy ; Fur ther Commission 
Outdance for Power QLs, “ Separate Commissioner vlous end. 

CHILWfS. J. Office of the Secretary of the Commission. 80/11/03 
15pp. 07223:350. 


80I2I101S4 Co/nments on proposed rule 10CFn20 re disposal of liquid 
scintillation media t animal carcasses tontafning tritium 8e 
C~14.Rule should include 0.05 uCl/g Bactoe blood 
cuUuremedla containing C-1 4. Supports rulo. 

0nD33» M, Vet. Admin, Medical Center Ann ArboriMl, 45FR670'1B 242 
80/11/21. Ip. 07226:037 


8012110160 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media it animal carcasses eantalning tritium tt 
C-14. Safety of low level radiation has not been estabiishsd 
Opposes rule. 

MINT2,S. L. Affiliation Unknown. 45FR670IB 241. 00/11/20. lo 

Q7i^7 • OOl 


6012110166 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media t animal carcasses containing tritium & 

C~14. Rule should include other rad ionoc 1 i dosi C“t4 blood 
media ic Cr-5i . Supports rule. 

eCKHAUSERiF. Vet. Admin. Medical -Center Ann Arbor.iMl. 4aFn670lB 
240. eO/11/21. ip. 07?26r036, 


8012110170 Comments on proposed rule 10CFR20 re disposal of liquid 
media ii animal carcasses containing tritium Ic 
C~ 1 4. Envi r on impact should not pose enu undue concern. 

Supports rule. 

^^l^ftiF. O. Ohio State Univ. 45FR67018 239. 80/11/21, ip. 


0012110173 Comments on proposed rule 10CFR20 re disposal of liquid 
n':*!) ciedla 4: animal carcasses containing tritium it 

C-14. Oispos i ng of raduaste in sanitary sewer sys should not 


be permitted. 

HICK&j B. 0. Affiliation Unknown. 
07226: 034. 


45Fn670ie 291. 80 / 11 / 20 . Ip. 


6012110176 Comments on proposed rule IOCF«20 re disposal of liquid 
media it animal carcassas containing tritium ti 
C"I4, Supports rule. 

a4r“ao>n/a"“*??,®’oyiM!’o33"’'‘‘“' -'spR^ois 

8012110180 Comments on proposed rule lOCFRaO re disposal of liquid 
media tt animal carcasses containing tritium U 
C~l4.Jrges speedy adoption of proposed rule & expansion to 
include other isotopes. 

JsfIwJ'ih In Mndicine. 

45FR670ie 248, 80/11/21, tp. 07226:032. 

Cofnmsnts on proposed role 10CFR20 re disposal of liquid 
scintillation media U animal carcasses containing tritium Ic ^ 

C-14. Supports rule. 

COOLEYj^L^R^ ^Maryland I Univ. of. Balti/iorc. 4SFR67018 263. 80/11/21, 


80*2110188 Comments on proposed rule 10CFR20 re disposal of liquid 
media <c animal carcasses containing tritium it ^ 
C-iyPeople would violate guidelines under more lenient 
controls. Opposes rule, 

07^87^001^’ Affiliation Unknown. 49FR67Qie 282. 80/11/30. Ip. 


Asfuclation on proposed rule 10CFR20 re 
disposal of liquid scintillation media 4= animal carcasses 
I ^ Supports proposal. Basic problem 
sluSof fSV*l deflnltlen of radwaste matl. 

07226 ^ 029 !^ ■ 45FR670lfl 224. 80/11/19. 2pp. 


0012110190 Comments on proposed rule 10CFR20 re disposal of liquid 
media 4; animal carcasses containing tritium & 
C“i4.Rul« ulll ihelp generate program that will result In 
significant savings for univ. Supports rule. 

Alabama, Oniv. of,. 4SFR6701Q 259. 00/11/21, 2pp. 

0722A: 03ft 


t It i t IT firwjiwiiwg ruiB iui.rn.iu re oisposal of 

sc inci i lation media & animal cercasses containing tritium 
C-14. Changes ulfl achieve better cost ef f ec tl venass for 
waste processing. Urges adoption of proposed changes. 
£IEK£RiP.L. Purdue Univ. 4SFR670ia 250. 80/11/21. Ip, 


1 iquld 
it 


07226:024. 


6012110204 Comments on p*c>:o:.fu' fuie 10CFR20 re disposal of 
media it animal carcass** containing tritium 
C-14. Suggests expansion of program to permit similar 
disposals of numerous other Isotopes used. 

WalHnckrodt, Inc. 45FR670ie 257. 60/11/21. 

V / SSot v23« 


liquid 

it 


ip- 


w, .w«„ r.u»p oupiity uorp on proposed rule 

lOCFRBO re disposal liquid scintillation media it animal 
carcassas containing tri tlwm C-14. Supports proposal. Favors 
drytsolld contaminated w/C-14 or H-3. 
07225*325' Unknown, 45FR670ia 226. 00/11/19. 2pp. 


media & animal carcasses containing tritium it 
c-14, Supports rule 4i urges NSC to continue study to reduce 
requiring special disposal. 

80 /U/I 0 


.-i.kTii IT VH 19 iuurnrtu re oisposai Of li 

^ B ^ animal carcasses containing tritium it 

C-14. Role should Include de minimus level for lalld 
watls based on isotopes radiotoxicity, 

nn/iVToK Tucson, AZ. 4SFR67O10 253. 

au/ii/«25. Ip. 07225:323. 


.7 T i\*»«arcn on proposed rule lOCFR! 

disposal 0 # liquid scintillation media it animal carcasses 
containing tritium 4x C-14. Supports propotql. 

'Affiliation Unknown. 45FR67018 222. 80/11/14. 

U7S2S : 321 . 


2pp. 




."r'rTT :r rui* iuurK*fg re oiiposai of li 

scintillation media 4: animal carcasses containing tritium 4* 
C-14. Rule should be modified to Include de minimus level for 
matU based on rad lotoxic Ity. 

07225^319 Unknown. 45FR67018 205. 80/11/24. 2pp. 


8012110241 Comments by AssocUtion of American Medical Colleges on 
proposed rule lOCFfl20 re disposal of liquid scintillation 
media t animal carcasses containing tritium it C-14. aupports 

total problem. 

eo/ll/l?:* 48FR67O10 aa-il. 


*^ 7 ;, comments on proposed rule 10CFR20 re disposal of liquid 
^*^^‘**’ media 84 animal carcasses containing tritium It 
c-14. Proposal does not consider cumulative effect on public 
health.NRC shows no scientific bases for new cutoff level 


a0l2UO262 Comments on proposed rule l0CrR20 re disposal of liquid 
scintillation media it animal carcasses containing tritium 4i 
C-14. Supports proposal, 

ni/ o Radiology. 4SFR670ia 22S. 

80/11/21. 2pp, 07225:307, 


8012110270 Comments on proposed rule 10CFR20 re disposal of liquid 
media V animal carcatsei containing tritium it 
C-14. Supports proposal. Suggests extension to cover other 
organic radvaste. 

60/^ 1/20^ ^2 ^^^07225^305 ^ Laboratories, 49FR67018 227. 



NONDOCKETED ITEMS 


3E 


eoisl tOP73 Commant^ on proposed rule 10CFR20 r« dl«pD»al of ll<(uid 
eclntl I lotion medio & onlmol tercoesve containing tritium ft 
C-14. Supports proposal . Favors extension to cover other 
ieotopas, 

CORRlOAUrl^ W. Foster 0. McOrnw Kosp. Chtcagoi IL. 45FR&70tB 228. 
80/11/21. 8pp. 07SSS:303. 


8012110884 Comments on proposed rule lOCFRSO re disposal of liquid 
scintillation media t: animal carcasses containing tritium St 
C**! 4, Supports rule. Urges NRC to continue to study uags 
of reducing lou level waste requiring special disposal. 
I^ARNEG^BEr n. A. St. Louis Univ. Medical Center St. Lauls<H0. 
49FR670ie 179. 80/11/ 10. Ip. 07225:301. 


8012110868 Comments on proposed rule 10CFR20 re diepoeal of liquid 
scintillation media It animal carcasses containing tritium & 

0*^14. Cither means of el Imlna tiont such at tnc ineratloni would 
cause no environ or public health consequence. Supports rule. 
LAMBREMOhfr. E. N. Louisiana State Unlv. 4SFR&701B 177. 80/11/18, 

tp. 07285:300. 


6012110^93 Comments on proposed rule lOCFRSO re disposal of liquid 
scintillation media it animal carcasses containing tritium it 
C-14. Supports proposal. Proposal should alto cover other 
raduas te. 

O^BRlENtM. J. Washington. Unlv. of. 45FR670t8 214. 80/U/18. 3pp. 

07225: 290. 


6012110296 Comments on proposed rule lOCFRSO re disposal of liquid 
scintillation media It animal carcasses containing tritium It 
G-i4. Urges consideration of fragile nature of groundwater 
sgs ^ land-use/ land-d Ischarge relationship. 

MEYLAND.8. New York. State of. 45FR67018 21B. 80/U/21. 2pp. 

07225:288. 


B0l21i0310 Comments on proposed rule lOCFRSO re disposal of liquid 
scintillation media it animal carcasses containing tritium & 

C-*l 4. Supports proposal. 

KATSiKISrB. Burroughs Wellcome Co. 4SFn67OI0 217. 80/11/19. 2pp. 

07225: 286. 


8012110312 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media it animal carcasses containing tritium it 
G-M. Supports proposal. Favor 1 extension to cover other 
c«<rmonlg used radiotracers. 

PATTONt D. D. Arlionar Univ. of. 45FR6701B 219. 80/11/21, 2pp. 

07225: 284. 


B0121 10317 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media animal carcasses containing tritium it 
C"! 4. Supports pr oposal , Expresses concern re companies 
without access to EPA-approvcd incinerator. 

LUTZrH.U. McHell Laboratories. 45FR67018 223, 80/11/21. 2pp. 

07225:282. 


8012110319 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media & animal carcassas containing tritium it 
C*'14. Supports proposal. Favors extension to cover other 
rad lonuc 1 ides. 

SRBSEOSfR, W. HH9i Dept, of, US Public Health Service. 45FR6701G 
221. 80/11/21. 3pp. 07225:277. 


8012110323 Commentf on proposed rule 10CFR20 rt disposal of liquid 
scintillation media it animal carcasses containing tritium Sc 
C-14. Supports proposal. 

PETTlNOAc C. W. Eli Llllg it Co.. LlUg Research Laboratories Dtv. 
49PR67018 231. 80/11/20. 3pp. 07225:274. 


B012110326 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media V animal carcasses containing tritium 
C-14. Buppor ts proposal. 

DISALVO. R. Johnston Labs. 45FR67018 216. &0/11/J7. 8pp. 

07285:272. 


8012110331 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media & animal carcasses containing tritium St 
C-14. Supports proposal. Prob iemi associated w/Hquid 
scintillation counting are not eliminated. 

MURPHV.O.L. Oegrgla. Univ. of.. 48FR67018 230. 00/11/20. 2pp. 

07825: 270. 


8012110334 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation msdla it animal carcasses containing tritium St 
G-14, Supports propose 1 . Favors extension to cover other 
ISQtopes; 

l>URKQ6H,e. D Pittsburgh. Univ. of. 45FR6701S 218, 80/11/19. 2pp. 

07225:268. 


8012110337 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media it animal carcasses containing tritium (< 

C-L4. Present burial policy for raduaste will continue. 

Requests further info re proposal. 

JACKSCid.O. L, Harrisburg Hosp. Harrisburg. PA. 43FR67018 232. 
80/11/19. 2pp. 07225:266. 


8012110344 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation ^edia animal carcasses containing tritium 6 
C-t4. Supports approval of all radioactive limits & loots 
forward to addl revisions re other radioisotopes. 

FLINT. S.M. Nev England Nuclear Corp. 45FR67D1B 234. QO/tt/21. Ip. 

07225; 265, 


0012110365 Comments on proposed rule 10CFR20 re disposal of liquid 
tc int 1 1 latlon media it animal carcasses containing tritium h 
C-14. Rule will reduce risks by eliminating environ Impact 
of transporting waste matls 4c exposure. Supports rule. 

SHAPIRO, J. Harvard Vnlv. 45FR67018 235. 00/11/21. Ip. 07229:264. 


8012110975 Comments on proposed rules lOCFRSO. 32, 70 6 150 re use of 
loui eiirlched U as contaminant in metal s. Qp p oses rule, 

SPILKA, E. Affiliation Unknown. 4SFR70B74 0022. 00/11/24. Ip. 


0012110583 Comments on proposed rules lOCFRSO, 32. 70 it 150 re licensing 
requirement exemption for contaminated smelted allogs. 

Byproducts of enrichment process are all emitert of alpha, 
beta it ganma rays. Opposes rule, 

OOSIK. 6. Affiliation Unknown. 45Fn70874 0021. 00/11/21. Ip. 


8012110648 Comments on proposed rules lOCFRSO, 32i 70 It 150 ra returning 
radioactive scrap metal to market as uncontrolled metal. 

Opposes rule. 

OSBORNE, J. Affiliation Unknown. 45FR70B74 0020. 80/11/20. Ip. 


6012110664 Comments on proposed rules lOCFRSO. 33. 70 It ISO re releasing 
contaminatad matls for unrestricted use in consumer goods. 

Opposes rule. 

OASSiR. Affll latlon Unknown. 4SFR70874 0019. 00/11/35. Ip. 


8012110690 Comments on proposed rules 10CFR30. 32. 70 It 150 which would 
be exempt from licensing & regulatory requirements persons 
who receive possess, use of transfer Tc-99 or low enriched U 
as residual contamination in smelted ai log. Opposes rule. 

HEDMAW, 8. Affiliation Unknown. 43FR70B74 0013. 80/11/24. Ip. 


8012110/06 Commentt on proposed rules IOCFRsOi 33i 70 It 150 which would 
allow possession, use It transfer of low enriched U at 
contaminant in metals. Gp poses rule. 

FOOELEON. A. Affiliation Unknown. 45FR70a74 0017. 80/11/26- Ip- 


8012110724 Comments on proposed rules lOCFR30i 32. 70 It ISO re licensing 
requirement exemption for contaminated smelted alloys. 

Opposes rule. 

ERLICK, U. Affiliation Unknown. 45FR70874 0016, 80/11/28. Ip. 


8012110744 Comments on proposed rules 10CFR30. 32. 70 it J30 re exemption 
of licensing requirement for contamlmabed emelttd alloys. 

Opposes rule. 

MINDL1N,H. Affiliation Unknown. 4SFn70874 0019. 00/11/26. Ip. 


8012110783 Comments on proposed rules 10CFR30. 32, 70 6 150 re licensing 
requirement exemption for contam-inated smelted alloys. 

Contaminated scrap should be burled In one place. Hfg scrap 
should be marked w/red 4; yellow warning labels. 

JACODSGN.N. AfflUatlon Unknown. 49FR70a74 0014. 80/11/26. Ip. 


8012110798 Comments on proposed rules 10CFR30r 32, 70 Ic 150 processing 
contaminated metals for mfg of consuner 6/or capital 
equipment produc ts. Hazards from low level exposure have not 
been determined. Opposes rule. 

ORAOY, O. Rhode Island Public Interest Research Group, 49FR70B74 
0013. 80/11/24. 2pp. 


8012110615 Comments on proposed rules 10CFR30, 32. 70 Ic 150 ra licensing 
requirement exemption for c ontamlna tad smelted alloy. 

Opposes rule. 

JQFPA. J. Affiliation Unknown. 4 5FR 70874 0012. GO/U/25, Ip, 


8012110825 Comments on proposed rules lOCFRSOi 32t 70 it 150 axampting 
from licensing or regulatory raquiramenis any person who 
receives, uses or transfers low enriched U as residual 
contamination smelted al loy. Op posts rule. 

KEh*6lEDY,fl.E. Affiliation Unknown, 4SFR70B74 0011. 0O/U/24. Ip. 


8012110633 Comments on proposed rulae 10CFR30, 32, 70 l< 150 exemptfrg 
licensing It regulatory requirement for any person who 
receives possesses or uses low enriched U as residual 
contamination in smelted a I loy. opposes rule, 

LEPKOWBKIrO. Affiliation Unknown. 49FR7oa74 0010. 80/11/24. Ip. 
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SOl21lOa+4 CoLTiments on propoued roloa iOCFR30, 33. » 70 St 150 exompting 
fron licsnsing L regulation Tc-*7“?. No safe level of 
rad i a t i on. Rad 1 at i on ha^ cucnuiative ef feet. Oppoaes rule. 

LEPKOySKI. H. Affiliation UnVnoun. 45FR70a74 0009, 80/11/34, Ip. 


6013110S52 CofT^Tients on propoaed ruiea lCCFR30i 32i 70 S. 150 re eiemptlon 
from llcenaing or regulator!; rei^uirenanta for persona 
r ece Iving. possBBi i ng. U3 i ng or traniferring Tc-*?^ 
contaminated produtti. iPr ate b ts rule, 

SCHUMACHER. J. Affiliation Unknown. 45FR70a74 OOOB. 80/11/23, Ip. 


S012130101 Comments on proposed role 10CFR2f> re disposal of liquid 
scintillation media S< animal carcasses containing tritium St 
C-14. Supports proposal. Suggests proposal be extended to 
include addl isotopes, 

HOLEMAM.O-R. yaleUnlv. 45FR6701B 207. 80/11/21. Ip, 07230; 233, 


8012120104 Coaiments on proposed role 10CFR20 re disposal of Liquid 
s< 1 ntil lat 1 on media & animal carcasses containing tritium b 
C- 1 4, Supports proposal. 

FEIR, D. J. St. Louis Univ. Medical School. 45FR67018 208. 80/11/10 

Ip. 07230:232. 


8012120003 Cociments on proposed rules 10CFR30i 32* 70 L 150 re exemption 
of licensing for smelted alloi^s.Rule is irresponsible Sc 
reckless. Pr otests rule. 

FHEED-THALL. P. Affiliation Unknown. 45FR70874 0007. SO/ 1 1 723. Ip. 


B012120G05 Comments on proposed rule 10CFR20 re disposal of liquid 
scintlllatloa media 4i animal carcasses containing tritium & 
C-14.Rul6 is excellent step in better allocation of money tt 
burial space. Suppor ts rule. 

FLUKEiD. J. Duke Univ. •15FRA701B 236. 80/11/19. Ip. 07227:345. 


8012120007 Gemmenbs on proposed rule 10CFR20 r« disposal of liquid 
scintillation media L animal carcasses containing tritium h 
C"14.Rulf would alleviate shortage of waste burial capacity 
risks involved in transportation of wastes. Supports rule. 

TRCINISHi M. J. Abbott Laboratnr les. 45FBA70Je 237. 80/11/18. Ip, 

07227:344, 


0012120013 Cammenti on proposed rule 10CFR20 re disposal of Liquid 
scintillation media 4 animal carcasses containing tritium It 
G~1 4. Supports rule. 

SAMMONS* .1. H. American Medical Association. 45FR67O10 184, 
80/11/18. 0pp. 07187:001. 


G0121S091B Comments on proposed rule 10CFR20 re dlspctaal of liquid 
scintillation media animal carcasses containing tritium U 
C-14. Preamb le to final rule should state that f edera 1 > sta te 
U local requirements would be applicable. 

FIDELMAIHS. J. Merck Sharp Dohme. 43FR670IQ 185, 80/11/19, 2pp. 

07227:342. 


8012120036 Forwards comments on proposed rule 10CFR20 re disposal of 
liquid scintillation media L animal carcasses containing 
tritium 8( C-14. 

0 '■BRIEN; M. J. Washington. Univ. of. 45FR670I8 884, 00/11/23. 3pp. 

07830:293. 


8013120039 ComjTsents on proposed rule 10CFR20 re disposal of liquid 
scintillation media L animal carcasses containing tritium & 

■C-14. Rule fails to address impact on incineration as waste 
disposal method L total scope of pract I c es. Sup por ts rule. 
RAhPYiL.W, Dow Cltemlcai Co.. Dow Chemical U. B. A, Olv. 43FR670ie 
233. 80/11/21. app, 07230:292. 


601312G044 Com'mants on proposed rule 10CFR20 re disposal of liquid 
scintillation media L animal carcasses containing tritium L 
C-1 4. Supports proposal. 

LUeDWe-J). Veterans Admin tstra t Ion. 4SFfl67O10 209. 80/11/10. to. 

07230:291. 


B012120071 Comments on proposed rule 10CFR20 ro disposal of liquid 
scintillation media animal carcasses containing tritium 6 
C“l4, Proposed concentration limits for tritium U C-i4 
should be Increased to 0.1 or 0.2 uCl/g. 

DETORIE.N. A. Southern llltnois Univ. i School of Medicine. 49Fn67018 
182. 80/11/13. Ip. 07230:278. 


8012120076 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media it animal carcasses containing tritium ii 
C- 14. Supp orts proposal. 

OARTLERiS. M. Washington. Univ, of. 43Fn67Ol0 203. 80/11/20. Ip, 


8012120085 Comments on proposed rule l0CFfi20 re disposal uf liquid 
scintillation media 4t animal carcasses containing tritium & 

C- 14. Supp orts proposal. 

FLUKEi D. J. , KAMiMiH. Duke University Medical Canter, 45FR6701Q 204 
80/ 1 1/20. Ip. 07230:256. 


8012120092 Comments on proposed ruU I0CfR20 re disposal of liquid 
scintillation media animal carcasses containing tritium it 
C-14. Supports proposal. Suggests rule be extended to include 
chemical 6 biological natls. 

MlLLERi D. R. I LEASIAi L, T, Northwestern i/nlv, 45FR67018 205 
80/11/18. Ip. 07230:250. 


0012120096 Comments on proposed rule 10CFR20 re disposal of Liquid 
scintillation media L aidmal carcasses containing tritium L 
C-14. Supports proposal. 

Ip ^^^07 230 239 Nuclear Corp, 45Fn670l8 206. 80/11/21, 


8012120109 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media 6 atilmal carcasses containing tritium U 
C-14. Supports proposal . Ac tlon should apply to other dry L 
liquid wastes. 

FINST0M*R.A. Stanford Univ. 4SFR670iB 199. 80/11/17, in. 

07230; 226. 


8012120115 Comments on proposed rule i0CFR20 re disposal of liquid 
scintillation media 6 animal carcasses containing tritium U 
C— 14. Supports proposal. Other commonly used radionuclides 
should be Included. 

HARTMANpJ.D. Warner-Lambert Research Institute. 45FR67018 20i 
aO/ll/ 17 . Ip. 07230:215, 


8012120142 Comments on proposed rule 10CFR20 re disposal of liquid 
scirttll lation media 6 animal carcasses containing tritium L 
G-14. Suports proposal. Regulation should be first step In 
daallng w/lou level medical radioactive waste disposal. 

LAUOHLINrU, a. Memorial 81oan-Kettering Cancer Center New Yopk/NV. 
45FR670I8 202, 80/11/20, Ip. 07228:357, 


8012120147 Comments on propossd rolt 10CFfi20 ro disposal of liquid 
scintillation media 6 animal carcasses containing tritium L 
C-14. Supports proposal. Other C-14 & tritium media should be 
Included in rule, 

COOPER* R.F, Veterans Administration, 4SFR670tB 191, B0/tl/2l, In 


8012120151 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media It animal carcasses containing tritium tt 
C-14. Supports proposal. 

LI8K*R.D-. Princeton Univ. 45FR670i8 192. 00/11/19. iij. 

07228: 345. ^ 


0012120159 Comments on proposed rote 10GFR20 re disposal of liquid 
scintillation media L animal carcasses containing tritium L 
C-14. Questions several points of proposal. Concerned about 
radioactive ash k distillation L recycling of liquid. 

OUTHERSiH. D. Pr inceton Unlv. 45FR670ie 193. 80/11/20. Ip. 

07228: 339. 


8012120169 Comments on proposed rule lOCFRSO re disposal of liquid 
scintillation media U animal carcasses containing tritium k 
C-14. Supports proposal k suggests application of similar 
logic to other low specific ectivltg waste. 

LOVAASiA. Colorado State Univ. 45FR67018 194. 80/11/20. Ip. 


8012120180 Comments on proposed role IOCFR20 re disposal of liquid 
scintillation media L animal carcasses containing tritium L 
C-14. Supports proposal. Suggests other media besides liquid 
scintillation be included at C-14 level. 

WEINHOLOtP. Veterans Administration. 45FR67018 195. 80/11/21. ip. 

ft 'll "7 


6012120105 Comments on proposed rule IOCFR20 re disposal of liquid 
scintillation media & animal carcasses containing tritium fc 
C-X4, Supports proposal. 

QA1N» J. 0, Sendoi* Inc. 43FR67O10 197. BO/tl/20. Ip. 07228:311. 


B012120187 Comments on proposed rule 10GFR20 re disposal of liquid 
scintillation media 4< anitnal carcasses containing tritium L 
C-14. Supports proposal. 

CHRiariAMf J. e. Purdue Univ. 4SFR670iB 198. 80/11/24, ip, 

07107:001. 


B012I20£93 Comments on proposed rule 10CFR20 r* dtiposal of liquid 
scintllletion medie k animal carcasses containing tritium k 
C-14. Supports proposal. 

aiBLEYiC, H. Uashingtont Univ. of. 45FR67018 190. 80/11/20, ip, 

07228:305. 


8012120196 Comments on proposed rule IOOFR20 re dispoiel of liquid 
scin t i 1 letion media Ik animal carcasses eonteining tritium k 
C-14, Supports proposal. 

VOMACHKA, A, J. Princeton Univ, 45Fft67OI0 109. 80/11/10, Ip, 

07220:299, 



NONDOCKETED ITEMS 


8018120199 Coitimant* on prop-otcd rule iOCFRSO re di«p<ift4l of Liquid 
scintillation tnsdla & animal carcasses containini} tritium & 

C<-L4, Supports propoial. 

JEriKIMSi c. u. . North Carolina State Univ. 45Fft670ie 188. QO/lL/18. 

ip. 07288:270. 


B012120204 Comments on proposed rule i0CFR2O re disposal o# liquid 
scintillation media & animal carcasses containing tritium (c 
C-1 4. Supports proposal w/iuggestion of Including stronger 
ad'Pont tions for licensees to Gomplg u/non-NRC statutas. 

QRINERjN. H. Duke University MedlcaL Center. 4SFR6701B 187. 
80/11/81. 8pp. 07228:296. 


8012180261 Comments on proposed rule i0CPR20 re disposal of liquid 
scintillation media & animal carcasses containing tritium t* 

C-14. Changes tfo not protect health 4< aafetg of public b 
should be reversed. 

LOCHSTETi N. A. Affiliation Untnoun. 4 SFR 670 18 280. 80/11/24. 3pp. 

07227: 317. 


8012120268 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media It animal carcasses containing tritium It 
€”14. Guidance should recogniie problems should not promote 
seuage disposal, 

UARDiJ. 0. California. State of. 4 SFR 670 18 887. 80/11/24- 2pp. 

07231:337.. 


6012120273 Cominents on proposed rule lOCFRSO re disposal of liquid 
scintillation media tt animal carcasses containing tritium 4( 

C*'i4. Supports proposal. 

MElRi'O. J. American College of Nuclear Physicians. 49FR67018 275. 
80/11/28. Ip. 07231:336. 


8012120288 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media It animal carcasses containing tritium tc 
C~14. Supports proposal. 

HAC INTVREt W. xl, Cleveland Clinic C levelaudi OM. 45FR670ia 274. 
90/11/14. Ip. 07231:324. 


8012120295 Corafsents on proposed rule 10CFR20 re disposal of liquid 
seinti 1 latlon media U animal carcasses containing tritium It 
C~14. Supports proposal. Favors broadening prop osal . De fin i tion 
of uhat constitutes radioactive matl needs clarification. 

NIHMOiE. Wisconslnr Univ. oft Madison. 45FR67018 877. 80/11/84. 

ip. 07231:323. 


Q012120299 Comments by Jewish Memorial Mosp on proposed rule 10CFR20 re 
disposal of liquid scintillation media It animat carcatses 
containing tritium 1< C-14, Opposes rule. 

LUTMANiM, Affiliation Unknown. 4SFR670ie 866. 00/11/19. Ip. 

07231:382. 


8012120302 Comments on proposed rule lOCFRaO re disposal of liquid 
scintillation media It animal carcasses containing tritium It 
C-14. Opposes FuU. 

» Affiliation Unknown. 43FR670iB 870. BO/lt/24. Ip. 07107:001. 


8018180310' Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media ti animal carcasses containing tritium It 
C-14. aupp or ts proposal. 

SEEKER-WALKER Bt. Louis Univ, Medical School, 45FR670ie 881. 
80/11/10. ip. 07231:381. 


8012180312 Comments on proposed rule iOCFR20 re disposal of liquid 
scintillation media It animal carcasses containing tritium It 
C- 14. auppor te proposal. 

ORIFOiA.P. Ohio Agriculture Research It Development Center. 
45FR67018 830. 00/11/26 Ip. 07231:320. 


001818031^ Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media It animal carcasses containing tritium «< 

G-14. Eupports proposal. 

aPECraSiA. Columbia Unlv. 45FR670ia 271. 00/11/26. Ip. 

07231:319. 


0018120310 Comments by Rivanna Mater It 9#wer Authority on proposed rule 
lOCFRaO re disposal of liquid scintillation media It animal 
carcasses containing tritium It C-14. Questions basis for 
propotsd I Iml ts. Requests further Info. 

WH-LlAtta. 0. W. Charlottesville, Va. 4SFR67O10 867. 00/11/21, ip, 

07231:310. 


0012120319 Comments on proposed rule 10CFR80 re disposal of liquid 
scintillation media It animal carcasses containing tritium It 

C-14. Supports proposal- 

JESSE- k:e, lUlnoiS State Univ. 43FR67O10 870. 90/11/19. Ip, 

07231:317. 


8018120333 Comnsents. on proposed ruls lOCFRSO re disposal of liquid 
scintillation media It. animal carcasses containing tritium -I 
C-14, Supports proposal. 

KEENEtW. E. Catholic Univ. 4SFR670ie 264. 00/11/21. 8pp. 

O7lB7;O0I. 


6018120335 Comments by TK Womans Univ on proposed rule 10CFR20 re 
disposal of liquid scintillation media L animal carcasses 
containing tritium C-14. Support s proposal. 

ERUMArLH. E. . HARDCABTLE, J. E. , MECAV. M. L Affiliation Uninoun. 
45FR670la 868. 80/11/19. Ip. 07231:316 


0012120348 Comments by TK Womans Univ on proposed rule tOCFHaO re 
disposal of liquid scintillation media Ic animal carcasses 
containing tritium |. C-14. Supports proposal. 

HUEYrM.E. Affiliation Unknown. 45FR6701B 869. 90/11/20. Ip. 

07231:315. 


0012120355 Ccmmants on proposed rule 10CFR20 re disposal of liquid 
sc inti 1 Lat t on media It. animal carcasses containing tritium 6 
C-14. SuppoT ts proposal. 

TALLEYiW. Affiliation Unknown. 45FR67O10 293. 80/12/01. Ip. 

07231: 314, 


8012120357 Comments by Beth Israel Medical Ctr on proposed rula lOCFRSO 
re dlspoial of liquid scintillation media & animal carcasses 
containing tritium I, C-14, 5upp orts proposal. 

LORCH«'L,B. Affiliation Unknown. 45FR67O10 273. 80/U/85. Ip, 

07231; 313. 


8012120359 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media l« animal carcasses containing tritium I 
C-t4. Supports role. 

BTEMARO, P. Vet. Admin. Kosp. 8t- Louis, MO, 4SFR6701S 298. 
80/11/28. Ip. 07831:318. 


8012120369 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media I: animal carcasses containing tritium 6 
C-14, Supports rule I: encourages changes to improve low 
level raduaste disposal practices. 

BROSEUS, R-U. Health i< Human Servicesf Dept, of^ . 49FR67O(0 290. 

00/11/21, 2pp- 07231:310. 


8012120370 Comments by Dasort Samaritan Kosp 1: Health Ctr on proposed 
rule 10CFR20 r« disposal of liquid scintillation media & 
animal carcasses containing tr 1 tl urn 6 C-i4. Supports 
proposal. Favors extension to cover other isotopes. 

JQHNSCM.8 Affiliation Unknown. 45FR670]B 272. SO/ll/26. Ip. 

07231 : 309. 


8018180374 Comments on proposed rule 10CFR80 re disposal of liquid 
sc 1 nt i 1 lat ion me’dla It animal carcasses containl.ng tritium k 
C-14. Supports proposal, Stds re biological by-products not 
developed, 

aiLVA. J. Michigan! Univ. ofi Medical School. 45FR67018 262. 
00/11/22. 2pp. 07231:307. 


8012120380 Comments on proposed rule l0CrR20 re disposal of liquid 
scintillation media Ic animal carcasses containing tritium Ic 
€-14. Supports proposal. Favors extension to cover other 
radionuclides. 

MURPHY, R.T. Travsnol Laboratories. 45FR67O10 863. 00/11/25. ip. 

07231:306. 


8012180333 Comments by Cutter Labs on proposed rule 10CFR20 re disposal 
of liquid scintillation media k arvlrral carcasses containing 
tritium L C-14, Supports proposal, 

NAKAMURA, O. M. Affiliation Unknown. 4 5FR67018 276. 80/ 11/20. Ip. 

07231 : 305- 


60121SO384 Comments on proposed rule lOCFRSO re disposal of liquid 
scintillation madia V animal carcasses containing tritium k 
C-14. Supports proposal. Favors extension to cover 
ra.dlci— immuno assay generated waste. 

WANOEMAKN, B. T. Army, Dep t. of . Office of Surgeon Oeneral- 45FR6701B 
265. SO/ 11/24. Ip. 07231:304. 


6012180600 Comments by Hunter College on proposed rule 10CFR20 re 
disposal of liquid scintillation madia L animal carcasses 
containing tritium & C- 14. Opp oses rule. 

PICClONIiR, 0, » PiaELLOtD.M, Aff i Hat ion Unknown, 4gFR67Dl0 289. 
80/11/30. 4pp. 07220:840. 


0O1S1SO613 Comments by 8t Lukes Hotp Medical Ctr on proposed rule !{j 
tOGFR20 re disposal of liquid scintillation media & animal | 

carcasses containing tritium L C— 14. Buppor ts rule. Other nj 

ifotopes should be Included. 

RiNPErA- Affiliation Unknown. 43Fn670i8 295, 00/11/86, 2pp. % 

07227:358. 
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G012120617 Comments b*/ Mufflana on proposad ruU lOCFRaO Tt ili4poi«al aP 
liquid s c i nt 1 n lort madia h ari-mal carcaste^ containing 
tritlu;*! fe\C-14, Supports praposa 1 . Prob I am eiitts rt lack af 
uniforn definition of uhat constitutes raduaste. 

HOLSCOTT^ W, D. Affiliation Wnfcnoun. 45FRfii70l8 212. 80/11/20. 2pp. 

07227 : 3 96 . 


6012120620 Ccnsients btj Monbaf 1 ore Hasp & Medical Ctr# Bronx , MV on 
proposed rule J0CFR20 re disposal of llq,ui{j sc int i 1 latl on 
fttsdla tt animal carcasses containing tritium 6 C-14. 

Supports rule 

FRERICHS.J, Affi I laticn Unknown, 45FR67OI0 291, 80/11/26 in 

07227; 35B 


0012120624 Comments b-tj Good Samaritan Hosp on proppsed rule 10CFR20 re 
of liquid sc In t i 1 Id 1 1 pn niedld anlnodl cdrcditQs 
containing tritluju U C-14, Supp ort* propoiaE. Other isotopes 
In coirnon use should be included. 

HILGER.rt.T. Affiliation Unknoaan. 45FR6701B 200. SO/ll/ia is 

07227' ip. 


3012120626 Comments WA Unlv in St Louis on proposed i^ule 10CrR26 re 

disposal of lij|uld sc Int i I Lati on media ^ animal carcasses 
CQ-ntalnirig tritium A C-14. Supports proposal. 

WELDON, V. V. Aff 11 iation Unknown. 4SFR67018 279. 80/M/2S, Ip, 

07i£27o3S3» * 


aoisi60600 CoiTiffients on proposed rules lOCFRSOi 32i 70 U ISO re 
possession, use 6 tranefer of low enriched U as contaminant 
in me ta 1 e, Opposes rule. 

BlLLECl.C.D, Affiliation Unknown. 45FR70B74 0043, 60/12/03. Ip. 

6012160606 Cooiment^ on proposed rules lOCFRSOi 32 j 70 & 190 re 
possession, use 6 transfer of low enriched U as contaminant 
in meta 1 s. Opposes rule. 

LCONARD< C. Affiliation Lfn known. 49FR70a74 0042. 00/12/03. Ip. 

8012160609 Cemments on proposed rules lOCFftGOi 32, 70 U ISO re 
possession, use «: transfer of low enriched U as contaminant 
in /nata Is. apposes rule. 

MURPMV, T. A. Affiliation i/nknnwn. 49FR70874 0041. 80/12/03. Ip. 


S012I60617 Cartoienits on proposed rules lOCFRSO, 32, 70 6 130 re 
poesesslon, use U transfer of low enriched U as contaminant 
in me tals. Opposes rule. 

C0Men,M. Affiliation Vnfcnown. 43FR7O074 0031. 90/12/03. Ip. 


B01216063I Comments on proposed rules lOCFRao, 32* 70 & ISO re 
possession, use 6 transfer of lew enriched U at contaminant 
in metals. Opposes rule. 

HUULER, J, C. Affiliation, Unknown. 45FR70e74 0026. 80/12/03, Ip, 


i0l2l20629 Corr.ments by Joint Comaljtlon on Accreditation of Hosas on. 
proposBii rule l0CFn20 re dispasai of liquid scintillation 
media 6 animal carcasses containing tritium 6 C-14 
Supports rule. 

Unknown. 45Ffl 67010 286. 00/11/24. 2pp 

07227; 331. 


1012120631 C Qff...,eTi t s bg Resources Agency of CA on proposed rule i0CFn20 
re disposal of liquid sfintlllalion media 6 animai carcasses 
containing tritium & C-J4.No comment. 

California, State of. 4SFR670I8 294. 00/12/01. Ip. 

wfsB/ ^ 350. 


012160230 Responds to 801119 comments on proposed rules 30,32,70 6 190 
re exemption of sneited alloys frorv licensing requirements. 

Prospect that recycled ervr lehrrvent plant scrap would cause 
canc er unlikely. 

HENRY, J.J. Transportat i on St Product Standards Branch. BO/12/02 

2pp. 


8012160642 Comments on proposed roles lOCFRaO. 32, 70 tt ISO re using 
contaminated scrap metal t; mlKlng lu/other metals. Pro test s 
ru>lo. 

R ICHARD8, R. L. Affiliation Unknown. 4SFR7O074 0029. 00/11/29. Ip, 


6012160649 Comments on proposed roles 10CFR30, 32, 70 li ISO re reusing 
scrap metal from U enrichment plants for consumtr or other 
i terns. Opposes rule, 

PILU01N,N. W Affiliation Unknown. 49FR70B74 0024. 00/11/29, Ip. 


0O1216O6A3 Comments on proposed rules 10CFR30, 3S, 70 & 190 r* 
possess 1 on, use 4, transfer of law enriched U contaminant 
tn neta 1 s. Opposes rule. 

B. Affiliation Unknown, 43FR7O074 0039. flO/12/03. Ip. 


0012160668 Comments on proposed rules i0CFR30i 32, 70 ii 190 r* 
possession, use &t transfer of low enriched U as contaminant 
in meta 1 s. Opposes rule. 

9HEM-TRANZ, E. Affiliation Unknown. 45FR7O074 0030. 00/12/03, Ip. 


012160550 Com-^ents on proposed rules lOCFRaO, 32, 70 & ISO re 
possession, use «, transfer of low enriched U as contaminant 
in metals. Opposes rule. 

HART INEZ. <3. Affiliation Unknown. 4SFR70874 0070, fi-O/ 12/1)3. Jp. 

M8160562 Comments on proposed rules 10CFR30, 32, 70 U ISO re 
possess (on, use U transfer of low enriched U as contaminant 
in metal s. Opposes rule. 

FAHESEEFF.D, Af fi 1 iation Unknown. 4 5Frt70374 0066. 80/12/03. Ip. 


8012160662 Comajants on proposed rules 10CFR30, 32, 70 I, 150 re 
posieitloni use bt transfer of tow enriched U as contaminant 
in metal s. Opposes rules. 

1ARQB5E,0. Affl nation Unknown. 49Fft70a74 0037. 00/12/03. tp. 


6012160669 Comments on proposed rules 1OCFR30, 32, 70 (< 150 re 
possession, use it transfer of low enriched U as contaminants 
in metals. Opposes rule. 

Affiliation Unknown. 49FR7O074 0036, 80/12/03, Ip. 


>1216056'9 Comments on proposed roles lOCFRaO, 32, 70 it ISO re 
possaislon, use 6 transfer of low enriched U as contaminant 
in metals . Opposes rule. 

CAPELLAN, R. Affiliation Unknown. 43FR70874 OOSl. 60/12/03. Ip. 

112160974 CoiTtBients on proposed rules t0CFft30, 32, 70 it 130 re 
possession, use i transfer of low enriched U as contaminant 
In metals. Dp poses rule. 

aTROHOERO,.N!. Affiliation Unknown. 49FR70874 0090. 80/12/03. Ip. 

■12U057B Commentf on proposed rules lOCFROOi 32, 70 & ISO re 
possession. use 6 transfer of low enriched u as contaminant 
in metaks. 0pp OSes rule. 

HONIEZ-Y. Affiliation Uftinown. 45Frt70a74 0049. 80/12/03, Ip. 


8012160707 Comments on proposed rules 10CFR30, 32, 70 it 150 re using 
contaminated metals for consumer products, apposes rule. 

HUfJEZiiM. Affiliation Unknown. 43FR 70874 0040. 60/12/03. Ip. 


6012160716 Comments on proposed rules 10CFR30, 32, 70 U 190 r« 
pofsoeslon, use 4, transfer of low enriched U as contaminant 
in meta Is. Opposes rule. 

KRAUS, 0. Affiliation Unknown. 49Fft 70874 0030. 80/12/03. Ip. 


8012160737 Cominants on proposed rules 10CFR30, 32, 70 it ISO r» 
poasassioniuse h transfer of low enriched U as contaminant 
in meta 1 s. Qppaies rule. 

CAR0ELI,A. Affi I latl on Unknown. 4 9FR 70 074 0039. 00/11/26 Ip 


12160581 Comments on proposed rules IOCFR30, 32» 78 ISO re 
passessIon,usa t, transfer of J«w enrlcfiod U as contaminant 
tn ntetali. Opposes rule. 

JACODOUrrz, P. Afflllatlort Unkoouin. 45FR70a74 0840. 60/12/83. 


12160503 Comments on proposed rules lOCFRaO, 32, 70 U 158 re 
^ transfsi of low enriched U as contaminant 
in metals. Opposes rule, 

RICK, 8. Affiliation Unknown. 49rR70874 0047. BO-/12/03, Ip. 


8012170030 Comments on proposed r«il«t 10CFR30, 32, 70 it ISO re releasinp 
radwaste water. Opposes rule. 

CORNWELL, W. Affiliation Vnlcnown. 49FR70a74 0049. 60/11/26. Ip. 


8012170046 Comments on proposed rule 10CFft90 re "Propoeed Licensing 
Requirements for Pending CP it Mfg License Applications.*' 

Urges NRC to termitvate proposed rulemaking, but In event of 
rule(naklcig,uti} req.uasts to participate, 

DAIL. L, C. Duke Power Co. 45FR6S247 814. 60/11/25. 2pp 

07SAA.> IRS 


12160586 Comments on proposed rules 10CFR30, 32, 70 is ISO re 
^ transfer of low enriched U as contaminant 
In nata 1 s. Opposes rule, 

CORMNELL, M. Affiliation Unknowns 45rR70S74 0046. 60/12/03. 


IP- 


52160593 Comments on proposed rules lOCFRBO, 3a, 70 4 150 re 
IENTZERpH, Affiliation Unknown. 4SFft70e74 0044, 80/12/03, 


6012170053 Commenti on proposed rule 10CFR90 re proposed licensing 
requlTementi for pending CP L mfg license appl Icatlons. NRC 
should pursue licensing policy that ensures only necessary 
safety lirprovements will he made bated on TMI experience. 
WITHERS, B. 0. Portland Oeneral Electric Co. 49FR65247 013 
60/11/24. 2pp. 07266: 153. 


NONDOCKETED ITEMS 


BQ1S170C98 Camrrvnts on propotsd rule 10CFR50 re p tan tti require 
docomenfcet Ion from BRP.Urgse NRC to restructure plen In 
ACCortfancB u/utll recomoTiendations. 

GOUNSILi U. 0. Connecticut Yankee Atomic Pother Co. CQUNSIL* N. 0, 
Mortheaft Nuclear Energy Co. (tubs, of Northeast Utllltlee}. 
43FR6709‘? 031, 00/11/24. 3pp. 07266: 150. 


6012170069 Comments on proposed rule 10CPR90 re proposed licensing 
requirementi for pending CP 4: mfg license applications. 

Option 1 is only logical approach to resuming licensing 
pending completion of generic rulemaking proceedings, 

ANDERSON, T, M. Nestinghouse Electric Corp. 49FR69347 012. 00/11/24, 

2pp. 07266: 146. 


0012170009 Comments on proposed rules lOCFROO, 32* 70 4* ISO re 
p assess ioni use 4« transfer of lom enriched 0 as contaminant 
in mita Is. Opposes rule. 

LEV/INE. H. R. Affiliation Unknown. 49FR70B74 0002, 80/11/2?. Ip. 


6012170092 Comments on proposed rules 10CFR30i 32i 70 It ISO re 
possession# USB & transfer of low enriched U as contaminant 
in metals. Opposes rule. 

BECKER# P. Affiliation Unknown. 45FR7O074 0001, 00/12/04, Ip. 


6012170093 Comments on proposed rules 10CFR30t 32# 70 li ISO re exempting 
certain radioactive metals from restrictive use. Oppases 
rule, 

&ADOER#D. Affiliation Unknown. 45FR70874 0023. 60/12/03. Ip. 


6012170100 Comments on proposed rules tOCFRSO# 32# 70 It ISO re 
possess ion# use It transfer of lou enriched U as contaminant 
In mata Is. Opposes rule, 

KELLaOOtM, Affiliation Unknown. 45FR70874 0080, 00/12/02. Ip, 


6012170101 Comments on proposed rules lOCFRSO# 32# 70 It ISO re 
possess ion# use li transfer of lou enriched U as contaminant 
in metal s. Opposes rule. 

DUFFY# D. Affiliation Unknown, 45FR70B74 0028. 00/12/03, Ip. 


6012170119 Comments on proposed rules lOCFRSOr 32# 70 It ISO re 
p assestlon# use It transfer of lou enriched U as contaminant 
in metals. Opposes rule. 

MILLER. 0. Affiliation Unknoun. 45FR70e74 0032, 60/12/03. Ip. 


0018170120 Comments on proposed rules I0CFR30# 32# 70 It ISO re 
poisesslonr use It transfer of lou enriched U at contaminant 
In metals. Opposes rule. 

FOPAKIAN#K. Affiliation Unknown. 45FR 70874 0079. 00/18/01. Ip. 


8012170127 Comments on proposed rules lOCFROO# 38# 70 It ISO re 
possess lonr use It transfer of lou enriched U as contaminant 
in metals. Opposes rule. 

ZEBLRrK. Affiliation Unknown. 4SFR7O074 0070. 60/12/04. ip. 


6012170129 Comments on proposed rules 1GCFR30# 32. 70 It ISO re 
poesois loot use It transfer of lota enriched U as contaminant 
in metals. Opposes rule, 

nOSENFELO# 6 , Affiliation Unknown. 49FR70B74 0034. 60/12/03. Ip. 


8012170134 Comments on proposed rules 10CFR30# 32# 70 It 180 re 
posits s ion# use It transfer of lou enriched U as contaminant 
in metals. Opposes rule, 

KILLS. «. Affiliation Unknown. 49FR70e74 0077. 00/12/01. ip. 


6012170137 Comments on proposed rules lOCFRSOr 32# 70 It ISO re 
possess ion# use 6 transfer of low enriched U as contaminant 
In tnetali. Opposes rule. 

CHOPRA# D, Affiliation Unknown. 49PR70e74 0029. 60/12/03. ip. 


8012170143 Comments on proposed rules lOCFRQO# 32# 70 It 190 re 
possession# use It transfer of lou enriched U as contaminant 
irt metal s. Opposes rule. 

e Affiliation Unknown, 49Fft70874 0076. BO/H/24. Ip, 


6012170146 Comments on proposed rules iOCFRSOr 32# 70 It 190 re 
possess ion# use !< transfer of low enriched U as contaminant 
In mata Is. Opposes rule. 

aOANOAiF.B. Affiliation Unknown. 4SFR7O074 0033. 80/tl/26. Ip, 


8012170190 Comments on proposed rules iOCFR30# 32# 70 It ISO re 
possession# use It transfer of low enriched U as contaminant 
in metal s. Opposes rule. 

OWORETZKY# B. A. Affiliation Unknown. 4SFR7O074 0073. 00/11/30. Ip, 


6012170137 Comments on proposed* rules lOCFRSO# 32# 70 It 190 re use# 
poecession It transfer of tow enriched U as contaminant in 
metals. Opposes rule. 

KABMAN#R. Af fl 1 latton Unknown, 49Fft70B74 0027. 60/18/03. Ip. 


6012(70159 Comments on proposed rules lOCFRGO# 32i 70 U 190 re 
possessioni use li transfer of low enriched U as contaminant 
in mata Is. Opposes rule. 

LAMtJERT.O. Affiliation Unknown, 48FR70a74 0074. 00/ 12/03. Ip. 


60 121 70173 Con-..i:ents on proposed rules 1 OCFRao# 32, 70 U tSO re 
possession, use it transfer oF lew enriched U as contaminant 
tn metals. Op poses rule. 

DE LIONIBUB.O. Affiliation Unknown. 43FR70a74 0073. 00/12/03. 


60121701164 Comments on proposed rules 1 0CFR3Q# 32, 70 le ISO re 
p osiess ion, use It transfer of low enriched U as contaminant 
In metals, Op poses rule. 

OALANO.H. Affiliation Unknown. 45FR70a74 0072. 00/11/23. ip. 


6012170190 Comments on proposed rules l0CFR30i 32# 70 Ic 150 re 
possession# use 6 transfer of low enriched U as contaminant 
In metals. Opp o-ses rule. 

LAZAROtU. Affiliation Unknown. 45FR7O074 0071. 80/11/29. Ip. 


8012170193 Comments on proposed rule tOCFR20 re proposed general 
statement of policy & procedure for enforcement actions. 
Opposes rule. NRC should not become both judge it jury 
because of license violations. 

ME0REKI8- T, L. Morgan County Memorial Hoip, Martinsville, IN. 
4SFR67OI0 101. aO/H/lB. Ip. 07266:139. 


8012170231 Comments on proposed rule 1-0CFR2O re disposal of liquid 
scintillation media If animal carcasses containing tritium It 
C~i4. Rule would alleviate chronic L costly radwaste disposal 
prob 1 ems. 0th er isotopes should be added. Supports rule. 

DROWN# R.C. Waehington State Univ. 45FR67O10 100. 00/11/19. Ip 

07266: 130, 


8012170234 Comments on proposed rule 10CFR2 re policy ti procedure f 
enforcement ac tlons . Op poses policy. 

I1E0REMI8# T. L. Morgan County Memorial Hosp. Martins vi 1 1«# IN. 
49FR66794 02 5. 00/11/18. ip, 07266: 100, 


6012170243 Comments on proposed rule 10CFR2 re policy U procedure t 
enforcement ac tlons. Po Ucy is inappropriate for nonprofit 
organ! lationi r espec iai 1 y hosps. 

CULVERtC, Veterans Admlntstrat i on. 45FR66734 024. 00/11/24. I 

07266; 172. 


8012170290 Comments on proposed rule 10CFR2 re policy It procedure f 
enforcement ac tlons. Requests extension of comment period. 
C0UN3II.#W. 0. Affil iat Ion Unknown. 45FR66794 023. B0/11/2S. 3p 

07266: 169, 


8012170267 Comments an proposed rule 10CFR2 re policy 6 procedure f 
enforcement ac tlons. Opposes proposed policy. 

t1CKAY#C.E. Cabel Huntington Hosp. Hunting ton# WV. 45FR66794 021. 
60/11/28. ip. 07066:276. 


6012170289 Comments on proposed rules lOCFRSO# 91 It 100# *'Mod of 
Policy ic Regulatory Practice Governing Biting of Nuclear 
Power Plants. ", 

CRA8S0.E, Connecticut# State of. 4 9FR 503 50 069. 80/11/29. 6pp 

07266:001. 


6012170297 Comments on proposed rule 10CFR2 re policy procedure f 
enforcement actions. Civil penalties for violation of 
health physics# transportation & metis operation should he 
equal for all categories of licensees. 

ORDNNEV.E. J. Affiliation Unknown. 45FR66794 020. 60/11/16. Ip 

07266:117. 


6012170307 Comments on proposed rule 10CFR2 re policy It procedure f 
enforcement ac tlons . Limited consideration has been given to 
small entities comprised of diagnostic It therapeutic 
nuclear medicine depts. 

RlEIVELDiP.A Dicklfison County tiemorial Hosp. Iron Mountain# MI. ' 
45FR66754 022, 00/11/17, 2pp. 07866:113. 


6012170320 Comments on proposed rule 10CFR34 re disposal of recordjji 
pocket dosimeter r ead Ings. Malnta Inlng pocket dosimeter 
reading for 2 yr period is reasonable. 

MALEKrF, A. Gulf Nuclear, Inc. 4SFR39B56 046. 00/06/30, Ip. 

07266: 131. 

8012170-330 Comments on proposed rule 10CFR50 re hydrogen contra t Itp 
certain degraded core considerations. 

CaUNBlLfN. 0. Connecticut Yankee Atomic Power Co. COUNSfL#W. O. [(i 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). t 
4SFR69466 033. 80/11/17. 9pp. 07266:126. | 
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IMOIMDOCKETED ITEMS 


80iai703+0 Cof!»ineriti on proposed role 1OCFR30 ro plan to reqolra 
docufnentat I on of deviations from SRP. Urges NRC to uithdrau 
current proposal It begin congres $ I ona 1 1 g mandated effort iii/ 
Identification of regulations significant to public bealbh. 

14KITE.L. 0. Rocheiber Oas Electric Corp. 4SFR6709<f 020. 00/11/24 

3pp. 07266; 123. 


6012180196 Foruards HQ Laurence 001106 CQ<nmonts on proposed rule 
10CPR20 re disposal cl 1 otj level raduas te. Opposes rule. 

CRANSTaw, A, Senate. 45FR670ia 306 00/12/03- 2pp. 07272:244. 


B0121S0159 Cocinents on proposed rule 10CFR50 re plan requiring 
licensees 1: applicants to docu'nent deviations from QRP. Mods 
should be made to take greater advantage of existing 
prograns. 

TAYLOR. J.H. Rabcpck fc Mllcoi Co. 4SFR67099 032. 00/11/26. 2pp. 

07272: 242. 


80121B0161 Co(?hnents on proposed rule lOCFRSO re plan requiring 
licensees ^ applicants to docu'nent deviations Prom BRP. 
appose; rule In present Form. 

14 TONER. If. A. Georgia FouFer Co. 49FR67099 029. 00/11/26, 4pp. 

07237; 224. 


0012100166 Comments on proposed rule iOCFRSO rs plan requiring 
licensees & applicants to document deviations from. GRP. NRG 
should respond to Congress bq outlining comprehensive saPetq 
review conducted bg NRC during OLi GEP tc TNt reviews. 

SHERlfOnO. Q. 0, General Electric Co, 45FR67097 030. 00/11/lB. 2pp. 

07272- 236. 


0012100)71 Forwards comments on proposed rule 10CFR20 re disposal of 
liquid scintillation media 6( animal carcassas containing 
trltlun It C-t4. 

FUGQN.e. Affiliation Unknown. 45FR670ia 309, 00/12/04. Ip. 

07272:232 


GOi210Ol73 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media 6 animal carcasses containing tritium & 

C-1 4. Opp OSes rule. 

OOORI5.P.R. AfflliatlDii Unknown. 49FR670ia 303. 90/12/10. 3pp, 

07272, 229. 


8012100177 Comments orv proposed rule 10CFR20 re disposal of liquid 
sc inti 1 1 aticin media (c animal carcasses containing tritium Ic 
€~14. Opposes rule. 

WGlSBLATi D, I. Upjohn Co 49Fa6701G 307. BO/12/04, Ip. 07272:220, 


8012100162 Comments bq Dept of Environ Protectlun on proposed rule 
IOCFRSO re disposal of liquid sc int 11 lat 1 an media tt animal 
carcasses containing tri tium t C-14, Supports role. 

HEUaNEF.A. T. Connecticut, State of, 43Fll67Oi0 304. 00/11/23. Ip. 

07272: 227. 


G0t2ia0Va7 Comments on proposed rule 10CFR2-0' re disposal of liquid 
scintillation media L animal carcasses containing tritium 4« 

C-14. 

HORRia.V. Af fi Uatlon Unknown. 45FR670ia 302. 00/11/10. Ip. 

07272: 226. 


8012180191 CemmoTits on proposed rule 10CFR20 re disposal of liquid 
scintillation media U animal carcasses containing tritium U 
C-14. Supports rule. 

HIGH. H. Affiliation Unknown, 43FR670ia 301. 00/11/24. Ip. 

07272: 225. 


80I21G0197 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media animal carcasses containing tritium -Ic 
C-14. Supports rule. 

KStSEY.C. A. New Hex i CO, Univ. of, 49FR67O10 297. 00/11/26. Ip. 

07272:224. 


9012100200 Comments on proposed rule I0CFR20 re disposal of liquid 
scintillation media ^ animal carcasses containing tritium & 

C-1 4. Supports rule. 

NADEL.E. H. 8t, Louis Univ. Medical Center flt, Louis^NO. 45FR670ia 
296, Q0/11/2S. Ip. 07272:223. 


a{>l210O£>O3 Comments on proposed rule 10CFR2O re disposal of liquid 
scintillation media enimal carcasses containing tritium l< 

C-1 4. auppor ts rule. 

SHAFiRa,E. J. Air Force. Dept. of. 4SFfi67018 300, 00/12/02. Ip. 

07183:001. 


8012160P06 Comments on proposed rule 10CFR20 re disposal of liquid 
scintillation media 6 animal carcasses containing tritium & 

0-14. Supports rule ir; urges NRC to proceed uj/adoptidn as 
sop-n as pcssible. 

VAN PELTiW. R. Koffman-La Rocher Inc. liubs, of F. Hoffman-La Rocha It 
Co,, Ltd,), 45Fft670ie 290. 60/11/23, Ip. 07272:222. 


8012100^11 Advises rocipiensts of coirments on proposed rule lOCFRSO 
that cd(T;<aent Nuiubsrs 14 4t 24 wore ml s cat egor 1 1 ed. C ommon ts 14 
^ 24 will be Numbers 27 it 23 under proposed rule 10CFR2, 
a Docketing t. Services Branch. 00/12/03. Ip. 07103:001. 


8012180210 For'wards 1976 tt 1977 NRC documents from Ofc of Nuclear 
Reactor Regulation re documentation of deviation. as noted In 
801124 comments on proposed rule IOCFRSO on behalf of 
Elioreham Opponents Coalition. 

LATHAM. S. Tiifomeg. Latham 6 Schmitt. 49FR67099 OIBA. 00/11/29. 
3pp. 07103:001. 


0012180231 Comments on proposed rule 10CFR2 re proposed general 
statement of policy 4s procedures for enforcement action. 

Supports rule, 

RE2N0R.W, H. , HCCUTCHEON, J. D. . BELL, H, E, Mercer. PA. 4SFR66794 032. 
00/11/06, tp. 07272:221. 


0012180224 Coimnents on proposed rule 10CFR2 re proposed general 
statement of policy procedures for anforcement action. 

Suppls IV 5s V address specific exposure to personnel as 
violation but do not include time frame. 

WILLARD, r. Affiliation Unknown, 45FR66754 031. 00/11/04, Ip. 

07272; 220. 


BOl 2180225 Comments on proposed rules 10CFR30, 32. 70 it ISO re 
possession, use it transfer of low enriched U as contaminant 
In metals . apposes rules, 

ERDOS, K. Affiliation Unknown. 4SFR70874 0004. 00/12/03. Ip. 


8012100227 Comments on proposed rule 10CPR2 re proposed general 
statement of policy 8c procedures for enforcement action. 

Requests extension to BIQ227 to comment. 

EDOAR. G, L. Morgan, Lewis IcBockius. 49FR667S4 030. 00/12/01, Ip. 

07272; 210, 


00 121 80^30 Comments on proposed rule iOCFR2 re proposed general 
statement of policy 8t procedures for enforcement action. 

Proposal should be withdrawn until assessment can be made 
as to necessity of new regulations. 

ifANSSEN. T, K. Washington County Hosp, Nashville, IL. 49FR66754 029, 
80/11/20. Ip. 07272:217. 


8012160233 Comments on proposed rule 10CFR2 re proposed general 
statement of policy & procedures for enforcement action. 

Requests that NRC postpone planned meetings on proposed 
policies tt reurite regulations pertaining to small user. 

CERNYiR. J. Memorial Hosp. of Mason County Lud Ington, Ml . . 49FR66734 

028. 80/11/20. 2pp. 07272:219. 


8012160237 Comments on proposed rules 10CPR30, 32, 70 it ISO re licenilfig 
requirement exemption foi- contaminated smelted alloys. 

Opposes rule. 

FETERa.A. Affiliation Unknown. 45FR70a74 0003. 80/12/02. Ip. 


6012100242 Comments on proposed rules 1GCFR30, 32, 70 It 190 re licensing 
requirement exemption for contaminated scrap metal. Opposes 
rule. 

MULLERiM.6. Affiliation Unknown. 49FR7O074 0009. 00/11/30. Ip. 


B01S1G0246 Comments on proposed rules 10CFR30, 32, 70 It iSO re licensing 
requirement exemption for contaminated scrap meta 1. Opposes 
rule. 

MUELLER. Q,P. Affiliation Unknown. 49FR70874 0086. 00/11/30. Ip. 


6012180296 Comments on proposed rule 10CFR2 re proposed general 
statement of policy I: procedures for enforcement action. 

Proposal s-hould be withdrawn until assessment can be made 
as to necessity of new regulations. 

WEflERiU. A. Washington County Hasp. Nashvi 1 le, IL. 45FR66754 027. 
80/11/29. Ip. 07272:213. 


8012100299 Comments on proposed rule IOCFRSO re plan requiring 
licensees t: applicants to document deviations from GRP. 
Inappropriate to use Section 110 of NRC FY80 Authorl ration 
as basis for documenting deviation from 8RP. 

EClfARDS. D. IF. Yankee Atomic Electric Co. 49FR67099 041. 00/12/03. 

3pp. 07272:210. 


8012100260 Comments on proposed rule lOCFRSO rs plan requiring 
licensees tt applicants to document deviations from BRP. 

01008, D.C, Atomic Industrial Forum. 4SFR 67099 038. 90/12/04. Gpp. 

07272:202. 


0012180266 Comments on proposed rule 10CFR90 re plan requiring 
licensees I; applicants to document deviations from SRP. 

Opposes rule. 

B0CKEL,R. T, Palos Community Hosp. Palos Park, IL. 45FR67099 D40, 
00/12/04. 9pp. 07272:197. 



NONDOCKETED ITEMS 


8012100371 Forward* commanfes on propo*od rule 10CFR50 re plan requiring 
llcenieei & applicant* to document deviation* from BRP. Plan 
o^fer* KRC opportunitg to demonstrate that program* aimed at 
plant lafetg can be carried out in erficient manner. 

BAYfiEr J, P. Power Authorltg of the State of Heu York. 43FRi>7097 037. 
00/12/04. 6 pp. 07272.191. 


8012100274 Comment* on proposed rule tOCFR^O re plan requiring 
licensee* & applicants to document deviations front SRP. 

FURBUSHiM.H. Pacific Gas & Electric Co. 45FR67079 039, 00/11/24. 

4pp. 07272: 107. 


8012180277 Comments on proposed rule iOCFR5Q r« plan requiring 
licensee* applicants to document deviations from SRP. 

Program is overreaction to Section 110 of Public t-au 96—295. 
FAYiC. W. Wisconsin Electric Power Co. 45FR67099 036. 80/11/25, 

3pp. 07272; 104. 


8012100203 Comment* on proposed rule 10CFR50 re plan requiring 
lUcnicfl* ^ applicant* to document deviation* from SRP. 
Proposed rule should be rescinded ti advance notice of 
proposed rulemaking Issued, 

DAlLrL. C. Duke Power Co. 45FR67099 035. 00/12/01. 2pp. 

07271:360. 


8012100286 Comments on proposed ru.le 10CFR50 re plan requiring 
licensees & applicants to document deviation* front 0RP, 

NRC should consider plan uherebg regulation* are significant 
In terms of public health lafety. 

PARKERiW. 0. Duke Power Co. 45FR67099 033. 00/11/24. 2pp. 

07272: 178. 


00121^0457 Comment* on revision of 10CFR5i (( related conforming amend* 
in response to 001103 memo. Grandfather clause should be 
Incorporated in 50,36b to cover facilities licensed prior to 
700101. Environ rept* will be required for 10CFR50 amends. 

Er 0 EUKUT 4 D. 0, Division of Ulcensing. 00/12/04. 5pp. 07204:073. 


— 0012190463 Forward* Commission paper requesting approval of FR notice 
promulgating revised 10CFR51 h. related conforntirtg amends as 
final ru le. Comments should te submitted bg 001114, W/o end. 
8 HAPAR 4 H. K. Office of the Executive Legal Director. 80/11/03. 

3pp. 07284:079. 


8012190533 Discusses 000109 request for ACRS participation in proposed 
rulemaking to reassess Commission confidence in safe 
disposal of radwastes. 8 af e disposal of radwastei is 
reaeonablg assured u/preient state of knowledge. 

PLesSETj M, 8 . ACR 8 - Advisory Committee on Reactor Safeguards. 
80/i2/10. 6 pp. 07274:003. 


8012220029 Comments on proposed role 10CFR2 re proposed general 
statement of policy ^ procedures for enforcement action. 
Disproportionate significance attached to matters of 
little potential or actual consequence. 

RAKE, A, V. Wright State Unlv. 45Fn66734 41. 00/11/10. Ip. 

07304: 140. 


0012220039 Comments on proposed rules lOCFRSO re plan to require 
Ucenseet applicants to document deviatlo.ns from SRP ti 
proposed general statement of pal icy, r espec t Ivety . Opposes 
rules, 

PEULNER,R.C. Waukesha Memorial Hosp. Waukesha rWt. 45FR67099 034. 
00/11/25. Spp. 07304:136. 


0012220067 Comments on proposed rule 10CFR2 re proposed general 
statement of policy V procedures for enforcement action. 

Requests that NRC postpone scheduled hearings for 6 months & 
reconsider proposed policies. 

ABRAMSON, C.U Eduard A. Utlaut Founda tlom Inc . “ £. A.Utlaut Memorial 
Hosp. Oreenvllle, IL. 4SFR66754 040. 80/M/25. Ip. 93104:269. 


0012220070 Comments on proposed rule iOCFR2 re proposed general 
statement of policy I: procedures for enforcement action. 

More flexibility judgment Is required. 

PRICE, D.J, St. Michael Hosp. Ml Iwaul ee, WI. 4 5FR 66754 039. 
00/12/01. Ip. 07304:109. 


8012240002 Motion for withdrawl of requests for quotation re waste 
confidence rulemaking. 

SCHAEFER, W.W Safe Haven, Ltd. 0O/il/26. Ip. 07324:179. 


0012290032 Draft '^Compliance Determination Procedures for Environ, 
Radiation Protection Stds for \J Recovery Facilities: 

40CFR190. »■ 

* Uranium Recovery Licensing Branch, 40CFR190. 80/11/30, 23pp. 

07300:001. 


0012290121 Forward* comments on proposed rule 10CFR2 re proposed 
general statement of policy procedures for enforcement 
action. proposed statement of enforcement actions should not 
be applied to research fy. test reactors. 

8HRIVER,B. L. Affiliation Unknown. 45FR66754 054. 00/12/09. 44pp. 

07345; 207, 


0012290123 Comments on proposed rule IOCFR2 re prepased general 
state^nent of policy $< procedures for enforcement action. 
PATTI, F.J, Burns 4^ Roe Co, 4SFR66754 049. 00/12/03. 7pp. 

07349: 200. 


8012290126 Comments on proposed rule 10CFR2 re proposed general 
state<nent of policy procedures for enforcement action. 

Opposes rule 

SMALL, J. H. Henry County Health Center, fit. Pleasant, lA. 43FR667S4 
046. 00/11/20. 2pp. 07345: 110. 


8012290128 Comments on proposad rule 10GFR2 re proposed general 
statement of policy procedures for enforcement action. 
Proposed fines not nec essary. Sta temen t indicating how 
matter of noncompl lane e will be corrected is sufficient. 
LOZADO.B.E, Calumet Memorial Hosp. Chilton, IM. 45FR66754 045. 
0O/U/25. Ip, 07345:199. 


9012290132 Comments on proposed rule lOCFRS re proposed general 
statement of policy ^ procedures for enforcement action. 

Advises that A Nassman NP Dyek will attend B01204 public 
meeting & ulll submit listed questions. 

OMQHUNORO, F, P. Public Service Electric 4: Oa* Co, of New Jersey. 
49FR66754 044, 80/11/26, 2pp. 07107:001. 


8012290133 Comments on proposed rule 10CFR2 re proposed general 
statament of policy procedures for anforctment action. 

Protests imposition of monetary fines for noncompliance 
w/NRC regulations. 

ORAKA. E, 8 . Frances A, Bell M*f!norial Hosp. ishp emlni, MI. 49FR66754 
043. 00/12/02. Ip, 07345:198. 


8012290137 Comments on proposed rule 10CFR2 re proposed general 
statement of policy t. procedures for enforcement action. 
Requests that NRC postpone scheduled hearing for 6 months & 
reconsider proposed policies. 

ABRAMSON, C, L, Bt. Joseph's Hosp Highland. IL. 49FR667S4 030. 
80/11/35. 2pp, 07345:196. 


0012290139 Comments on proposed rule IOCFR2 re proposed general 
statement of policy procedures for enforcement action. 

Public meetings should be deferred for 6 months in order to 
make schedule changes I; formulate proper response. 

CLAY8AU0H-W M, Hartford Memorial Hosp. HartfordrWI, 4SFR66704 036, 
BO/H/23. Ip. 07345:195. 


6012290141 Comments on proposed rule 10CFR2 re proposed general 
statement of policy tt procedures for enforcement action 
Opposes rule. 

LAl/ERtJ. D. at. Joseph Hosp, K I rkwood , MO. 45FR66754 035. 80/11/20 

Ip. 07345: 194, 


6012290144 Comments on proposed rule 10CFR2 re proposed general 
statement of policy 4: procedures for enforcement action. 
Proposed policy Is corruption of prof ess 1 ona U sm 4{ works to 
defeat high purpose of NRC-^safe nuclear industry. 

RUSSELL, J. L. Georgia Institute of Technology. 45FR66754 034. 
00/11/06. Ip. 07345:116. 


8012290147 Commants on proposed rule 10CFR2 re proposed general 
statement of policy ?c procedure* for enforcement action. 

Preamble should be included re dedication to continued 
Implementation L expansion of safe nuclear energy industry. 
HAUStiAN, A. L. Affiliation Unknown. 4SFR66754 033. 60/11/01. Ip. 

07345:117, 


8012290(51 Forwards comments on proposed rule lOCFRS re proposed 
general statement of policy 4; procedures for enforcement 
action. Comments will be presented by BR Clements at NRC 
001209 regional meeting In Irvlngj TX, 

KAHLERfR.E. Te»a* MtlUtles Generating Co, 45FR66754 042. 
80/(2/03. 7pp. 07345:107 


8012290459 Response joining NY Atty General 801103 motion that NRC 
withdraw request for bids to unidentified consu 1 tants, tfRC 
must provide all participants w/all correspondence. 

Certificate of Sve end. 

JQI IN0RUD, J. H Environmental Coalition on hluci ear Pouar. 00/11/20. 
2pp. 07333:042. 


0012290476 Transcript of 80(211 mooting in Wash ing tom DC re 0ECY-8O** 
474C, Pp t-32. 

a Commissioners. 80/12/11. 34pp, 07335:066. 
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— 8012290479 DIacusibs lejal isiiiet re proposal to approve publication of 
lOCFRi.0 final role re disposal of high level raduraste In 
geologic repositories. 

BICKlIITrL. Office of the General Counsel, QO/12/’lO, 3pp. 

07335; lOl, 


--80122904S3 SECV-eO-474C 

SuppI* 3ECY-B0-474 S; for<uar(f» clarifying changes to lOCFRAO 
final pule tt conforming amends, 

OlRCKSi IJ. J. Office of the Cjcecutive Director for Operations 
aO/12/07. J6pp, 07335; 104, 


0012290435 Foru-'arrfs NRC recommended changes to final rule 10CFR60. 
DlRCKS. If, J. Office of the Executive Director for Operations. 
aO/12/^lt. 9pp. 07335; 120 


8012300672 Staff renuiraments ffle^uo re Commission 801126 meeting on 
SECY-S0-474/474A- Request s Staff actions to disposal of 
high level raduaste in geologic repositories. 

ClULKiS.J, Office of the Secretary of the Commission, M301126A. 
80/ 12/10. ip. 07359:209. 


8012300703 Staff requirements mono re Commission Af f iraration Session 
00-53 on aoiaos. Approved memo 1. order denying Duke Power Co 
motion for reconsideration of emergency planning. 

CHILK^S, vJ. Office of the Secretary of the Cowmission. 80/12/08. 
Ip, 07359:297, 


PRQJ PROJECTS - PREDOCKEF tlCEWaiNO 


8012010055 Comments on draft gensrlt ElS on V mk 1 1 i ng. Imprac I i tal to 
Unit tailings disposal schemes to prime option of complete 
below grade disposal. 

LAfWjE. A. Atomic Industrial Forum, 79/10/24. 74pp. 07090:116, 


3012050402 Forward! project prediction for FFTF reactor sys 
traniient natural circulation test fro/iv 35X power. 

CARLISLE# C. 8, Energy^ Dept. of. FTF:DJF:234, 80/11/28. Ip 
07174: 127. 


--8012050468 Submits info re pretest prediction* for 39H natural 
circulations teit i: up-to-date revision of Tech Specs. 

MCSHAHEi W, J. Hanford Engineering Development Laboratoru. 8054023 
ao/1 l/ie ip. 07174: 128 . 


■8012050492 TS-SI-SAOOS 

’Tratesfc Predictions for FFTF Reactor Sys Transient 
Ifatural Circulation Test From 35"^ Power#'’ Part 2, 

NUTTi IJ. T. I HECK/F, M, » ELIA# G. 0. ilanferd Engineering Development 
Uaboratory. aO/ll/lO. 29pp. 07174:129. 


—80 1 SOS 5 496 TC-1799 

"Pretest Predictions of Thermal 6 Hydraulic Responses of 
Fueled Open Test Assemblled to 35'/l Power Natural 
Circulation FFTF Plant Startup Test.'" 

JOHNSON. H. 0. Hanford Engineering Development Laboratory. 
90/10/31. 6Bpp. 07174:161. 


8012080243 Informs that 3C-day review of final ElS began on 801019. 
a Oregonr State of. 17722. BO/lO/19. Ip. 07187:065. 


8012080743 Verifies official Filing of FES re generic U milling. 
Scheduled FR publication of notice of availability is 
801010. Public review period terminates 001110, 

WILaON.K.L, Environmental Protection Agency. 80/10/08. Ip. 
07187:061. 


S0I2180436 Forwards agenda list of attendees re 801106 meeting on hot 
experimental fac Hi ty . Net t meeting scheduled on 810U4.Matl 
accountability i nstrvmentatl on 4 physical protection will be 
addressed, 

CLARKiA. T. Advanced Fuel * Spent Fuel Licensing Branch. BO/ll/25. 
3pp. 07272: 130- 


8012220088 Forwards draft West Valley Demonstration Project Act 
requiring HRC to enter Interagency agreement w/DOE Vo define 
role In reviewing DOE activities for project. 

CUNN1N0HW1# R. E. Division of Fuel Cycle L Material Safety. 80/11/23 
app. 07307:047. 


801M40435 Ack receipt of FES for final generic environ Impact 
statement on U milling. No addi comments received, 

BAf\ii8p L. E. North Datotai State of, 17960. 80/11/13 lo 

07327:331^, 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORREaPQNDENCE 


8012100406 Part 21 rept re N521-SR actuators, reported on 801113. Parts 
causing problem have been cha'^ged by 801118 engineering 
change notice. 

LQCA8C10, A. T. CH Bettis Corp. 00/11/17, 4pp, 07210:001. 


QA99? QUALITY ASSURANCE INSPECTIONS 


B012020667 Act receipt of 801106 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Intp Rept 
9990 0030/ BO-02. 

POTAPOVS, U. Region A, Dallas, Vendor Inspection Branch. 0O/t|/l7. 
ip, 07145:329, 


8012020675 Responds to NRC 601017 Itr re deviation noted in QA Program 
fnsp Rapt 99900030/80-02. Corroc 1 1 VO ac tions: s igned Revision 
1 rept ulll be sent to architec t. Neld ing procedures will be 
documented 4; drawings redesigned. 

P.QROAN, J. F. Colt Indus trtas, Inc. » Fairbanks Morse Engine Dlv. 
80/11/06. 15pp. 07145:330, 


— 8012020663 Forwards QA Program Insp Rept 99900300/80-02 on 800915-18 
6 notice of deviation. 

P0TAP0V6,U, Region 4, Dallas. Vendor Inspection Branch. 00/10/17. 
2pp. 07145:345. 


— B012020692 Notice of deviation from insp on 800915-10. 

» Region 4, Dallas. Office of the Director. 80/10/14. 2pp. 
07145:347. 


— 0012020708 QA Program Insp Rept 99900300/80-02 on 000915-18. 
floncompl i ance noted; fo 1 1 owups on Part 21 rcpts tt Inspector 
idoiittfied problems not consistent lu/regulat ions. 

FOSTER, N. E, , DARNE8, I. Region 4, Dallas, Vendor Inspection Branch. 
80/10/14, llpp, 07145:349. 


G0I2020709 Ac k receipt of B01027 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900510/00-02. 

POTAPOVEiU, Region 4, Dallas, Vendor Inspection Branch. 00/11/14. 
Ip. 07147:295. 


— B012020716 Responds to NRC 800922 Ur re deviation noted in QA Program 
Insp Rept 99900510/80-02. Corrective ac tions; revisions to 
specs win be identified 6 recorded w/monthly reviews by 
planning engineer. 

CURNANE, R. A. United Engineers 6 Constructors, Inc. (subs, of 
Raytheon Co, 1. 80/10/27. 2pp. 07147:896, 


— 0012020721 Forwards QA Program Insp Rept 99900510/80-02 on 800825-29 
6 notice of deviation. 

PGTAPOVa.U. Region 4, Dallas, Vendor Inspection Branch, 80/09/82. 
2pp. 07147:298. 


—8018020726 Notice of deviation from insp on 800885-29. 

•* Region 4# Dallas, Office of the Director, 00/09/19, Ip. 
07147:300. 


--0012020733 QA Program Insp Rept 99900SJ0/80-02 on 000025-29. 

Non comp 1 i ance no ted: des i gn document control contrary to 
procedural requirements, 

t.Q3TELLQi J. R. , BREAUX# D. 0. , HALE# C. J. Region 4, Dallas# Vendor 
Inspection Branch. 80/09/19, I4pp. 07147:301, 


8012020792 Aclr receipt of 001014 Itr informing NRG of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900209/80— 02. Ad d 1 info required re welding operator 
performanca qual if icat i ons. 

POTAPOVS, U, Region 4, Dallas, Vendor Inspection Branch. 80/11/12. 
Ip. 0/145:291. 


— “80I202f>796 Responds to NRC 600910 Itr re deviation noted In QA Program 
Insp Jtept 99900209/80— 02. No proprietary inf o. Corrective 
actions: training program to be held in Oct 1900 re 
do-cumentatlon requirements for welding matls. 

BECKBTEDt W, F, Dergen-Patterson Pipe Support Corp. 00/10/14. 6pp. 
07145:292, 


— 0012020800 Forwards OA Program Insp Rept 99900209/80-02 on 0OOBO4-OS U 
notice of deviation. 

POTAPOVS, U. Region 4, Dallas# Vendor Inspection Branch, 80/09/10. 
2pp. 07145:298 


— B012020B'02 Notice of deviation from insp on 800804-08. 

* Region 4, Dallas, Office of tbo Director. 00/09/05, 2pp. 
07145:300, 
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— 0012020803 QA Insp Rept 99900209 /a0~02 on 800804-09, 

Noneornp llance nDte(f;matl not chockad against purchase 
order req.uirements prior to release tt draining requirements 
not included ih purchase documents. 

ELLERSHANi L. E. I QARtVESi t. Region 4t Oollai* Vendor Inspection 
Branch. 80/09/03. 10pp. 07143:302. 


80-12040013 Forwards QA Program Insp Rept 99900401/80-02 on 800926-28. 
No noncompliance noted. 

POTAPOVB'U. Region 4i Da Hast Vendor Inspection Branch. 90/10/20. 
2pp, 07169:235. 


— B012040023 OA Program Insp Rept 99900410/80-02 on 800026-29. No 
noncompliance noted. Major areas i nsp ected ; Imp lementation of 
10CFK21 & 10CFR30. App D re QA records 6 action on previous 
Insp findings. 

BRICKLEYi R. H. r AOEE. J. R. , AliOERSQNi 0. O. Region 4. Dallas, Vendor 
Inspection Branch, 80/10/17. 10pp. 07169:237. 


8012080238 Ack receipt of 801002,1110 it 19 Itrs Informing NRC of 
steps taken to correct deviation noted In QA Program Insp 
Rept 99900523/00-02. 

P0TAP0V3, U. Region 4, Dallas, Vendor Inspection Branch, 90/11/23. 
ip. 07196:187. 


— 8012080244 Responds to NRC 801002 1 tr re deviation noted In QA Prograoi 
Insp Rept 99900S23/80-02. Correc ti ve actions: design 
verification procedures will be followed ti design review 
general checklist will be completed. 

BARKER. N.R. Ollbert/Commonuealth Cos, 80/11/19. 2pp, 07186:188. 


--0012080250 Responds to NRC 801021 I tr re deviations noted in QA Program 
Insp Rept 99900523/00-02. Clarifies that vendor drawings 
revised bg OAI 800501-0908 will ba handled according to 
comprehensive identification sijs manual, 

BARKER, N.R. Oi 1 b«r t/Cemmonwea 1 th Cos. 90/11/10. 2pp. 07186:190. 


— 8012080297 Ack receipt of 801002 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900523/80-02. Requests addl info on handling of revisions 
to TMI-rivlsed vendor drawings issued 800501-0908. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 80/10/21. 
ip. 071B6: 192. 


— 8012080254 Responds to NRC 800903 1 tr re deviation noted In QA Program 
Insp Rept 99900325/00-02. Corrective ac tioni: change to 
project mgt manual incorporating commitment of 800429 Itr & 
electrical discipline drawings design verified. 

BARKER, N.R. Oilbert/Commonwealth Cos. 60/10/02. Bpp. 07186:193. 


— 0012080260 Forwards QA Program Insp Rept 79900523/00-02 on 800721-25 U 
notice of deviation. 

FQTAPOVSiU. Region 4, Dallas, Vendor Inspection Branch. 80/09/03. 
2pp. 07186:201. 


—8012080263 Notice of deviation from insp on 800721-25. 

« Region 4, Dallas, Office of the Director. 80/08/29. 9pp, 
07186:203. 


--8012080268 QA Program Insp Rept 99900325/80-02 on 000821-23. 
Nonccmpliance noted: correc tive actions to previous 
deviations not comp leted. Vendor drawings not identified u/ID 
numbers U Issued w/o design verifications. 

FOXfD. F, , BREAUX,D. 0. r OAOE, L. W. Region 4, Dallas, Vendor 
Inspection Branch. 00/08/29. 24pp. 07186:209. 


8012080232 Forwards QA Program Insp Rapt 99900396/80-01 on 800922-26. 
No noncompliance noted. 

POTAPOVSrU, Region 4, Dallas, Vendor Inspection Branch. 00/10/17. 
2pp, 07187:066, 


—8012080256 QA Program Insp Rept 99900396/80-01 on 800922-26. No 
noncomp 1 iance noted. Major areas inspected: initial mgt 
meeting t: implementation of lOCFRSO, App 8 including mfg 
process controls & audits. 

BROWN, R.L., WHITEBEUr D, E, Region 4. Dallas, Vendor Inspection 
Branch. 60/10/08. 6pp. 07187:068. 


8012060263 Ack receipt of 801106 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900081/80-02. 

POTAPQVarU, Region 4, Dallas, Vendor Inspection Branch. 80/11/17, 
Ip. 07109:279. 


—8012090267 Responds to NRC 001024 Itr re deviation noted in QA Program 
Insp Rept 999 o6o 8I/0O-O2. aorrectlvi actions: calibr of 
Slectron beam welders checked log iqs set up tq insure all 
equipment will be entered on computer sgs updating malnt. 

VOUMERrC.J. Ekxon Nuclear Co. , Inc. (subs, of Ekxon Corp. ). 

60/11/06. 2pp. 07189:280. 


— 8012080272 Forwards QA Program Insp Rept 99900091/80-02 on 801014-16 6 
notice of deviation. 

POTAPOVS. U. Region 4, Dallas. Vendor Inspection Branch. 00/10/24. 
2pp, 07109:283. 


--8012080275 Notice of deviation from tnsp on 801014-16. 

* Region 4. Dallas. Office of the Director. 80/10/24. Ip. 
07189:284. 


— 80120B02B2 QA Program Insp Rept 99900001/80-02 on 801014-16. 

Noncomp 1 ia nee noted: bujo electron beam welders still In use 
were past catibr c^cle. 

MCWEIUL, R M. , WHITESELL, D. E. Region 4, Dallas. Vendor Inspection 
Branch. 80/10/24, 6pp. 07189:285. 


9012080287 Ack receipt of 8C102B Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900710/80-02, 

POTAPOVS, U. Region 4, Dallas. Vendor Inspection Branch. 80/11/19. 
Ip. 07186:239. 


— 8012080291 Responds to NRC 001010 Itr re deviation noted in QA Program 
Insp Rept 99900710/80-02. Corrac 1 1 ve ac tlnns: sessions given 
to educate workers in use of IP tags I: in review of drawings 
to assure inclusion of welder call-outs. 

JACKSONiR, W, National Valve At Mfg, Co. 90/10/29. 3pp. 

07186:240. 


— 0012000297 Forwards QA Program Insp Rept 99900710/90-02 on 000825-20 
6 notice of deviation. 

POTAPOVSiV, Region 4, Dallas, Vendor Inspection Branch. 00/10/10, 
2pp. 07106:243, 


— 8012080300 NntUe of deviation from imp on 900825-29. 

e Region 4, Dallasi Office of the Director. 00/10/00, Ip, 
07186:245. 


—8012080307 QA Program Insp Rept 99900710/80-02 on 800923-28. 
Noncompliance noted-pallet lacked blue ID tag . Assemb Ig 
drawing 4: QC data sheet did not include tack welding 
documentation provisions. NCN number not on QC sheet. 
R0BERD8.H. W. , DARNESrI. Region 4, Dallas. Vendor Inspection 
Branch. 90/10/08, 6pp. 07186:246. 


9012090048 Ack receipt of 800917 4: 1024 Itrs informing NRC of steps 
taken to correct deviation noted in QA Program Insp Rept 
99900086/80-01, 

POTAPOVaiU, Region 4, Dallas, Vendor Inspection Branch, 80/11/12. 
Ip. 07199:217. 


— 8012090051 Responds to NRC 601006 Ur rt deviation noted in QA Program 
Insp Rept 99900086/80-01. Corrective actions:all gaugts 
routed to dept to Insure calibr acevraeg reintp of 
castings made. 

HQLT,P.E. Hepklnsons, Ltd. 80/10/24. app. 07199:219. 


— 8012090050 Ack receipt of 800917 Itr informing NRC of steps taken te 
correct deviation noted in QA Program Intp Rept 
999OOOB6/0O-O1. Requests addl Info. 

POTAPOVS, U. Region 4, Dal las. Vendor Inspection Branch, 80/10/06. 
Ip. 07199:221. 


— 0012090054 Responds to NRC S00731 Ur re deviation noted in QA Program 
Insp Rept 99900086/80-01. Corrective actions: c I ear i ng 
qpei-atlon added to operational chart 6 induction hardening 
procedure prepared. 

HOLT, P.E. HopklnsonSr Ltd. 90/09/17, 6pp. 07199:222. 

— 8012090057 Procedure TDL 031, "Cal itr of Hand Operated Torque 
Hrsnehes." 

a Kopklnsoni, Ltd. 90/06/26. 9pp. 07199:228. 

— 8012090059 Forwards QA Program Insp Rept 99900086/80-01 U notice of 
deviation. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 00/07/31.1; 
2pp. 07199:237. I. 


— 8012090062 Notice of deviation from insp on 900623-27. 

a Region 4, Dallas, Office of the Director. 90/07/29. 3pp. 
07199:239. 


— 8012-090065 Q A Program Insp Rept 99900006/80-01 on 900623-27. 
NoncompUance notecf:a>fg orders did not provide complete 
tnstruc tionti torque wrench net checked for accuracy tf. 
flange had inadequate radius. 

. BARNEB, 1. . ELLER SHAW, L E. Region 4, Dallas, Vendor Inspection- 
Branch. 00/07/29. 1 6pp. 07199:242. 
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90121B0594 Foruari* QA Projram Insp Rapt 99900219/'B0-01 on 900939-1003. 
No noiicofnp L f an< fi< noted. 

POTAPQVSaU. Region 4. DalU^, Vendor In-«pecfcioti Dranch. 00/10/21. 
2pp. 03770. 24 &. 


— a0l2ia05'?7 QA Program Jn%p Rept 99900217/00-01 on 000929-1003. No 
noncompliance noted, hajor areaa Imp ected ; imp 1 omentation of 
lOCFRSOiApp D U appHcatle code* & stds. 

FOSTERfN.E. ■ 0ARNE8. r. Region 4. PaMati Vendor tnipectlon Orancti. 
atJ/lO/lS. 9pp, 03790:247. 


0012100602 Ac k receipt of 301201 Itr informing NRC of iteps taken to 
correct deviations noted in QA Program Insp Rept 
999001 00/ aO-02, 

POTAPOVS’ V. Region 4« Dallasr Vendor Inspection Branch. BO/12/11, 
ip. 03790:256. 


--0O1218O6O7 Responds to NRC 001106 Itr re deviations noted in QA Program 
tnsp Rapt 99900100/30-02. Correc t ive actionsiall variation 
repts lulll be reviewed bg GC supervisor. 

GHOOHE, K. Limttoriiue Corp. 30/12/01. 2pp. 03790:357. 


— 301^190060 Responds to NRC 301020 Itr re deviations noted in QA Progran 
Insp Rapt 999OOS21/0O-O3. Correc t ive actions ; mails U quality 
SVC dept tt project engineering revieuied Form 04 It made 
necessarg corrections per Drauing Change Notice 52. 

KOROwJSltlA •/. V. Bechtel Pouier Corp. (subs, of Bechtel Corp. ). 

30/11/26. 6pp. 07279:011. 


— >3013190063 Foruards QA Program Insp Rept 99900521/80-03 on 800922-23 & 
notice of 'deviation, 

FOTAPORSi U. Region 4« Dallas. Vendor Inspection Branch. 00/10/20. 
2pp, 07279.017, 


—3012190074 Notice of deviation from insp on 000922-29. 

a Region 4. Dallas# Vendor Inspection Branch. 60/10/17. 2pp, 
07279:019. 


—6012190000 QA Program Insp Rept 99900521/00-03 on 000922-25. 
Noncompl lance noted : fa i lure to check drawing for compliantpe 
ui/app 1 Icabtc codes stds required bg procedures. 

ORICKLEV. R.H. . AOEEiJ. R. # HALE. C. J. Region 4. Dallas# Vendor 
Inspection Branch. 80/10/17. Upp. 07279:021. 


•8012160612 Forwards OA Program Insp Rept 99900100/30-03 on 800730-1003 
h notice of deviations. 

POTAPOVS. U. Region 4. Dallas. Vendor Inspection Branch. 00/11/06. 
2pp. 03790:259. 


0012190095 Acl receipt of 301121 Itr Informing NRC of steps taken to 
correct deviations noted in OA Program Insp Rept 
99900047/80-02, 

paxAPOVSiU. Region 4# Dallas# Vendor Inspection Branch. 00/12/03. 
Ip, 07279:096, 


—0012100615 Notice of devlatlona from insp on 800930-1003. 

a Region 4# Dallas. Von-dor Inspection Branch. 00/11/05. 2pp. 
03790:261. 


—3012190621 QA Program Insp Rept 99900100/00-02 on 300930-3003. 
Noncamp I lance noted; failed to include mfg supervisor 
signature on variation repts originated in machine shop, 

QLLCRfR.E I DARNESil. Region 4. Dallas# Vendor Inspection Branch. 
00/iI/OS. 9pp. 03790:263. 


0012180623 Forwards QA Program Insp Rept 99900404/80-04 on 300900-12, 
No no-.scomp 1 lane e noted. 

POTAPOVS.U. Region 4# Dallas# Vendor Inspection Branch. 80/09/26. 
2pp. 03790:272, 


—3012180629 QA Program Insp Rapt 99900404/30-04 on 800908-12. No 
none omp 1 lance noted Najor areas inspec ted : 10CFR31 10CFR50# 

App 8 in areas of design insp. 

BRICKLEY. R. H. # DENNETT. A. B. # AGEE# J. R, Region 4# DaUas# Vendor 
Inspection Branch. 80/09/23. Upp. 03790:274. 


0012180637 Fortuards QA Program Insp Rept 99900034/00-02 on 300724. 

No nencomp 1 lane e noted. 

POTAPOVS#!!. Region 4# Dallas. Vender Inspection Branch. 30/07/25. 
2pp. 03790:265. 


—3012100644 QA Program Insp Rept 99900054/BO-Q2 on 800724. Mo 
noncompliance noted. fiajor areas i nsp ec ted : imp lementat 1 on of 
lOCFRSOjApp B tc 10CFR21 & applicable codes U stds, 

KELLEY^N.D., NHITESELL. 0. E. Region 4# Dallas# Vendor Inspection 
Branch, a0/09/23. Bpp. 03790:287- 


8Q1219OOO0 Act receipt of 801121 Itr Informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900293/00-01. 

PQTAPOVS-U. Region 4i Dallas# Vendor Inspection Branch, 30/12/03. 
Ip. 07270: 183. 


— 0012190093 Responds to NRC 001010 Itr re deviations noted in OA Progran 
Insp Rept 99900047/80-02. Correct Ive actions; comp lete 
evaluation of ell records re automatic submerged arc 
welding process performed. 

HILLER# T.D. Mestlnghouse Electric Corp. 00/11/21. 6pp. 

07277; 097, 


—0012190098 Forwards QA Program Insp Rept 99900047/80-02 on Q0090B-12 
h notice of deviation. 

SEYFRIT#K. V, Region 4# Dallas# Office of the Director. 00/10/10. 
2pp. 07279: 103. 


— 0012190101 Notice of deviation from insp on 800908-12. 

a Region 4# Dallas# Vendor inspection Branch. 00/10/07. 2pp, 
07279: 105. 


—0012190104 QA Program Insp Rept 99900047/00-02 on 000908-12. 
Noncompl lance noted: failure to maintain segregation 6 
Identity of welding matl tn holding ovens. 

ELLERGHAWr L. E. . RODERDS# H. W. . BARNES. I . Rogton4# Dallas, Vendor 
Inspection Branch, 80/10/07. Upp. 07279:107. 


0012190075 Notes decision not to submit application for withholding of 
Info from public disclosure. 

PQTAPOVS.U. Region 4# Dallas, Vendor Inspection Branch. 00/12/11. 
ip. 07279: 120. 


—0012190154 Informs .that QA Program Insp Rept 99900271/80-01 affidavit 
will not be prepared because of current priorities (< effort 
required. Rept errors should be corrected prior to placement 
In PDR. 

MOCH#N,H. Rosemount# Inc. 00/11/24. Ip. 07279:121. 


— 8012190160 Informs that application must be submitted for withholding 
of info In QA Program Insp Rept 99900271/80-01. 

POTAPOVSiU, Region 4# Dallas, Vendor Inspection Branch. 00/10/24. 
ip. 07279:122. 


— 0012190012 Responds to NRC B01030 Itr re deviation noted In OA Program 
Insp Rapt 7990'0a93/ao-0l, Correc t Ive ac ttoni : 10CFR21 
compliance revised on div level. Previous procedure replaced 
in entirety. 

ALLIM.R.V. Oulf ftt Wes tarn Industrlas# Inc, BO/U/21, 3pp, 

07278: 184. 


—8012190186 Requests QA Program Insp Rept 99900271/80-01 on 000721-25 be 
withheld from public discloeure due to proprietary nature 
of Info, 

KaCH. N. H. Rosemount, Inc. 00/10/10. Ip. 07279:123. 


--B012 190016 Forwards QA Program Insp Rept 99900293/80-01 on 300930-1003, 
No noncompliance noted. 

POTAPOVS, U. Region 4# Dallas# Vendor Inspection Branch. 80/10/30. 
2pp, 07270: 187. 


— 0012190021 QA Program Insp Rept 999OO293/0Q-O1 on 800930-1003. No 
noncompUanca noted. C larlf icatlon of audit schedule 
requirements needed to clarify discrepancy between Sectlane 
I. 1, 2 Jt 13. 4. a of QA manual. 

SUTTON# J, N. I tIH] TESELL, D. E. Region 4i Dallas# Vendor Inspactlon 
Branch. aO/tO/Sa. 6pp. 07278: I &9. 


8012190050 Ac V receipt of 001126 Itr informing NRC of steps taken to 
correct deviations noted In QA Program Insp Rept 
99900521/30-03. 

POTAPOVS, U. Region 4, Dallas# Vendor Inspection Branch. BO/12/09. 
Ip. 07279:010. 


—0012190194 Forwards QA Program Insp Rept 99900271/80-01 on 000721-25. 
Nd narcoflip 1 lance noted. 

POTAPDVa#U, Region 4# Dallas, Vendor Inspection Branch. 80/09/10. 
2pp, 07279: 124, 


—8012190200 QA Program Insp Rept 99900271/00-01 on 000721-25. No 
noncompliance notod. Major areas inspec ted: environ 6 seismic 
qualifications of Model U53A pressure transmitters b 
procurement documents, 

ELLERSHAtr. L. E. , BARNES,!. Region 4# Dallas# Vendor Inspection 
Branch. 80/09/05. tapp. 07279:126 


8012190239 Ack receipt of 801111 Itf clarifying comments re QA Program 
insp Rept 99900118/80-01, 

POTAPOV8#U. Region 4# Dallas# Vendor Inspection Branch. BO/U/26. 
ip. 07286:041. 
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— e0121?02^i> Rfspondi to WRC 301030 Itr r» QA Program Irap- Rapt 
999001 10/BO-Ol . Clari f ies rapt itami r» intent to ceaie mfg 
□ ptrations at plant facllitg tr. decision not to sub con trac t 
ra#g of N stamp valvei. 

SHIELPBiS. Malworth Co (subs, of tU International Corp. ), 
00/11/U. Ip. 07SB6; 04S. 


•>-0012190302 Forwards GA Program Insp Rept 99900118/80-01 on BOlOOQ-09. No 
noncoinp 1 lance noted. 

POTAPDVSfU. Region Dallas, Vendor Inspection Branch, 80/10/30. 
tp. 07886:043, 


— B012190312 OA Program Insp ftept 99900110/80-01 on 001008-09. No 
noncompl lance noted, Kajor area in»pec ted : imp 1 ementa 1 1 on of 
iOCFRSOiApp D «< applicable codes U otds 4: v*r If i cat 1 o-n QA 
records uill be protected after plant closure, 

KELLEYiW. D. , UHTTESELLi 0. E. Region 4> Dallas, Vender Inspection 
Branch. 80/10/28. 7pp. 07886:043, 


BDL2190433 Forwards QA Program Insp Rept 99900262/80-01 on 800803-06 <t 
notice of deviation. 

POTAPOVS-U. Region 4, Dallas, Vendor Inspection Branch. 90/09/04. 
2pp. 07286; 262. 


— fl0IS190439 Notice of deviation from fnsp on 800805-06. 

a Region 4j Dallas, Vendor Inspection Branch. 80/09/02. Ip. 
07286:864. 


— 801S190 446 QA Program Insp Rept 99900262/60-01 on 600805-06. 
Noncompl iance noted; revised procedures not being processed 
as rac^uired hg App B to 10CFR50 prior to release t. 

Implementation. 

KELLEY, D. , WHITESELL, D. E. Region 4. Dallas. Vendor Inspection 
Branch. 80/09/02. 9pp. 07266:263. 


8012190438 Ack receipt of 801121 Itr Informing NRC of steps taken to 
correct deviations noted in QA Program Insp Rept 
9990030 7/80-08. 

POTAPOVS, U, Region 4, Dallas, Vendor Inspection Branch. 80/12/09. 
ip. 07286:274, 


--a012190'442 Responds to NRC 801017 Itr re deviations noted In QA Program 
Insp Rept 99900S07/B0-02. Corrective ac tion: revised project 
dra.uing list to show current Revision F of Structural 
Drauing 830-1418. 

MCFARLAND, J. E Bargent 8, Lundg, Inc. 80/11/21. app, 07286:273. 


— B012190443 Forwards QA Program Insp Rept 99900307/80-02 on 000919-19 
4c notice of deviation. 

POTAPQVBrU. Region 4, Dal las. Vendor Inspection Branch. 00/10/17. 
Spp. 07286:277. 


—801219 0449 Notice of deviation from Insp on 000915-19. 

Region 4, Dallas, Vendor Inspection Branch. QO/iO/OB. Ip. 
07206; 279. 


—6012190494 QA'Program Insp Rept 99900307/90-02 on 800913-19. 
Noncampl lance noted: f reject drawing list not updated to 
shoet current revision of structural draining. 

COSTELLO, J. R. , n/OHNSON, J. M, , NALEiC.d. Region 4, Dallasj Vendor 
Inspection Branch. QO/IO/OB. lOpp. 07286:280, 


6012190433 Ack receipt of 800912 6 1106 Urs informing NRD of steps 
taken to correct deviations noted In QA Program Insp Rept 
99900400/80-02. 

POTAPOV6,U, Region A, Oallas, Vendor Inspection Branch. 60/11/26. 
Ip. 07286:290. 


— 8012190470 Respond* to 801021 Itr re«iUBStlng addl info re responses to 
QA Program Insp Rept 99900400/80-02. D1 sewssas measuree t« 
assure that variations from equipment design requirements 
receive equivalent level of review as original dsslgn. 

GUILBERT, D. E. Dabepek WllcoK Co. 60/11/06. 3pp. 07206:291. 


—8012190476 Ack receipt of 800912 Itr & requests add! info re measures 
to assure that variations from equipment design requiremente 
receive equivalent level of revlav as original. 

POTAPOVe.O. Region 4, Dallas, Vendor Inspection Branch. 00/10/21. 
Ip. 078061294. 


— &O18t9O409 Raspondf to NRC 600813 Itr re deviations noted In QA Program 
Insp Rept 99900400/80-02. Corrective ac tlons: ini 1 1 ated 
tracking I, followup sgs to assure mgt commitments for 
resolution of notices of deviations performed. 

OUIURERTiD.E. Babcock Wilcoif Co, 80/09/12. Bpp. 07296:295. 

—8012190496 Forwards QA Program Imp Rept 99900400/00-02 on 600707-11 St 
notice of deviation. 

POTAPQVaiU. Region 4, Dallae, Vendor Inspection Branch, 60/08/15. 
2pp. 07286:303, 


--8012190515 Notice of deviation from insp on 000707-11. 

a Region 4, Dallas, Vendor Inspection Sranch. 80/09/13, 4pp, 
07206:305. 


— 0012190522 OA Program Insp Rept 99900400/00-02 on 000707-11. 
Noncampl iance noted ; contract variation approval requests 
not categar 1 led, revl ewed or approved in accordance 
u/precedures. 

FOXrD.F., DREAUX,OQ.. HALEfC.J. Region 4, Dallas, Vendor 
Inspection Branch. 80/08/13. 15pp. 07286:309. 


8012190551 Forwards QA Pregram Insp Rept 99900345/80-02 on 801014-16. 
No noncompUancB noted. 

POTAPOVS. U. Region 4. Dallas, Vendor Inspection Branch. 80/10/30. 
2pp. 07208:169. 


—6012190552 QA Program Insp Rept 99900345/00-02 on 801014-16. No 
noncompliance noted, tlajor areas inspec ted: implementati on of 
l0CFR50i inc lud ing procurement control <s training. 

BROUN, R.L., WHITESELL, D. e. Region 4, Dallas, Vendor Inspection 
Branch. 80/10/29. 7pp. 07208: 191. 


6012220081 Ack receipt of 001117 Itr Informing NRG of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900509/80-03. 

POTAPOVS, U, Region 4, Da t las. Vendor Inspection Branch. 80-/12/I 1. 
Ip. 07307:029. 


— 8012220006 Responde to NRC 801030 Itr re deviation noted in QA Program 
Insp rept 99900509/80-03, No problems exist u/#lued head 
penetrations at North Anna G & 4. Requests deletion of 
facllltg name from rept. 

KELLY, R.D. Btone ^ Nebs ter Engineering Corp. a01534/JUK/QAR. 
80/11/17. Ip. 07307:030, 


—0012220090 Forwards QA Program Insp Rept 99900309/80-05 on 800923-1003 
it notice of deviation. 

FOTAPOVSiU, Region 4, Dallasi Vendor Inspection Branch. 60/10/30. 
2pp. 07307:031. 


—8012220094 Notice pf deviation from Insp on 000929-1003. 

e Region 4, Dallas, Office of the Director. 80/10/30. Spp. 
07307:033 


—8012220098 QA Program Insp Rept 99900509 /E0-Q5 nn 000929-1003. 
Noncompl lance noted: specs far noneng Ineared Items not 
approved bg’ canstr or OA & pipe stress analysis summarg did 
not have Independent reviewer elgnature block. 

G03TELLQ. J. R. * JOHNSON. J. H. ^ HALE. C. J. Region 4, Dallas, Vendor 
Inspection Drench. 80/10/30. 12pp. 07307:035. 


8012230169 Ack receipt of 801029 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900404/00-03. 

POTAPOVS. U. Region 4, Dallas. Vendor Inspection Branch. 80/12/03. 
Ip. 07317:007. 


—0012230174 Responds to NRC 000-925 t tr re deviation noted in QA Fragram 
Insp Rept 99900404/00-03. Correc t Ive ac tlons: rtvl sed 
tlRO-OPR- 19. 0 to reflect current practices It changes 
resulting from insp. 

ANDERSON, r. K. Uestlnghouse Electric Corp. NB-rKA-2330. 60/10/29.; 

2pp. 07317:006. 


—6012230176 Forwards QA Program Insp Rept 99900404/80-03 on 800812-15. 
PQTAPQV8,il. Region 4, Dallae, Vendor Inspection Branch. 00/09/25, 
2pp, 07317:010. 


—8012230183 QA Program Insp Rept 99900404/60-03 on BOOdl2-lS. 
Noncompl lance noted : Imp I ementat 1 an of I0CFR21 requirements, 
perticularky data verification. 

ANDERSON, D. 0. , HALE,G.J, Region 4. Dallasi Vendor Inspection 
Branch. SO/09/22. 4pp. 07317:012. 


8012230234 Ack receipt of 800905 & 1006 Itrs Informing NRC u# steps 
taken to correct deviation noted tn OA Program Insp Rept 
99900039/80-01. 

PaTAPOVa,D. Region 4, Dallas. Vendor Inspection Branch. 80/11/14. 
Ip. 07317:272. 


— 8012230239 Responds to NRC 000922 Itr re deviation noted in QA Prograp 
Imp Rept 99900039/80-01, Lists findings an survey of Thysson 
Dracht 79-C~06, [y 

8LUI8rB. J. A. Rhius-Scheld e-Vero Ime Zware ApparateTibouw. DIR/021. :y 
80/10/06, 2pp, 07317:273. ; 


—8012230242 Ack receipt of 800905 Itr informing NRC of steps taken to 
correct deviation noted in OA Program Insp Rept 
99900039/80-01. Requests addl info. 

POTAPOVB.U, Reglen 4, DallaSp Vsndor inipcetien Branch. 00/09/22. 
2pp, 07317; 275. 
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— 80122J0246 Reapond? to KfiC S00729 I tr r« deviation noted in QA Prooram 
Imp Rept 99900039/fl0-0l. Cor p ect 1 VB ac i i om : internal audits 
conducted % ueldlng wire mail tes ted. Nancan^ormanc e repts & 

QA procedure end. 

SLUlSi 8, Jh A. r LQDDERt 11. Rh i n »~8c h e 1 de-^Vero Ine Zicare Apparatenbouui 
DIR/019. 50/09/05, 10pp. 07317:276. 


'B0iZ230249 Foruards OA Program Insp Rept 99900039/80-01 on aO0616’'2O 
4. notice deviation 

SE/FRlTiK. V. Region Oallaii k/endor Inspection Branch 
eO/07/S?. Spp, 07317:294. 


— 0012230249 Notice of deviation from insp on 800616*“20, 

** Region 4 j Dallas. Vendor Inspection Branch, 80/07 /2B. 3np. 

07317:296. 


— 8012230295 QA Program Insp ftept 99900039/80-01 on 800616-20. 
Noncomp I iance noted: appro va I of vendor ut/a followup 
actions ret^uired & failure to issue heat treatment 
no n c onf ormi tg repts. 

BARN€8f I . . ELLFRSHAW. L, E. Region At Dallas. Vendor Inspection 
Branch. 80/07/28. I3pp. 07317:299, 


8012290496 Ac k recaipfc of 801120 Ur informing NRC of steps taken to 
correct deviation noted In QA Program Jnsp Reet 
9990O4QO/B0-O2. 

P0TAP0V3.U. Region 4. Dallas, Vendor Inspection Branch. 80/12/09 
Ip. 07335: 134, 


8012020?64 Forwards Revision 2 to 8AN-100a2. “Environ Qualification of 
Class IE Control i Instrumentation Etiuipment. " 

TAYlOR.J. H, Dabcoch tc Wilcox Co. 00/11/20. 2pp. 07132:342. 


--8012020268 Revision 2 to "Environ Qua 1 if ication of Class IE Control t( 
Ihatrumentation Equipment, " 

BVRBTEIN.N- M. , LEBNIAK. L. M. , LLOYD. A. B. Babcock I. Wi Ico* Co. 
aAW-10082 R2, 80/10/31. 130pp. 07132:344. 


0O12O3OB4O Forwards comments on proposed Revision 3 to Reg Oulrfe 1.39. 
"Inservlce Insps of Ung.outed Tendons in Prestressed 
Concrete Containments.*' Reg Guide 1.35.1, 

FULTON. J.F, Oilbert/Commonwoalth Cos. 00/10/31. I3pp. 07149:076. 


B012040650 Commends NRC for assembling Reg Guide 1.97 discussed at 
BOD806 meeting in Nash Ington. DC. Coverage of parameters to be 
monitored is too comprehens ive. Roques ts specific attention 
to prlmarg coolant inventory. 

ZUDANS.Z Franklin Insti tute/Frank 1 in Research Center. 00/09/23. 
2pp. 07165:359. 


8012090093 8ECY“a0-S07 

Seeks CorRmlssion approval of end draft FR notice endorsing 
deferment of mandatory acceptance of nuclear plant 
reliabllitg data sys & development of integrated operational 
experience reporting sy s. Reco'r.mends approval. 

DIRCKS.N. J. Office of the Executive Director for Operations. 
80/11/14. 60pp. 07173:116. 


■0012290492 Responds to NRC 800912 Ur r* deviation noted In QA Program 
Insp Rep t 99900400/80-02, Corrective ac 1 1 ons : Phase I of NPQD 
historical document list review mill be completed by 010303. 

OUILBERTi D. E. Babcock iiWiUox Co. 80/11/20. Ip. 07335:139, 


8012300005 Act receipt of 601113 Ur informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900036/80-02. 

POTAPOVS. U. Region 4. Dallas* Vendor Inspection Branch. 80/12/02. 
Ip. 07396:085, 


— B012300009 Responds td NRC 001017 Ur re deviations noted In OA Program 
Insp Rept 99900036/60-02. Correc tivs act ions: reinstructed 
personnel that orange quality status tags should be attached 
k retained on shop traveler. 

' NILLERjL. Ck* stone. W, a, Cambuftlon Engineering. Inc. 
80/11/13. Qpp. 07356:086. 


—8012300016 Forwards QA Program Insp Rept 99900036/80-02 on 800922-26 k 
notice of devlatUn 

POTAPQVBrU. Region 4. Dallasr Vendor Inspection Branch. 80/10/17, 
2pp. 07356:009. 


— 8011130046 Forwards Input re IE needs for upgraded NPRDS k LER lys. Reg 
Guide £, 16 does not provide requirements for reporting model 
i sarlal numbers k mods for failed components, Guidel Ines 
need to address AO repts as LER subsets, 

JORDAN, E,L. Division of Reactor Operations Inspections. 00/09/20. 
2pp. 03731:117, 


8012080170 Comments on proposed Revision 1 to Reg Guide 1.23, 
Differences between primary t other towers should be 
addressed, tower Instrumentation requirements should also be 
addressed. 

BAYNE, J.P. Power Authority of the State of New York. 80/11/17, ip, 
07194:307. ^ 


8012080177 Comments on proposed Revision I to Reg Guide 1.23. 

FAV.C.W. Wisconsin Electric Power Co. 80/11/14. 2pp, 07194:305. 


BO-12OBO104 Comments on proposed Revision I to Reg Guide 1.23. 
Requirement for addi mechanism for transmitting same 
meteorological info unwarranted. 

OALE.L, F, hlssissippi Power k Light Co, AECM~80/2B9. 80/11/20. 

2pp, 07194:303, 


— 0012300016 Notice of deviation from imp on 800922-26. 

* Region At BaLlas* Vendor Inspection Branch. 00/10/14. ip. 
07356:091, 


8012080190 Camments on proposed Revision 
KEMPERid.S. Philadelphia Electric Co. 


1 to Reg Guide 1. 23. 
80/11/18. Ip. 07194:301. 


-0012300026 QA Pro a ram Insp Rept 99900036/00-02 on 800922-26. 
Noncompl iance noted;status quality tags not attached to 
appropriate traveler as required bu I0CFR90. 

ROBERDS* H. W. 1 BARNES, I. Region 4, Da Mae* Vendor Inspection 
Branch. 80/10/14. 6 pp. 07356: 092. 


8012080208 Comments on proposed Revision I to Reg Guide 1.23. Guide 
should define eaastal sites. Def ini tion of adequate display 
Is not given 

LAWHN, fl. W, Day Point Power k Light Co. 8T-HL-AE-g7e. 80/11/20. 
2pp. 07194:299. 


REGQD REGULATORY GUIDES 


0011210740 Forwards notice of withdrawal of Reg Guide 1. 10!* Revi slon 1, 
Emergency Planning for Nuclear Power Plants. " 

CHrLK»8 J Office of the Secretary of the Comnisf loji. 80/10/16. 

Ip. 07029:131, 


—0011060233 Notice of withdrawal of Reg Guide 1. lOL, Revision 1, 
"Emergency Planning for Nuclear Power Plants. “ 

MINOOUe, R. B. Office of Standards Oevelopmantt Dire-ctar. 00/10/06. 
3pp. 03708: 193. 


•8011060236 Forwards FR notice for publication. 

HIN0GUe,R, B. Office of Standards Oevelopmentr Director. 00/10/00 
Ip. 03708 : 1 92. 


0011200106 Transcript of 801121 Affirmation Session 80-51 In 
wash Ington, DC re discussion k vote on BECY 00-457. Pp 1-31 
a Commissioners. 00/11/81. 31pp. 07082:043. 


—0011280112 aEGY-80-476 

Ufarms^ that NRG has cencluded 6 recumimended that revisions 
?• ^0qFR73 amend ft to draft Reg Oulde 

^ changes. 

Mj«OGU£j« Office ef atandard* Develo-patent, Director. 80/10, 


aol20a02J>3 Comments on proposed Revision 1 to Reg Oulde 1. 23. Monitor i ng 
schemei other than those in guide would be more appropriate. 

8ALDAR INli J. C. Ebasco Services, Inc. (subs, of Enserch Corp. I, 
00/11/20. 4pp, 07194:292. 


8012080245 Comments on proposed Revision 1 to Reg Guide 1. 23. Comment s 
directed at Section 7 requirements re meteorological 
monitoring sys. Other means to collect meteorologlc Info 
available. 

VEWOALLiR. F, Affiliation Unknown. 80/11/18. 2pp. 07194:192. 


8012080261 Comments on proposed Revision 1 to Reg Guide 1. 23. Al louance 
should be made for digital wind speed b direction on both 
channels If sample rate Is high enough to give effectively 
continuous chart recording. 

PUCH. LC. General Electric Co. M/C 214. 80/11/13. Ip, 07194:230. 


8012030269 Forwards comments on proposed Revision 1 to Reg Oulde 1.23. 
Revision lacks guidance re availability of offsite 
mateorologicai data. 

TIPTONiT. E. General Public Utilities — OPU Service Corp. Ed(L-2958. 
00/11/19. 0pp. 07194:224. 


3012080200 Cantments on proposed Revision 1 to Reg Guide 1.23 re 
meterologlcal programs In support nuclear plants. Guide needs 
to be modfied & elaborated on in certain areas. 

BRENNAN, P. r. f SMITH, M.E, Meteorological Evaluation Services, Inc, 
80/09/30. iOpp. 07194:210, 
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60120802?^ Comm«nt« on propaied Revision t ta Re^ Oultfo 1.23. Appport 
to bo no Apparent application for ambient moisture Info at 
plants uhlch do not use closed cijcle cooling sgs. 

hOODY. J. H. Yantse Atomic Electric Co. WVC-BO-39. 80/11/13. 2pp. 
07194: 203. 


8O12O8Q3B0 Comments on proposed Revision I to Reg Guide 1.33. Many 
paaJtlqns are not justifiable for either routine operations 
or accident cond It ions. Revision should be re'^evaluated u/ 
c«n« idf rat ion given to other safety requirements, 

HIGGlNBOTHAMi L. Office of Inspection tc Enf orceitient» Office of the 
Director. 80/11/14. 2pp, 07196:195. 


8012080401 Comments by Rl Dept of Health on revision to Reg Guide 10.8. 
Info In Item 0.4 re plotting data obtained during linearity 
Checks of dose calibrators Is incorrect. Correct procedure 
is to use seml'-'log paper. 

DyNOULlSi W. P. Rhode Islandr State of. 00/10/31. ip. 07196: I B9. 


80120B0502 Comments on proposed Revision 1 to Reg Guide 5. 7. Concerns 
exist re correct sequence for protected area entry 
searches. 

BRADBURY* R. Q. Stone & Webster Engineering Corp. QO/ll/18. 2pp, 
07194:342. 


8012060697 Comments on second proposed Revision 2 to Reg Guide 1. B« 
‘'’Personnel Qualification U Training." 

HQODY.J. H. Yankee Atomic Electric Co, WYC 80-36. 0O/U/17, 2pp- 

07196: 129. 


601SOB0704 Comments on draft reg guide fp 716-4 re value/lmpact 
statement format. Suggei ts addl guidance documents uorthy of 
ref in Section 34.2.2 on ventilation requirements. 

FISHrJ.E. American Air Filter Co. 80/11/17. ip. 07196:136. 


8012080724 Comments on draft reg guide PP 818-4 re std format tt content 
of license appl Icat ions. No consideration given* in info 
required# for environ rept* to federal land which may be used 
or located near in situ extraction solution site, 
e Interior# Dept, of I Bureau of Land Management. 3500i930>. 
e0/it/l9. 9pp. 07196:147. 


8012060731 Comments on proposed Revision 3 to Reg Guide 1.33 re QA 
program requirements. Borne wording in Paragraph C. 13 
should be deleted. 

BRADBURY# R. S. Stone 4; Webster Engineering Corp. 80/11/14. Ip. 
07196: 136. 


8012110643 Partial response to FQIA request for documents re 
imposition of civil penal ties# NRC requests for congressional 
authorl tetion for more severe penalties & responsibilities U 
behavior of nuclear plant operators. Forwards documents. 
FELTON# U.M. Division of Rules and Records. 80/11/20. 2pp. 
07227:209, 


— 8013U0770 Forwards proposed Reg Guide 1. xyc# "Factors to be Considered 
Before Allowing Licensed Personnel to Manipulate or Direct 
Manipulation of Controls of Nuclear Power Plant, ” Request* 
comments on listed questions. 

FARMER# W. 8. Research Support Branch IPre 801119). 78/01/06. 4pp. 


— 8012110678 Provides background Info on proposed Revision 1 to Reg 
Guide 1. 114# "Guidance on Being Operator at Controls of 
Nuclear Power Plant." Includes comment reeolution 6 
Implementation schedule. 

ARLOTTOiO. A. Office of Standards Development# Director, 76/10/07. 

2pp. 


—8012110782 Draft of Revision 1 to Reg Guide I.114i "Guidance on Being 
operator at Controls of Nuclear Power Plant.”' 
a Dffit* of Standards Development# Director, 76/09/13. 2pp. 


—8012110787 Comments on Reg Guide 1. U4, "Ooldance on Bslng Operator at 
Controls of Nuclear Power Plant." Section C, I should be 
modified to remove implication that changing conditions 
always requires corrective action on part of operator, 

CAHILL#H. J. Consolidated Edison Co. of New York. 76/04/16, ip. 


—0012110792 Comments on Reg Guide I.ll4i "Guidance on Being Operator at 
Controls of Nuclear Power Plant." Strict Interpretations pf 
provisions in Section B# Paragraph 3 could preclude nuclear 
plant operator from performing data logging b# review taske. 
xfOHNSONiW.P. Yankee Atomic Electric Co, 76/04/01, Ip. 


—8012110800 Comments on Reg Guide 1,114, "Guidance on Being Operator at 
Controls of Nuclear Power Plant.” Guide can be improved bg 
More strongly emphasi t Ing . Importance of sound design for 
controls used during normal operating situations. 

BCHERER#A. E. C-E Power Systems. l_D-76-044. 76/04/20. 2pp.; 


— 8012110806 Comments on Reg Guide 1.114p “Guidance on Doing Operator at 
Controls of Nuclear Power Plant." Paragraph C. 4 should 
differentiate betwoen temporary relief li formal relief aft 
conducted during shift change. 

liHRIO-R.E Florida Power t# Light Co. L-76- 1 94- 76/04/08. Ip. 


— 8012110810 Comments# subml tted by Nuclear Engineering five Co. on propostd 
Reg Guide 1.114# "Guidance on Being Operator at Controls of 
Nuclear Power Plant." Mare stringent enforcement should be 
imp 1 emented. Resolution of public comments end. 

YOUNOSrR.A, Affiliation Unknown, 031-6-41. 76/03/03. 5pp. 


— 8012110018 ValuB/impact assessment of proposed Revision 1 to Reg Guide 
1.114# "Guide to Being Operator of Controls of Nuclear Power 
Plant," Reg guide is consistent w/SRP# Section 13.1.2. 
e Office of Standards Developmonti Director. 76/10/07. Ip. 


— 8012110616 Forwards Rag Guide i. 114# Revision 1# "Guidance on Being 
Operator at Controls of Nuclear Power Plant#" FR notice L 
draft NRC public announcement, Guido was revised ai result of 
public comment 6 addl staff review. 

MlNOCUEiR D. Office of Standards Development# Director. 76/11/33. 
Ip, 


■801211082? Reg Guide t. 114# Revision 1# "Guidance on Being Operator at 
Controls of Nuclear Power Plant. " 

a afflce of Standards Development# Director. 76/11/30. 2pp. 


—8012110643 Notice of issuance «; availability of Reg Guide 1.114# 
Revision 1# "Guidance on Being Operator at Controls of 
Nuclear Power Plant," Draft NRC public announcement end. 

M1NOOUE«R. U. Office of Standards Development# Director. 76/11/23. 
4pp. 


•8012110046 Reg Guide 1. 1 14i "Guidance on Being Operator at Controls of 
Nuclear Power Plant. *' Related FR notice end 
e Office of Standards Development# Director. 76/02/29. 4pp. 


—8012110846 Working Paper F on proposed Reg Guide I. X^# "Guidance on 
Being Operator at Controls of Nuclear Power Plant." 

* Office of Standards Oevelopinenti Director. 7d/i0/10. Spp. 


— 8012110849 Working Paper E on proposed Reg Guide 1. XX# "Guidance on 
Being Operator at Controls of Nuclear Power Plant." 
e Office of Standards Development# Director. 75/08/29. Spp. 


—8012110693 Forwerdi Working Paper D on proposed Reg Guide 1. XX# 
"Gudlance on Being Operator at Controls of Nuclear Power 
Plant." Regulatory position should be followed l< applied by 
all current U future licensees. 

MlNOOUEi R. B. Office of Standards Development# Director. 73/08/12. 

2pp. 


—8012110851 Working Paper D on proposed Reg Guido l.XX# "Guidance on 
Being Operator at Controls of Nuclear Power Plant. " Three 
draft working papers end. 

a Office of atandards De velopmenti Director. 75/07/16. IBpp- 


— 80121106B9 Forwards Working Paper C on proposed Reg Guide I, XX# 
"Gudlance on Being Operator at Controls of Nuclear Power 
Plant." Revised working paper reflects suggefttions made by 
Reg Guide Subcommittee at 790307 meeting. 

K1N0GU£#R. D. Office of Standards Devt 1 opmen.t. Director. 75/05/32. 
Ip. 


— 8012110833 Working Paper C on proposed Reg Guide l.XX# "Ouidence on 
Being Operator at Controls of Nuclear Powsr Plant," Two 
draft working paper* end. 

i» Office of Standards Development# Director. 73/03/19. I4pp. 


—8012110692 Forward* Working Paper B on proposed Reg Guide 1. XX# 
"Guidance on Being Operator at Controls of Nuclear Power 
Plant. " 

MlNOOUEiR.B. Office of Standards Development# Director, 73/04/14. 


— 8012110834 Working Paper B on proposed Reg Guide 1, XX# "Guidance on 
Being Operator at Controls of Nuclear Power Plant," Three 
draft working papers end. 

e Office of Standards Development# Director, 73/04/i0. 20pp. 


--8012110717 Comments on proposed reg guide k RG bulletin# "Hanning \:, 
of Controls at Reactor Facilities." Definition of "present i; 

at controis'V should be public! ted via reg guide. Requests I; 

clarification re ntccasity of RO, 

GASE#E,0. Atomic Energy Gommlss i on, 75/01/06.' Ip. (• 


ip 
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IMONDOC KEYED ITEMS 


B(>131S0?d0 Coffirnvnti an |>rDposed I to Reig 1. 23 ro 

me*?* jr-olofl 1 cal programs in support of nuclear pouer plant*. 
Conritenta In Qerfrian. 

TAHEfi Oermany* Federal Republic of. B0/n/’20. 11pp. 07231:329. 


8012160561 Forujards review of draft Reg Owid* 0. 14i Revl Sion Z, 
"Parsonnal Mautran Dos ineter Sr " in respons* to 601009 metna. 

Ca 1 c u 1 at i a na I metfioda far dosimetry are unacceptable 
alternatives. 

SCHROEDER»F. Assistant Director for Generic Projects. 00/12/01 
I3pp. 07261:212. 


0012170040 Comments on draft Reg Ouide OH 710-4i "Health Physics 
Surveys in U Mills. 

HAZLE. A. J. Coleradoi State of. 00/11/07. 3pp. 07266:157. 


6012170240 Foruiards coff.nenti summary on proposed revision of ft*B Guide 
1 . 23. Section C. 4 Instrument criteria Is improved. Lt censee 
c Learinghotii es for meteoralog l cal info should be considered 
carefully, 

RAMSDD U» J. V. Battalle Msmorlal Institute. Pacific Northwest 
Laboratory. 00/11/19. 3pp. 07266:175. 


8012170244 Forwards comments on Draft 3 of Revision 2 to Reg Guide 1.97 
ti LWfi Instrumentation to assess plant 6 environ conditions 
before k after ecc ident. Document is confusing, 

RENBEROERr D, L. Washington Public Power Supply System, 

EiLE-l^AH-aO-OSS. 80/11/07. 2pp. 07266: 173. 


8012300155 Draft summary of public comnonts it resolution re draft Reg 
Guide 0C 705‘-4i "Ultrasonic Testing of Reactor Vestel Welds 
During Prsservice 6 Inservice Examination," Marked-up draft 
rog guider unof f 1 cial comments i public comments end. 

» Commissioners. 80/11/14. 203pp, 07347:068. 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


8012010043 "Trip Rept for Univ of MI Meeting on B00822-29J NRC-04-77- 
145. " Itr rept. 

HAM1_IN.D,R. Southwest Research Institute. NRC-04-77-145. 80/07/09. 

6pp. 07092:106. 


aoi2010043 "Review of Utr from DW Keefer. EOfcO. to DP ManleuiUS DDE. 
NRC-04-77-145. " Itr rept. 

JACKSON, vl. U. Southwest Research Institute. NRC-04-77-143. 
aO/07/lI. Spp. 07092:112 


6012010046 "Southwest Research Inst Project □rganliation for 
WRC-04-77-149. " Itr rept. 

HAI1L[N»D. R. Southwest Research Institute. NRC-04-77-143. 80/10/07, 

4pp. 07092,117, 


0012010090 "Status Rept on NRC-04-77-J49r Actl vi t l»s for Aug 1980," 
JACKSON* J.L. Southwest Research Institute. NRC-04-77-14S. 
80/09/07. 6pp. 07092:121, 


8012170252 CofflmentH on second proposed Revision 2 to Reg Guide 1.8 re 
personnel qua 1 1 f lea tl on Jk proposed train ing. Suppor ts 
r e vi s ion, Mlno r change should be rey-uired for items that 
conflict u/reviston. 

REEO.O.H, Affiliation Unknown. 80/11/26. 3pp. 07266:166. 


6012170259 Comments by Emprssas Nucleares Draslleirai on proposed 
Revision 1 to Reg Guide 1.23 re meteorological programs in 
support of nuclear power p lants. Requests add! info re wind 
speed criteria. 

DE ALMEIDA. G. L. Af f i 1 la t i on Un k nown . DEER. RP, E, 045/0. 00/11/17. 

2pp. 07266; 164. 


8012180075 Comments on Draft 3 of Revision 2 to Reg Guide 1.97 re LWR 
Instrumentation to assess plant environ conditions before 
k after acc ident. 8upp or ts revislo-n. 

GETFLCRfF. W. Gibbs 4. Hill* Inc, (subs, of Dravo Corp, >. 60/10/31, 

3pp. 07272:288. 


8012020224 Submits Progress Rapt 33 re NRC-Ol-77~iBO for Oct 1980. 
PtATQjP. Michigan* Univ, of. 80/11/10. 4pp, 07133:132. 


8012040303 "Monthly Status Rept 2 on NRC-04-77-14S Activities for 
Sept 1980, " 

HAMLIN. D.R. Southwest Research Institute. NRC-04-77-145. 80/10/00. 

7pp. 07163:294. 


8012040336 "Monthly Status Rept 3 on NRC-04-77-145 Activities for 
□c t 1900. " 

HAMLINi 0, R. Southwest Research Institute. NRC-04"*77-143, 00/11/07. 

6pp. 07163:301. 


8012040583 "Bummary of PWR Loss of Offsite Power Calculations*" 
preliminary assessment rept. 

FLETCHtR. C. O. EOt^O Idaho, Inc. FIN A-6040C. EOO-CAAP"52e3. 
00/11/30, I07pp. 07167:142, 


6012240204 Forwards comment* on proposed Revision 1 to Reg Guide 1.23 
re meteoro I og ica 1 program* in support of nuclear power 
p lants. 

UOOMI&rJ, 8. Sargent k Lundy* Inc. 00/11/24, 2pp, 07320:200, 


0012290255 Forwards draft Reg Guide ftS 110-5, "Nuclear Power Plant 
Simulator* for Use In Operator Training," draft value/Inpact 
state->)ent k draft AN8 3.5* "Nuclear Power Plant Simulator* 
for Us# in Operator Training, " 

ARLOTTDr 0. A. Division of Engineering Btandard*. 80/12/12, to 


8012040591 "Review of LOFT Cladding Temp Response for L2-2 k LS-3: 
Rac ommendat 1 ons for Improved LOFT Fuel Rod Keesurements 
C6yt 14 (( 07)*" Informal rept, 

TOLMAN.E, L, . CORVELU* E. W. E08.0 Idaho* Inc. FIN A- 6053. 

EGO- LOFT-524 4. 80/10/17. Ii7pp. 07167:854. 


8012040605 "Program for Field Validation of Synthetic Aperture 
Focusing Technique for Ultrasonic Testing <8AFT UT)." 
quarterly rept on NRC-04-77-145, 

JACKSONf j. L. « HAMLIN* D. R. Southwest Research Institute. 
NBC-04-77-145, 80/11/19. 36pp. 07165:213. 


■8012290259 Draft Reg Guide RS 110-5, "Nuclear Power Plant Simulators 
for Use in Operator Training. " 

MERBCHDFFr e. W. Reactor Systems Standards Dranch. 00/10/35. 6pp 
07337:009. 


'-8012290«.65 Value/ impact statement re draft Reg Oulde RS 110-5, "Nuclear 
Power Plant Simulator* for Use in Qpuratar Training. " Reg 
guide has been pripared endorsing AN0 3. 5, 

» Reactor Systems Standards Branch, 80/10/31, 6pp. 07337: OiS. 


8012040606 "Documentation of Sldding Games Used in Measuring Social 
Value." excerpt from NUREG/CR-09B9, PNL-2752i Vol 2*App C, 

CURRIE* J.N,* KIDD* J. Dattelle Memorial Institute* Pacific Northwest 
Laboratory. PNU-279a. 80/09/30, 21pp. 07165:252. 


8012050682 Forwards s-tatus rept for Sept 1900 for core melt I* separate 
effects programs. 

BERMAN, M. 8and£a Laboratories. 4441/ML-16. 00/11/13, 4pp 

07171:199. 


—8012290267 Revised "Nuclear Power Plant Simulators for Use in Operati 
Trainirg. " Apps A 1: B & discussion of public comment* on 
draft reg guide onck. 

* American Nuclear Society. 00/03/24, 30pp, Available at 

Standartfs-Settlng Organ! lations. 07337:021. 


G012100146 "Program for Standardiied Analysis of Fuel Shipping 
Containers," technical progress rept. 

WMITESIDEa, 0. E. * PARKS, C. V. Union Carbide Corp, FIN B-1072. 
ORNu/CBD/INF-ao, 80/10/29, 9pp. 07219:277. 


-8012290276 Forwards comments on draft Reg Guide R3 110-5* "Nuclear 
Po-wer Plant Blmulator* fqr Us* In Operator Tra i ning. " Guide 
is well written 4 will enhance training of nuclear power 
plant opera tors. 


Power Techndlogies, Ine, on draft Reg 
Guide R0 110-9, "Nuclear Power Plant Simulators for Use In 
Operator Training. « Any reg guide must Tecognlxe limitations 

Qf i^lniJlAvot's 

MlLLSiR J. Affiliation Unknown. 80/09/12. 12pp. 07337:047, 


8012100190 "Nondestructive Examination Evaluation Support*" monthly 
progress rept* Oct 1900. 

SMITH, J.H, Qak Ridge National Laboratory. FIN B-0233, 
ORNL/HCD/NEE8-0, 00/11/11. 4pp. 07218:245, 


8012100643 "Experiment Bafety Analysis (ESA) for LOFT Small Break Test, 
EBA L3-5/5A. " 

CaOFEBiC. H. EOiiG Idaho* Inc, ESA L3-5, 80/09/23. 30pp. 

07210:174, 


8012110003 "Technology k Costs of Termination Surveys Associated 
U/Oecommits ioning of Nuclear Facilitlesi " monthly progress 
rapt for Aug 1900, 

HOLQWAV* C. F. . MI THEFSPODN* J. Oak Ridge National Laboratory, FIN 
A-9042. GRNL/HA6RD-93. 00/00/31. 3pp. 07283:110, 



NONDOCKETED ITEMS 


SOlSilOOS? ^'Analysis of Hy pot:hetica 1 Accidents Resulting in Core 
Me 1 1 d otun. *' montfily progresi repfc for Oct i9B0. 

DENNir(9< R. s. I CYBUL8KI81 P. . DAYBUTTiP, fiattelle Memorial Inetltutei 
Columbus Laboratories. FIN A-4067. 80/11/14. 7pp. 07223:132. 


GQ1S110S48 ^'Decontamination as Precursor to Dec ommi tsionlngr informal 
monthly prograii rept for Dct 1980. 

PERRlOOrL, D. BatteUe Memorial Inatltgte» Pacific Northwest 
Laboratory. FIN B-2303. SO/H/17. 2pp. 07226:167. 


6012110951 “LWfi In-Plant Measurement Program*" informal monthly 
progress rept for Oct 1980. 

HANDLER* J.W EQ&O Idaho. Inc. FIN A-6075. 80/11/12. 4pp. 

07226: 169. 


8012120609 "Acoustic Emission Charac ter i latlon of Flau Growth In A533B 
Pressure Vessel Steel*" monthly Itr rept for Qct 19B0. 

HUTrQNrP.K. Battelle Memorial Institute* Pacific Northwest 
Laboratory. FIN B-2OB0. 80/11/21. 10pp. 07226:230. 


&O1217O;01 "Communications Control to Support Incident Mgt: Initial 
Design GonsUerations. " 

OASPAROTTI* J. * HIMES* J.i JAN1CIK*E. Mitre Corp. 46-6996. 79/12/31. 

62pp. 07269; 084. 


-6012170704 "NRC Incident Response Ecercise 10." 

HANNAN* J.* HIMES. J, * WOLFE# D. Mitre Corp. MTR~0OWOOI2l. 
80/04/30. i3pp. 07269:149. 


--801217078B "Operational Implications of Alternative NRC Roles in 
Incidents. " 

JAMICIK*E. * □TTENPE«0*M. Mitre Corp. NRC-05-B0-292. 

MIR-aON00120. 00/09/31. 200pp. 07269:163. 


0012180090 "Dlv of Reactor Safety Research-ORNL Programs* " monthly 
highlights for Get* 1980. 

MYNATT*F. R. Oat Ridge National Laboratory. 00/11/10. 37pp. 

07272; 291. 


8012190044 "Operational Transient Test SerlestTests OPT l-l OPT 1-3 
Experiment Pred Ic t lone. " 

OARNERjR.W.* MARTINSON* Z. R. * SMITH.R.H. Idaho National Engineering 
Laboratory. FIN A-6041. E00-TFBP-92S9. 00/11/30. 7lpp. 

07276; 241. 


8012270164 "Southwest Research Inst Activities in Support of NRC for 
Field Validation of Synthotic Aperture Focusing Techniiiue 
for Ultrasonic Testing*" Monthly Status Rept 40, 

HAMLIN, D. R, Southwest Research Institute. NnC-04-77- 1 45. 

1 7-3033(26 ». 90/12/04. 7pp. 07305:261. 


B0122P0174 "LOFT Monthly Prograss Rept." Qct 19B0. 

KAUFMANiN. C. EG&O Idaho. Inc. FINA-604a. E00-LOFT-5S70. 
80/11/30. eftpp. 07309:268. 


8012220186 Monthly rept for Oct 1980 for Semiscale* Therma I Fuels 
Sehavior Program* SD/3D ProgramtCode Oevel opirment it Analysis 
ProgramiCode Assessment &i Applications Programs 6 OPP it Line 
I terns. 

BOSTWICK.W, E. * LEACM.L.P. Idaho National Engineering Laboratory. 
FIN A-600?. 00/ 1 1/30. hSOpp. 07306:069. 


8012240196 "UWR Code Assessment 8c Application*" monthly highlight Ur 
for Oct 1980. 

8ANA1P, Brookhaven National Laboratory. FIN A-3219. 00/10/31. 

6pp. 07324:356. 


REVIEW ORP NRC RESEARCH REVIEW GROUPS 


0009100422 6ECV-B0-379 

Submits proposed plan for development it articulation of NRC 
safety ob jec tl ves* notab Ig w/respcct to reactors. Statue 
of NRC work* description of Qfc of Research sponsored 
projects 8c draft staff raiiulrement memo L FR notice end. 

HANRAHAW, E. J. Office of Policy Bval uat ion*. BICKWITrL, Office of 
the General Counsel, 49FR71023. 60/08/12. 28pp. 03517: 197. 


8012020246 Foruiards summary of 601026 meeting in Oa i theriburfl * MD re 
development of in-place test for early warning fire 
detection sys acceptance & verification procedure* at 
nuclear power plants. List of attendees end. 

FEITiR, Fire Protection Review Group. 00/11/17, 6pp. 07133:140. 


8012030861 Advises that docket for safety goal project has been 
esteblished In PDR in Nash ington* DC. A1 1 project-related 
natls should be sent to PDR ereept for items withheld under 
FOIA or determined to be withheld by responsible member. 

HANRAHAN* E. J. Office of Policy Evaluations, 49FR71023, BO/ll/24. 

ip. 07149:060, 


8012190049 "Preliminary Model 
TRAC-BDl Computer Program*" 
DOLANDER* M. A- * LARSON* J, R. 
FIN A-6039. eoO-CAAP-9292. 


of Steam Sector Test Facility Using 
technical rept. 

Idaho National Engineering Laboratory. 
80/11/30. 49pp. 07270:324. 


0012030066 Discusses 001029 Interview u/T Cochran of KRDC re WRC 
safety goet.NRDC Is not actively engaged in any work 
related directly to safety-goal formulation. 

SEOE*©. Office of Policy Evaluation*. 49FR71023. 60/11/24. 3pp. 

(J7U9: 097. 


S01219Q13B "Relating Pressure Vessel Surveillance Capsule Measurements 
to Pressure Vessel Damage. " 

CAREW*J. F. I HIN*K. 0. * ARONSON. A, L. Drookhaven National Laboratory, 
BML-HUREO-209U. 00/09/30, 2Spp. 07202:014. 


8012190146 "RAMONA-30 Code Mod 6 Evaluation*" monthly highlight Itr 
for Oct 1900. 

DIAMONOiO. J. Brookhaven National Laboratory. FIN A-3014. 00/10/31. 

4pp. 07202:010. 


8012030870 Discusses 601029 Interview u/R WleS'mann 4: D Ooeser of 
Weitlnghouse re NRC safety goal. 

aEOE.O. Office of Policy Evaluations. 45FR71023. 60/11/10. 2pp. 

07149: 099. 


8012030079 Forwards working paper on criteria for safety goal 
formulationt for comment 

8EOE.O. Office of Policy Evaluations. 45FR71023, 80/11/17. Ip. 

07149; 030, 


8012190191 "BSC Code Devs lopment* Ver if! cation it Application*" monthly 
highlights for Oct 19B0. 

OUPPYiJ. 0. Brookhaven National Laboratory. FIM A-3019. 80/10/31. 

7pp, 07202:037. 


—8012030877 Working paper criteria for safety goal formulation. 
5E0e*0. Office of Policy Eva lua ti ons. 45FR7i023. BO/tl/14. 

I2pp. 07149:039. 


B012190166 "HTOR Safety Program." monthly highlights Itr for Oct 1980. 
SABTREiC. Brookhaven National Laboratory. FIN A-3016. 80/11/04. 

6pp. 07202:048. 


8012190179 "Bimulator Improvement Program." monthly highlight Itr 
for Dct 1900. 

WOLFF* W. Brookhaven National Laboratory, FIN A-3014. 80/10/31. 

4pp. 07282:066. 


6012190105 "Technology & Costs of Termination Surveys Associated 
H/Decommissioning of Nuclear FaclUtles* " monthly prograss 
rept for Oct 1900. 

WITHERSPOON* vl. * HOLOWAY,C.F. Oak Ridge National Laboratory. FIN 
A-9042. ORNL/HASRD-103. 00/10/31, 3pp. 07202:076, 


0012190199 "Advanced Instrumentation for Reflood Studies (AlR8)i " 
foreign trip rept, 

«ERaKOVlTZ*M. B. * PAYNE. H. R. * THORNTON* R. H. Oak Ridge National 
Laboratory, FIN 0-0413 ORNL/FTR-982. 80/11/17, 9pp. 07202:009. 


6012190206 "Safeguards Analysis for Byproduct Matl* It Small Ouahtitlti 
of SNM* " monthly progress rapt for Oct 1980, 

CHESTERrR. Q. . RANDOLPH* M. L. Oak Ridge National Laboratory. FIN 
B-6100. ORNL/HA0RD-IO2, 00/11/17, 6pp. 07282:102. 


— 0012030879 Forwards NUREO-0735. "Plan for Developing Safety Opal*" 
for comment. W/o end. 

SEOEtO. Office of Policy Evaluations. 49FR71023. 80/11/12. ip, 

07149:091. 


— 8012030003 Agenda for 801120 Inter-ofc steering group meeting In 
Bethesda*MO re criteria for development of safety goal. 

HANRAHANtE. J. Office of Policy Evaluations. 49FR7i023. 00/11/12. 

Ip. 07149.- 092. 


— 8012030BBS Agenda for 801103 Inter-ofc steering group in 0ethssda*MD 
re action p Ians* ass I gnments fc basis for resource estimetes 
for development of saTety goal. 

HANRAHAN,E. J. Office of Policy evalvation*. 45FR71023. 80/10/30. 

Ip. 07149:093 


— 0012030090 forwards NUBEO-O735f "Plan for Developing Safety Ooalr" 
for comment. W/o end, 

8E<?e* 0. Office of Policy Evaluation*. 45FR71023. 60/10/31, Ip. 

07149:094. 
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NOIMDOCKETED ITEMS 


SO1EO3O093 8 O 1130 u/ir>tsr-ofc iiU 0 rirg flroup 

development of goal. “ “ 

SECE, 0 . Office of Polity Evaluations 
07149:037. 


45Fn7102a. 80/11/24. 


ip- 


8012030902 Requests ca!ri«»ents on end tentative outline for 
prel lirlnari^ poUcg paper by 801107. 

SEGE. 0 . Off ice of PoJicej Evaluations. 

07147:031. 


4 5FR7|<>23. BO/ 10/28. 4pp. 


8012030905 Submits tentative general outline re safety goat for 
pr e l liTiinarg pollcg paper. 

^0?M9;033^*^‘^® Evaluations. 45FR71023. 80/10/27. 3 pp. 

— 8012030910 Confirms 801029 meeting w/ tnter**ofc steering group re 
safety goal project. Agenda enel. 

HANRAHAMj^E^j. ^^Offlce of Policy Evaluations. 45Fft7l0aa. 80/10/27. 

80120309(7 Forwards 801027 press release re MRC issues plan for 
developing safety goal i T Re^irs G01027.O Sega 801O2B I 
EJ Hanrahan 801014 memos. 

07149^009**^^*^* PoUcy Evaluations. 45FR71023. BO/ 10/30. ip. 


3PP 


eon 200286 SECY- 80- 500 

Recommends Commission approval of and draft final rule re 
amend to code requirements providing title change for NRC 
adjudicatory panel members. SoUc 1 tatlon of public comments 
concerns agency or gan i lat i on. 

Office of the General Counsel. BO/ll/lO. 

037^^3 033. 

8011280106 Transcript of 801121 Affirmation Session 80-51 in 
Washington. DC re discussion U vote on SECY 00-457 Pp l- 3 i 
* Commlsslonori. 80 /ll/ 2 i. 31pp. 07082:043, 

— 0011280117 SecV-80-457 

Requests NftC approval of revised Manual Chapter 0t03 re EDO 
delegations of author 1 ty. Chap ter will be published upon 
receipt of revisions 4: approval. 

a"?S%7:‘'-27?;.'“S7oL-S77^'‘“"“''' 

—8011200112 SECV-flO-476 

Informs that NRC has concluded t; recommended that revisions 
10CFR73 amend & to draft Rag Guide 

Atnends 4< submits guide changes. 

68?r 07002’ 091 Standards Development, Director. 80/10/20. 


8012030925 Responds to 801014 info request re safety goal 
ateering group will identify areas ll&ely to require 
addl resources, including work aimed toward policy paper 


project. 


due Aug 1981. 


HARRAHAN,e^j^^^affi„ of Policy Evaluations. 45Fn71023. BO/10/27. 


SECE, 0. Of 
071491 014. 


SEOE.O. Policy Evaluations. 45FR71023. 80/10/20. 5pp, 


development of safety goal. Plans 
njj! S Interviewing each Commissioner early In program to 
preliminary thoughts 4 advice. 

07149:01°.^^*“ Policy Evaluations. 45FR7I023. BO/10/14. 

Tm Action Plan, 

4pp!^ O 7 I 49 022 Policy Evaluations. 45FR71023. 00/09/23. 

’*’^®di??«rSECV^eo-024B7?!I^‘ "'ir 800707 meeting to 

oi actions agreed upon as result 

HDVlE J ? J Ir Chapter V of TMI Action Plan. 

aS/OVOT 3 ?, OT?«:OW '' ■'3FR!'1023. 

requiremants memo re GECY-80-379, Advises that 
Com.nlssion has approved proposed plan for development 
Snvi Jilted mods. 

C.^cL.lon, 4SFR7.<e3 

ZECH.G. 0 . Technical Support Oranch. 00 / 11 / 22 . ip. 07197:300. 

-0012090018 Requests NUREO-0735. -Plan for Developing Safety Ooal«. 
LEtfISrh. I. Affiliation Unknown. 00/12/05, Ip. 07197:301. 

papers BEFORE THE COMMISBION 

8009100422 SECY-BO-379 

Submits proposed plan for development i: artieu lat i on of NRC 

!?oj«tn iJUr £^7 R»«rch .,.o„,or,<f 

kh. n...... i Office o, Polit, Evolustloos. JirCKWIT.L. Office of 

th, Oenerel Coun.el. <I9FR71023, BOfOB /12 2 e,„. M 9 , 7 ; 197 

0011300233 BECY- 80-489 

Recomoiends r.jppojntm.nt of DU Moeller to ACIIS for -l-ur torn 

Sr^irJ«ppi?i?Lo;"r:^:f‘“" f.uoo, „eMb.rc. 

e2"ojM:''-4pp"''®o;7$3r3j?''' Befejoeedo, 

8011200263 8ECY-BO-'325A 

eo/n^?:'^' Ef«cotiv« Director for Operetiooe. 


DC for di.cu.el.n 

60-486 re resolution of pat-down search issue 
n* reactors t: status of related safeguards activities 

* Commissioners. 0O/il/t7. 20pp. 07143:067. 

—aOi 1140404 SECV-00-486 

Recommends approval of end amends to 10CFR73 re search 
procadupes at reactor protected area entry portals. Draft 
rn notices sncl. 

§5/1^36® sap'^.'^oS^zMe"” "**"‘*' 

BO I 2020353 SEC Y-a 0-504 

Qom^arliet potential Impact of hypotheses re iodine release 
during reactor accidents U proposes agenda for 801110 
me e ting. 

8012030/70 8ECV-aO-5ia 

Executive Branch position on 
X 8 NM -1429 ® license app 1 icatlons. XSNM-i425 t 

M/5m?:"',p°"i5?5B'.7$* Of.r.tl.n., 


ion 


Forwards staff requirements memos for dosed Gommlss 
eSdrdJ'w^jR hAve been released in 

07?70;035.°^***^ Secretary of the Commission. 80/11/06. Ip. 

CHiLKrS. J. Office of the Secretary of the Commission. 80/03/17. 
8012050053 aECY-80-S07 

notice endorsing 

deferment of mandatory acceptance of nuclear plant 

** development of integrated operational 
experience reporting sys. Recommends approval. 

TO???/;" '' 

—8012050061 Informs of 800520 memo requesting various Ofc of Nuclear 
Rea».tor Regulation branches to identify areas of needed 
Improvenent in UERs. Subml ts improvements & needs for both 
LER Ic nudoar plant reliability sys. 

S^™/i?;'’-4p?."‘S7l73Mt“l‘"'’ DJr.ctor. 

— 601 20S0066 Forwards seven paragraphs describing nuclear plant 

Ifsflv ij *!?*?*!?* requested in 800716 meeting. 

VE0EUY, M. E Probabil Istic Analysis Staff (Pre 0011191, 00/00/15. 

4pp. 

®®J2050073 Submits reasons for mandatory nuclear plant reliability 
MAOTPiPi*n^D‘^5^*'*r include features not installed. 

Office of Management and Program Analysis. 

00/08/14, I7pp. 07173:193. 
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— G00&270t55 Forwards branch itatamont r« noed for NPROS-typo Infoias- 
Input to Cominission paper. Input should be placed in apps to 
papar^as supporting docu/nents. Descri p tl on of combined NPROS 
iL LER reporting sgs available late Aug. 

KICHEL80N,C, Director's Office, 80/08/13, I5pp, 03431:032. 


— B011130046 Forwards input re IE needs for upgraded NPRD9 LER egs. Reg 
Ouide 1.16 does not provide requirements for reporting model 
& serial numbers mods for failed components. Guidelines 
need to address AO repts as LER subsets. 

JORDAN# E. L Division of Reactor Operations Inspections. GO/OB/28. 
2pp, 03731:117. 


0012080765 8ECY-0O-513 

Forwards Executive Branch position recommending approval of 
application bg OA Go to export I# 372 g U< enriched to 70% 
U-235# to Yugoslavia. 

DIRCKSiU. J. Office of the Executive Director for Gptratlons. 
00/11/19. Ip. 03767:063. 


— a01?080770 Forwards application for export license. 

KONRYrU.R. General Atomic Co. (subs, of Oulf Oil Co. 1. IEL~Q58. 
77 / 11 / 16 . app. 03767:063. 


— 8012080778 Application for license to export 1#G72 g U# enriched to 
70% U-233# to Yugoslavia. End use statement oncl. 

KONRYfN. R. General Atomic Co. (subs, of Oulf Oil Co.}, IEL-G3Q. 
79/11/16. 2pp. 03767:067, 


8012110439 Addl response to FOIA request for docowents re nuclear 
incident in USER in 1955. Forwards documents listed In App A. 
FELTON. J.M. Division of Rules and Records. 80/12/05. 2pp. 
07227: 140. 


—8012110445 BECY"79’-416 

Provides Commission w/summarg of reported events in U6BR r« 
safetg of peaceful nuclear act ivi ties. Forwards listing of 
reported U8BR nuclear events# news articles re nuclear event 
U evaluation papers I', ropts. 

SHEAjJ. R. Office of International Programs# Director. 79/06/26. 
32pp. 


9012120220 BEGY-SO-SH 

Foruiardf rept on possible changes In statistical treatment 
of inventorg differences In nuclear matt accounting. NtISS 
will evaluate costs It benefits of possible changes listed in 
rept. 

DIRCKS.M. J. Office of the Executive Director for Dperatlons, 
80/11/20. 43pp. 03773:208. 


8012120365 Transcript of 801126 public meeting in Washington# DC re 
instructions to A8LB on facility proceeding. Pp i‘‘39. 
e CotTimissioners. 80/11/26. 39pp. 


—aot 2120373 8ECY~A'-0O-179C 

Forwards draft order reflecting divergent positions on 
certain questions re principal focus of ad judication. 
DlCKWlTiL. Commissioners. 80/11/26. i4pp. 


8012190327 8ECY~80-520 

Forwards Executive Branch response to pending export 
applications XSNM- 1725# XSNM- 1726 4: X8NM- 1727# original 
applications 4t related correspondence. 

DIRGKBjW J. Office of the Executive Director for Operation#. 
80/11/21. Ip. 03794:064. 


8012190416 BECY-80-S23 

Requests authorl latlon for issuance of proposed export 
License XCQM’'03i5 St author 1 zation for staff to process 
future similar licenses for exports destined for Cernavoda 
Nuclear Power Station w/o Commission referral. 

DIRCKBiW. J. Office of the Executive Director for Operetions. 
BO/ 1 1/28. 4pp. 03794:267. 


— 0012100420 Discusses end Canadian Embaisg 781203 Itr of assurance re 
US exports of nuclear components. Assurances meet 
requirements. 

NOSENZOiL.V. atate# Dep t. of f Bureau of Oceans L Internatl. Environ. 

«e Scientific Affaire. 80/06/23. 4pp. 03794:276. 


— 8012180427 Concurs w/revised procedure allouing Commission to tale 
action on license applications for export to Canada w/o 
Executive Branch review. App I Icat Ions for export to other 
countries still need review. Utr of assurance encl. 

NQSENZOiL. 7. Btatfi Dept, of# Bureau of Oceans Internatl. Environ. 
& Scientific Affairs, 78/09/06 3pp. 03794:280. 


80 1 2290009 SEC 7-00-304 

Recommends approval of FR notice to respond to DOE request 
for rulemaking to exempt from licensing requirements smelted 
alloge containing Tc-99 low enriched O as residual 
contamination 

NINOOUE# R. B. Office of Standards De va 1 op ment # Director. 80/08/15. 
Bpp. 07330:240, 


8012290476 Transcript of 901211 meeting in Wash ington. DC re SECY-GD- 
474C.PP i-32 

• Commissioners. 80/12/1 i. 34pp. 07333:066. 


—9012290483 6ECV-aO-474C 

8uppli 8ECY-90-474 it forwards clarifying changes to 1OCFR60 
final rule L conforming amends. 

DIRCK9-W, J. Office of the Executive Director for Operations. 
80/12/09, 16pp. 07335; 104. 


8012290493 Transcript of B01215 public meoting in Washing ton# DC re ASLB 
1 nstruc tlons. Pp 1-54. 

# Com-nlss loners. 80/12/13, 56pp. 07335:219. 


9012290395 8eCY-a0-334 

Summarizes status of application bg DA Co to 

export research reactor to lia lags ia. Recommend s license be 

Issued. 

DtRGKSrW.J. Office of the Executive Director for Q-ptratlons. 
90/12/10. 6pp. 07333:301. 


--8012290589 Responds to 800211 memo re plan# to provide one TRIOA MARK 
II research reactor ii 8NK to Malagsia.DQE should modifg 
proposal to show phgsical protection info being given on 
bilateral basis. 

6HEA# J. R. Office of International Programs# Director. 00/07/15. 
2pp, 07335:312, 


— 8012290593 Responds to NRC 800719 memo re US/lAEA/ttalags la project St 
supplg agreement. Exc hang# of phgeical security info# 
safeguards Info l< fallback safeguards meets all statutory 
requirements. 

BENOhLSOORF# H. Energy# Dept. of. 00/09/02, 6pp. 07335:314. 


STATE PROO STATE PROORAI43 


8011100303 Forwards statement of NRC/FEMA interfacing responsibilities 
re assessment of states' emergency plans# in response to 
90100? request for input to OAO evaluation. 

DENlONiH, R. Office of Nuclear Rojctor Regulation# Director. 
90/10/15. Bpp. 06986:030. 


— 6011 180319 Requests statement of MRC/FEMA interfacing responsibilities 
re assessment of states' emergency plans for OAO evaluation 
of federal programs. 

BARRY# L.W. Dfflce of the Controller. 60/10/07, Ip. 06986:032. 


8O12OIOOJ0 PNA~0O-36D: ita tos of State of FL U Inti Chemical Workers 
Union actions re lack of training ^ resplratorij protection 
programs. Ofc of State Frograms will revlewi State of FL 
actions during Nov 1960 meeting w/lntl Kinerals Gorp. 

KERRfO, W, # DOLLING# L. A. Office of State Programs# Director. 

60/ 1 0/29. tp, 06915:001. 


601S010019 Comments on 601003 FR notice re evaluation of agreement 
vtato radiation control programs. 8td requirements re program 
budgeting it staffing should be developed. 

WARDiJ. 0 California. State of. 80/11/09. tp. 07096; 356. 


8012010037 Comments on 801105 FR notice re evaluation of agreement 
state radiation control programs# prop osed general policy. 
Commission licensing program should be reviewed by outside 
entity. 

MOLFFrT.A. New Mexico. State of. 80/11/05. Ip. 07092:091. 


8012010048 Submits comments on NRC notice of proposed general statement 
of policy# ^’Evaluation of Agreement State Radiation Control 
Programs." Technical qualification of agreement state staff 
should be improved, 

8H£ALY*H. G. South Carolina# State of, 90/10/29. 3pp. 07092:094. 

8012010451 Informs Dlv of Rad iol ogteal Health# Dept of Public Health 
that state control of agreement matls program is 
satisfactory, Requests review of It conmont on NRC 
recommendations L com.ments re program. 

LUBENAUtJ. Q Assistant Director for State Agrooments Programs. 
90/U/07. 2pp, 07097:001, 
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B0t2Dl0457 Informi 7N Dept oP Public Health that state prQj)Ta[n for 
regulation of agreen^ent matl is adequate to protect public 
health & safety U Is ccxrpatihle -w/l-iRC program for 
regulation of sinilar (tiatls, 

KERR# a. W. Office of State Progranis# Director. SA/ROD. 60/11/07 
2pp, 07096:361. 


e012020?a3 Forwards State of FL B01029 Itr transmitting fourth 
quarterly progress rept on transportation surveillance 
progvoTi. Rep t covers period from Jul-8ept 1980, 

JANIHSK# M, Office of State Programs# D-irector, 00/11/13 2do 
07133:111 


6012190562 PNA’'B0-O40: on 60t 123# res Ident discovered radiation hot spats 
around Neutron Products# Inc facility In Dickerson# MO. State 
of MO uill conduct Isotope analysis of hot spot activity. 

LUQENAUr^. 0. t BOLLlNGil,. Office of State Programs# Director 
aO/12/03. 2pp. 07286; Oie. 


6012220183 Aesponds to FOIA request for info re storage of nuclearr 
radioactive or other haiardoos waste in NM. App A documents 
may be obtained from NTIS. Forwards App B documents ti 
WUREO/CR-0394- W/o end NUREO. 

FELTON# J.M. Division of Rules and Records. 00/12/05. 4p& 

07303:243. 


9012020294 forwards fourth quarterly progress rept on transportation 
surveillance program# c aver ing period from Jul-Scpt 1960. 

Objectives have been fulfilled In first yr of s tudy . Contrac t 
renewal has not been requested. 

SHULER, P.E. Florida, State of, 90/10/29, 12pp. 07133:113. 

8012020691 Discusses reg iotial ( ia ti on of emergency preparedness 
technical review functiens for development of safety 
e va lua 1 1 ons . R eg ion s 1 6: 2 ready for emergency preparedness 
team leaders. 

GflIMES#B.K. Emorsency Preparedness Program Office (after 801119 see 
ILE). BO/ll/ai. Ip. 06916:00-1, 


8012050038 Confirms intention to provide adequate resources for 
radiation control program in NY Dopt of Environ 
Cohse.-vaticn. Reorgani latlon will place increased emphasis on 
control of to^ic substances including radioactive matl, 
FLACKE#R.F. New Yorl, State of. 80/11/07. ip. 07174:327. 


—8012050056 Ack receipt of 800926 Ur to NY Dept of Environ Conservation 
re program revi eu. Comments on findings summariied in 
1 tr . Rad i oac tl ve matl permits issued will be forwarded to MRC 
quarter 1 y. 

CASI !MAN, T. J. New York, State of. 80/10/30, 2pp, 07174:320, 


8012100649 Forwardi rept to Governor re NRC tk DOT agreement to shift 
emphasis from surveillance to enforcement. Res true tured 
progratn will have state focus on enforcement action against 
violators of RAM transportation rcgula 1 1 ons. W/o end. 

OIRCKS# IJ. J, Office of the Executive Director for Operations. 
00/11/24, 3pp. 07220:057. 


8012110474 Forwards rept to Governor re NRC 6 DOT agreement to shift 
emphasis from surveillance to enf orcamen fe. Res tructored 
program will have state focus on enforcement action against 
violators of RAM transpoi tat i on, regu lat 1 ons. H/o- end. 

DlRCKSf If. si. Office of the Ejtecufcive Director for Operations. 
80/11/24, 3pp. 07225:254. 


80121 1'.'476 Forwards rept to Governor re MRC U DOT agreement to shift 
emphasis from survetl lance to enf orcemen t. Rostructured 
program will have state focus on enfo-rcoment action against 
violators of RAM transpor tat ioo regu 1 at ions. M/o end, 

of Eiecuttve Director for aperations. 
aO/ll/ 24 . 3 pp. 07223:249. 


8012120235 Notifies that NY City Dept of Health radiation control 
program it adequate to protect public hoalth & compatible 
W/N4C program. Ltr to L Salon conveying technical comnenta 
enc 1 . 

Office of State Programs, Director. 60/11/20. Ip. 

0/33*0* SOv' 


--80iaiPOS43 Confirms discussion re review of NY City radiation control 
program. Recommends procedures be modified to include 
provision for followup fk recording of results of all 
previous violations. 


801S220194 Eicerpt from NH radiation control program from 
751023-760B27 re commercial low level raduaste burial. 

* Mew Mexico, State of. 76/08/27. ip. 


8012220200 “NMSlte Application Experience.*' Albuquerque Journal 
article entitled "NM Given Nuclear Waste Site Caution Note" 
end. 

e New Mexico# State of. 80/12/05. 5pp. 07107:001. 


'8012220207 Requests NRC comments on encl draft guide for applications 
for license to operate low level raduaste disposal facility# 
including overall scope of guide# compat ib i 1 ity of state ti 
NRC technical r equ Iramants tc. acceptance criteria. 

WOLFF. T. A, New Mexico# State of. 76/09/29. lOpp. 


8012220212 Forwards NRC comments on draft licensing guide for raduaste 
disposal facilities# in response to 760923 request. Licensing 
of new burial grounds is not prudent prior to development of 
comprehensive natl low level waste mgt program. 

KERRiO. N. Assistant Director for Stats Agreements Programs, 

76/11/19. 6pp. 


rNA-'/6-006:on 761208# art I de appeared in Albuquerque Journal 
re MRC comments on State of NM proposed licensing guide for 
commercial raduaste burial grounds. NRC comments did not 
imply concurrence in licensing of commercial burial grounds. 

KERA#Q,W’. r LOHAUSjp, Office of State Programs# Director. 

76/12/08. ip. 


—8012220224 Discusses NRC Ur to State of NM re adoption of formellieil 
policy on licensing of low level raduaste disposal 
facilities by agreement states. Requests mettlog w/NRC to 
discuss current li future plans re raduaste disposal. 

ANDREIrJS, L. J. Chem-Nuclear Systems# Inc. 76/12/00. 2pp. 


8012220233 Informs that recommendation In NRC 761119 ltr re regulation 
of commercial low level waste burial grounds was not adopted 
policy. Provides NRC current posi t ion. State of 
hlM 771129 it 30 Itrs to Chem-'Nuc 1 eer Syi# Inc encl, 

A*»lstant Director for State Agreements Programs, 

70/10/12. Bpp, 


Tj v: ■-v*'*r* #-#-v«w^ rsquess ror inro re schedule 

consideration of Chem-Nuclear Sys low level raduaste 
disposal license appl i cat Ion. Forwards listing of Itceniing 
^ draft schedule of application processing. 
WQLFFrT. A, New Mexico. State of. 77/07/11, 4pp. 


—8012220246 '*Cofr,meftts on Chem-Nuclear NM# Inc Application for Radioactive 
Natl License, " M/related info. 

PIERCE# J.* DUDLEY. J., OALLAHER. B. New Mexico# State of. 77/11/30* 
9opp, 


—8012220232 '‘Preliminary Review of Chem-Nuclear License Application 
Prepared for NM Environ Improvement Agency. '* U/reiated info, 
RODGERS. J. C, Affiliation Unknown. 77/11/30. t9pp. 


G012160620 Confirms comments made at conclusion of radiation control 
program review, RI program for control of agreement matls is 
adequate to protect public health it safety 

Ajr. P#„ran,.. 


—0012160625 Confirms commonts made re regulatory program review* RI 
program tor regulation of agreement tnatls Is adequate to 
protect public health 4t safety. 

07261^253 State Prograns, DlrecfcoT. 80/12/02. 2pp. 


80121700-10 Co.^ments on 
Surveys in U Mills, '■ 
HAZLE.A.J. Colorado, 


draft Reg Guide OH 71C-4# "Health Physics 
State of. 00/11/07, 3pp, 07266:157. 


—8012220239 Qtatement to NM Environ I.rprovement Agency re Chem-Nuclear 
KM# Inc appllcetlon for license to dispose of nuclear waste 
In Colfac County, NM. W/related info. 

DAVIDSON, J. P. Moratorium# Inc. 77/09/01. 6pp. 

—8012220264 "Corrmenti on Application for Radioactive Matl Llcenie by 
Cht-ti-Nuc lear NM# Inc, '• 

MONTAGUEiP. Southwest Research and Information Center. 77/11/30. 
Spp. 


-8012220269 “Comments on Chem-Nuclear Raduaste Disposal License 
Application,” 

KYDER#C, Southwest Reaearch end Information Center. 77/11/30, 
ISpp. 


'8012220273 "Comments V Questions on Application for Radioactive Matl 
Lleeiiso by Chem Nuclear NM# Inc. ” Related documentetlon encl. 
aCHVLTZiK. B, Southwest Research and Information Center. 77/09/18, 
39pp. 
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-001224039? Informs of r9vi«ui of (proposed general statement of policy 0 
evaluation of Agreement State radiation control programs. No 
connents. 

RATHUE69ER0ER 1 nter i ar« Dep t. a f 4SPR65726 003. 80/11/12. Ip. 

07324:0?!. 


— 0012220284 "Comments on Application for Radioactive Matl -LlcenBe ta 
Operate Commercial Radvaite Burial Fac 1 1 itgt Col f as Cauntgr 
h’M. “ 

a Environmental Protection Agencg. 77/11/21. app. 


--8012220270 Act receipt of 770518 1 tr informing of receipt of 
application from Chem-Nutlear Sys» Inc to establleh 
commercial lou level raduraste burial ground. Of ferft 
assistance on environ rept< Inc lud Ing economic analysis. 
IrlERPfO. M. Assistant Director for State Agrcerrents Programs. 
77/OA/07. 2pp. 


-'00(2220298 Act receipt of 76120B Itr re MRC Itr to State of NM re 
adoption of formalized policy on licensing of loLi level 
radwaste disposal facilities bg agreement states. NRC 
comments & position uere of generic nature. 

HERRiO. W. Assistant Director for State Agreements Programs. 
76/12/17. ip. 


B012290402 Notifies that NY State Dept of Environ Conservation program 
for control of agreement matl is acceptable. 

KERRrO. U. Office of State Programti Director. BO/12/09. Ip. 
03797:072. 


8012220410 Confirms 801107 discussion re NRC revieu nf State of CA 
radiation control program. Ear 1 lost possible adoption of 
State revised radiation control regulations recommended. 

Summary statement end. 

KERRjO. W. Office of State Programsi Director. 80/12/09. 7pp. 
07301: 169. 


S0I2SS0417 Confirms NRC comments re NRC review of radiation control 
program. Regulations recommended to provide for insp of 
licensees to DOT requirements re package preparation it 
shipping procedures. Summary statement end. 

LUBENALIj J. 0. Office of State Programsi Director. 80/12/09, 7pp. 
07301; 176. 


8012230290 Responds to 800908 Itr re overview of radiation control 
program. Addl staff resources necessary to complete program 
requ 1 r ements. 

ARNOTTfR. A. Coloradoi State of. 80/11/12. 3pp. 07318:039. 


8012240365 Forwards comm«nts«on behalf of NL Industrleif Inc re 
proposed policy statement re evaluation of Agreement State 
radiation control programs published In 801003 FR. 

FRIEDLANOERr J. LeBoeuf^ Lambr Lelby k MacRae. 49FR65726 010. 
aO/U/17. 7pp. 07324:055, 


— 0012240370 Forwards NRDC comments on NRC proposed general statement of 
policy for evaluation of Agreement State programs. Bupporte 
•valuation process k utilliotion of administrative criteria. 

YUANrO. Natural Resources Defense Council. 4SFRA5726 004. 

0O/U/14. 12pp. 07324:062. 


—0012240374 Comments on evaluation of Agreement Otate radiation control 
programs proposed general statement of pol icy. Quest 1 ont 
adequacy of program structure. Prob lemi are not unilaterally 
fault of agreement states. 

BERICKrD. Environmental Policy Institute. 45FR6S726 006. 
eO/U/l7. 3pp, 07324:074. 


—8012240379 Comments on criteria for evaluation of Agreement States 
program. Statements in supplemental info of Commission policy 
rcq.ulre discussion. 

PARROTT.M.W, Oregonr State of. 43FR63726 003. 80/11/14. app. 

07024:077. 


—0012240303 Comments on proposed general stetement of policy re 
evaluation of Agreement State radiation control programs. 

Qua Ilf ication of staff members should b« strengthened 
through training programs. 

BROWNiC.B. North Carol Inai State of. 45CF65736 002. 80/11/07. 

2pp. 07324:082. 


— 8012240390 Comments on FR notice of NRC proposed general statement af 
policy re evaluation of Agreement State radiation control 
pregrams. Program evaluation criteria should be well thought 
out & conilftently applied. 

BEARE.s/. A. Washington! State of. 4 5FR 6 5726 009. 80/11/17. 6pp. 

07324:034. 


--0O1224O395 Comments on proposed general policy statement for evaluation 
of Agreement State radiation control programs. Program 
guidelines adequate but stds may be cost^ k time consuming 
for operators. 

THOMAB.E.L. Air Transport Association. 45FR65726 007. 80/11/17., 

ip. 07324:090. 


—8012240404 Comments on Category I indicator of personnel qua 1 if 1 cation 
in guide for evaluation of Agreement State radiation control 
programs. Questions if i-ray technician w/two grs training 
would be acceptable personnel for state program. 

OSBORKE^n P. Kentucky. State of. 80/11/17. Ip. 07324:092. 


— 8012240407 Comments on proposed general statement of policy for 
Qvatuatlon of Agreement State radiation control programs. 
Larger data set should b« gathered by licensee to provide 
better program. 

Hi^CTORj A. 0. I RODINSOW.P. Southwest Research and Information 
Center. 00/11/17. 9pp. 07324:093. 


TQPREP VENDOR REPORTS AMD RELATED CORRESPONDENCE 


80DS26DL87 Notifies that payment Is due for NRC review of Topical Rept 
DLP-5640i "U$» of Thorium Oxide Fertile Fuel Particles in 
Fort Saint Vraln Fuel Elements," 

MILLERiW.O, License Foe Management Branch. Q0/D2/07. Ip. 

04144; 233 


0012010463 Informs that proposed changes described in Revision 14 to 
OA rept €E-lAi *'Comm Ed QA Program for Nuclear Generating 
Statlonsj'^ have been evalua ted. Rept acceptable w/«xception 
of certain potential chaciges. 

HAAS8!W. P. Quality Assurance Branch. 60/11/10. 2pp. 07096:359. 


8012020041 Notification of 600900 meeting u/Nes t Inghouse in Bethesda!MD 
to discuss manual actuation of engineered safety features. 

QLSHANiL, M. Operating Reactors Branch 1, 80/09/02. 2pp. 

07147: 191, 


8012020046 Notification of 800911 meeting w/GE in 8ebhetda!HD to 
discuss appltcotlon of core spray heat transfer coefficient 
using OE methodology. 

PHILLIPS. L. £. Core Performance Branch. 00/00/29. 2pp. 07147:193. 


8012020054 Notification of 601015-16 meeting u/DLW owners group to 
finalise criteria that will forev basis for future plant*' 
specific mode. 

HAh!MOMiJ. N. Operating Reactors Branch 2. 80/10/06. Ip. 07147:196, 


6012020102 Forwards OA program for nuclear generating stations. 
THAMILT.R. Commonwealth Edison Co, 00/11/24. Ip. 07141:079. 


—0012020217 CE-l-A R14 

QA program. ftevition 14jfor nuclear generating stationi. 
a Commonwealth Edison Co. 80/09/09. 142pp. O714l:OB0. 


8012020236 Forwards irrata to NED8-24&n! "4T Condeniation 

Qscillation <4TC0> Test Prugram Final Test Rept." 

&VCHK0L2.R. H. General Electric Co. MFN-l93-aO. BO/il/13, Ip. 
07147:315. 


—0012020265 NEDD-24Bli ERR I 

Errata I to NEDO-240U, "4T Condensation OsetHation <4TC0) 
Test Program Final Test Rept. " 

a General Electric Co 80/09/30. 6pp. 07147:316. 


8012020?^64 Forwards Revision 2 to DiAW-lG0Q2i ^'Environ Qua 1 if Ice tlon of 
Class IE Control L Instrumentation Eq,uipment. " 

TAYLOR. J.H. Babcock k Wllcoc Co. 60/11/20. 2pp. 07132:342. 


— 8012020268 Ravislon 2 to "Environ Qualification of Class IE Control it 
Instrumentation Equipment, ’* 

aVRSTElN.N. itl. r LE0NIAK. L. M. I LLOYD. A. B. Dab cock k Nil cox Co. 
DAN-10002 R2. 80/10/31. 13Dpp. 07132:344. 


8012020481 Advises that details of plan for developing k lufamlbtlng 
revisions to Uestinghouse small break ECC0 evaluation model 
will also be applicable to West 1 nghoute fuel reloads of C'E 
p lants. NOTRUMF code will be submitted by 020401. 

AIIOERSON. T. M- Wee tlngh ouse Electric Corp, NB-THA-2344. 80/tl/25, 

Ip. 07130:280. 


8012020/68 Forwards ,79t206> 80022? k 0606 Itrs for entry Inta QA 
program topical rept. Changes mentioned in Itrs will be 
incorporated into next topical rept revision^ 

OIEDRICK^O. 0. Northeast Utilities. qA-4065. 80/11/06. ip. 

07147:322. 
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8012030235 Forward* Errata I to NEDe-2*Jan~P ”4T Condantation 
Oscillation <4TC0> Tost Frogra/n Final Tost Rept. " Errata 
available in Central Files onli^ (ref 10CFR2. 790). 

BUCHHDLZ.R.M OBn^ral Electric Co KFN-194-B0. 00/11/13, Ip. 

07151:331. 


8012100385 Forward 1 inputi <ttode 1 description ■&: transient time steps foT 
prediction of LGFT small break Test L3*-6 losing NOTRUMP 
conputer code, 

ANDERBONp T. K Wostinghouse Electric Corp, 4 PUfl Systems Div. 
NS-TMA~235t. 00/12/08. 34pp, 07187:001 


6012030316 Forwards proprietary I, nonpropr ietary documentation re model 
^ Input for analysis of LOFT Test L3-6. Description of model 
for LOFT U3-6 analysis withheld (ref lOCFftS. 7901. Af f idavi t 
for withholding end. 

OAEKlM^Ji.P. C-E Operating Plants Owners Group. 80/12/01. 7pp, 

07 151: 252 . 


8012120492 Responds to NRC BOlOlA Ur re Bechtel OA Topical Rept 
DQ-TOP-l, Revision 3A, Vice president for corporate staff 
function! added & manager of OAr thermal pouter organl lationr 
reinstated. Organ! lafcl on chart encl, 

AHARALt J. 11. Bechtel Power Corp. (subs, of Bechtel Corp.). 

oAs-ao-aas. 90/12/02. 2 pp. 07230:312. 


8013030697 Forwards NEDE~242aB>P. '‘Generic Condensation Oscillation 
Load DsfinlklGn Rept. “ Document defines load for Mark 11 
pressure suppression containments. Rept withheld 
(ref lGCFfi2. 790), 

BtlCHHQLZiR. H. General Electric Co. HFN B0-20S. BO/ll/26, Ip. 

(^■71 I ■ -ornEs 


0012150094 Informs that changes to OA Topical Rept TVA^TR/S-l provAdeif 
in 801201 Ur are not specifically referenced in FBAR It 
Itr should be disregarded. 

MllJ.SiU. (1. Tennessee Valley Authority. B0/12/0B, Ip. 07239; 3 »». 


8012040228 Forwards proprietary & nonpropr f etary versions of 
“Inadequate Core Cooling Studies of Scenarios (f/Feeduater 
Available for Upper Head Injection Plants Using NOTRUMP 
Computer Code,” Application for withholding encl. 

ANDERSQH» T. M Westlnghouse Electric Corp. N8-TMA-2326. 80/11/17. 

llpp. 07160:072. 


—0012040237 WCAP-9763 

Nonproprietary version of "Inadequate Core Cooling Studies 
of Scenarios W/Feeduater Available for Upper Head Injection 
Plants Using ROFRUIIF Computer Code, " 

MARX. R. H. , THOMPSON, C. M. , AN0ER80N, T. K. Uestinghouse Electric 
Corp, BO/06/30. 200pp. 07160. 0S3. 


6012150202 Forwards proprietary 8t nonproprietary versions of slides 
presented at 801125 meeting w/NRC t BNL. 

SCHERER, A. E. C-E Power Systems, LD-aO-071 . 00/12/00, Add 

07241:189. 


0012160011 Notification of 801202 meeting w/vendor in Lynchburg, VA t» 
review human factors program. 

IRELAND, R, Division of Homan Factors Safety, QO/12/04. 2ab 
07262:330. 


6012160403 Submits comments in response to W Delke questions re 
601022 revisions of ETR-10D1*QA program manual. 

TENZER, B, E. Ebasco Services, Inc. (subs, of Ensarch Corn. 1, 
80/12/00. 2pp. 07263:047. 


8012050126 Forwards proprietary version of “CE BUR Feedwater Moirle 
Surveillance In* trumon tation Sys. " End withheld 
(ref 10CFR2. 790), 

WATANABE, H. T, General Electric Co. HTW-BO-66. 60/11/24 . 5 pd. 


Forwards proprietary 4; nonproprletary versions of DAU-'L0145, 
Statistical Core Design Applied to Babcock-205 Core." Rapt 
supersedes BAW-10139, "Statistical Core Design." Affidavit 
encl.Prcprietary version withheld (raf 10CFR2. 790). 

TAYLOR,J.H. Babcock t( Wilco* Co, 00/12/10. lOpp, 07252:104. 


8012060428 Forward* description of analytical model Intended for use 
for prediction of LOFT La-6 test. Submittal of L3-6 
prediction results Is planned for approi 5 uka after 
receipt of actual initial corditions U results ver i f ication. 

TAtLOR, J. H. Babcock & Nilcor Co. 80/12/04. 15pp. 07195:010. 


-0012160413 OAW-10145 

Nonproprietary version of "Statistical Core Design Applied 
to Dabcock-205 Core." 

' *^ONEBiJ.H, , FARNSWORTH, D, A. Babcock U1 Icox Co. 
80/10/31, 113pp, 07252:114. 


8012080467 Forwards input t model for prediction of LOFT Small Break 
Test 13-6. WFL ASH computer code evaluation model version will 
be used w/Iisted mods.Noding d lagram, Input & printout of 
initialized problem end. 

ANDERSON, T^M. Ue s t i nghou s e Electric Corp. N9-TMA-234B. 80/12/01. 

I8pp. 06566:003. 


8012160503 Informs of recently established policy re communications 
between C-E Owners Group tc NRC, per group request. Owners 
group submittals will not be applicable to individual 

Ucenseo for use on docket. 
Operating Plants Owners Group. 80/12/02. 2pp. 

(//S93« 001k 


'Prer,™ PUn ,.r P.r,orB,nc. T„tln) < 
PWR Safety it Relief Valves. Areas where program not 
completely responsive to NUfiEG-057a, Section 2.1.2 require 
add I info. 

vaLLNER, n, H. Division of Engineering. 00/1 1/S6. 5pp. 07197:293, 


8012180910 NUREO-0212 R2 

*03769:^026°^ Nuclear Reactor Regulation. Director. 80/12/31. 400pp. 


8012090021 Informs that organ i zatl onal 
Reactor Dlvs requested in 801028 Itr 
HAASSr W. P. Quality Assurance Branch. 


changes in Westinghouse Water 
acceptable. 

ao/ll/2t. ip. 07197:302. 


8012090194 Notification ct 801116 meeting w/ORNL, Dartmouth College U 
Westinghouse in Bethesda. MO to discuss info requirements of 
inadequate core cooling Indication. 

♦'MiLLiPB. L. E. Core Performance Branch. 80/11/14. 2pp. 07199:361. 

utUrEFRi b; contractor progress it experience In ARHP sys of 
codes. Abe tracts af particular interest encl. ’ 

LOIS, L- Core Performance Oranch, 80/11/12. 6pp. 07802:258. 

organizational changes. N0 Qrser became manager 
technical operations RL Steele became manager, nuclear 
effective 601117, 

Portlautf General Electric Co. 80/12/03. 2pp. 


WITHERS, B. D. 
07201: 153, 


a0I20WrfiB Forwrds guld, tvbe uear Input for Fuel Per,or«an«e Annual 
POWERS, D.A. Core Performance Branch. 60/II/I7. 6pp, 07202:339. 


8012100379 Forwards RELAX computer code descrlptt< 
break Test L3-6r in response to NRC 000626 Itr. W/ 
nodali ration It listing of code input data. 
JENSEN, 3 E. Exxon Nuclear Co; , Inc. (subs of t 
aEJ:057:B0. 60/12/01. .3pp. 07219:049. 


for LOFT small 
end 

son Corp. 1. 


010128 meeting w/util in DethesdarHD to 
DeROonlf/S‘’i*'''^Qr^i in support of core reload licensing. 
apS 07279fn8 ” ^ Special Projects Branch. 00/12/09. 


approval of Topical Rept EI/NNl -77-7-P, "fiWR-lTH 
Radweste Vol Reduction Sys, " Affidavit requesting that rapt 
be withheld (ref 10CFR2. 790) end. " ^ 

Newport News Industrial Corp. (subs, of Newport News 
07282 43^ ^ ^ DTyDock Co,). 080 / Wft C /0 0-202. 80/11/25. 5pp 


7 , T uescriDing proprietaru nature 

contained In NEOE-242a0-P, Af f idavl t provided on behalf of 

b5cHHDLZ°r 7/* withheld (ref 10CFR2. 790). 

BUCHHOLZ, R. M. General Electric Co. MFN-214-80. 80/12/11 


ip. 




JENfiFM.u I o : re review of DDYN code. 

JEN8EN. W L. Reactor Systems Branch. 80/11/20. 4pp. 07316:320. 


Si:7;;jrr° engineering I. 

HQFFHAN,D, P. Consumers Power Co. 00/12/19, 2pp. 07314:013. 

on method. & lines of communication re L3-1 test 
.j i!. meeting w/NftC t, EOexO, Inc to discuss 

J^OENSEnV“T*b?'’'t'’ *• An«lv.... 

ao/ia/03 bpi. 073 0«r..<-. OrLp. DOMA. 
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aOlS23030G BumrnarliQS proposal re utilization of U«s t Inulioufto NOTRUMP 
cod» as potential meant of rasolvinp reactor coolant pomp 
trip issue. Nill submit final transient using I^QTRUMP 

B10210. 

JUROEN 8 GN 1 R N. Nestinghouse Operating Plants aunarB Oroup. QO-49. 
00/12/03. Spp. 07311:108. 


B018230467 Objects to issuance of Suppl 2 to £E Bulletin 79-010i 
‘^Environ Qualification of Class IE Equipment. Recomfnends 
ulthdraual of neu scope items installed due to TMI Lessons 
Learned. Addl comments end. 

ANDERfiGNi T. M. Westinghouse Electric Corp. IEB-79-0I8, 00/12/10. 

3pp. 07313:223. 


B01S230473 Confirms 801127 telcon re proposed method to calculate leal 
rate from best estimate cracks in RC 8 . Details it reiultinp 
sample calculations ulll bo included in final rept on 
fracture mechanics uork. 

HQCHREITERrL. E. Weitinghouse Electric Corp. SE-LEK-38S. 00/12/22. 
3pp. 07312:284. 


8012230807 Forwards XN-NF-75-27{Ah Supp I St "Eixon Nuclear Neutronics 
Design Methods for PURs. “ Dec 1900. 

OHSLEViO.F, Exxon Nuclear Go.* Inc. (tubs, of Exxon Corp. ». 

GFOt 161:00. 80/12/12, Ip. 07314:163 


—0012230811 XN-NF-75--27IA) S2 

“Exxon Nuclear Neutronics Design Methods for PWRsr” Dec 
1900. 

6K00EN*F.B. , STOUT, R.D,, MORGAN, J. N. Ex ion Nuc Uar Ctf. . Inc. 
(subs, of Exxon Corp. 1. 80/12/31. 120pp. 07314:164. 


8012230550 Forwards addl info requested bg NRC B011S8 Itr re 
NEDE-2378S-Pi "OESTR - Model for Prediction of OE BUR Fuel 
Rod Therma 1/Meehanical Performance." Affidavit for 
withholding (r«f 10CFR2. 790) «ncl. 

nUCHHDLZ.R.H, General Electric Co. MFN 218-80, 80/12/08. Spp. 

07316:221. 


8012240312 KUREO-0133 R3 

" 8 T 8 for OE OWRs <flHR/ 8 )." Supersedes NUREO-01 23, Rev 2. 
a Office of Nuclear Reactor Regulation! Director. BO/12/31. 380pp. 

07325: 276. 


8012240480 Notification of 001217 meeting w/LLL in Bethesda.MO to kid 
off contract for review of RCB high point vents. 

ALBERTHAL, G, Reactor Systems Branch. 00/12/12. 2pp. 07324:177. 


3012240484 Notification of 000114-15 meeting w/vendor to discuss smalt 
break LQCA methodology BWR jet pump LDCA models. 

OUrrHANN.J. Reactor aystems Branch. 60/12/12. 2pp. 07324:102. 


3012240809 Notification of 801210 meeting w/vondor 4( ANL re review of 
Section 15 in WCAP-9500. 

OUTTMANNrJ. Reactor Bystemt Branch, 60/12/12. 2pp. 07324:172. 


3012290094 Requests billing of CF Braun it Co for Ofc of Nuclear Reactor 
Regulation review of 600707 organizational change for 
TR-21A-QA program. 

MILLER, W.Q. License Fee Management Branch. 60/11/26. Ip. 

07345:251. 


3012290261 Forwards addl info re Section 4,4 cf ilCAF-9500> In response 
to Request 4 transmitted in NRC B01203 Itr. 

ANDERSON, T. M. Westlnghouse Electric Corp,. PWR Systems Div. 
NB-TMA-2335. 00/12/10, 9pp, 07342:329. 


0012300231 Forwards proprietary nonproprietary versions of topical 
rept on TN*'220 Radwaste Vol Reduction 0ys i:. application St 
affidavit for withholding. 

TEER,B.R. Traninuclear, Inc. R14-0037. 00/12/24. ip. 07392:256. 


— 3012300235 Requests portion of TN-220 topical rept be withheld 
(ref 10CFR2. 790). 

TEERrB.R. TransnucUar, tnc. RW-0036. 80/12/24. 2pp. 

07352: 250 


—0012300237 TN-RW“101/00~NP 

Nqnpropr Utary version of ’'TN-220 Radwaste Val Reduction 6 ys 
Top leal Rept. " 

a Transnuclear* Inc. 00/12/31, 93pp. 07392:239, 


0012300482 Forwards NEDD-24023, "Analysis of Two-Loop Test Apperatus 
Small Break Test Resol ts, " on behalf of BWR owners group. : 

Submittal satisfies part of NUREO-OSyQ, Requirement 2, L 9, 

BV(JHHDLZi R. H, Ooneral Electric Co. MFN-2ia-aO, 60/12/29. ip. 
07392:352. 


— 0012300406 N EDO-24823 

"Analysis of Tua-Loop Test Apparatus Small Break Test 
Results. ” 

HWANG, W. 8 ., MARRIOTT, HOOD, J. £ General Electric Co. a0NED042, 
60/08/31. 62pp. 07392:333 


3012300569 Forwards 6 CP- 01 , "Radical Oaffima Thermometers as Local Power 
Measuring Devices for Use in Cores of All PHRs . U/o end. 

MORRIS, P, A. Scanpower. Inc. 80/12/23, 2pp- (37346:220. 


6012300726 Summary of 001202 meeting w/Wast inghoof e re planned 
responses to NRC requests for addl info re- WCAP-9500i "Rof 
Core R-ept 17x17 Optimized Fuel Assembly. " List of attendees 
enc 1 . 

BERGGREMi J. 8 . Standard i latlon L Special Projects Branch. BO/ 12 /n. 
3pp. 07399:291. 


8012310020 NURE<3-0611 

‘'Generic Evaluation of Feedwater Transients 6 3.Tiall Break 
LOCAm in Nes tinghous e-Des 1 gned Operating Plants." 

a Office of Nuclear Reactor Regulation, Director, QO/Ol/31, 600pp. 

Available at NTIS. 07363:032. 


0012310187 Forwards proprietary nonpropr i e bary versions of 
‘'Nestinghavse Reactor Vessel Level Instrumentation 8 ys for 
Monitoring Inadequate Core Cooling (7300 Sys)," In response 
to NURE0’'0737. Ap p 1 icat ion 6 affidavit for withholding encl. 
ANDERSON, T.M. Wes ting house Electric Corp, NS-TMA-2358. 80/12/23, 

9pp. 07374:025. 


— BD12310193 Nonproprietary version of summary rept, "Wes ti nghoute 
Reactor Vessel Level Ins tru'^entat ion Sys for Monitoring 
Inadequate Core Cooling (7300 Sys)," 

* Wastinghouas Electric Corp. 80/12/31, 7epp. 07374:034. 


— 6012310193 Nonpropr letary version of summarij rapti "Waatl nghoose 
Reactor Vessel Level Instrumentation Syx for Monitoring 
Inadequate Core Cooling (Upper Head Injection Plant)." 

* Westlnghouse Electric Corp. 80/12/31, 79pp. 07374:112. 


— 8012310201 Nonproprietary version of summary rept, "Mesfcl n jhouse 
Reactor Vessel Level Instrumentation 8 ys for Monitoring 
Inadequate Core Cooling (Microprocessor Sys)." 
a Westlrghousa Electric Corp. 80/12/31. 02pp. 07374:191. 


8012310247 Notification of 801222 meeting u/West Inghouse in DethesdaiMO 
to discuss plans for reviewing it Improving small break LQCA 
methodology. 

OUTTMANNiJ. Reactor Systems Branch. 80/12/12. 2pp. 07369:360. 


8012310252 Notification of 010122 meeting u/C-E in Dethesda, MO to 
discuss plans for reviewing it improving small break LOCA 
licensing codes. 

OUTTMANN, J, Reactor Systems Branch. 80/12/12. 2pp. 07370:001. 


0012310496 Forwards request for addl info on BAU-lOiSO, "LYNX liReactor 
Fuel Assembly Thermal Hydraulic Analysis Code" 6 BAN-IOIOO, 

"LYNX 2*8ubchann<l Thermal Hydraulic Analysis Program." 

TEDESCO,R. L. Assistant Director for Ulcinsing. 00/12/04. 4pp. 
07369: 224. 


WASTE tiOr NUCLEAR WASTE MANAGEMENT 


0012030093 Proposes high density poly ethel yne for use as alternative 
lining matl for new tailings disposal facility. 

THOMPSON, J, E. Dawn Mining Co. 17034. 80/10/31. 3pp. 07149:242, 


8012000643 Forwards notice of public hearing on Dawn Mining Co mill 
tailing expansion project. 

8CR0Q03. A. C. Washington* State of. 80/10/20. 2pp. 07186:361. 


0O12OaO7?5 Informs of Intention of making licensing determination for 
continued operation of Uravan by 601231 . Bugges te B011I9-21 
meeting U-/NRC to resolve remaining relictnsing issues, 

HAZLEpA, J, Colorado. State of. 17716, 00/10/15. 2pp. 07187:059. 


0012(190093 Responds to NRC request re ownership 4< easements at mill |- 
site. Three deeds t, overslio map of site enct. i 

THQMPaON, J. E. Dawn Mining Co. 17967, 80/10/20. 14pp. 07246:102. r;: 


I 
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SOlSlS03d9 Forwards l^ator Oua I i tij Monitoring Rep.t fi-ao, 
CAIN..J. Cotter Corp. 60/11/05, 5p|i. 0723*ra51. 


XPDRTLfC EXPORT AND IMPORT ClCENSES 


8012120094 Responds to Pinal question re tailings area fsttleeient. 
Tailings distribution s^s it planned procedures i*or 
roclairation of 3-ce 1 1 scheme uill conmence in initial cell 
luntla eilll operations are undoruay. 

THOMPSON, II. A- Cyprus Mines Ccrp. 17379. 30/11/06. 6pp. 


3012020150 Foru/ards Eiecutlvo Branch response on pending 
rflr license to eipnrt highly enriched U to Yugoslavia. 
Requests prompt revUu of response to facilitate oorlii 
to CoTtslssion action paper, W/o end. 

SHEAjJ.R. Office of International Programs< Director 
tp. 07143:089. 


app 1 ication 
reply 
80/11/14. 


8012130443 Application to araend State of CO Radloactivs 
150“0ie. author! I Ing production of U-23a & associated 
isotopes 6 daughter products. 

RANSONE, J,M. Homestaie Mining Co. 17997. BO/OB/Il 
07272: Oil. 


Hall License 


iOOp p. 


8012220+05 Responds bo 601028 I tr requesting description of info 
obtained bi^ MRC contractors at mill. Data will be forwarded 
pending ANL Info retrieval from computer storage. 
aCARANQ, R. A. Uranium Recovery Licensing Branch. 80/12/03. Ip. 
0/30 1 ■ 1 £>7. 


—8012220409 Request* description of 
inlll in 1977-7B, 

HAZLEr A. J. ColoradOr State of. 


info obtained by NRC contractors at 
80/10/23. Ip. 07301: 169. 


8012220477 Forwards '■Preliminary Eiecutlve Liceniing Review Summary,'’ 
evaluating application 5: environ repts for radioactive matls 


I icons*. Draft notice of hearing encl. 

HAZLEi A. J. Colerado, State of, 17997. 80/11/07. 


9pp. 07299:047. 


—3012220479 "Preliminary Eiecutivc Licensing 
» Colorado, State of. 17997. 30/11/06. 


Review Summary. ” 
79pp, 07299:052, 


6012020164 Informs that Cf-a52 cermet wire will be repacked In sealed 
source 6 used in France for electrical board reactors 
* Transnuclear. inc. 80 / 11 / 12 . ip. 06916; 001. 

8012020214 Requests Amend I to export 1 icense, add Ing two utilliation 
facilities. 

07142”o99” Westlnghouse Electric Corp. lL8~0i5. 80/11/11. 2pp. 


awi-'o.ioa33 confirms tclcon notifying that one Pegase Cask 
36 irradiatotf fuel elements, is scheduled to arrive In 


Portsmouth! VA on 001027, 
STONEDURN£R,W. Transnuc 1 ear. 


Inc, 17667. 00/10/14. 


1, conta Ining 
Ip. 


3012020243 Confirms notification that TN~7 Cask containing 60 
Irradiated fuel elements is scheduled for arrival in 
Portsmouth! VA on 801029, 

STONEBURL’ERi U*. Transnuc 1 ear , Inc. 17668. 30/10/15. Ip. 


BDIS020280 Confirms telcon notifying that Pogase Cask 4 containing one 
aiement is due to arrive in Portsmouth, VA on 


801027. 
gTQNEBURMeR, W 


Transnucloar, Inc. 17661. 80/10/09. Ip. 


6012230220 Forward* sum.iiary of NRC technical assistance to State of 
NM on Cbupch Rock dam failure contamination. Ofc recommended 
clean-up c ri ter ia, arranged mobile lab onsite to procesi soil 
samples 4: provided svcs of health physicists. 

of Nuclear MateMaJ Safety 4< Safeguards. 

00/12/02, 5pp. 07311:092. 


— 0O122JO224 Confirms 801119 telcon re revision to criteria for cleanup 
Of contamination from Church Rock dam fai lure. Rev! sed 
criteria do not appear to pose unacceptable risk to public 
health & safety. 

Division of Uaste Management. 80/12/02. 2pp. 


MARTIN, J. &. 
07311; 097, 


Application by Transnuc lear, Inc for license to 
34,900 kg U, containing l,tS9 kg U-a35, to Neet Germany, 
a Transouclear, Inc, RBV 354-80-230. 80/10/24. 3pp. 


export 
07143: UO. 


131,600 kg Ur containing 
CiATSOtLV. Transnuc 1 ear , 
07i43: 116. 


Ire. RDU 351 80-231/. 80/10/24. 4pp. 


r or war OS 


tor license to export 19,412 kg 
containing 650 kg U-2354 to West Germany. 

OUTEKS^OrT. Transnuc lear, Inc. BO/ll/04. Ip. 07143 : 121 , 


8012240076 Trip rept of 801030-1104 vi 
Edgeinont cleanup action program. 
EADIEfO. 0. Uranium Recovery Licen*i 
07324:280. 


sit to EdgemonttSD to observe 
ng Branch. 00/11/17. Ip. 



—0012020331 Submits addl Info for records re 
WATSONi V. Transnuc 1 ear, Inc, 00/11/06. 


delivery of product, 
ip. 07143: 122. 


►80120^0335 Application by Transnuc lear, Inc for license 
kg Ur contain ing 650 kg U-235, to West Germany. End use 
statement encl. 

a Transnuc I ear. Inc. RDV 355 00-236/. 00/11/04 

07143; 15-3 


to export 19. 412 


3pp. 


BrriU eia-Pp«po,., D««|1 Hlnln, «o MIU 
‘"Pi-ove, Itt conttnt. 

Spp^^^oyaas 193 Agfrcy, 17994. ao/ll/13. 


3012020472 Forwards SNM security routing received from Trt-State Motor 
Transit Co for review as addendum to 000904 Itr. Info 
withheld (ref 10CFR2. 790). 

MATaOM.V. Transnuclear, Inc. 17501. 00/09/24. 2pp. 07140:132. 


B0122403D3 Evaluate* environ impact on ground water by seepage from 
existing tailings pond at Dawn mill. Detailed reilstivltg 

prlur to Implementation 

Sill Ifim deemed desirable. 

Affiliation Unknown. 17964. 30/10/13, 6pp. 

wfs52p« 1 B7. ~ 


8012240437 Forward* rapt from Odder Atsoclates 
encl at.new tailings dUposai 


re differential 
facility, U/o 


THOMPBOIfi J. E, Dawn Mining Co. 17947. BO/ll/Il. ip. 07328:060. 


3 2 ^ Tjquest to provide background on decision 

recommend use of high density polyethylene as alternative 

i ^ leaks, satu^Iber 

w/tarbor black k less expansive tq use,. 

Spp!' ^ 07345 ^ 175 '^' ^ Assoc iates, Inc. 17966. 80 / 11 / 20 . 


3012020477 Provides initial notification of moderate strategic 
stgnlrlcance shipment of 4.66 kg U-23S, contained in S. 0 kg 
U metal, to Japan. Inf o ' wi thh 0 Id (ref 10CFR2. 790). 

* Transnuclear, Inc. 1 7502. 00/09/24. 2pp. 06916:001. 


8012030701 Responds to 801023 Itr re C-E applications to export 
component* for Atucha II nuclear power plant in Argentina. 
Executive Branch review underway when application* were 

activity re applications end. 
of the Executive Director for Qperatlon*. 
80/11/12. app. 07151:231. 


-8012030708 Responds to 000527 Ur re C-E applications to export 
components to Atucha 11 power plant in Argentina. NRC 
following hue lear-ralatod developments in Argentina 6 will 
eSr*®”. receipt of Executive Branch views. 

wHbAiJ, R. Office of International Programs, Director. 80/06/19, 
Ip. 07191:223. 


Llnln! Sftl 'h' l.«lo«-,ra,t tail Ing, dlapoial arta. 

Lining iratl change recommended. ^ 

07316 ^ 177 !^' «*«9viry Licensing Branch. 00/13/03. 


—8012030714 Discusses efforts to gain Ua govt approval of applications 
to export components to Argentina Contract* lost due to 
govt dalays. 

SCHMITZ, H.H, Combustion Engineering! Inc. 80/07/16. 2dd. 

07 f SI ' 004 
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““8012030719 Forward* C-E 600327 Itr re application* to export component* 
to Atucha II nuclear power plant In Argent in«. Request* rept 
on stated problem*. 

WARMERrJ. W. Senate, 80/10/23 5pp, 071»1:22&. 


00120307/3 SECY'-80“312 

Inform* Commission of favorable Executive Dranch position on 
tuo pending export license app 11 cat lans« X8NH-1423 St 
XSNrt-1429. 

DIRCKSiU. J. Office of the Executive Director for Operations. 
aO/11/19. Ip. 03730:174. 


3012030687 Submit* findings re OE S01107 application for license to 
Import 2« 000 Vg enriched to 3. SX U-233t from Italy. License 
should be granted. 

MGCREt R. N. Assistant Director for Export/Import St International 
Safeguard*. 00/11/19. Ip, 07172:027. 


— 8012030631 License for OE to Import 2< 000 ig U« enriched to 3.87 U“233< 
from Italy. 

DEVlNEfJ, B. Office of international FrogramSr Director. flO/ll/19. 
Ip. 07172:020. 


3012080040 Respond* to 801116 telcon. Di scusies reason* for increase In 
number of absorber tubes required for export. Requests 
license be revised to permit 674 tubes. 

PARBOKSjW. D. Par Bystems Carp. BO/li/19. Ip. 06586:003. 


8012080034 License far Edlow Inti Co to export . 127 g U 833i enr ichtd to 
1. 33S3X U“233i to Japan. 

DEVIKEtJ, B. Assistant Director for Export/Irnport it International 
Safeguards. 8H1B 8 8-97-80. 80/11/23. 2pp. 06SB6;003. 


8012080067 License for Mitsubishi Inti Corp to export .31 g U-23S* 
contained In eight hoke tubes It 41.39 g depleted ll« In four 
hok« tubes* to Japan. 

DEVIMEtJ. B. Assistant Director for Export/Irnport International 
Safeguards. H8A-6702-0I. 80/11/25. 2pp. 


8012080086 License for Aldrich Chemical Co to export 3 kg deuterium 
oxide to Oenciuela. 

DEVINErJ. 0. Assistant Director for Export/Import U International 
Safeguards. 23/80. 80/11/25. 2pp. 06366:003. 


8012000097 Informs that export application for Kearsarge hetaliurgical 
Corp meets requirements of Atomic Energy Act. Normal 13-day 
waiting period waived, 

DEJXNEtJ. 8. Assistant Director for Export/Impor t it International 
Safeguards. 80/11/23. Ip, 06386:003. 


— 8012080104 License for Kearsarge Metal lurg leal Corp to export 730 sets 
of tie plate castings to West Germany. 

DEVINE* J.B, Assistant Director for Export/Irnport it International 
Safeguards. 80/11/24. Ip, 06366:003. 


6012080112 Requests Executive Branch position re Nes t inghouse amend 
request extending expiration date of License 88-003 to 
Dec 31*2021. 

DEVINE* J. 6. Assistant Director for Export/Import it International 
Safeguards. 80/11/21. ip. 07194:183 


6012060132 Executive Branch position re Dept of Navy application for 
license to export 373*000 round* of 20 millimeter penetrator 
ammunltloni containing 2^.000 kg depleted U* to Saudi Arabia. 

License should be Issued. 

NOSENZOfL. V. State* Dept, of * Bureau of Ocean* tt Jnternati . Environ. I* 
Scientific Affairs. 80/11/21 Ip. 07194:101. 


8012080138 Amend 2 to license for GErtxtending expiration date from 
810101 to 840101. 

DEVINErJ. 8, Assistant Director for Export/Import 6 International 
Safeguards. TK22R1. 80/11/25. Ip. 06366:003. 


6012080144 Amend 2 to license for OE* extending expiration date from 
BlOlOl to 840101. 

DEVINErJ. a. Assistant Director for Export/Irnport It Internati on* 1 
Safeguards. T-ft7. 80/11/25, Ip. 063861003. 


6012080130 Amend 1 to license for OE extending expiration date from 
8<H201 to 810701. 

DEVINE* J. B. Assistant Director for Export/Import It International 
Safeguards. BOW 79223. 00/11/25. Ip. 06506:003. 


6012080157 License for Dept of Navy to export 25*723 kg depleted U in 
373*000 rounds of 20 millimeter ammunition* to 9eudi Arable. 
DEVINErJ. a. Assistant Director for Export/Import it Internati onai 
Safeguards. 63/374319. 80/11/21. 2pp. 06306:003. 


0012000166 License for Edlow Int'l Co to export 3*790 kg depleted Ui in 
form of U tetraf luorlde* to United Kingdom 

DEVINE* J. a. Assistant Director for Exp art/ Import t< International 
Safeguards. 90/11/20. 2pp, 07194:221 


8012080639 Application by 8 eute r -8to kes* I nc for license to export Model 
83 'C3-25I0-1 14 fission chamber to West Germany. 

EECKHOUTrA. Reuter-Stok ei* Inc. 11-0783. 80/1 1/03. Ip. 07196:106. 


8012080647 Application by Sigma Chemical Co for license to export 
equivalent of 10 tg deuterium oxide liquid to India, 

STERN* U,C. Sigma Chemical Co. Csubs. of SI gma-Al dr ich Corp. ). D-60, 

00/11/21. Ip. 07196:107. 


8012080763 8EnY“B0“3l3 

Forward* Executive Dranch pasition recommending approval of 
application by OA Co to export li-372 g U* enriched to 705i 
U-233* to Yugoslavia. 

DlRCKBiW. J. Office of the Executive Director for Operations. 
80/11/ 19, Ip. 03767:063, 


--B012080770 Forwards application for aiport license. 

MOWRYrW.R. General Atomic Co. <subs. of Oul# Oil Co.l. lEL-asB. 
77/11/16. 2pp, 03767:063. 


—8012080770 Application for license to export 1*372 g U« enriched to 
70/C V-235* bo Yugos 1 avia . End use statement and. 

riOWRY. W. ft. General Atomic Co, <subs. of Gulf Oil Co, ). IEL-e38, 
79/11/16. 2pp, 03767:067. 


8012000800 Approve* application by Graham Mfg Co* Inc for license to 
export pump by-pass cooler it return cooler ft supply heaters 
to Kor ea. L I c ens e issued w/o customary IS-day waiting period 
due to urgency of export. 

DEVINE* J. Q. Assistant Director for Export/Import It International 
Safeguards. 80/11/17, Ip. 07196:217. 


6012080809 License for Graham Mfg Co* Inc to export pump by-pas* cooler 
it return cooler fr. supply heaters to Korea. 

D£V1N£*J.B. Assistant Director for Export/Irnport It International 
Safeguard*. 80/11/17. 2pp. 07196:218. 


0OI2O9O2.A7 Informs that due to anticipated licensing delay s* d i fferent 
Intermediate storage facility In Germany will be utillied. 

Review i. approval of change requested, 

HANSENjL.E. Exxon Nuclear Go. ■ Inc. (subs, of Exxon Corp. I. 
aO/lt/24. Ip. 07202:345, 


QG12090S34 Amend I to license for Transnuc i ear* Ihct s x tend i ng expiration 
date to 820101 

DEVINEiJ.Q. Assistant Director for Expor t/lmp ort it International 
Safeguards. lUP 300 77-1 16. 80/12/01. ip. 07206:224. 


6012090937 License for Bandvlk Special Metals Corp to export 2ircaloy-4 
Caterpillar thimble tube to Japan. 

DEVINE* J, Q, Assistant Director for Export/Irnport tc International 
Baf ©guards. 03-6-76, 80/12/01. Ip. 07167:001. 


8012090942 License (or Bandvik Special Metals Gorp to export tirconlum— ' 
niobium seamless tubing to Canada 

0EVtNE*J. Q. Assistant Director for Export/Irnport Jit Intarnat ionai 
Safeguards. BO/12/01. Ip. 07187:001. 


8012090346 Amend 1 to license for Timex Corp < extending expiration date 
to aiiioi. 

DEVINErJ, D. Assistant Director for Export/Import 4* Inter nat iqnal 
Safeguards. 80/12/01. 2pp. 07187:001. 


6012090349 Amend 1 to license for Transnuc 1 sarr Inc, ex tending expiration 
date to 820601. 

DEVINE* J. S. Assistant Director for Export/ Imp ort << International 
Safeguard*. WOK-277 791 19/0. 00/12/01. Ip. 07187:001. 


801 2I0C012 Forward* I tr from Transnuclear* Jnc requesting cancellation > 
of BOlOOi amend to License X8NM-1343. \ 

DEVINE* J. Q. Assistant Director for Export/Irnport It International s' 
Bafeguards. 80/12/01 Ip, 07219:062. 


6012100062 Application by Mitsubishi Inti Corp for license to export 
six reactor vessel irradiation surveillance test capsules j: 

containing 120 mj Np-237*86 <ng U-30a tc 72 mg U-23B K 

KVGErT. Mitsubishi International Corp, (subs, of Mitsubishi Corp,}. f' 
64-7390-80. 80/11/23. Ip. 07219:097. [ 

1 ; 

8012100182 Application by Bydkraft for license to import 138,991 kg 
U-308 from Canada. 

WINGRCMiH. Syd-Kraft AktleboUg Bweden. 90/11/11. 3pp. 07218:236. (’:• 
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80121100197 Retire, t 5 E.ect^tiv* 3ranch position re Transnuc 1 ear, Inc 
license to erport SM ?1 to West Oermany. 

DEVICE, Assistant Director far Exp orty Import it International 

Safeguards, BO/H/31, Ip. 07218:280, 

8012100301 Requests Executive Drancih position re Edlou Intl,Ca 
application for license to export S^'^1 to France. 

VU4ei J^3, Assistant Director for Eip ort/Import tt International 
Safeguards, B07ll/ai. Ip 07210:281. 

9012100S>0^ Requests E recut iv-e Branch position ra Transnuc tear, Inc 
application for License amend decreasing <i.uantlby of 
exported matl from 5.72 kg U to 2 3,63 kg If. 

DEVIME, J B Assistant Director for Ecpor t/Impor t i, Internationa I 
Safeguards. BO/ll/ 21 . Ip, 07213:234. 

B01210«3P10 Requests Executive aranch poaitioa r« Transnuc tear, Inc 
application for license to aiport STiri to Sul tier land. 

DEVIHEpJ B. Assistant Director for Export/ Impor t it International 
Safeguards. 60 / 11 / 21 . ip. 07217:303. ^^rn^cionai 

3012100216 Executive Branch position re Mitsubishi Inti Coro 
appUcation for license to export O. Bi g y-233. contained in 
93.13 9 u,to Japan. Ltr of assurance end. License should be 
grAh d . 

Dureau of Oceana U Internat 1 . Environ, it 
Scientific Affairs. 0 O/ll/ie, 3 pp, 07217:312. 

License for Radiation Mgt Corp to export two power range 
detector assent I ios. Mode 1 WL~236B6 I add i rots c ellaneous 
nuclear react.ors to South Korea, 

correspondence. Reques 1 1 response as soon as poss i b le, If/o 
enc I . 

ShEA,^^R .^7 Office of International Progranjs. Director. 80/11/21. 


8012100335 Forwards sal #-etp lanatory Executive Branch vl 
pending export app Uca 1 1 ona. tainml i s ion action paper Is 
being prepared. W/o end 

^p^^' 07218- International Prosrams. Director 


aw3 on three 


00/11/21. 


rJalg.” Chemical Corp to export 10 hg deuterium 

completing licensing actions on 
ShVa J I fabrication, 

tp ^ 07218: oao“^ International Programs, Director. B0/11/2B. 

0012100436 Application by EberUne Instrument Corp for license to 
ffxpor. certified Pu~239 alpha caHbr std Model DM5-2ie to 
Canada. 

00/10/07. Ip. 


Canada. 
JO!!NSOM, N. R. 
07216 : 027. 


Eberl Ina InstrUinant Corp SO 074041. 


>■■«"«•> position TO PAR Boo Corp 
llcenio to Iricrooto nuontltj of 
DPOrwP «n<l B01I19 tolo.. 

Sl;1 7 1 6r I dtid , 

DUTEMV'.a, r. A. Transnudear, Inc. SO/11/12. Ip. 07223:124, 


for license to export 

BUTFNKn^r l^fenriched to .rax 3. 55X U-235, to SwiticrUnd. 
DUTEflKOi T. A. TransnocUar# Ire, 

07223: 126. 


00-241/01 RDlf-a. 30/11/12. 2pp. 


8012110031 Application bg Sigma Chemical Co for license to export 
tS^ArtJrdif ^-terlum oxide liquid over 

”oT/Ab: l^^"'%78a4‘3*l." 0* 8i9->0-AUrlcl) Corp. t. » SB. 

P”‘“on r. Unlv 0, CA opplUaUon 
Svo ar,oont, of trlUun to countrlos" 

* Int.Tnot„„., 


*°Ifoli?nionT“° ’■o Tranonuclfor, Inc 

application to amend 1 1 cense, inc reai Log quantity of natural 

VJutc S01105 It?, 

8ofi;!;Tio. 2o5li/S?* 

"T'" >-• Ti<T.« Corp orplicatlor for 

ortension of license to export 400,000 Cl tritium to 

Mmii/.Tn License should be extended. 

Oureau of Oceans U Into rna 1 1. Envlrnn- & 
Scientific Affairs. 80/11/25. 2 pp. 07223:148. 

’•» Ni4»l>o-l>44l AA.rUao Corp 
appUcatJen for License to export 660 kg heavy water to 
Japan for use as moderator it coolant. License should be 
granted . 

Sd!Jldfu'^Affdr!*'^So^i?/^,A°''’'®^“ ^ Internatl, Environ, t. 

9cienciflc Affairs. 80/11/26. 2pp. 07223:153. 

6012110115 Lfcr of assurance to Marubeni America Core appUcatlon for 
l icense to export 4B5 kg U-235. conta i ned in 10,491 kg U, 
t/apan. ^ 

KIYADAVASHI, M. Japan. 80/10/07. ip, 07223:159. 

^^DUrEKioVS'"*?!* •«Pir.tion dat. on llc.n.. tp SBOIOI. 

DUrEhKOtT. A. Transnudear, Inc. 80/11/03. Ip. 07223:170. 

??«!“ *° “‘•"-<‘"9 •Iflratlon d.tf fro» 

MAT80N,V. Transnudear, Inc. 80/11/19. Ip. 07223:171. 

podtlon re Uestinghouse 

tVAVAV *“ lnt.rnatl.«.l 

‘-muptipn tp ..p.r,/..p,rt 

Ip *^*^07228; 244^^'^*' Secretary of the Commission. 60/10/16. 

applications for licenses to 
nuclear facilities or metis. 

Ip^^' 07220; 245*'"' International Programs, Director. 00/10/07. 

“> •»P-'t/lmport npcl.ar 
Ip^^’ 07220; 246* International Programs, Director. 80/10/07, 

^ ««port 250 lb llrconium 

nruTKi?^ . n United Kingdom. 

^elZir ^ international 

to India License should be amended. 

Oceans «, Internatl . Environ, it 
Scientific Affairs. 80/12/04. Ip. 07254:331. 

License for Transnudear, Inc to export 2,002 mCi Cf-S52 to 

OEVIME, J B. Assistant Director for Export/Import & International 
Safeguards. THP 356 80-238. 80/11/28. 2pp. 07261:323. 

Branch position re Uestinghouse 
license to export two addl power reactors to 
00111 1 application. 

Director for Export/Impart S. In terna tiona I 
Safeguards, 80/12/04. Ip. 07261:327. 

position re Marubeni American 
export Bm to Japan. 

bS/JJ^w *■ 

application for export license for minor nuclear 
export. Ltr of assurance required. W/o end. 

DEJIlvlErJ 8. Assistant Director for Expor t/Import U International 
Safeguards, 80/12/09. Ip. 07268:212 xnuernac i onax 

8012170748 Bequests Executive Branch position re Overseas Bechtel, Inc 
application for license to export Cf~252 to Taiwan, 

DEJihfE.J. B. Assistant Director for Export/Import i International 
Safeguards. 80/12/09. Ip. 07260:215. 
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80l3l7i>PS4 Executive Branch pasl<:ion re Commonueal th of Australia 
application far license to export teg heavy uater to 

Austral ia. Ltr of assurance end. License should be granted. 
flQSEMZOr L. V. Statei Dept, of I Bureau of Oceans Zn Internatl . Environ, fit 
Scientific Affairs. 00/12/03 2pp. 07107:001. 


8012170311 Application by Tetedyne t^ah Chang Albany for license to 
export 22)046 lb Zlrcaloy-3 tube shell to Mest Oerniany. 

AERMIrD.L Teledyne Wah Cbans Albany 3431 (oFhJ. BO/lS/Ot. Ip 
07260:331. 


9012170295 Executive Branch position re PaR liatat Sellaui Corp 
application for amend to license increasing nu<nber of 
neutron absorber tubes to be exported to Spain. Amend should 
be granted. 

NOSENZrifL S/. Stater Dept, of i Bureau of Oceans tc Internat 1 . Environ, b 
Scientific Affairs. 00/12/05. ip. 07260:220. 


90121702^7 Executive Branch position re TransnucleaP) Inc application 
for license to export 2.005 kg of U-23S« conta ined In 4.416 
kg U* to 8.01 tier land. 

NQSEifZQj L. V. Stater Dept, of I Bureau of Oceans It Internat I , Environ. & 
Scientific Affairs. BO/tl/l?. 2pp. 07260:224. 


8012170317 Bubmits application to 
consignee. 

VAIIAlMi K. M:i ssho-'tua i American 


8012170329 Submits application to 
data from 001231 to 011231. 
HANSEN. U E. Exxon Nuclear Co.. 
00/12/01 Ip. 07269:352. 


amend license changing intermediate 
Carp. 00/12/02. tp, 07260:343. 

amend license exterdlng expiration 
Tnc. {subs, of Exxon Corp.). 


0012170331 Bubfliits application to import 530 kg {7-235i c onta ined in 
21.600 kg U. from Mast Oermany. 

HANSENiL. E. Exxon Nuclear Co.. Lnc. Isubs. of Exxon Corp. 1. 
B0/i2/02. 3pp, 07260:350. 


0012170261 Requests Executive Branch position re C-E application for 
license to export components to India. M/o end 60tll4 
appi icatlon. 

DEVINE. J. 8. Office of International Programs. Director. BO/ll/24. 
ip. 07260:232. 


6012170386 Ltr of assurance re Tr ansnuci ear. Inc application for license 
to export 2. 005 kg U-23a. c ontalnei in 4.416 kg Ui to 
Stfltxer land. Delegation of Commission of European Cammgni t iei 
8D1105 ltr of assurance etict. 

Nl/LLER.R. E. 8ujl t ler land. 00/10/08. 2pp. 07270:167, 


8012170264 Executive Branch position re Boeing Co application for amend 
to license to export max of 1.000 lb per consignee or 
10.000 lb per country, of depleted U. Amend should bo granted. 

NO0ENZQ. L. V. State. Dept, of r Bureau of Oceans & Internat 1 . Environ, t. 
Scientific Affairs. 00/18/04. 2pp. 07860:239. 


601217D869 License for Reuter-Stokes. Inc to ekport fission chambert 
Rauter-Stokes Model R8-C3-2310-U4. to Most Oermang. 

DEVINE. J.Q. Assistant Director for Export/Import it International 
Safeguards. W-8785. 80/12/09. Ip, 07107:001. 


8D12170269 License for Matheson Oas Products to export 100 g deuterium) 
contained In Number 8 cylinder! to Australia, 

DEVXNEiJ, B. Assistant Director for Export/lmpor t it International 
Safeguards, 101-17399. 00/18/09. 2pp. 07268:242. 


8012170393 Approves Issuance of License X0Nrt-l713. 

MOORE^R.M. Assistant Director for Ex por t/Imp art & I nternational 
Safeguards. 80/11/26. Ip. 07270:189. 


001217045? License for OE to export 265 kg U-839> contained in 9.675 kg 
U as ir-dioxlde pouerj to Japan 

DEVINEiJ. 8. Assistant Director for Export/Import 4e International 
Bafaguards. BOtf B0104. 00/12/09. 2pp. 07107:001. 


0012(00269 License for Eberline Instrument Corp to export 0. 10 
microgram Pif-239. cert i fled Pu-239 alpha calibr stdi Model 
DN3-21&I el ectrop lated on 3/4“inch dlamctar stainlesi steel 
disc, to Canada. 

DEVIKEiJ. B. Assistant Director for Expor t/tmport & International 
Safeguards. 0.0.074041. 90/12/10. 2pp. 03768.001. 


8012170870 Formards application for license to export nuclear matl 6 
equipment to Meet Germany. 

HANaENrL.E. Exxon Nuclear Co. t Inc. (subs, of Exxon Corp. 1. 
00/12/03. Ip, 07260:849. 


— 0012170273 Application by Exxon Nuclear Cdi Inc for license to export 
nuclear fuel element harduar ir inc lud Ing fuel rod hardware tt 
cage aisemb 1 i esr to West Germany. 

HANSENrL. E. Exxon Nuclear Co. j Inc. (tubs, of Exxo-n Corp.). 
80/13/01. ip. 07268:850. 


8012180275 License for Sigma Chemical Co to export 10 kg deuterium 
OK Ide bo France. 

DEVINEiJ, B, Assistant Director for Expor t/lmpor t it International 
eafeguarde. 0-63. 80/12/11. 2pp. 03760:001. 


0012100^00 License for Mostlnghouse to export two self-powered neutron 
assembl iesr Model NX 38964. bo Nest Germany. 

DEVItlEiJ.Q. Asslftant Director for Expor b/lmport U International 
Safeguards. ZE-10347. 00/12/09. Ip. 03760.001. 


0012170378 Informs that since no mail changed clrcumetances exist 
since issuance of License X6NM-1435) License X8Nf1“1705 may 
be issued. 

MQDRCrR.N. Assistant Director for Export/Import It International 
Safeguards. 80/12/04. Ip. 07187:001. 


--8012170277 License for Marubeni American Corp to export 3. 406 kg ll-23^» 
contained in 156.333 kg U. to Japan. 

DEVINE. J.B, Assistant Director for Export/Inport 6 International 
Safeguards. 8K-1 169/ZH0170. 00/18/09, 8pp. 07197:001. 


0012100327 9ECV-80-520 

Forwards Executive Branch response to ponding export 
applications X0NM-1725) XSNM-t726 tc XBNIi- 1727) orlg 1 nal 
applications & related correspondence 

DIRCKBiU.J. Office of the Executive Director for Operations. 
aD/U/21. Ip. 03794:064. 


0012100382 Requests license to export 400 sets of machined tie plate 
caetings to Nest Germany. 

PDMFtANrS. Kearsarge Metallurgical Corp. 8^/11/06. 2pp. 

03766: 001. 


8G12170880 Forwards application for license to export nuclear mat! Ic 
equipment to West Germany. 

HANEENrL.E, Exxon Nuclear Co.) Inc. {subs, of Exxon Corp. ), 

80/ 1 8/08. Ip, 07268:263. 


— 9012170287 Application by Exxon Nuclear Cor Inc for license to export 
■ pacer assernb 1 ieSf fuel rod hardware«tle plates it 
miscellaneous assembly hardware to West Germany, 

HANSENiL.E. Exxon Nucloar Co.. Inc. {subs, of Exxon Corp,), 
00/18/01. Ip. 07868:264. 


0012170292 Application by Toledyne Wah Chang Albany for license to 
export 4)409 lb Zirealcy-S trex to West Oermanv. 

AERNlfB.L. Teledyne Wah Chang Albany. 80/12/01. tp. 07268:338. 


9012170296 Application by Sigma Chemical Co for license to export 10 tg 
deuterium oxide over 2-yr period to Suitxerland. 

STERN) W.C. Sigma Chemical Co. (subs, of Slgma-Aldr Ich Corp: ). D 64. 
00/12/01. Ip. 07260:310. 


8012I703Q5 Application by Sigma Chemical Co for license to export ID 
kg deuterium oxide over 2-yr period France, 

STERN) W.C, Sigma Chemical Co. (subs, of Sigma-Aldrlch Corp, ). D-63, 

00/12/01. Ip. 0786B;323. 


8012180416 SECY- a 0-583 

Requests authorisation for issuance of proposod export 
License XCQM-0315 authorization for staff to process 
future similar licenses for exports destined for Cernavoda 
Nuclear Power Station w/o Commission referral. 

DlRCK9iW J. Office of the Executive Director for Operations. 
80/11/80. 4pp. 03794:267. 


9012190026 Application, by GE for license to export 650 g J dioxide) of 
various ear Ichmerits# to Italy 

WILSON. 6. D. General Electric Co. BDW 90130. 00/1 1 /SS. Ip. 

07270:210. 


0012190029 Application by GE for license to export 690 g U dioxide 
as U powder to Japan. 

MlUeONfB.D, General Electric Co. BDW 90131. BO/H/25. Ip. 

07270:211. 


0012190605 Forwards IE Insp Rept 1 10-342/90-01 on 901020-22. No 
noncompl iance noted. 

K£NNA)W. 8. Region 2i Atlanta) Safeguards Branch. 80/12/03. Ip. 
07299:243. 


f 
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j, 
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[; 
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NONDOCKETED ITEMS 


110-542/80-01 Gn B01020-82.No noncomp I lane. 

™"cV.'r" ' 8 S)^^;S 2 ° \r"o «08 25 :.’^ 


“sr-v-i"""'""'"’""”-'"' •••'••’ 


6012220135 Appiication by Transport «. Storaoe, tnc to amend 

Include Import oif depleted U metal castings from 


Canada. 

Nuclear Transport Storage. Jnc. 
07303:232. 


njs 

aO^U/lX 2pp. 


^2*" -^5 ^9 U-935, contained In 

Atomic Pouer Co, Inc as fuel for reactor, 
^UVAQAYASHJa M. Japan. 80/l|/2t, Jp, 07301:192. 

Re^ioests that Transnuc i ear# Inc be listed as aoenfe -fftr- 
shipment of mafel under License XSNM-I4a5. 


flATSON/V. Transnuclear. Inc. 79-046/01. 


XSNM-I4a5. 

80/12/07. 


Ip. 07299:046, 


0012220500 Forwardi Inti Customs Sve, Tnc 801119 Ur fe CERN 801302 Ur 
n, .m.„4 u Hen... Innut r, 

ai*83i.Vj/J ^ .xt.ndlnj oiMirntlnn until 

a“rd^- ‘ 

eSJll^nee intermediate 

sSrdS: aSJUJr " .»*.rnnion.l 

Sai.pu.ri.: 80/iaJ?2 Ij' oJaJiraoa'”"'*'""'’"^ *“ 

■'StSSS’""' 

GO/?2/oa^ Ip*"* *073^:032!* corp. >. 

I’llTu Hu.uti.u 

Saf.jukrd.; 80 / 18 / 01 .^ **}J.''* 07317 rofo!’“'^*^'"‘"’''‘ * 

=“= 0 f-° 3 « to 




Of SIsma-Aldr ich Corp. )» D-61. 


8TERM,W. C. 
BO/ 1 1/24. 


Sigma Chemical Co. 
Ip. 07317; 035. 


<so6 s. 


• Wl..ho-I».| 8811-1868, 80/11/81, Ip. 07317:318. 


'IS!:;!:,"";;;-' 

position ro Seamodal Transport Core 
application for license to enport 440 K'DS U stds & 172 Mfls ^ 

Py .td, comprl.lns 3.166, U-835, In 580, U, to 

®®afo?S?'to*S;3?o?. ..Piration dat. from 

ipT’'‘o7?gsr^ot. 

...... 

DEVINE normal 15 da, uaitin, parlod. 

Safi'.uird;; 2o/ll/S:.‘ ‘’ij“‘S;385ri36'°’’‘'''“’"‘ " lnk.rn.tl.n.l 





07la3?Oo‘r' 'np- QE-ei3S. 80/11/85. tp, 

ci^a'Sr “■ •«'>"’•* ‘0 d.ut.rlum 

^ .nt.mational 

DlCKiM. E. Oechtel Corp. 97ia-N-10B. 00/12/01, Ip. 07107:001. 

application to export 20 bellous control rod teaU 
MERIHOER, J.H. J. flay McDermott 8< Co. 80/11/24, Ip, 07107:001, 

Controls Co for llcenie to 
espart 20 belloy, control rod seau to India. 

BO/lt/ar IJp 07 W:'mJ.‘' °' *' ‘='’' '■ 00 ‘- 0 » 4 ft- 

'« fai- Mean., to oiport 

India * ^ ^ deuterium oxide over 2-yr period to 

®BDni/iS: ?p,'™^5Sa;‘;;i‘.'° "'^s^-Aidnch c,rp.>. d-sv. 

biMS” -'■"Ttcan C.rp to ..port 660 t, h..v« 

D^Xulrd;: intarnatlona. 

§"al?u;riS: S!|l.*‘‘S^/?|;5r"8p'p" ^^Al^Tor' ‘ ■ntarn.tl.na, 

®°tftJa?u^aJrrp.’! 

nSii^A u i Japan. End use statement end. 

—BO^adMaO Application 6, Harub.ni Am.rtca Corp for Hcanit to ..port 
OT. 73 p Pu 6 Pu sulfote totrahgdrata to Japan. 

BO/llI^S*" 3?p.‘''‘o7J87robl.*’'''’‘’ °' '• *HOI5a-OH. 


O/aSs^'idg!^' Electric Corp. 2E-10347. SO/1 1/18. Ip. 



NOIVIDOCKETED ITEMS 


8015240396 Application bi/ Hatheson 0a« Products for llcsnso to enport 
IrOOO lltsrs chemical lij pure deuter ium. contained In 8iic 3 
cvWnderito Australia. 

* Matheson Oas Products. lOJ-17359. 80/11/14. Ip. 07323:131. 


6012290534 Petition for leave to intervene It re<iuest ^or hearing. 
Requests UBOS volcanic Is seismic assessment It studi| of 
global Impac t. Support! ve documentation end. 

MATTlfiQNt 0. U, Center for Development Policij, 80/12/09. 25pp. 

07335: 162. 


6012290565 SECV'-SO-SSA 

Summarlies status of application b^ OA Co to 

export research reactor, to Ka lags ia. Recommends license be 

1 f sued, 

DiRCKSi U. ti. Office of the Executive Director for Operations. 
80/12/10. 6pp. 07335:301. 


-<'0012290569 Responds to 800211 memo re plans to provide one TRIOA HARK 
II research reactor 1: 8NH to Malagsia. DOE should modify 
proposal to show physical protection info being given on 
bilateral basis. 

BKEAiJ. R. Office of International Programti Director. 80/07/15. 
2pp. 07335:312. 


B012290634 8ubmlts application to amend 1 icensei increasing (quantity to 
be exported by 5. 794 kg U. Amend urgently needed. 

MAreONiV. Transnuclear. Inc. 80/12/10. Ip, 07335:217, 


8012300224 Amend 2 to License XLl-8422 to remove Transnucleari Inc as 
licensee is add Inti Customs 8 vcj Inc. 

DEVINEiJ. 8, Assistant Director for Export/ Import It International 
aafeguards, 80/12/17, Ip. 07357:008. 


0012300313 Forwards C-E request for extension of License XR-0137 until 
Dec 2030 8i confirmation that matl under Llcenso XBNM-1754 
will be limited to three reloads. W/o end. 

DEVlREfJ. B. Assistant Director for Export/ Import tt International 
Safeguards. eO/lS/02. Ip. 07308:001. 


B012300323 Requests amend to license increasing quantity by i6f7B6 kg 
natural 0 for export to West Oermany. 

BUTENKO/ T. A. Transnuclear/ Inc, 80/11/05. Ip. 07358:339, 


6012300328 Requests cancellation of 601001 request to amend License 

xaNfi-ia45, 

MAiaONiV. Transnodsar. Inc. 80/11/03. Ip. 07336:360. 


0012300773 Application by Pacific PumpSp Inc for License to export 
specially designed pump parts needed for repairs to India. « 

« Pacific Pumps Div. Q7L01038-R-R 80/19/12. Ip. 07363:013. 


0012300777 Amend 2 to license for OA Co« extending expiration date from 
eiOtOl to 840101 

D£\/tUE.J. D Assistant Director for Er por t/Import t International 
Safeguards. rlEU-2030 80/ 12/22 Ip. 03807:021. 


8012300782 Amend I to license for Transnuc I ear. I nci inc reas ing quantity 
from 900 lo 905.84? kg U to be exported to Franco. 

DEVtUE>J. B, Assistant Director for Exp or t / Imp o r t b International 
Safeguards. TN'P -238 79-203. 80/12/19. Ip. 07363:015. 


6012310C66 Subobits application to amend export I i cense, extend ing 
expiration date to 840101. 

HARKON, D. Ed low International Co. 80/12/15. Ip. 07369:000. 


6012310069 Submits application to amend 1 icensei e x tend i ng expiration 
date to 820301. 

.MAT80JI. V. Tranioudear, Inc. 79-258/01 <nBU. 60/12/15. Ip. 
07369: 081. 


6012310073 Requests Executive Branch position re Edlowi Infcl application 
to amend export I i censo. increasing quantl ty . extend Ing 
expiration date 6 adding EIR storage facility in Swltrerland 
to store matl before ei>r Ichment. W/o encl HO1203 itr. 

DEVINE. J. D. Assistant Director for Exp ort/ Impor t i International 
Safeguards. 80/12/19. Ip. 07362; 001, 

6012310077 Executive Branch position re Nissho-lual American Corp 
application for license to export I . 000 kg heavy water to 
Japan. License should be granted, 

NOSENZO. L. V. State ( Dap t. of / Bureau of Oceans i. Internatl . Environ, « 
Scientific Affairs. QO/12/15, Ip. 07362:002. 


6012310079 Exocutive Branch position re Exxon Nuclear Co application 
to amend 1 Ic ensei c hang i ng intermediate consignee for storage 
to NUAEIi GmbH. Hanaui West Germany. Ltr of assurance end. 

License amend should be granted. 

N05EWZO,L, V. State. Dep fc. of . Dwreau of Oceans b Internatl . Environ, U 
Scientific Affairs. 80/12/15. 3pp. 07362:003, 


6012310034 Forwards application for export license for minor nuclear 
export. Ltr of assurance required , W/o encl. 

DEVINE. J.Q. Assistant Director for Export/ Import & International 
Safeguards. 00/12/19. Ip. 07369:271. 


8012300712 License for Marubeni America Corp to export 485 kg U-235/ 
contained in 18.491 kg to Japan. 

DEVINErJ. B, Assistant Director for Export/ Import U International 
Safeguards, Zri-018D-0W. 00/11/26, app, 07300:001. 


8012300762 Application by Reuter-Stokes. Inc for license to export 
03-06-0201-231 Incore fission chamber for flux mapping to 
West Germany. 

e Reuter-Stokesi Inc. W-8a49. 00/12/iO. Ip. 07363:010, 


6012300765 Application by Westinghouse for license to export WLQIOS 
compensated lonliation chamber to West Germany. 

flCHNAUrZi C. E. Westinghouse Electric Corp. 26-10227. 30/12/12, Ip. 

07363: Oil. 


8012310100 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. W/o encl, 

DEVINE* J, a. Assistant Director for Export/Impart International 
Safeguards. 00/12/19. Ip. 07369:276. 

B012310230 Requests amend to license for export of two NSSB to Taiwan 
to extend proposed expiration date to Dec 203D. 

WESTiJ.M, C-E Power Systems 30/ 11 /It Ip. 07369:358 


0012310236 Requests amend to- license for export of reload nuclear fuel 
to Taluan to cover only first throe reload fuel batches, 

WE8T»J, M, C-E Power Systems. 80/11/11. Ip. 07369:359. 


6012300769 Application by Westinghouse for license to export HL23743 
compensated ionl cation chamber to France. 

8CIINAUTZ.C. E. Westinghouse Electric Corp. ZE-20394. 00/12/11. Ip. 

07363:012. 
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a 

BQBTIAN, R. a 

BQ 12020292 

70-8623 


BQBfHiCKtN. E. 

8012220166 

RES 


BOSWELL, R. F. 

#0120300734 

FOIA 



AUTHOR 

ACCEBSION 

NUHBER 

SUBJECT 

CATEGORY 

BOSWELL, R. F. 

aD12O3DO60» 

FOIA 


BOSWELL, R. F. 

ao- 12030204* 

FOIA 


BOSWELL, R. F. 

8018030275* 

FQIA 


BOSWELL, R. F. 

0012030169* 

FOIA 


BOSWELL, R. F. 

9018030 1 89* 

FOIA 


BOSWELL, R. F. 

8018030382* 

FOIA 


BOSWELL, R. 

8012030D79* 

FOIA 


BOSWELL. R. F. 

8018030027* 

FOIA 


BOUCHEY, 0. D. 

8012050069 

PR 


BOUCHEY. 0. D. 

8012090108 

PR 


BOUCHEY. 0. D- 

6018090299 

90-397 

F 

BOUCHEY. 0. 0. 

6012190162 

50-397 

A 

BOUCHEY. 0. D. 

8012160128 

90-397 

I 

BOUCHEY, 0. 0. 

8012300299 

50-397 

K 

BOUCHEY. 0. D, 

8012230391 

30-397 

F 

BOUCHEY. 0. D. 

8012300418 

50-397 

K 

BOUCHEY. 0. 0. 

8012300632 

50-397 

A 

BOUKNIOHT, J. A. 

8012300310 

50-445 

M 

BGUKNIOHT, J. A. 

8012300318 

90-449 

M 

DQUKNlOHT.vJ. A, 

8012290390 

90-389 

M 

BOUKNIOHT, J. A. 

BO 12290390 

50-389 

H 

BOURN I A, A, 

8012310470* 

50-373 

0 

BOURN I A, A. 

8012110111 

90-373 

A 

BOURN 1 A, A. 

8012120994 

90-373 

F 

fiOURNiA, A. 

8012160008 

90-373 

A 

BOURNIA, A. 

8012220350 

90-373 

£ 

BOWERS, C. E. 

80120902.51* 

70-820 


BOWERS, C.E. 

8012100264* 

70-820 


BOWERS, C, E. 

8012100273* 

70-820 


BOWERS, J. R. 

8012050368 

90-2B9 

H 

DOWERS, E. 8. 

8012300049 

90-322 

0 

BOWERS, E. 8. 

8012230047 

50-290 

G 

BOWERS, E, a. 

8012290244 

50-322 

G 

BOWERS, E. 8. 

8012300029 

50-279 

0 

BOWERS, E.S. 

8012290264 

50-142 

G 

BOWYER, J. E. 

8012030584* 

FOIA 


BOWYERi J, E, 

8012030030* 

FOIA 


BOYD, 0. 

0012100176* 

50-199 

Q 

BOYD, D. C. 

a012U0793« 

90-186 

0 

BOYO, D. C. 

8012310433* 

50-259 

Q 

BOYD, D.C. 

BO 12100432* 

90-199 

Q 

BOYD.R.M, 

8012010450 

PR 


QRAGKHANN,K. 

8012100130 

PR 


BRADBURY, R.S. 

8012080194 

PR 


BRADBURY, R, 9. 

0012000731 

REOOD 


BRADBURY, R. 6. 

8012100014 

PR 


BRADBURY, R. B. 

8012080902 

REOOD 


BRAOBURY,R.B. 

8012090102 

PR 


BRADFORDrW.R 

8012110620* 

90-348 

0 

BRADFORD, G. 

8012300264 

50-289 

G 

BRADLEY, 0. a 

8012230374 

NUREO 


BRADLEY, E. J. 

8012010249 

50-277 

F 

BRADLEY, E. J. 

8012190141 

90-277 

P 

BRAHLETTiL. 8, 

001 2090449* 

90-313 

8 

DRAHLETT.L.S, 

6012160411* 

90-313 

R 

BRAND, W. E. 

8012230004 

90-395 

M 

BRANDrW. E. 

8012230004 

90-599 

H 

BRANTLEY, J, C. 

8012120096 

PR 


BRASHE,U. W. 

8012220368* 

90-320 

P 

BRAUN, L. 

8012150164 

90-289 

H 

BRAY, A. P. 

BO1229OOB0* 

COMHISSION 

SRA7EE, R. J. 

8012310394 

NUREO 


DRA2EE,R. J. 

8012310449 

NUREO 


BREAUX, D.O. 

8012190922* 

QA799 


BREAUX, D.O. 

8012080268* 

QA979 


BREAUX, D.O. 

00 12020 7 33 » 

OA999 


BRENNAN, P.T, 

0012080280 

REOOD 


BRI€KLEY,R.a 

0012180629* 

QA999 


BRICKLEY, R. H. 

0012040023* 

aA779 


BRICKLEY.R.a 

8012190080* 

QA979 


BRI008,L. E, 

8012110070* 

90-219 

0 

BRIGHT, R.M. 

8012040382 

PR 


BRlNERrW. a 

6012120204 

PR 


BRlNKHANrR. E. 

0012030240* 

FOIA 


BRINKKANi R, E. 

8012030163* 

FOIA 


BR1NKHAN.R,E 

8012030593* 

FOIA 


BRINKHANiR.E. 

8012030676* 

FOIA 


BRINK,!. 

8012300141 

90-289 

H 

BRKNKLER. J.E. 

8012300483* 

90-309 

8 

BRI8BrN,N.L. 

8012230374 

NUREO 


BRITTIOAN, R. L . 

8012310474 

90-170 

0 

BROCKETTfT. ' 

8012110168 

I6E 


BROCKETti T. W. 

8012180259 

IftE 


BR0H8ERG, ». 

, 8012080496 

CONTRACT 


BRQMOEROi#. 

8012160013 

contract 



ACCESSION SUBv/ECT 


AUTHOR 

NUHBER 

CATEGQRY 

BRaHBERO, B. 

9012080501 

CONTRACT 

BROHBERO , B 

0012170201 

CONTRACT 

BROMBERO. B. 

8012000904 

CONTRAGT 

BROHBERO, B. 

0012100004 

CONTRACT 

BROMBERO. B. 

8012240032 

CONTRACT 

DRONES, A. 

0012090026* 

MI 8 C 


BROOKS, E. L, 

0012300448 

90-289 

H 

DROSEUS.R. W. 

0012120369 

pa 


DROSEUS.R, W. 

0012110319 

PR 


DROSS, I. D. 

0012300996* 

50-466 

0 

BHOUNS.R- J. 

0012230323 

.NUREO 


BROUN 8 , R. J. 

0012310287 

6EURE0 


BROW. E. 0. 

8012290407 

90-273 

0 

DROWN, E. 0. 

0012030179* 

FOIA 


BROWN, E. 0 . 

0012030164* 

FOIA 


DROWN, J. M. 

8012030623* 

FOIA 


DROWN, E. 0. 

8012030290* 

FOIA 


DROWN, e. 0. 

0012030007* 

FOIA 


DROWN. J. a 

0012030997* 

FOIA 


DROWN. J. M. 

0012030466* 

FOIA 


DROWN, J. K. 

8012030531* 

FOIA 


DROWN. J, H. 

8012030523* 

FOIA 


DROWN. J. H. 

0012030909* 

FOIA 


DROWN. J. a 

6012030497* 

FOIA 


BROWN. J. ri 

6012030473* 

FOIA 


BROWN. J, ri 

8012030461* 

FOIA 


BROWN. J. 11. 

8012030625* 

FOIA 


BROWN* J. 11. 

8012030621* 

FOIA 


DROWN. J. 11 

8012030614* 

FOIA 


DROWN. J. 11. 

8012030622* 

FOIA 


DROWN. J. t1. 

8012030616* 

FQIA 


BROWN. J. K. 

8012030672* 

FOIA 


DROWN. K. 

8012030691* 

FQIA 


DROWN. J. a 

8012030682* 

FQIA 


DROWN, 0. D. 

8012020361* 

40-8004 


DRDWNERrH. D. 

0012040141 

90-322 

F 

DROWN, 0. D. 

BC 120203 49* 

40-0004 


BROWN, R. L. 

8012080256* 

QA979 


BROWN, 0. D. 

0012020297 

40-8709 


BROWN, 0. D. 

8012020340 

40-8084 


BROWNING, R. E. 

0012160070* 

90-10 

0 

BRGWN, 0. D. 

0012020383* 

40-2299 


BROWN, 0. D. 

0012020376 

40-2299 


BROWN, C. H. 

00 1 2020793* 

50-263 

0 

BROWN, R. L. 

8012190592* 

QA999 


DROWN. J. 

0012040162 

90-2 1 9 

0 

DROWN, J. L. 

8012080281 

PH 


DROWN, G, D. 

0012240383* 

81;al:» Pres 

BROWN, 0 . D. 

0012190668* 

90-490 

0 

DROWN, R. F. 

0012080242 

PR 


DROWN, 0. D. 

0012170664 

50-490 

0 

BROWN. 0. D. 

0012020230 

40-8709 


BROWN, R. C. 

0012170231 

PR 


DROWN, 0. J. 

0012240262* 

90-29 

p 

BROWN, 0. F. 

0012090462 

PH 


BROWN, R. H. 

0012010316 

90-395 

D 

BROWN, H.K. 

0012290002 

50-279 

0 

DROWN. M. a 

0012290161 

50-279 

0 

BROWN, H, a 

0012290002 

50-279 

0 

BROWN, a H. 

0012290161 

50-279 

0 

BROWN, J. A. 

0012160409* 

30-302 

R 

BROWN, a H. 

8012290662 

30-275 

0 

BROWN, H. H. 

8012290662 

50-275 

0 

BROWN, H. H. 

8012300117 

30-273 

0 

DROWN, a H. 

0012310988 

50-273 

H 

DROWN, H. a 

0012300117 

30-278 

0 

DROWN, H. a 

8012290407 

90-273 

0 

DROWN, a a 

0012290407 

30-279 

0 

D RUNNER, E. J. 

Q01216010B* 

80-277 

a 

D RUNNER, E, J. 

9012090949* 

50-272 

0 

ORUNNER, E. J. 

8012100094* 

30-334 

Q 

BRUNNER, E. J. 

8012300058* 

90-277 

a 

BRUNNER. E. J. 

8012090076* 

80-29 

Q 

DRUNNER.E. J. 

8012100308 

30-387 

Q 

BRUNNER rE. J. 

8012110002 

BO-219 

Q 

DRUNNER,E. J. 

8012080120 

50-387 

Q 

DRUNNERi E. J. 

0012110907 

80-322 

0 

BRUNNER, E. J. 

0012080092 

50-244 

0 

DRUNNERiE. J. 

BO 12 160304 

00-209 

Q 

BRUNNER, E.J. 

8012080108 

90-307 

0 

BRUNNER, E. J. 

8012100077 

80-334 

Q 

BRUNNER, E.J, 

0012240266 

80-29 

Q 

DRmER,E. J. 

8012300001 

90-247 

Q 

BRUNNER, E.J. 

0012090070 

80-29 

Q 

ORUNNER, E. J. 

0012220028 

50-317 

Q 



PERSONAL AUTHOR INDEX 


AUTHOR 

accession 

NUMBER 

SUBJECT 

CATEGORY 

DRUNNERi E. J. 

8012220004 

30-29 

Q 

SRUUNEAi E. J. 

&01222007t 

50-243 

Q 

BHUNHEfir E. J. 

8012190703 

50-272 

0 

&RL«^KEfl!. E. J. 

8012240040 

50-334 

0 

QRUNKERr E. J. 

8012190710 

30-333 

0 

BRUNNERi E. xi. 

8012300043 

50-277 

0 

BHUNNERi E. J. 

8012100097# 

50-334 

0 

UnUNl^EJIi E. J. 

8012100203 

50-219 

8 

BRUNNER. E. U. 

8012290420# 

30-220 

Q 

BRUNNER, E. J. 

8012290409# 

SO-220 

0 

DRYANTj J. C. 

BO 12150263# 

50-369 

0 

BRYANT, J. C. 

0012180289# 

30-424 

0 

BRYAHi J. K. 

0012040303# 

50-403 

Q 

BRVAMT, J. C. 

0012160033* 

50-416 

Q 

BRVAMTi J. C. 

0012180403# 

50-400 

0 

BRYANT, J. 

80121 106Q4# 

30-413 

0 

BRYAN, J. K. 

0012040672# 

30-403 

Q 

BRYAN, J. K. 

8012110630# 

S0-4B3 

Q 

BRYANT, J. C. 

0012190222# 

30-4 13 

Q 

BRYANT, J. C. 

8012190393# 

50-400 

Q 

BRYAN, J. K. 

0012030726 

30-483 

9 

BRYAN, J. K. 

0012190484 

50-403 

C 

BRYAN, J. 

0012190494 

50-493 

C 

BRYAN, J. K. 

0012300610 

50-483 

H 

BUCHANAN^C. R. 

0012030390# 

FOIA 


BUCHANAN, C. R. 

0012030160# 

FOIA 


BUCHANAN, C.R. 

6012030276# 

FOIA 


BUCHANAN, C.R. 

BO 120 30239# 

FOIA 


BUCHANAN, C.R. 

0012030391# 

FOIA 


BUCHANAN, C.R. 

BO12D3O640# 

FOIA 


BUCHANAN, C. R. 

0012030389* 

FOIA 


BUCHHOLZ,R.H. 

0012020250 

TOPREP 


BUCHHOL2,R, H. 

0012030283 

TOPREP 


BUCHH0L2.R.H. 

0012030697 

TOPREP 


BUCHHDLZrR. M. 

8012230330 

TOPREP 


BUCHHOLZ,R. H. 

0012220230 

TOPREP 


BUCHHOLZ,R. H. 

0012300482 

TOPREP 


BUCKALEH. U. H. 

0012020126 

MUREO 


DUD2IK.,l>.li. 

0012030322 

50-329 

A 

DUDZIK. B.H. 

0012000480 

30-329 

A 

BUDZIK* B. M. 

0012300337 

30-329 

K 

DUELUH. A. 

0012110471# 

FOIA 


BUETENS. E. 

0012190232 

FOIA 


BUKESiP. E. 

0012160368* 

50-206 

0 

BUKOARNER, D. H. 

0012310379 

40-206! 


BUNZiH. 

6012020331# 

lOCFR 


BUROER, F. J. 

0012160432# 

30-271 

R 

5UROIN, R. E. 

6012190100 

70-2081 


BURNETT, P. T. 

0012160041* 

30-302 

Q 

BURNETT, P, T, 

BO 1231 0242# 

30-261 

Q 

SURNS„ J. W. 

8012120631 

PR 


BURNS, 8. 

8012100134 

50-484 

0 

DURN81 8. 0. 

6012220278 

50-235 

0 

BURNS, 3, 0. 

0012220207 

50-258 

0 

BURNS, 3, 0. 

0012290636 

30-409 

T 

BURNS, 8. 0. 

6012290026 

30-407 

0 

BURNS, 8. 0. 

0012220322 

30-409 

0 

URNS, 8. 0. 

6012290209 

50-407 

0 

RN8, 8. 0. 

8012290100 

50-409 

0 

RNB, 8. 0. 

8012290226 

50-255 

Q 

iRN&TONE, 0. 

0012310201 

50-466 

0 

iRaTEIN,N. li 

0012020266# 

TOPREP 


JR8TEIN,S. 

6012290131 

50-266 

P 

URT, D. R. 

0012100233 

PR 


jURWEULiS B. 

6012100372# 

30-445 

Q 

BUBHEHZi J. 

0012040401 

50-247 

K 

BUTCHER^ R. 

8012190383* 

50-201 

0 

BUTENKO, T. A. 

6012110163 

XPORTLIC 


BUTENKOi T. 

0012020327 

XPORTLIC 


BUTENKOi T. A. 

6012300323 

XPORTLIC 


BUTENKO. T. A. 

6012110020 

XPORTLIC 


BUTENKO, T, A. 

0012110024# 

XPORTLIC 


BUXTON, L. D. 

0012020639 

NUREO 


BYRON, P. M. 

0012110646# 

30-341 

Q 

BYRON, P. M. 

0012310511* 

30-341 

Q 

CAHILL. U.J. 

0012110707# 

FOIA 


GAHN. A. L. 

0012000762 

PR 


GAHN, A. L. 

6012040044 

PR 


GAHN, A. L. 

8012080776 

PR 


CAIN,C. L, 

8012020349* 

40-8064 


CAlNiC.L, 

0012040318 

40-8642 


CAINrJ; ' 

. .0012120332 

WASTE MOT 

CALDWELL, R. A. 

0012 110704# 

30-267 

-•0 

CALHOUN, j. 

8012220S44# 

30-320 

H 

CALLAN^LiU, 

0012120237* 

30r3l3 .■ 

'9 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEOORY 

C ALLAN, V. 

8012100461 

50-271 

H 

CAMM, F. A. 

8012080350# 

50-327 

F 

CAMM. F, A. 

8012110330# 

FOIA 


CAMPBELL, J. A. 

8012110157# 

FOIA 


CAMPBELL, A. C. 

SO 12230093 

NUREO 


CAMPBELL, R. M. 

8012030704 

50-269 

H 

CAMPBELL, 11. 

8012290103 

I6E 


CANNON, T.Il 

GO 12220300 

27-39 


CANNON, J. H. 

GO 12230006 

27-39 


CANNON, T. 11. 

GO 1 2220300 

27-39 


CANTER, H.L 

8012120253# 

50-312 

0 

CANTER, H. L, 

GO 12100056# 

50-312 

0 

CANTRELL, F. 8, 

8012090693# 

50-318 

0 

CANTRELL, F. 8, 

8012090156# 

50-430 

Q 

CANTRELL, F. 8. 

eOl20SOOB2« 

90-436 

Q 

CANTRELL, F. 3. 

8012160750* 

50-510 

0 

CANTRELL, F. 8. 

8012310063# 

50-439 

Q 

CAPELLAN, R. 

8012160569 

FR 


CAPHTQN. D. L. 

8012100372# 

90-387 

Q 

CAPHTON, D, L. 

8012060099# 

50-244 

Q 

CAPHTON, 0, L. 

8012060115# 

50-307 

0 

CAPHTON, 0. L. 

8012220006# 

90-29 

0 

CAPHTQN, D. L. 

GO 12240049# 

90-334 

Q 

CAPRA, R. A. 

8012290562# 

50-289 

T 

CAR, J. C. 

0O12UO245# 

FOIA 


CAROELI, A. 

0012160737 

PR 


CARDEN, D. M. 

GO 12230360# 

90-333 

R 

CAREW, J. F. 

0012190138 

RES 


CAREY, K. 8. 

0012030134# 

27-10 


CAREY, K.8. 

8012030134# 

27-10 


CAREY, K, 8, 

8012030L04# 

27-10 


CAREY, K. 8. 

GOl 2030112# 

27-10 


CAREY, K. a. 

GO 12030 112# 

27-10 


CAREY, K.8. 

0012030003# 

27-39 


CARLISLE, C. S. 

0012050403 

PROJ 


CARLOS, P. C. 

0012120390 

40-0348 


CARLOS, P. C, 

0012010550 

40-3340 


CARLOS, P. C. 

0012120393# 

40-0340 


CABLBON, R.T. 

G 012060045 

50-443 

0 

CARL60N,R. T. 

QOl 2080393# 

50-307 

0 

CARLBON, R. T. 

8012090237# 

50-443 

Q 

CARLeONiR. T. 

8012080360# 

50-307 

Q 

CARLSON, R. T. 

8012240226# 

50-322 

Q 

CARLSON. B. T. 

8012020210 

90-209 

0 

CARLaO{6 R. T. 

8012110596 

50-410 

0 

CARLSON, R. T. 

8012110603 

50-387 

0 

CARLSON, ft. T. 

0012110074 

30-412 

Q 

CARLSON, ft. T. 

0012190652 

50-336 

Q 

CARLSON, ft. T, 

8012300165 

50-269 

0 

CARLSON, ft. T. 

0012190559 

50-387 

Q 

CARLSON, ft. T. 

8012230034 

50-332 

0 

CARLSON, ft. T, 

0012230073 

30-410 

Q 

CARLSON, ft. T. 

8012230044 

30-336 

Q 

CARL60N, R.T. 

8012190506 

30-423 

0 

CARLSON, R. T. 

8012080340 

30-410 

8 

CARLSON, R. T. 

0012000414 

30-410 

6 

CARLSON, ft. T. 

0012000304 

30-307 

0 

CARLSON, ft. T. 

8012000358 

50-307 

3 

CARLSON, ft. T. 

8012090224 

30-443 

Q 

CARLSON, ft. T. 

8012190713 

90-307 

Q 

CARL80I6 J. 0. 

8012100134* 

90-344 

0 

CARLSON, ft. T, 

0012240217 

30-322 

0 

CARL80t6 ft. T. 

8012300173 

30-272 

0 

CARLSON, W. E. 

8012170722# 

30-269 

K 

CARPENTER, T. 0. 

8012000623* 

CONTRACT 


CARPENTER. T.O. 

8012100417* 

CONTRACT 


CARPENTERrU. N. 

8012000010 

NUREO 


CARR, J, C. 

0012110218* 

FOIA 


CARR, J.C. 

8012110223* 

FOIA 


CARRIER, M, J. 

8002210007 

70-734 


CARRIER, M. J. 

8012160424* 

70-734 


CARROLL, J, T. 

8003170023 

50-219 

P 

CARTER, U. E. 

8012240020* 

COMMISSION 

CARTER, R. S. 

8012000403 

50-IS4 

P 

CARTER, R. 8. 

8012130143 

90-184 

P 

CARTER, D. 

8012300083 

90-247 

H 

CARTWRIGHT, W. ft. 

8012010277 

90-339 

8 

CARTWRIGHT, W. ft. 

8012010280* 

90-339 

8 

CARTWRIGHT, W. ft. 

8012010333 

90-339 

S 

CARTWRiGHTfN ft. 

8012010362* 

90-339 

8 

CARTWRIGHT, iJ.R. 

8012010363 

90-338 

8 

CARTWRIOHr<W. R. 

8012010373* 

90-338 

8 

CARTWRIGHT, W. R. 

8012010332 

90-339 

6 

CARTWRIGHT^ W. R. 

8012010339* 

90-339 

8 

CARTWRIGHT, W. H. 

8OI29IO378 

90-338 

8 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEOORY 

CARTWRIGHT. W. R. 

8012010390# 

30-330 

8 

CARTWRIGHT, W. R. 

8012020423 

30-339 

8 

CARTWRIGHT, W. R. 

8012020426* 

30-339 

8 

CARTWRIGHT, N, R, 

8012020301 

50-339 

8 

CARTWRIGHT, W.R. 

0012020590* 

30-337 

8 

CARTWRIGHT, W. R. 

0O12O2OS96 

30-339 

6 

CARTWRIGHT. W. R. 

0012020602* 

30-339 

8 

CARTWRIGHT, W. R, 

0012020623 

50-330 

8 

CARTWRIGHT, W R. 

0012020631* 

30-330 

9 

CARTWRIGHT, W. R. 

0012100563 

50-339 

8 

CARTWRIGHT, W. R, 

8012100S70* 

50-339 

8 

CARTWRIGHT, W. R. 

8012020602 

50-338 

8 

CARTWRIGHT, W, R, 

8012020712* 

50-330. 

6 

CARTWRIGHT, N R. 

0012090401 

50-338 

0 

CARTWRIGHT, W, R, 

6012090400* 

50-330 

8 

CARTWRIGHT, W. R. 

8012090313 

30-338 

8 

CARTWRIGHT, W. R. 

8012090319* 

50-330 

9 

CARTWRIGHT, IJ. R. 

8012090330 

50-330 

6 

CARTWRIGHT, W. R. 

0012090331* 

50-330 

B 

CARTWRIGHT, W. ft. 

0012090362 

50-338 

6 

CARTWRIGHT, W. R. 

0012090363* 

30-330 

8 

CARTWRIGHT, W- R. 

0012130173 

30-339 

8 

CARTWRIGHT, W. R. 

0012130176* 

50-339 

8 

CARTWRIGHT, 11. 

0012170643 

30-209 

H 

CARTWRIGHT, N. R. 

8012160459 

30-339 

0 

CARTWRIGHT, W.R. 

8012160467* 

30-339 

S 

CARTWRIGHT, W.R. 

0012160314 

30-339 

S 

CARTWRIGHT, W, R. 

0012230371 

50-339 

6 

CARTWRIGHT, W. R. 

0012230376* 

30-339 

S 

CARTWRIGHT, W. R. 

0012230412 

30-339 

6 

CARTWRIGHT, If R. 

8012230416* 

30-339 

8 

CARTWRIGHT, If R. 

8012230419 

30-339 

8 

CARTWRIGHT, W.R. 

8012230423 

30-338 

8 

CARTWRIGHT, W. R. 

8012230424* 

30-339 

S 

CARTWRIGHT, W. R. 

0012230428* 

50-330 

8 

CARTWRIGHT, W. R. 

8012310316 

30-330 

B 

CARTWRIGHT, W.R. 

8012310325 

50-338 

a 

CARTWRIGHT, W. R. 

8012310330# 

50-330 

8 

CARTWRIGHT, W. R. 

0012310333# 

30-338 

8 

CARUaO. R, 

6012040100 

30-29 

P 

CARUBO,R. 

8012190084 

30-29 

P 

CA8E,E. 0. 

8012U0717* 

FOIA 


CASE, E. G, 

8012000537# 

30-10 

0 

CASE, E. 0. 

0012170693* 

30-237 

0 

CASE, E. 0. 

0012160644* 

30-389 

0 

CA8EY,6. B. 

0012300309 

30-361 

0 

CA8HMAN, T. U. 

0012030036* 

SUtt Prog 

CABTELLION, A. W. 

8012100173 

PR 


CATCHPOLEiO, J. 

8011170005 

40-0748 


CATCHPOLE, G. J. 

8012100483 

40-8693 


CATTON, I. 

8012160616# 

ACR6 


CAVANAUGH, W. 

8012220307 

30-313 

0 

CAVANAUGH, W, 

6012120191 

50-313 

Q 

CAVANAUGH, W. 

8012020144 

30-313 

0 

CAVANAUGH, W. 

8012130021 

50-313 

0 

CAVANAUGH, W. 

0012080399 

50-313 

p 

CAVANAUGH, U. 

6012230402 

30-313 

p 

CAVANAUGH, M. 

0012290100 

50-313 

p 

CAZER,F. D. 

8012110170 

PR 


CERNE, A. C. 

8012000060* 

30-443 

a 

CERNEi A. C. 

0012090242* 

50-443 

Q 

CERNY, R. J. 

0012090066 

PR 


CERNY. R. U. 

0012180233 

PR 


CHAFFEE, A. E. 

0012100147* 

30-361 

0 

CHAFFEE, A. E. 

0012310415* 

50-228 

Q 

CHANANIA, F, D. 

0012300013 

50-445 

M 

CHANANIAxF. D. 

8012300251 

50-445 

M 

CHANDLER, L, J. 

8012290309 

50-361 

0 

CHAPLIN, 8. D. 

8012090394* 

50-320 

8 

CHAPLIN, 8. D. 

8012150100* 

50-320 

8 

CHAPLIN, 8. D. 

0012160500* 

50-320 

8 

CHAPLIN, 8. D. 

8012230480* 

50-320 

8 

CHAPLIN, 6. D. 

8012300493* 

50-320 

8 

GHARUEB0I8, D. U 

8012100218 

PR 

H 

CHARLES, H> A. 

8012170688# 

50-289 

CHASE, J. W. 

8012190512* 

50-259 

0 

CHASE, U. W 

8012020364* 

30-259 

Q 

CHAUDHARY, 8. K. 

0012230080* 

50-410 

a 

CHEATHAM, A. C. 

8012120379 

71-6144 

I 

CHEN, W. 

6012160107 

50-83 

CHESTER, ft. 0. 

8012190808 

REa 


CHlANGi.N. J, 

8012010339 

50-400 

8 

CHILDStW. V. 

8012050444* 

50-333 

8 

CHILDS, W. V. 

86^2000439* 

50^033 

9 

CHILDS, M. V. 

0612156130* 

50-333 

8 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CHlLDSi W. V. 

8012160SLf6« 

50“333 

8 

CHILOSi W. V, 

8012590437* 

50-333 

8 

CHILDS, U. V. 

8012290447* 

90-333 

8 

CHILDS, W. V. 

8012290451* 

90-333 

8 

CHILDS, W. V. 

8012290474* 

50-333 

8 

CHILDS, H. U. 

8012300546* 

30-333 

6 

CHILK,a. J. 

8012240023* 

COMM IS0 ION 

CHILK, a. J. 

8012240095* 

C0KMI8SI0N 

CHILK, a. J. 

8012240092* 

COMMISSION 

CHILK, 8. J. 

8012240081* 

COMMISSION 

CHILK, 8. U, 

CHILK, 8. J. 

0010230021* 

0012040173* 

lOCFR 

50-574 

A 

CHILK, 8. J. 

8012040191* 

90-574 

A 

CHILK. S. J. 

8012040209* 

50-219 

Q 

CHILK, B. J. 

CHILK, a. J. 

CHILK, 8. J. 

CHILK, 8. J. 

CHILK, 8. J. 

CHILK, 8. J. 

8012010209 

8011210740 

8012010414 

8012120546 

8012190701 

8012090422* 

PR 

REOOD 

PR 

XPORTLIC 

lOCFR 

COMMISSION 

CHILK, S, J, 

8012110161* 

COMHISBION 

CHILK, 8. U. 

8011280008 

90-307 

0 

CHILK, a, J. 

CHILK, a. J, 

8012110473 

8012110480 

lOCFR 

90-247 

0 

CHILK, 8. J. 

0012110005 

50-409 

0 

CHILK, 8. J. 

0012290408* 

COMMISSION 

CHILK, 8. J. 

8012230021 

30-389 

0 

CHILK, 6. J. 

CHILK, 8. J. 

8012240153 

0012090376 

lOCFR 

90-327 

0 

CHILK, B. J. 

8012290525 

50-387 

0 

CHILK, 8. J. 

8012300278 

90-247 

0 

CHILK, a J. 

CHILK, 8, J. 

8012300703 

8012310132 

lOCFR 

90-307 

0 

CHILK, a. u. 

CHILK, 8. J. 

8012300693 

8012150241 

lOCFR 

90-443 

0 

CHILK, 8. J. 

8012300281 

90-143 

c 

CHILK, S. J. 

CHILK, 8. J. 

CHILK, 8. J. 

8012300672 

8012300698 

8012240144 

lOCFR 

lOCFR 

90-389 

G 

CHILK, 8, J. 

8012230208* 

90-399 

D 

CHILK, 8. J. 

8012290189 

90-409 

0 

CHILK, 8. J. 

8012300210 

90-309 

0 

CHILK, 8. J. 

0012300399 

90-484 

0 

CHIL80N, V. T. 

8012160468* 

50-290 

R 

CHIL80H, V, T. 

8012180269* 

50-290 

R 

CHIPMAN, W. A. 
CHIPMAN, W. A. 
CHIPMAN, g. A, 
CHONIN, N, 

8012030377* 

8012030473* 

8012030571* 

8012290400 

FOIA 

FOIA 

FOIA 

90-290 

0 

CHONIN, N. 

0012290400 

50-250 

0 

CHOPRA, D. 

CH0ULE8, N. C. 

0012170137 

801204069G* 

PR 

50-316 

Q 

CHRISTIANSON, U. 

80121 10703* 

50-331 

Q 

CHRIBSDTIMOSr N, 

8012100157* 

50-254 

0 

CHRISTENDURY, E. 

8011200241 

50-269 

0 

CHRISTOPHER, R. 

8012290420* 

90-220 

0 

CHRI8TrANaOH,W. 

8012310447* 

50-331 

G 

CHRISTIAN, J. E. 
CHRISTENBURY, E. 

8012120189 

8012080009 

PR 

90-490 

0 

CHRISTMAN, J. N. 

0012170819 

50-200 

0 

CHRISTMAN, U. N. 

8012170819 

50-200 

0 

CHUNO, J. N. 

0012190712* 

50-333 

Q 

GIESZKIEHICZ, S. 

0012160420* 

90-10 

R 

CLAPP, R. W. 

CLARDY, L. 8. 

00121 70S24* 
80121 10703* 

NUREO 

90-331 

Q 

CLARDY, L. 8. 

8012310447* 

50-331 

Q 

CLARK, R. A. 

0012040393 

50-202 

P 

CLARK, R. A. 

80I204035Q* 

50-282 

P 

CLARK, R. A. 

0012040369* 

50-282 

P 

CLARK, R. A. 

8012110826 

90-285 

P 

CLARK, R. A. 

00121 10828* 

90-285 

P 

CLARK, R, A. 

00121 10832* 

90-289 

P 

CLARK, R. U. 

8012040009 

90-299 

F 

CLARK, R. A. 

80121 10429 

90-289 

P 

CLARK, R. A. 

8012120933* 

90-336 

P 

CLARK, R. A. 

8012230121 

50-330 

P 

CLARK, R. A. 

8012230127* 

50-330 

P 

CLARK, R. A. 

8012230139* 

56^338 

P 

CLARK, R. A. 

8012160519 

56-209 

P 

CLARK, R. A. 

8012170492 

90-338 

P 

CLARK, R. A. 

0012170494 

90-338 

P 

CLARK, R, A. 

0012160607 

90-360 : 

P 

CLARK, R. A. 

8012300267 

507*344 

F 

CLARK, A. T. 

CLARK, L. 

8012100436 

8612030606 

PROJ 

30^20 

fi 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

CLARK, R. A. 

0012310051 

50-344 

F 

CLARK, R. A. 

8012310011 

90-266 

P 

CLARK, R, A. 

0012310065 

50-266 

P 

CLARK, H. A. 

6012310043 

90-309 

P 

CLARK, R. A. 

0012300340 

50-313 

P 

CLARK, H. K. 
CLAUDIUS, H. 0. 
CLAUDIUS, H. 0. 
CLAUDIUS, H. 0. 

0012300112 

8012030038* 

0012030393* 

8012030226* 

50-461 

FOIA 

FOIA 

FOIA 

0 

CLAUSDNr K, K. 

CLAYBAUOHi W. H. 

0012010610 

0012290139 

50-201 

PR 

H 

CLAYTONr F. L. 

0001030440 

50-340 

F 

CLAYTONf F, L. 

0012100916 

50-340 

8 

CLAYTON. F. L. 

0012020397* 

50-364 

Q 

CLAYTON, F, L- 

CLAYTON, F. L. 

0012090113* 

00120901 19 

50-348 

PR 

F 

CLAYTON, B, 

0012020722 

90-389 

A 

CLAYTON, F.L. 

80121501-94 

50-364 

P 

CLAYTON, B. 

0012020672 

90-382 

A 

CLAYTON. F. L. 

0012100016 

50-364 

0 

CLAYTON, F. L. 

8012150146 

50-364 

P 

CLAYTON, B. 

8012180901 

90-369 

A 

CLAYTON, F. L. 

0012010348 

50-348 

3 

CLAYTON, F. L. 

80)2020912 

50-364 

a 

CLAYTON, F. L. 

0012020543 

50-348 

8 

CLAYTON, F. L. 

0012090426 

90-364 

p 

CLAYTON, F. L. 

0012170409 

90-364 

p 

CLAYTON, F. L. 

9012180989 

80-340 

Q 

CLAYTON, F. L. 

9012180611 

90-340 

Q 

CLAYTON, F. L. 

0012100434 

90-340 

P 

CLAYTON, F. L. 

0012100519 

90-340 

8 

CLAYTON, F.L. 

0018100556 

90-364 

0 

CLAYTON, F. L. 

0012230309 

50-364 

P 

CLAYTON, F. L. 

0012230461 

90-340 

P 

CLAYTON, F.L. 

8012190235 

50-364 

8 

CLAYTCKvl, F.L. 

0012230463 

50-364 

P 

CLAYTON, F.L. 

0012230504 

90-340 

F 

CLAYTO.N, F. L. 

0012160345 

90-340 

8 

CLAYTON, F. L, 

0012170484 

90-340 

P 

CLAYTON, F.L. 

0012160390 

50-364 

R 

CLAYTON, F.L. 

8012160403 

90-348 

R 

CLAYTON, F. L, 

8012290294 

50-364 

P 

CLAYTON, F. L. 

80122304S2 

90-364 

P 

CLAYTON, F. L. 

0012300627 

90-340 

0 

CLAYTON, F. L. 

0012310390 

50-349 

P 

CLAYTON, F. L, 

8012230476 

50-348 

F 

CLAYTON, F. L. 

8012290314 

90-364 

P 

CLAYTON. F, L, 

8012300533 

90-340 

9 

CLAYTON. F. L. 

8012300523 

90-340 

8 

CLAYTON, F, L, 

0012300543 

90-364 

8 

CLEMENT, C. 
CLEMENTS, B. R. 
CLEMONS, P. 

CLEMONS, P. 

8012020535* 

0012230407 

8012090250* 

0012190553* 

90-336 

NUREO 

70-820 

70-607 

8 

CLEMONS, P, 

8012190720* 

90-47 

Q 

CLUCAB, J. 

COCHRAN, T, 8. 

0012190316* 

8012180339 

90-279 

FOIA 

H 

COCHRAN. T. 8. 
CODBLL.R. 

8012110562 

8012120331 

90-320 

NUREO 

P 

CODEY, L. R. 

0012010304 

90-272 

Q 

COFFMAN. H. A. 

COOAN, N. J. 

0018020389 

0012020394 

90-201 

70-820 

P 

COOGINrC.L. 

0012010314* 

90-366 

8 

COOOIN.C.L. 

0012020507* 

90-366 

8 

COODIN.C.L 

0012020516* 

90-366 

S 

COOGIN.C.L. 

8012090377* 

90-366 

B 

COODINiC.L 

8012090384* 

50-321 

8 

CQOOINfC.L. 

0012190187* 

90-366 

8 

COOOINiG.L. 

8012190195* 

50-366 

8 

CQOOIN, C. L. 

8012170637* 

30-366 

8 

qODOINfC.L. 

0018230549* 

90-366 

8 

CQOOIN, C.L. 

8012240289* 

90-366 

8 

COOOlH.g.L. 

0012240304* 

90-366 

8 

CQOOIN, C.L 

COHEN, r. 

8012290353* 

0012230061* 

90-366 

70-135 

8 

cbHN,D. P. 

0012290535 

90-367 

0 

CbHNrD. P. 

0012290930* 

90-367 

0 

COHNrD. P. 

0012290539 

50-367 

0 

COHN, D, a. 

0012290530* 

50-367 

0 

COLBURN, T.O. 

0012010140 

90-266 

p 

COLEMW, A; C. 
COLEMAN, R. ' 

colemaM,r, 

6012300358 

8012300158 

80 £2300139 

90-272 

contract 

CONTRACT 

0 

COLEVr O/L. ; 

8b 12180307* 

90-390 

Q 

colhoun,«.L 

Q01230Q250 

90-445 

M 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOPRY 

CQLITZ. J. J. 

0012100177 

50-289 

T 

COLL, N. A. 

BO 12300516 

50-230 

0 

COLL. N. A. 

8012300516 

50-250 

0. 

COLLINS, P.F. 

7909200110 

SO-29 

Q 

COLLIER. R. P. 

8012230104 

NUREO 


COLLINS, J. T. 

8012020023 

50-320 

R 

COLLINS, J. T. 

8012110425 

50-320 

R 

COLLINS, J. T. 

8012100179 

50-320 

8 

COLLINS. P. F. 

9012170597 

50-302 

V 

COLLIER, L. B. 

8012020289* 

50-395 

0 

COLLIER, R. P. 

0OI212QS9D 

NUREO 


COLLINS, P. F. 

8012290352 

50-289 

V 

COLLINS, P. F, 

8012310075 

50-289 

V 

COLLINS, J. 

0012190092 

30-289 

8 

COLL INS, J, 

8012190110 

90-289 

8 

COLLINS, M. P. 

0012170717* 

80-289 

H 

COLLINS, J. T. 

8012290411 

50-320 

P 

COLOMBO, R. 

0012120404* 

50-312 

R 

COLOMBO, R. U. 

8012090398* 

50-312 

8 

COLOHDOi R. U. 

8012160407 

50-312 

P 

COLOMBO. R. U. 

6012290220 

50-312 

P 

COLOMBO, R. H. 

8012300467 

90-312 

8 

COLON, T. E, 

8012180223* 

50-259 

0 

COLON, T, E 

8012160222* 

50-338 

Q 

COMER, M. 

8012t606l7 

PR 


COMPTON, A. T. 

0012110270 

PR 


CONDON. V. H. 

8012020668* 

50-209 

Q' 

CONDON. V, H, 

8012020660 

50-289 

Q. 

CONDON. V, H. 

8012160144 

50-219 

o: 

CONLON.T. E 

8012240141* 

70-143 


CONLON. T. E. 

8012020159* 

50-369 

0, 

CQNLON. T. E. 

8012120377* 

50-566 

Q 

CONLON, T. E. 

8012090524* 

50-424 

Q 

CONLON, T. E 

8012110539* 

50-321 

Q 

CQNLOM. T. E. 

8012170076* 

50-413 

Q 

CONLON, T. E. 

8012110623* 

50-413 

0 

CONLON, T. E, 

8012110144* 

50-261 

Q 

CONLON. r. E 

8012110629* 

50-250 

a 

CONNAUOKTON. K. 

BO 12020700* 

50-373 

G 

CONNAUOKTON. K. A 

8012110753* 

50-186 

a 

CONNER. T. B, 

8012030053* 

FOIA 


CONNER. T. B. 

8012030059* 

FOIA 


CONNER.!. B, 

8012030031* 

FOIA 


CONNER.!. B. 

8012120542 

27-39 


CONNER. T. B. 

8012120542 

27-39 


CONNELL. C. 

8012220321* 

50-286 

R 

CONNER. E. L. 

8012170224 

50-336 

a 

CONNELLY, E. B. 

8012310268 

50-271 

H 

CONNER, T. D. 

8012310291 

50-358 

0 

CONNER, T. B. 

0012310271 

50-358 

0 

CONNOLLY, R. J, 

8012030195* 

FOIA 


CONNOLLY, R. J. 

8012030320* 

FOIA 


CONOVER, M. K. 

0012030709 

50-2 Q9 

H 

CONRAD. V.L. 

8012090037 

PR 


CONRAD. C, 

8012110570 

50-279 

0 

CONSTABLE, O.L. 

80 1 2020220* 

50-303 

0 

C0N8TUM, L. 

eo 1 2030600 

90-247 

IT 

CONTE, 8. a. 

BO 1 2100072 

50-29 

K 

CDNTE, R. 

8012190092 

90-209 

0 

CONVERSE, W, E. 

8012030713* 

90-290 

S' 

GQNNAY, U. F. 

8012100509 

50-271 

Q 

COKNAYi H. F. 

8012L60430 

90-271 

R 

CONWAY, U. F. 

8012230192 

50-271 

p : 

COOK. J. U. 

8012020323 

90-329 

A i 

GGQK, J. W. 

0012020577 

90-329 

8 ;■ 

COOK. J. M. 

0012110363* 

90-299 

R 1 

COOK. J. W. 

8012100502 

90-329 


COOK, J. H. 

0012160353 

90-329 

b[^ 

COOK, J. N. 

8012160443 

90-329 

A!; 

COOK, J. U. 

00122303-38 

90-329 


COOK, J. W. 

0012230277 

90-329 


COOK, J. W. 

8012300460 

90-327 


COOK, J. W. 

8012310229 

90-329 


COOKE, W.O, 

8012100156 

PR 


COOLEY, M. J. 

0012090143* 

70-1297 

1] 

CDQUES'rL.R. 

8012110106 

PR 


COONEY, M. J. 

8012010440 

50-277 

oi: 

COONEY, M. J. 

9012010453* 

90-277 


COONEY, M.. J. 

8012010472 

30-277 


COONEY, M, J. 

8012090464 

30-277 

a ^ 

COONEY, M- J. 

8012090470* 

30-277 

s 

COONEY, M. J. 

0012100490 

90-270 

fi 1 

COOt^EY, H. J, 

8012100499* 

90-270 


COONEY, H. J. 

0012090441 

30-270 


COONEY, M, J. 

8012090459 

90-277 

a 5^ 
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ACCESSION 

NUMBER 

SUBJECT 

CATECORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

COONEVi H. J. 

GOl 2 170683 

90-278 

6 

CO8TELL0. J. R 

8012220098* 

0A799 


CRANE. P. A. 

8012160332 

30-279 

COONEY* M. J. 

8012170641* 

90-270 

8 

COSTELLO, F. 

8012110179 

I«,E 


CRANE. P. A. 

8012270086 

30—279 

COONEY* M, U. 

8012180247 

50-277 

8 

COTTER. B, P. 

8012270402 

50-170 

0 

CRANE, P. A. 

8012300466 

90-279 

COONEY* M. J, 

8012180250* 

90-277 

3 

COTTLE. M. T, 

8012020633* 

90-327 

8 

CRANE, P. A. 

8012310274 

30-279 

CQONEVi M. J. 

8012160472 

50-277 

R 

COTTLE. M. T. 

8012020621* 

90-027 

8 

CRANSTON. A. 

0012180156 

PR 

COONEY* M. J. 

8012230382 

50-277 

a 

COTTLE. M. T* 

8012030674* 

30-327 

8 

CRANSTON. A. 

0012270262 

90-206 

COONEY* H. U, 

BO 1223035 8* 

50-277 

8 

COTTLE. H. T. 

8012080430* 

50-327 

8 

CRAWFORBi 0. 0. 

8012290276# 

REGOD 

COONEY* M. J. 

801223035? 

50-277 

8 

COTTLE. U. T. 

8012040396* 

50-327 

B 

CREED, J. R. 

0012190281# 

90-266 

COONEY* H. J- 

8012310320 

50-278 

8 

COTTLE. M. T. 

8012070398* 

50-327 

6 

GREED, J. R. 

8012240061# 

30-309 

COONEY. H. J. 

8012310323* 

50-278 

8 

COTTLE. M. T. 

8012190170* 

50-327 

8 

CREWS, J.L. 

8012120248 

50-312 

COOPER. C. H. 

8012100643 

RE8 


COTTLE. M. T. 

8012160434* 

30-327 

0 

CREWS, J, L. 

8012040336 

90-312 

COOPER. -J. A. 

8012110241 

PR 


COTTLE. H. r. 

8012170609* 

30-327 

0 

CREWS. J. L. 

8012040313 

50-206 

COOPER. R. F. 

8012120147 

PR 


COTTLE. U. T. 

8012230365* 

30-327 

B 

CREWS. J. L, 

8012040323 

90-361 

COPErR K. 

8012080304 

PR 


COTTLE. U. T. 

8012230373* 

30-327 

6 

CREWS. J. L. 

8012090022 

90-206 

COPELAND. J. 0. 

8012020634* 

50-466 

0 

COTTLE. M. T. 

8012300424 

30-327 

a 

CREWS. J. L, 

8012100128 

30-344 

COPELANOi J. 0. 

8012020634* 

50-466 

0 

COTTLE. M. T. 

8012300948* 

30-327 

8 

CREWS. J. L. 

8012100140 

30-361 

COPELAND* P. L. 

60 120204?? 

50-537 

A 

COTTLE. M. T. 

8012300444* 

50-327 

8 

CREWS, J. L. 

8012090034 

90-279 

COPELAND* J. 0. 

8012290005 

50-466 

0 

COTTLE. M. T. 

8012300939* 

30-327 

8 

CREWS. J. L. 

8012310549 

90-133 

COPELAND* J. 0. 

8012290275 

50-466 

0 

COTTLE. M. T. 

8012300964* 

30-327 

S 

CREWS. J. L. 

8012100091 

90-312 

COPELAND* R. L. 

80120S03B3 

90-537 

B 

COTTON, <J. D. 

8012240427* 

30-361 

c 

CREWS. J.R. 

8012080662 

PR 

COPELAND* J. 0. 

8012290005 

50-466 

0 

COTTON. 0. D. 

0012300374* 

90-361 

K 

CREWS. J. L. 

8012310411 

90-220 

COPELAND. J. 0. 

80 12290273 

90-466 

0 

COULTER, 0. a. 

8012040149 

30-392 

F 

CREWS, J, L. 

8012310539 

30-344 

COPELAND* J. 0. 

8012190180 

50-466 

0 

COUNSILiN. 0. 

0012040139 

30-213 

Q 

CROCKER. H. W. 

8012240261# 

70-390 

COPELAND* J. 0. 

8012290641 

50-466 

0 

COUN8IL.M. 0. 

0012030884# 

50-213 

F 

CROCKER, H. W. 

8012190687# 

90-201 ( 

COPELAND* J. 0. 

8012290641 

90-466 

0 

COUN8IL.N. 0. 

0012040151 

30-336 

Q 

CROCKER. H. W. 

8012290378 

40-672 

COPELAND* J. 0. 

8012290344 

50-466 

0 

COUNSILiM. 0. 

8012000712 

NUREO 


CROCKER. H. W. 

8012310266 

70-364 

COPELAND* J. 0. 

8012300694 

90-466 

T 

GQUN8IL,M. 0, 

0012080712 

NUREO 


CROCKER, L, P. 

8012310249# 

90-289 ^ 

COPELAND* R. L, 

8012310303 

50-537 

a 

COUN8IL,W. 0. 

0012080712 

NUREO 


CROMER. 8. 

8012000202 

ACR8 

CORBETT* J. 8. 

B01203010B* 

27-10 


COUNSILiN. 0. 

0012090012 

30-249 

P 

CROMER, 8. 

8012300799 

ACR8 

CORBETT* J. 8. 

8012030092* 

27-10 


COUN9IL.M. 0. 

0012000230 

50-336 

0 

CROMER, B. 

8012300798* 

ACR8 

COROETT* J. 8. 

8012030447* 

27-10 


COUNSILiM. 0. 

0012050143 

71-6698 


CROSBY, P. J, 

6012020956* 

90-219 

CORBETT* J. 8. 

6012030189* 

27-10 


COUNSlLiN. 0. 

0012010090 

30-213 

P 

CROaSMAN, W. A. 

8012040039* 

30-498 

CORBETT. J. 8. 

8012030183* 

27-10 


COUN8IL,W. 0. 

0012010101 

30-249 

P 

CROSSMAN. W. A. 

8012020749* 

90-449 

CORBETT* J. 8, 

8012030042* 

27-10 


COUNSIL.W. 0. 

0012020336 

30-336 

P 

CROSSMAN. W. A. 

8012020762* 

90-462 

CORBETT* J, 8. 

8012030035* 

27-10 


COUN8IL.H. 0. 

0012020973 

30-249 

P 

CR08SHAN. W. A> 

8012190544* 

30-498 

CORBETT* J. 8. 

8012030058* 

27-10 


COUNSIL.W. 0. 

0012170330 

PR 


GROSSMAN. W. A. 

8012240181* 

30-382 

CORBETT* U. 8. 

8012030910* 

27-10 


COUNSIL.W. 0. 

0012170330 

PR 


GROSSMAN. W. A. 

8012190416* 

90-490 

CORBETT* J. a. 

8012030488* 

27-10 


COUNSIL.W. 0. 

0012310389 

30-249 

Q 

CROSSMAN. W. A. 

8012196623* 

90-490 

CORBETT* J. 8. 

8012030376* 

27-10 


GOUNSiLiW. 0. 

0012020293 

50-336 

P 

GROSdKAN. W. A. 

8012180372* 

90-449 

CORBETT* J. 8. 

8012030375* 

27-10 


GOUNSIL.U. 0, 

0012050272 

30-213 

P 

CROSSMAN. W. A> 

8012100200 

30-490 

CDRBETT* J. 8. 

8012030281* 

27-10 


COUNSIL.W. 0. 

0012170038 

PR 


GROSSMAN. W. A. 

8012100174 

30-402 

CORBETT* J. 8. 

8012030245* 

27-10 


COUNSIL.W. 0. 

0012090282 

30-249 

P 

GROSS, J. L. 

8012150107 

90-327 

CORBETT* J. 6. 

8012030219* 

27-10 


COUNSIL.W. 0. 

0012170058 

PR 


GROSS. J. L. 

0012230198 

90-327 

CORBETT* U. 8. 

8012030271* 

27-10 


COUN3IL. W. 0. 

8012170290 

PR 


GROSS. J. L. 

8012230163 

90-327 

CORBETT* J. a. 

6012030165* 

27-10 


COUNSIL.W. 0. 

8012090172 

30-213 

0 

CROSS, J. L. 

0012230491 

90-327 

CDRBETT* J. 8. 

8012030159* 

27-10 


CQUNSIL. W. 0, 

0012100491 

30-249 

P 

GROUSE. C. B. 

8012230370 

NUREO 

CORBETT* J. 8. 

8012030121* 

27-10 


COUNSlLi W. 0. 

0012160117 

30-213 

P 

CROUSE. R. P. 

8012020599* 

90-346 

CORBETT* J. 6. 

8012030054* 

27-10 


COUNSIL.W. 0. 

0012160117 

30-213 

P 

CR0U8E. R. P. 

8012020994* 

90-346 

CORBETT* sJ. 8, 

6012030039* 

27-10 


COUNSIL.W. 0. 

8012160371 

30-249 

P 

GROUSE. R. P. 

8012020270 

90—346 

CORBETT* J. 8. 

0012030508* 

27-10 


COUNSIL.W. 0. 

0012230262 

30-213 

P 

CROUSE. R. P. 

8012020430 

90-346 

CORBETT* J. S. 

8012030372* 

27-10 


COUNBIL. W. 0. 

8012220123 

30-249 

Q 

CROUSE. R. P. 

8012310569 

90-346 

CORBETT* J. 8. 

8012030420* 

27-10 


COUNSIL.W. 0. 

8012230262 

30-213 

P 

CROUSE, R. P. 

8012090414 

90-900 

CORBETT. J. 8. 

8012030348* 

27-10 


COUNSIL.W. 0. 

8012220123 

30-249 

Q 

GROUSE, R. P, 

8012310422 

50-346 

CORBETT. J. 8. 

8012030310* 

27-10 


COUNSIL.W. 0. 

8012270290 

30-249 

P 

CROWLEY, C, J. 

8012230909 

NUREO 

OHBETT* J. 8. 

8012030322* 

27-10 


COWAN. B. Z. 

0012020750 

70-2909 


CROWLEY. C. J. 

8012230340 

NUREO 

RBETT* J. B. 

8012030202* 

27-10 


COWAN. S. Z. 

8012020750 

70-2909 


CROWLEY, B. R, 

8012020404* 

90-364 

RBETT* J, 8. 

8012030196* 

27-10 


COWAN, B. Z. 

8012290206 

70-2909 


CROWLEY. 6. R. 

8012110847# 

90-910 

RBETT. J. 8. 

8012030200* 

FOIA 


GOWANrB. Z. 

801227001 1 

70-2909 


CROWN. H. M. 

6012080903* 

CONTRACT 

RCORAN. T. 

8012090413* 

COMMISSION 

COWOtLL.C. J, 

8012300000* 

30-277 

Q 

CRUMP, D, 

6012300689 

90-466 

RDiE. 

80120Q0S22* 

90-320 

H 

COX. J.P. 

8012030397* 

FOIA 


CRUTCHFIELD, D, 

8012110060 

90-219 

RDANI * R. A. 

6012040939 

70-27 


COX.J.P. 

8012030088* 

FOIA 


CRUTCHFIELD, D, 

8012080974 

90-219 

RDANI. R. A. 

60120S0277 

70-27 


COX. J.P. 

0012030111* 

FOIA 


CRUTCHFIELD. D. 

8012080672 

90-213 

DRELEY* T. F. 

8012110219 

PR 


COX.U.P. 

8012030032* 

FOIA 


CRUTCHFIELD. D. 

8012110009 

90-195 

ClRHlCR. N. H. 

8012300351 

50-142 

0 

COX. J.P. 

0012030438* 

FOIA 


CRUTCHFIELD. D. 

0012110377 

30-29 

ORHIER. N. 

0012100171* 

50-142 

0 

COZENS. 0. 

0012170324* 

30-187 

R 

CRUTCHFIELD, D, 

8012080933 

30-10 

RNUEtL* N. 

8012170030 

PR 


CRANDALL. W, E. 

8012170314 

30-187 

R 

CRUTCHFIELD. D, 

80L2U0027 

30-199 

RNt4ELLi N. 

8012160588 

PH 


CRANEiP.A. 

0012240129# 

30-279 

F 

CRUTCHFIELD. 0. 

8012110018 

90-219 

RRAPINI*H. L. 

8012020659 

NUREO 


CRANE. P. A. 

8011260129 

30-279 

A 

CRUTCHFIELD. D. 

8012U0094 

90-219 

.RHEA* M. A. 

8012020562 

50-89 

J 

CRANE. P. A, 

0012090430 

30-279 

A 

CRUTCHFIELD. D. 

8012110290 

90-249 

3RREA* rf. A. 

8012010360 

50-272 

J 

CRANE, P, A, 

0012080339 

30-279 

A 

CRUTCHFIELD. D. 

8012010903 

90-10 

ORRIOAN* 

8012110273 

PR 


CRANEiP.A. 

8012040920 

30-279 

A 

CRUTCHFIELD, 0. 

8012040128 

90-239 

jORYELLi E.N. 

8012040571 

RES 


CRANEiP.A. 

8012070329 

30-279 

A 

CRUTCHFIELD, D, 

8012170476 

30-213 

G08BY.-J, C, 

8012040114 

50-329 

F 

CRANE. P, A. 

8012270008 

30-279 

Q 

CRUTCHFIELD. D, 

8012110414 

90—259 

CCJ8BY.U, C. 

8012040110 

90-334 

F 

CRANEiP.A. 

8012270469# 

30-279 

F 

CRUTCHFIELD, D. 

8012060748 

90-239 

C08BY. J. C. 

8012040141 

50-322 

F 

CRANE, P. A. 

0012090338 

50-133 

P 

CRUTCHFIELOi D, 

801 2 U 0039 

90-213 

CQ8BY.-J, C, 

8012040145 

90-392 

F 

CRANEiP.A. 

8012090360 

30-279 

A 

CRUTCHFIELD, D. 

8012120396 

90-193 

COSBY* J. C. 

8012040147 

30-309 

F 

CRANE, P. A. 

8012090293 

30-273 

A 

CRUTCHFIELD. P. 

8012080927 

90-213 

GQ8BY* 'J. G. 

8012040155* 

50-249 

F 

CRANE. P. A. 

6012090239 

30-279 

A 

CRUTCHFIELD. P, 

8012040211 

90-249 

COSBY* U. C. 

8012040171 

90-341 

F 

CRANE. P. A. 

8012110386 

30-279 

F 

CRUTCHFIELD. P, 

8012090038 

90-244 

COSBY. C. 

: 0O|?O4O1&O 

90-289 

F 

CRANE. P. A. 

80 12 110926 

30-279 

A 

CRUTCHFIELD, P, 

0012090900 

30-237 

COSBY. V. C. 

8012040186 

50-’249 

F 

CRANE. P. A. 

60132190942 

30-270 

0 

CRUTCHFIELD, D. 

8012080921 

90-29 

COSBY. J. C. 

8012040838 

90-367 

F 

CRANE. P. A. 

0012100470 

80-275 

A 

CRUTCHFIELD, P. 

8012180620 

90-10 

CQSTANINO. C. U. 

8012310224 

NUREO 


CRANE. P. A. 

6018290136 

30-275 

A 

CRUTCHFIELD, P. 

8012180633# 

90-10 

COSTELLO* J. ft. 

8012020733* 

<1A999 


CRANE. P. A. 

6^12190149 

MUREO 


CRUTCWIEUO, D. 

8012180671* 

90-10 

COSTELtO* U. R, 

: 8012190494* 

OA999 


CRANE. P, A. 

6^12160150 

30-279 

A 

CRUTCHFIELD, D, 

8012110076 

90-213 
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CRUTCHFIELDi D. 

S0l2il042& 

SO'IO 

P 

CRUTCHFIELDi D, 

0012110433 

50-206 

P 

CRUTCHFIELD. D. 

8012120417 

90-299 

P 

CRUTCHFIELD, 0. 

0012190117 

30-243 

Q 

CRUTCHFIELD, D. 

00121 SO 123« 

90-245 

0 

CRUTCHFIELD. D, 

S012110BOS 

50-249 

P 

CRUTCHFIELD. D. 

8012110812* 

90-249 

P 

CRUTCHFIELD. D. 

8012110819* 

50-245 

P 

CRUTCHFIELD. D. 

6012080139 

50-219 

P 

CRUTCHFIELD, D. 

8012190329 

50-244 

P 

CRUTCHFIELD, D. 

0012090041 

90-213 

P 

CRUTCHFIELD. D. 

0012090931 

90-213 

P 

CRUTCHFIELD. D. 

8012190660 

90-213 

P 

CRUTCHFIELD, D, 

8012110440 

90-255 

P 

CRUTCHFIELD. D. 

8012170294 

90-29 

P 

CRUTCHFIELD, D, 

8012190314 

90-213 

P 

CRUTCHFIELD. D. 

8012190321 « 

90-213 

P 

CRUTCHFIELD. D. 

8012190330^ 

90-213 

P 

CRUTCHFIELD. D, 

0012240499 

90-199 

P 

CRUTCHFIELD. 0. 

■8012240496 

90-299 

P 

CRUTCHFIELD. D. 

8012290479 

90-409 

P 

CRUTCHFIELD, D. 

8012290499 

90-244 

P 

CULP. R. H. 

S012290091 

90-466 

0 

CULP. R. H. 

0012290091 

50-466 

G 

CULVER. C. 

6012170243 

PR 


CULVER. M. W. 

e018l604G9*» 

90-302 

R 

CUHHINDB. J. J. 

8012240432* 

90-10 

Q 

CUHH1N06,E. 

8012300139 

90-466 

0 

CUNNiNOHAHrR.E, 

SO 12030339* 

FOIA 


CUNN1N0HAH,R.E. 

8012030329* 

FOIA 


CUNNtNOHAMi R. E. 

8012030187* 

FOIA 


CUNNINGHAM. R. E, 

0012030196* 

27-39 


CUNNINGHAM. R. E. 

QO 12030 167* 

27-39 


CUNNINGHAM, R. E. 

0012030176* 

27-39 


CUNNINGHAM, fi.E. 

0012030113* 

27-39 


CUNNINGHAM. R. E. 

8012030048* 

27-39 


CUNNINGHAM. R. E. 

0012030037 

27-39 


CUNNINGHAM, R. E. 

0O12O3ODO7* 

27-39 


GUNNINOHAHj R. e. 

0012030009* 

27-39 


CUNNINGHAM. R. E. 

8012030003* 

27-39 


CUNNINGHAM, A. L. 

0012160104* 

90-993 

Q 

CUNNINGHAM, A. L, 

0012100167* 

90-430 

0 

CUNNINGHAM, A. L, 

0012100300* 

90-302 

G 

CUNNINGHAM, R.E. 

8012220088 

PROJ 


CUNNINGHAM. J. 

8012300264 

90-209 

G 

CURNANE, R, A. 

0012020716* 

GA999 


CURRAN. J, M. 

8012160339 

90-206 

R 

CURRAN. J, M. 

0012170623* 

90-206 

e 

CURRIE, U. R 

0012040606 

RES 


CURTIS, N. W. 

8012000390* 

90-307 

Q 

CURTIS, N. H. 

0012190026 

70-2937 


CURTIS, N. H. 

6012060363* 

90-387 

0 

CURTIS, C. B. 

6012290913 

50-320 

1 

CURTIS, J. R. 

8012310946* 

90-360 

Q 

CURTIS, K W. 

0012230337 

90-307 

S 

CURTIS, N. H. 

8012310383 

90-387 

0 

CURTIS, N. N. 

0012010326 

90-3B7 

8 

CURTIS, N. W. 

0012020492 

90-387 

0 

CURTIS, N, W. 

8012020589 

80-3S7 

6 

CURTIS, N. W. 

0012020988 

90-307 

8 

CURTIS, N. H. 

8012030663 

90-387 

8 

CURTIS, N. H. 

8012020440 

90-387 

A 

CURTIS, N. W 

8012230474 

50-387 

K 

CURTIS, N. W. 

0012230477* 

90-387 

K 

CURTIS, N. W, 

8012090393 

90-307 

A 

CURTIS, N. U. 

8012110419 

90-307 

A 

CURTIS, N. W. 

8012160039 

90-307 

A 

CURTIS, N. W. 

0012160348 

90-387 

A 

CURTIS, N. H. 

8012190973 

90-387 

8 

CURTISS, J. R. 

8012890209 

90-369 

0 

CURTIS, N. W. 

6012220463 

90-387 

A 

CURTIS, N, W. 

0012240190 

90-307 

V 

CURTIS, N. H. 

8012300661 

90-307 

8 

CURTIS, N. H. 

0012300306 

90-387 

A 

CURTIS, N.W. 

SO 1231 0098 

90-387 

F 

CURTNER, A.P. 

8012030690 

90-124 

P 

CUTCHIN, J. M. 

8012290998 

90-209 

T 

CYBULSKIS. P. 

8012230066 

90-320 

P 

CVBULSKIS, P. 

0012110097 

RES 


CYR, K. 

0012220322 

90-409 

G 

CYR, R, D. 

0012290269 

90-409 

0 

D'AMQRErM. 

8012090169* 

70-U91 


D'AMORE,H. 

8012090169* 

70-1101 


D'ANGELO, A. J. 

8012010014* 

00-920 

0 

D'ANGELO, A. J. 

8012040310* 

90’r397 

Q 


ACCEBSION SUBJECT 
AUTHOR KUHBER CATEGORY 


OAHLHAN, L. D. 

8012240294* 

30-202 

0 

DAIL,L.C. 

0012170046 

PR 


DAIL,L, C . 

00121S0283 

PR 


DAIN. J. 0. 

8012120109 

PR 


DALE, L. F. 

6012090964 

70-2936 


DALE.L.F. 

8012080104 

REOOD 


DALE, L. F. 

0012020449 

50-416 

C 

DALE, L. F. 

0012160497 

90-416 

K 

DALE, L. F. 

8012240290 

90-416 

A 

DALE. L. F. 

8012300489 

90-416 

C 

DALTON, A. T. 

6012030595* 

FOIA 


DALTROFFrB. L, 

0012300091* 

50-277 

0 

DALTROFF, 8. L. 

6012020398 

90-277 

P 

DALTROFF, D. 0, 

0012230493 

90-277 

P 

DALTROFF, 8. L. 

0012310310 

90-277 

P 

DALTROFF, 8. L. 

0012310327 

90-277 

P 

DALY, M. J. 

0012010508 

PR 


DALZELL,H, 0. 

Q01215011G* 

90-327 

P 

DANCE, H. C. 

SOI 2 1903 12* 

50-259 

Q 

DANCE, H. C. 

0012020441* 

50-390 

0 

DANCE, H. C. 

8012020364* 

90-299 

0 

DANFDRTH, J. C. 

8012300443 

50-403 

H 

DANIELSON, D. H. 

8012310918* 

50-341 

Q 

DANIELSON, D. H. 

0012160133* 

90-39 B 

Q 

DANIELS, F. T. 

8012110110* 

50-398 

Q 

DANIELSON, D. H. 

8012040688* 

30-34 1 

0 

DANIELSON, D. H. 

0012110016* 

50-461 

Q 

DANIELSON, D. H. 

eoi2oao2u6» 

90-494 

Q 

DANIELSON. D. H. 

8012190227* 

90-496 

Q 

DANIELSON. D, H, 

0012190279* 

90-331 

0 

DANIEL. J. A. 

0012220360* 

90-320 

P 

DAO, L. T, 

00120600(0 

NUREO 


DAS8, R. 

8012110664 

PR 


DAVIDSON. J. P. 

8012220296* 

FOIA 


DAVIDSON, D.R. 

8012090300 

90-440 

8 

DAVIDSON, D. R. 

0012100421 

90-440 

e 

DAVIDSON, D. R. 

0012090307 

90-440 

3 

DAVIDSON. D. R. 

0012160362 

90-440 

0 

DAVIDSON, D, R. 

8012300464 

90-440 

0 

DAVIDSON. D. R. 

8012300599 

90-440 

8 

DAVIS. H. C. 

8012030296* 

FOIA 


DAVIS, J. E. 

0012290506* 

90-320 

F 

DAVIS. T. 0. 

0012110739* 

FOIA 


DAVIS, J. G. 

8012010100* 

71-9073 


DAVIS. J.O. 

8012010279* 

71-9073 


DAVIS, J. G. 

8012220534* 

90-10 

P 

DAVIS, A. 8. 

8012090039 

30-294 

0 

DAVIS, J, 0, 

0012010123* 

71-9073 


DAVIS, J, 0. 

001 1 140484* 

lOCFR 


DAVIS, H. J. 

0012110193 

FOIA 


DAVia,A. B. 

0012040259 

90-331 

Q 

DAVIS, A. 8. 

0012160973 

90-102 

0 

DAVIS, A. B. 

0012180406 

90-2 

Q 

DAVIS. A. B. 

00 1231 093 0* 

40-7402 


DAVIS, U. 0. 

0012010126 

71-9073 


DAVIS, a. J. 

8012100297 

PR 


DAVIS, A. ». 

0012180431 

70-929 


DAVIS, A. B. 

0012020099 

90-294 

Q 

DAVIS, A. B, 

0012230187 

90-373 

Q 

0AVI9, A. B. 

3012220093 

40-3392 


DAVtB.A. 0. 

0012020091 

50-10 

P 

DAVIS, D. 

S0121 10949 

70-2623 


DAVIS, 8. M* 

SOI 20 10336* 

90-310 

8 

DAVIS, A. B. 

8012110708 

50-190 

0 

DAVIS. A. B. 

8012160520 

90-454 

Q 

DAVIS. A, D. 

8012180234* 

70-36 


DAVIS. T, U, 

0012110493 

HUREO 


DAVIS, U. G. 

8012230220 

HASTE MOT 

DAVIS, B. 0. 

8 0 12 J 70742* 

90-209 

H 

DAVIS. 8. H. 

0012160394* 

90-317 

S 

DAWSON. D. M. 

8012010622 

70-1300 


DAMSON, D. M. 

8012020307 

70-1300 


DAMSON, D. H, 

8012290931* 

70-1308 


DAY,R, A. 

8012040118 

90-334 

F 

DE ALMEIDA. 0, L. 

8012170299 

REGOD 


DE LIONIBUS.O. 

0012170173 

PR 


DEALE, V. B. 

801 22903 U 

90-445 

0 

DEALE, V, fl. 

0012290436 

90-449 

0 

DEAN, a. 

8012120326* 

90-313 

Q 

DEAN, 6. R. 

0012000034* 

90-313 

Q 

DEARIEN.J. A. 

0012040097 

PR 


DEFRIESS, F. P. 

0012000277 

PR 


DELDEQ.J. 

0012030469* 

FPIA 


DELOEORGE, L. 0. 

8012190697* 

90-373 

0 

DELOEQRGE, L. 0. 

0012020469 

90-373 

A 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

DELOEOROEtL. 0. 

0012040401 

90“373 

A 

DELOEORGE, L. 0, 

0012150139 

90-373 

K 

DELGEORGE, L. Q, 

0012160695 

30-373 

A 

DEMPSEY, P. A. 

0012050090 

PR 


DENALUT.E. M. 

3012030464* 

FOIA 


DEMAULT, E. M. 

8012030902* 

FOIA 


DENAULT.E. N, 

0012030347* 

FOIA 


DEMAULT. E. U, 

00(8030900* 

FGIA 


DENAULT, E. W, 

BO 1203 0593* 

FOIA 


DENAULT.E. M. 

8012030300* 

FOIA 


DENAULT.E. M. 

80 12030605* 

FOIA 


DENE8S, S. J, 

8012020937 

90-142 

J 

DENESS, S. J. 

0012290302 

90-142 

J 

DENHAM, D. H. 

8012090095* 

90-344 

a 

DENNINO.R. 8. 

8012230066 

90-320 

p 

DENNING. R, S. 

8012110097 

RES 


DENTON,H. R. 

7907030173* 

90-367 

9 

DENTON, H, n. 

801229D426* 

30-220 

Q 

DENTON, H. R. 

6012290431* 

30-220 

9 

DENTOWr H. R. 

0012290434* 

90-220 

Q 

DENTON, H. H. 

8012110696* 

FOIA 


DENTON, H. R. 

8009160606 

MISC 


DENTON, H. ft. 

0012230033* 

90-36? 

0 

DENTON, H. R. 

801 11B0303 

St*4* Proo 

DENTON, H.R. 

0012120079 

50-170 

H 

DENTON, H. R. 

8012020642 

50-295 

H 

DENTON, H. n. 

0012050061* 

SECY 


DENTON, H. R. 

0O123LO9O4 

50-320 

H 

DENTON, H, R. 

aoi 1200946 

90-380 

P 

DENTON, H.R. 

0012010246 

MISC 


DENTON, H, R, 

0012010411 

80-289 

H 

DENTON, H.R. 

8011250169 

90-393 

D 

DENTQN, H.R. 

8012230040* 

90-309 

0 

DENTGM, H.R. 

8018020353* 

lOCFR 


DENTON, H, R. 

0O12O2OO2D 

90-279 

0 

DENTON, H. R. 

0012020023* 

90-279 

G 

DENTON, H. R. 

0012020440 

90-364 

E 

DENTON, H. R. 

6012110740 

ORG 


DENTON, H, R. 

8012100433 

90-213 

H 

DENTQN, H. R. 

80121S0936 

90-213 

H 

DENTON, H. R. 

8012190260 

90-213 

H 

DENTON, H.R. 

8012240441 

90-213 

P 

DENTQN, H. R. 

6012310639 

90-213 

P 

DENTDN,H. R. 

6012090023 

M18C 


DENTON, H. R. 

0012120227 

90-320 

H 

DENTON, H. R. 

6012120633 

90-320 

H 

DENTON. H.R. 

801217066? 

90-237 

G 

DENTON. H.R. 

Q01217067S* 

90-237 

0 

DENTON, H.R. 

801216063? 

90-389 

0 

DENTON, HR. 

601216D717* 

30-3 B9 

G 

DENTON. H.R. 

6012220405 

90-10 

P 

DENTON. H.R. 

6012290304 

90-914 

A 

DENTON, H.R, 

8012290079 

90-279 

A 

DENTON, H.R. 

8012290077 

90-383 

A 

DETMOLD, D. 

6012150192 

90-271 

H 

DETQftlE, N. A. 

0012120071 

PR 


OEVIMCENTISi J. 

8012090202* 

90-443 

0 

DEVINE, J. B. 

6012000000 

XPQRTLIC 


DEVINE, J. B. 

60 120SDS09* 

XPORTLIC 


DEVINE, J. B. 

0012110039 

XPQRTLIC 


DEVINE, J.B. 

6012090631* 

XPORTLIC 


DEVINE, J. 8. 

8012000166 

XPORTLIC 


DEVINE, J. D. 

60 120001 12 

XPQRTLIC 


DEVINE, J.D. 

8012080197 

XPORTLIC 


DEVINE, J, B. 

8012100197 

XPORTLIC 


DEVINE, J. B. 

8012100501 

XPORTLIC 


DEVINE, J.B. 

0012100204 

XPORTLIC 


DEVINE, J.B. 

0012100210 

XPORTLIC 


DEVINE, J.B. 

0012100222 

XPORTLIC 


DEVINE, J. B. 

001 21 7026 1 

XPORTLIC 


DEVINE, J, B. 

8012000104* 

XPORTLIC 


DEVINE, J. B. 

0012080054 

XPORTLIC 


DEVINE, J. 8. 

0012000067 

XPQRTLIC 


DEVINE, J. B. 

0012000006 

XPORTLIC 


DEVINE, J. B. 

8012080097 

XPORTLIC 


DEVINE, J. B. 

8012080138 

XPORTLIC 


DEVINE, J. B. 

8012000144 

XPORTLIC 


DEVINE, J. B. 

0012000150 

XPORTLIC 


DEVINE, J. B. 

6012100439 

XPORTLIC 


DEVINE, J. B. 

00121 10367 

XPORTLIC 


DEVINE, J. B. 

8012300712 

XPORTLIC 


DEVINE, J, B. 

8012160746 

XPORTLIC 


DEVINE, J, D, 

8012240329 

XPORTLIC 


DEVINE, J.B. 

0O12O9OS34 

XPORTLIC 


DEVINE, J. B. 

0012090537 

XPORTLIC 
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aDj20?0942 

XPORTLIC 


OXRCKSi W. J, 

8012010205# 

71-9073 


DUCKWORTH, d. P. 

6012040362 

90-201 

R 

DeUIWgjJ B. 

a01209094S 

XPORTLIC 


OIRCKS. U. J. 

8012020824 

50-170 

H 

DUCKWORTH. J. P. 

6012040410# 

90-201 

R 

DEVINEi J. B. 

601209094? 

XPDRTLIC 


DIRCK8. W. d. 

0012010259# 

PR 


DUDLEY, d. 

6012220246# 

FOIA 


J. B. 

B012100012 

XPDRTLIG 


D1RCK9, U. J. 

6011200117# 

lOCFR 


DUELFER, T. 

BO 120 10922 

PR 


devinEj j, d. 

8012110092 

XPDRTLIC 


OIRCKS. U. J. 

8012190705# 

lOCFfl 


OUFFEE.R. 

6012160441 

90-247 

H 

DEVINEi J. H. 

BO 12230208 

XPDRTLIC 


DIRCKS. U. d. 

6012010418# 

PR 


DUFFY, D. 

0012170101 

PR 


J. fl. 

8012230237 

XPORTLtC 


DIRCK8.W. J. 

0012090001 

QRO 


DUMAS/ 0. T. 

6012290918 

90-133 

0 

nFVTMEf J B 

6012240367 

XPDRTLIC 


DIRCKSrW. d. 

0012020815 

50-293 

H 

DUNDULIB/W. P. 

B0120S0401 

REOGD 


OEVINE. J. B. 

8012300313 

XPDRTLIC 


DIRCKSf U. d. 

0011200263 

lOCFR 


DUNN/C.N. 

6008210461 

90-334 

3 

DEVINE. J. B. 

8012100427 

XPDRTLIC 


DIRCKS.. U. J. 

0012010984 

90-324 

U 

DUNN,C. N. 

6012100003# 

90-334 

0 

DEVINE/ J, B. 

0012240315 

XPDRTLIC 


D1RCKB*N. d. 

SO 1203 0890 

KI8C 


DUNN/C.N. 

0012090001 

50-334 

Q 

DEVINE/ J. B. 

8012160799 

XPDRTLIC 


DIRCKS, N. d. 

8012030701 

XPORTLIC 


DUNN/C.N. 

6012090010 

90-334 

Q 

OEUIKIE. J. B. 

8012240317 

XPORTLtC 


DIRCKS, U. J. 

8012050093 

SECY 


DUNN/G. N. 

0012020399 

90-334 

P 

DEVINEi J. B. 

6012240319# 

XPDRTLIC 


OIRCKS, U. d. 

8012030842 

90-466 

0 

DUNN/C.N. 

6012080496 

50-334 

F 

DEV'INE/ J. B. 

8012240364 

XPDRTLIC 


DIRCKS, U. d. 

8012030774 

50-2B9 

H 

DUNN. a. D. 

6012190535# 

90-280 

R 

DEVINEj j. b. 

8012160640 

XPDRTLIC 


DIRCKS, U. d. 

6012030/66 

90-320 

H 

DUNN. C. N. 

6012190273 

90-334 

R 

DEVINCENTIS/ 

8012110966 

50-448 

A 

DIRCKS, W. d. 

BO 12030773 

8E0Y 


DUNN/ C. N. 

0012170463 

90-334 

F 

DEVINE. J. B. 

8012170242 

XPDRTLIC 


DIRCKS. W. d. 

8012030614 

90-320 

U 

DUNN/C. N. 

0012170967 

50-334 

R 

DEVINE, d. B. 

8012170245 

XPDRTLIC 


DIRCKS, W. d. 

6012030765 

8ECY 


DUNN. C. A. 

0012240293 

50-397 

C 

DEVINErd. B. 

8012170248 

XPDRTLIC 


DIRCKS, W. d. 

80121120220 

SECY 


DUNN, C. N. 

BOl 2230299 

50-334 

P 

DEViNEr J. D. 

8012170265 

XPDRTLIC 


DIRCKS, N. d. 

0012100193 

ACRa 


DUNN, C. N. 

0012300409 

90-334 

P 

DEVlNEr J. B. 

8012170269 

XPORTLtC 


DIRCKS. U. d. 

0012100327 

SECY 


DUPONT, S. 0. 

6012180197# 

90-294 

Q 

DEVINE. J. B. 

8012170277# 

XPORTLIC 


DIRCKS, W. d. 

0012100649 

Bt«t» Prog 

DUPRE, B. M. 

6012080299 

PR 


DEVINE/ J, B. 

6012170499 

XPORTLtC 


DIRCKS, N. d. 

0012100694 

90-397 

U 

DUPREE, D. 

6012160333# 

90-327 

R 

DEVINE/ J. B. 

B0121B0280 

XPDRTLIC 


DIRCKS, N. J. 

0012110474 

6t#t« Prog 

DURK08H/ E. D. 

8012110334 

PR 


DEVINE/ J. B. 

6012230083 

XPDRTLIC 


DIRCKS, U. d. 

0012110476 

Sl;«4# Prog 

DURR/d. P. 

8012080406# 

90-307 

Q 

DEVINE. J. B. 

8012180269 

XPORTLIC 


DIRCKS, W. J. 

0012110484# 

70-143 


DURR/ J. P. 

8012000378# 

50-387 

Q 

DEVINE/ J. B. 

eoi2ieo2;5 

XPORTLIC 


DIRCKS. W. J. 

0012110488# 

70-143 


DURR/d. P. 

8012110607# 

90-307 

Q 

DEVINE/ J. B. 

8012220900 

XPORTLIC 


OIRCKS, W. J. 

0012110491# 

70-143 


DURST/ F. 

801224030? 

NUREO 


DEVINE/ J. B. 

8012230086 

XPORTLIC 


DIRCKS, W. J. 

6012170467# 

lOCFft 


DWORETZKY/ B. A. 

6012170190 

PR 


DEVINE/ J. B. 

6012230091 

XPORTLIC 


DIRCKS, W. J. 

0012180416 

SECY 


DWORKIN. H. d. 

8012000352 

PR 


DEVINE/ J. B. 

8012230094 

XPORTLIC 


DIRCKS, W. J. 

8012290403# 

lOCFR 


DVBA8/ J. A. 

8012110212 

PR 


DEVINE/ J.B. 

80 12300224 

XPORTLIC 


DIRCKS. W. J. 

0012290969 

SECY 


DYH. H. 

8012290390 

90-389 

H 

DEVINE/ d. B, 

9012300782 

XPORTLIC 


DIRCKS, W. J, 

0012290030 

CONKtSSION 

DYHEK/ E. d. 

8012090416 

90-97 

d 

DEVINE/ J.0. 

8012310073 

XPORTLIC 


DIRCKS. U. J. 

80122904BS# 

lOCFR 


EADIE/ G. 0. 

8012240076 

WASTE MOT 

DEVINEi d. S. 

8012310084 

XPDRTLIC 


DIRCKS, W. J. 

0012290043 

com I S3 ION 

EARL/E. 

6012030911* 

FOIA 


DEVINE, d. B. 

8012310100 

XPORTLIC 


DISAUVO/R. 

8012110326 

PR 


EATON. T. E. 

6012^00209# 

CONTRACT 


DEVINE, d. B. 

8012300777 

XPORTLIC 


DISE/ D.P. 

0012040424 

90-220 

P 

EBERBOLEr d. 

6012160606# 

ACR0 


DEVUlWi d. W. 

8012090949# 

90-272 

Q 

DISE/ D. P. 

8012040430 

90-220 

P 

EBNETER/ 0. D. 

6012020216# 

90-269 

0 

DEVLIN, d. U. 

8012220062# 

90-317 

Q 

DI8E/ D. P. 

8012090349 

90-410 

a 

EBNETER, 3. D. 

6012230041# 

90-392 

Q 

DEVLIN, d. W. 

8012020205# 

90-27 

Q 

DISE. D. e. 

6012230321 

90-220 

p 

EBNETER/ 8. D. 

6012190699# 

90-336 

Q 

DEVLIN. J. N. 

8012110635# 

70-1426 


OISE. D.P. 

8012190399 

90-220 

p 

EBNETER/ 8. 

6012300169# 

90-2B9 

0 

DEVLIN, d. U. 

8012220085# 

90-209 

0 

D18E.D.P. 

6012300903 

90-220 

p 

EBNETER/ 8. D. 

6012230000# 

90-410 

0 

DEVLIN, d. U. 

8012220069# 

90-220 

Q 

DISE. D.P. 

6012230472 

90-220 

p 

EBNETER/ 8. 0. 

0012190717# 

90-307 

a 

DEVLIN. J. 

001210023? 

90-247 

8 

DDDD9.R.T. 

6012310229# 

90-344 

Q 

EBNETER/ 8. D. 

6012300109# 

90-272 

Q 

DEVLIN/ d. 

8012100164 

90-336 

8 

DOOOETT. 8. A . 

6012300587 

90-466 

0 

ECKERT/ T. 

6012120322 

NUREG 


DEUEVtL. 6. 

8012120944 

90-399 

H 

DDLAN.d.F, 

B012030479# 

FOIA 


ECKHARDT. d. H. 

0012010014# 

90-920 

a 

DENITT/R. 0. 

8012010189 

90-155 

P 

DOKAHUE, J. R. 

8012100026# 

90-409 

Q 

ECKHAU8ER/ F. 

6012110166 

PR 


DEUITT/R. B. 

8012010160# 

90-295 

P 

DONALDSON. 0. E. 

0012090199# 

90-272 

Q 

ECONQMOS/ N. 

6012180118# 

90-416 

0 

DEWITT/ R.B. 

8012010287# 

90-259 

P 

DONALDSON. 0. E. 

0012220349# 

90-289 

Q 

ECONOMOS/ N. 

6012170048# 

90-330 

0 

DEWITT/ R. B, 

8012090426# 

50-159 

P 

DONATE, R. M. 

8012050919 

PR 


EC0N0M08/ N. 

6012170039# 

90-280 

Q 

DEWITTiR. B. 

8012230209# 

90-259 

P 

DONAVAN.R. X. 

8012030648# 

FOIA 


EDGAR, 0. L. 

0012180227 

PR 


DEWITT. R. D, 

6012300502 

90-155 

P 

DQNELSON/ C. 

8012290633 

70-2909 


EDLER/B.K. 

0012120343 

NUREO 


DIAHOND/D. J. 

8012190146 

REB 


DONELSDN/ C. 

8012310449 

70-2909 


EDLER/S.K, 

8012240807 

NUREO 


DIAZ.N. J. 

8012230348# 

50-83 

R 

DONOi R.O. 

8012120307 

NUREO 


EDH0N8DN. L, R. 

8012240036# 

CONTRACT 


DIAZ>N. d. 

8012160107 

90-83 

: 

DDNLQN. U. d. 

8012290491 

90-220 

Q 

EDWARDS, D. W. 

8012040334 

PR 


DIAZ/N. d. 

8012230344 

50-83 

R 

DONOVAN, ft. X. 

8012030609# 

FOIA 


EDWARDS, L. A. 

6012110527# 

CONTRACT 


DIAZj n. 

6012300906 

90-83 

p 

DDPSOVIC. D. A. 

8012300290 

90-445 

M 
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8012110524 

70-143 


FELTONr J. n. 

60 12000813 

50-250 

F 

FELTON. J. K. 

8012110206 

FOIA 


FELTON, J, M. 

8012110400 

FOIA 


FELTON, J. H, 

8012110535 

FOIA 


FELTON, J. M. 

8012110556 

30-3D9 

8 

FELTON. J. ri. 

8012100322 

50-142 

P 

FELTON, J. K. 

8012100323* 

50-142 

P 

FELTQNr J. 11. 

0012220103 

FOIA 


FELTOr4* J. li. 

B012090107 

90-348 

F 

FELTON* J. 11. 

0012150001 

FQIA 


FELTON* J. H. 

8012150005 

FOIA 


FELTON* J, H. 

8012150006 

FOIA 


FELTON. J. 11, 

9012160004 

FOIA 


FELTON* J, ri. 

8012160015 

FQIA 


FELTON* J. 11 

8012100273 

FOIA 


FELTON. J. 11. 

6012190086 

50-289 

F 

FELTON. J. M. 

B012160024 

FQIA 


FELTON, J, H. 

6012180326 

FOIA 


FELTON* J. M. 

6012160333 

FOIA 


FELTON, J, M. 

8012230521 

30-166 

F 

FELTONi J. M, 

8012190234 

FOIA 


FELTON. J. ri 

9012230512 

50-124 

F 

FELTON* J. M, 

9012230530 

50-369 

A 

FELTON. J. M. 

6012240110 

50-279 

F 

FELTON* J. M. 

9012240369 

90-369 

F 

FELTON. J. 11, 

BO 12240429 

50-10 

0 

FELTON. J. It 

BO 121 90366 

FQIA 


FELTON. J, M. 

8012190383 

FOIA 


FELTON, J. M. 

8012190406 

FOIA 


FELTON rJ. M. 

8012240119 

FOIA 


FELTON, J, (i 

8012240126 

70-143 


FELTQNr J. ». 

6012240400 

90-293 

H 

FELTON, J, M. 

8012190053 

90-317 

F 

FELTOII, J. M. 

001 21 903-97 

FOIA 


FELTON, J, M. 

8012190415 

FOIA 


FELTON, J. IL 

8012220169 

70-143 


FELTON, J. H, 

8012290433 

90-313 

F 

FELTON, J. N. 

8012290464 

90-275 

F 

FELTON, J.M. 

8012190247 

FOIA 


FELTON, J, M. 

8012290440 

30-320 

F 

FELTON, J, M- 

8012290449 

90-320 

F 

FELTON, J. tL 

80122904 56 

90-269 

F 

FELTON, J. ». 

8012290477 

30-320 

F 

FELTON, J.N. 

0012290490 

30-320 

F 

FELTON, J. M. 

8012290497 

50-320 

F 

FELTOMi J. N. 

8012290504 

30-320 

F 

FELTON, J. ri 

8012240406 

FQIA 


FELTON, J, 11, 

8012310966 

FOIA 


FELTOMi J, M. 

8012310984 

30-279 

H 

FELTON, J. It 

8012310560 

FOIA 


FELTON, J. «. 

8012310594 

FOIA 


FENVICK,A. J. 

8012170681* 

90-209 

H 

FER&USONi J. H. 

8012040366 

PR 


FER&USON, J. H. 

8012080709 

PR 


FEROUSGN, J. H. 

8012230439 

30-339 

P 

FEROUSON, J. H, 

8012300598 

30-404 

A 

FERGUSON, U. H. 

8012290154 

90-200 

P 

FERGUSON, J, H. 

8012290364 

30-330 

P 

FEfiOUaONi J. H. 

8012290392 

30-330 

P 

FEnaUSQNr J. H. 

8012290316 

50-339 

P 

FEAMANDEZ-PAL 

8012010432 

PR 


FEftNOSrO. 

8012290620 

30-376 

0 

FERRER, R. A, 

B0121 10067 

PR 


FEULNERrR. C. 

8012220039 

PR 


FIDELMAN, S. J, 

0012120010 

PR 


FIELDER, J 

8012010335 

50-302 

J 

. FIELDER, J. 

0012020473 

30-327 


FIELDER, J. 

8012020473 

90-333 

J 

FIELDER, J. 

8012100911 

50-327 

J 

FIELDER, J. 

8012160307 

50-327 

J 

FIUPY. R, E. 

8012230319 

NUREO 


F INFROCK, 1. R. 

8012160431* 

50-219 

H 

F INFROCK/ I.R. 

8012310418 

50-219 

0 

FINFROCK, I.R 

8012010319 

50-219 

6 

FlNFROCKr 1. R, 

8012040445 

80-219 

B 

F INFROCK, I.R. 

8012010318 

90-219 

8 

FINFROCK, I.R. 

8012020952 

50-219 

8 

FINFROCK, I, R. 

00 12090504 

50-219 

F 

FINFROCK, I.R. 

8012000420 

50^219 


FINFROCK, I.R. 

8012090466 

90-219 

6 

FINFROCK, J.R, 

8012090363 

30-219 

P 

FINFROCKr I. R. 

a012i66946 

30-219 

6 


AUTHOR 

ACCESSION 

NUMBER 

8UDJECT 

CATEGORY 

FINFROCK, I, R. 

0012090177 

50-219 

P 

FINFROCK, I. R. 

8012160482 

50-219 

8 

FINFROCK, I, R, 

0012160461 

50-219 

V 

FINFROCK, I. R, 

8012220404 

50-219 

R 

FINFROCK, I.R. 

0012230188 

50-219 

P 

FINFROCK, r. R. 

0012230460 

50-219 

8 

FINK, 0. 

8012030380 

50-247 

U 

FlNLAVrR, L. 

8012300719* 

90-466 

T 

FINLEY* A. 0. 

SO 121 60192* 

50-315 

Q 

FINNAN. C, F, 

8012120241* 

50-409 

P 

FINNAN* C. F. 

8012020310* 

50-409 

P 

FINSTO.N. R. A. 

8012120109 

PR 


FIORELLIrO- 

801 1290274 

50-461 

Q 

FlORELLl.O, 

8012120287 

50-483 

0 

FIORELLI.O. 

8012110041 

50-440 

Q 

FIORELLI. 0, 

8012090145* 

go-440 

Q 

FIORELLI, 0- 

8012110006 

50-461 

Q 

FIORELLI, 0. 

6012160335 

50-456 

0 

FIORELLI. 0. 

8012040682 

50-341 

0 

FIORELLI, 0, 

8012030396, 

90-546 

Q 

FIORELLI, 0. 

6012080027 

90-494 

Q 

FIORELLI, 0. 

8012080279 

50-494 

0 

FIORELLI, 0. 

8012180590* 

90-461 

G 

FIORELLI, 0. 

8012190221 

50-456 

0 

FIORELLI, 0. 

8012190242 

50-454 

Q 

FIORELLI, 0. 

9012190271 

50-331 

Q 

FIORELLI, 0. 

8012040296 

50-483 

Q 

FIORELLI. 0. 

8012240026 

50-403 

0 

FIORELLI, 0. 

8012240052 

50-373 

0 

FIORELLI, 0, 

8012040343 

50-546 

Q 

FIORELLI*©. 

0012040668 

50-403 

Q 

FIORELLI, 0. 

8012240066 

50-946 

Q 

FIORELLI, 0. 

801224016,9 

50-440 

0 

FIORELLI, 0, 

8012040236 

50-461 

0 

FIORELLI,©. 

8012110621 

50-483 

0 

FIORELLI, 0. 

8012150223 

50-456 

0 

FIORELLI, 0. 

8012290390 

50-373 

A 

FIORELLI, 0. 

8012100679 

50-329 

A 

FIORELLI, 0. 

8012290394 

50-295 

Q 

FISCHER, D. L. 

8012110390 

50-289 

H 

F18M, J. E. 

8012080704 

ftEGGD 


FISHER, M. L. 

0012100408* 

50-2 

0 

FISHER. M. L. 

8012100439* 

70-925 


FISHER, M. L 

8012220056* 

50-266 

Q 

FISHER, U. L. 

8012230193* 

50-373 

Q 

FiaMERi a. 

8012090024 

PR 


FISHER. M. L. 

0012220096* 

40-3392 


FISHER, W. L. 

8012180234* 

70-36 


FITZOERALD, J. A. 

8011200206 

BECY 


rrrzoiBBQNs.R. 

0013300324 

50-237 

0 

FITZGERALD,*! J. 

8012090471* 

50-219 

0 

FITZOtOBONB.R. 

8012110540 

50-237 

G 

FITZGERALD. M. J. 

8012160491* 

50-219 

8 

FITZOERALO. J. A. 

8012240004 

CaMMIBSiQN 

FITZGERALD, J. A. 

8012270062 

CQMKIB81DN 

FITZPATRICK, R. 

0012110591* 

50-389 

0 

FLACKE, R. F. 

8012050038 

8ii«4« Prog 

FLANDERS. M- L. 

8012020597* 

50-309 

R 

FLANDERS. U, 

8012300329* 

50-309 

R 

FLEENOR. C. t! 

8012300149 

CONTRACT 

FLEENORf C. 11. 

BOl 2300227 

CONTRACT 

FLEISCHER, ft. L, 

0012120302* 

40-6622 


FLEISCHAKEIH.D. 

8011250100* 

50-279 

0 

FLEISCHAKER.D. 

8012270120 

50-275 

0 

FLElSCHAKFRi D, 

8012080513 

90-275 

0 

FLElSCHAKGRiD. 

8012290120 

90-279 

0 

FLEISCHAKEft.D. 

8012170440 

90-275 

0 

FLEISCHAKER, D, 

8012170442* 

50-275 

0 

FLEISCHAKER.D. 

8012300364 

60-275 

0 

FLEI0CHAKEft,D. 

8012300364 

50-275 

0 

FLEISCHAKER, D. 

001231 02B3 

50-275 

0 

FLETCHER, J.W- 

8012000325 

PR 


FLETCMER^ C. D. 

8012040563 

RES 


FLICK, R. 

8012310910* 

90-320 

H 

FLINT, 8. 1! 

0012110344 

PR 


FLORREIGK, G. 

8012110360 

50-207 

H 

FLUKE, D. ■vf- 

6012120005 

PR 


FUUKE, D. 

0012120005 

PR 


FLYNN, J. D. 

0012000795 

PR 


FLYNN, (i. ■J'. 

0012120074 

CONTRACT 

FLYNN, M. J. 

0012230940 

CONTRACT 

FLYNN, J. 0. 

0012170902 

50-350 

0 

F00EL8QN. A. 

0012110706 

PR 


FOLEY, t. 

0012090004* 

50-29 

0 

FOLEY, T. 

0012240277* 

50-29 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

FQPAKIAN. K. 

8012170120 

PR 


FORD, W. H. 

8012020027 

40-0502 


FORDrR. C. 

8012080664* 

40-1341 


FORD, E, J. 

0012160041* 

50-302 

Q 

FORT, J. E. 

8012100434 

50-209 

H 

FORTIiE. 

0012190241 

FOIA 


FOSTER. J. E. 

0012310510* 

50-341 

Q 

FOSTER. W. E. 

8012020702* 

QA999 


FOSTER, W, E. 

8012180999# 

QA999 


FOSTER, L.E. 

8012190711* 

50-340 

Q 

FOWLER, E.E. 

B012030346* 

FOIA 


FOX, D. F. 

0012190522* 

0A999 


FOX, D, F. 

8012080268* 

QA999 


FRALEY. R. F, 

8012000411 

ACR8 


FRALEY, R. F. 

0011200233 

0ECV 


FREDERICKS, K. H. 

6012100450* 

50-320 

P 

FREE, B. 

0012170235 

40-0783 


FREED-THALLi P. 

0012120003 

PR 


FREEDMAN, P. F, 

8012300161 

90-209 

0 

FREEMAN, J, D. 

8012010631 

40-299 


FRENCH, L. D. 

8012020475* 

50-29 

B 

FRENCH, L. D. 

0012160511* 

50-29 

8 

FRERICK8, J. 

0012120620 

PR 


FRIBDLANDER, J. 

8012240365 

Prog 

FftlESEMA, H. P. 

8012040176* 

50-320 

H 

FR1E8EN, 8. 8. 

0012100137 

PR 


FRIESEN, B. 8. 

0012100531 

60-140 

F 

FRI80LI* A, 

6012030132* 

FOIA 


FROST, a. R. 

0011290069 

90-295 

Q 

FROST, 8. R. 

8012290243 

90-295 

0 

FROST* 8. R 

8012300406 

90-299 

6 

FULLWDOD.R.R. 

BO 12000023 

NUREO 


FULTON, J. F. 

0012030840 

REOOD 


FULTON, J. F. 

0O1218O3Y4* 

90-244 

P 

FURBU8H, M. H. 

8012090000 

PR 


FURBUSKr H. H. 

6012100274 

PR 


FURBU8H, M. H. 

0012300392 

50-275 

0 

FURR, B. J. 

8012040551 

50-324 

Q 

FURR, B. J. 

8012230010 

90-324 

Q 

FURR, B. J. 

0012310194 

90-261 

0 

FURR, B- J. 

0012310396 

90-261 

Q 

FURR, B. J. 

8012310404 

90-261 

Q 

FURR, B. J- 

0012310490 

90-324 

0 

FURR, B. J. 

00123 to, >94 

90-324 

0 

FURTH, F. W. 

6012080120 

PR 


FU80N, B. 

8012180171 

PR 


OAGErL. N. 

0012000260* 

0A999 


GAGE^L. 

0012230041* 

50-392 

Q 

OAOLIARDO, J. E. 

0012120326* 

90-313 

Q 

OAGLIARDO, J. E. 

0012000034* 

50-313 

Q 

OAHM, J. W. 

8011250901* 

90-267 

6 

GAKHi J. W. 

8012020563* 

50-267 

6 

oahm, j. w. 

0012020575* 

90-267 

B 

OAHM, J. W. 

0012050419* 

90-267 

S 

OAHM, J. W. 

8012100337* 

90-267 

R 

OAHM, J. W. 

0012100491* 

90-267 

8 

OAHM, J. W. 

8012100509* 

90-267 

B 

gahm, j. W. 

8012100921* 

90-267 

B 

OAHM, J. W. 

0012100537* 

90-267 

8 

OAHM, J. W. 

0012290442* 

90-267 

8 

GAHM. J. W. 

8012300967* 

90-267 

6 

0 ALAND, M. 

0012170104 

PR 


GALLAHER, B. 

0012220246* 

FOIA 


GALLAGHER, P.U. 

0012120337 

FOIA 


GALLENi K. P, 

8012120646 

90-409 

0 

0 ALLEN, K, P. 

8012120646 

90-409 

0 

GALLO, R. M. 

0012000125* 

50-307 

Q 

GALLO, J. 

0012090132 

PR 


GALLO, J. 

0012300360 

90-199 

G 

GALLO, J. 

8012300360 

90— 159 

0 

GARNER, D. J. 

0O1210O31G* 

90-346 

P 

GARNER, R. W. 

0012190044 

RE8 


OARRITY, J. H. 

8012020208 

50-309 

P 

OARRlTYiJ, H. 

8012020909 

90-309 

R 

GARRITY, J. H. 

0012300926 

90-309 

R 

GARRISON, J. M, 

8012230360* 

90-953 

R 

0ARTL£R,8.M. 

8012120076 

PR 


GARY, R. J. 

0012030790 

50-449 

Q 

GARY, R. J. 

0012100990* 

90-449 

Q 

GARY, R, J, 

0012160531 

50-445 

Q 

GARY, R. J. 

8012180245 

50-449 

8 

GARY, R. J. 

0012190407 

90-449 

K 

GARY, R, j. 

8012290169 

80-449 

B 

GARY, R. U. 

6012300338 

90-449 

C 

GARY, R, J. 

8012300536 

90^445 

A 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

GARY. R. J. 

0012310000 

50-445 

F 

OABPAROTTI. J. 

0012170701 

RES 


OATCHEL, R. 

8012230335 

50-320 

P 

OATES, W. 

8012020616* 

50-2QS 

a 

GEARHART, J. 

0012000220 

PR 


GEARS, 0. 

0012020664* 

50-387 

0 

GEARS, 0. E. 

0012290225* 

50-387 

0 

GEARS, 0. E. 

8012300268* 

50-466 

0 

GEE. 0. U. 

8012230093 

NUREO 


GEHR. A. C. 

BO 12290430* 

50-838 

0 

OEHRr A. C. 

0012300487 

50-538 

0 

OEHRi A. C. 

8012300487 

50-520 

o 

OEIS. J, W. 

8012300636 

50-367 

A 

OELSTQN, A. H. 

0012300424 

50-327 

a 

GELSTONr A, H. 

0012300444* 

50-327 

8 

OEL8TON, A. H. 

8012300535* 

50-327 

8 

GEORGE, E. A. 

8012020467 

PH 


OEORGiaU, D. 8. 

0012290002 

50-275 

0 

OEOROIOU, D. 8. 

8012290161 

50-275 

0 

GEORG I OU, B. S. 

8012290662 

50-275 

G 

OEOROIOU, B. 8. 

0012300117 

50-275 

G 

OERLT, D. H. 

0012090217* 

30-344 

P 

OERTH, 0. E. 

0012110204 

PR 


OERUSKV, T, K. 

0012080400 

PR 


GETTLER, F. W, 

0012100075 

REQOD 


GIAC0DBE,F. 8. 

0012100458* 

50-320 

P 

OlAMBUSSO, A. 

8012110670* 

50-395 

A 

OIAMBU&SQ, A. 

8012110723* 

FOIA 


GIBBONS. T. 0. 

0012170076* 

50-413 

0 

GIBBONS, T. D. 

0012110629* 

50-250 

Q 

GIBBONS, T. D. 

0012100222* 

50-338 

Q 

GIBQ8, D. G. 

0012000132 

PR 


GIBBS, D. C. 

0012180260 

PR 


GIBSON. A. F. 

0012190440* 

50-324 

Q 

OIBSONr A. F. 

0012090210* 

50-261 

Q 

GIBSON. A. F. 

8012120349* 

70-27 


GIBSON, H. 8. 

0012100566* 

50-317 

3 

GIBSON. G. T. 

0012100375* 

50-369 

0 

GIBSON, A, F. 

0012100215* 

50-364 

0 

GIBSON, A, F. 

0012190202* 

50-364 

Q 

OIDOrR. 0. 

0012230099 

NUREO 


GILBERT, L. D, 

0012020762* 

50-483 

0 

GILBERTS, D. E. 

8012090006 

50-203 

0 

GILBERTS, D. E. 

8012180010 

50-263 

Q 

GILBERTS, D. E. 

GO 12220 177 

50-202 

Q 

GILBERTS, D. E. 

8012220132 

50-263 

0 

GILBERTS, 0. E. 

0012220734 

50-283 

0 

OlLCHRESTtC.lL 

0012290270 

50-170 

H 

OILDNER, H. L. 

8012310439* 

50-346 

Q 

OIL INSKY, V. 

0012110460* 

FOIA 


GlLINSKYr V, 

0012110465* 

FOIA 


GILLESPIE, E. P. 

0012090185* 

70-1151 


GILLEN, D. M. 

8012020003 

40-2259 


GILLEN, D. H. 

8012020007 

40-6564 


GILLETT, W. T, 

0012190505* 

50-316 

R 

GILLISr J. P, 

0012150113* 

50-327 

P 

GILLILAND, D. L. 

0012050149 

50-70 

P 

OILMAN, D. 

8012110352* 

50-350 

0 

OILMAN. D. N. 

0012040420 

50-361 

A 

OILMARTIN, D. H. 

0012020706 

50-323 

A 

GILMAN, 0. H. 

8012120413* 

50-206 

P 

OIN8BERO. T. 

8012190161 

50-537 

A 

GIRARD, E. H, 

0012100112* 

50-260 

Q 

GIRARD, E. H. 

0012170473* 

50-430 

Q 

GIRARD, E.H. 

8012310299* 

50-413 

0 

OLAODLA, A. F. 

8012110574 

CONTRACT 


OLAGOLA, A. F. 

8012310258 

50-445 

M 

OLAGOLA, A. F. 

8012110349 

CONTRACT 


GLASS, D. N. 

0012050133* 

71-33 


GLENN, J. 

0012290378 

40-673 


GLOVER, H. 

0012100176 

PR 


GODDARD, R. J. 

8012230227 

30-461 

0 

GODDARD, R. J. 

6012290406 

50-237 

T 

GODDARD, R. 

0012230019 

50-237 

G 

GODDARD, R. J. 

0012290213 

50-337 

G 

GOEBEL, L. 

8012000361 

PR 


GOLD, 0. W. 

8012030607* 

FOIA 


GOLDBERG, S. C. 

0012020695 

50-367 

G 

GOLDBERG, 8. G. 

0012030425 

50^395 

0 

GOLDBERG, 8. J. 

8012190543 

50-367 

0 

GOLDBERG, 8. C. 

8012290651 

50-350 

P 

GOLDBERG, S. C. 

0012300011 

50-367 

G 

GOLDBERG, 8. C. 

0012300217 

80-398 

G 

ooldhann.k. 

8011210177 

71-9015 


GOLDMAN, M. 

8012230154* 

CONTRACT 



ACCESSION SUBJECT 
AUTHOR NUMBER CATEODRV 


COLDSTElMi D. e0l2110£48 PR 

OOLDSMITHjR. 8012170519 NUREO 

OOLLERrK. R. flOl21lOA79<» 30-395 A 

OOLLER, K. R. 00121 10276 50-10 P 

GOODHQPE, A. C. 0012190460 70-1308 

ODQDLINO. B. 8012100669* 50-320 U 

OOODLINO. B, 8012030781* 50-289 H 

0a0D«AN,L.8, 0012100535* 50-409 S 

OOOBHANiL, 8, 8012020456* 50-409 8 

OOODMANiL. 8. 8012100540* 50-409 6 

GOODMAN, L. 8, 0012100347* 50-409 8 

OOODMANft.a, B01209036Q* 50-409 8 

OOODMANiL.8. 8012160286* 30-409 ft 

GOODMAN, L.B. 8012160449* 50-409 8 

GOODMAN, L. 8. 8012160463* SO- 409 8 

OQODW I N, ft. IL aO 12030552* FQ I A 

OODDMI N, W. L. 80 12090 1 69* 70-1151 

GOODWIN, W.L, 8012090163* 70-11 Si 

ODOftlSrP.R. 8012180173 »R 

GORDON, a, 8012030123* FOJA 


GORDON, 8, 

8012030105* 

FOIA 


GORDON, R.F. 

8012100206 

PR 


GORE, A. 

0012020651 

30-201 

H 

OORMLEY, J. F. 

6012170635 

90-207 

H 

OOTCHY.R.L 

0012050406* 

50-466 

0 

0DTCHY,R. L, 

0012300271* 

50-466 

0 

GOULD, N. 

0012110394 

50-287 

H 

ORABB,H. H. 

8012270357* 

50-320 

H 

GRADIN,L.P. 

8012080761 

PR 


GRADY, J. 

80(21 10798 

PR 


ORAEfiSER, K, L. 

0012090433 

50-304 

8 

GRAE8SER,K. L. 

0012090461 

50-295 

8 

GRAE8BER,K, L. 

8012150093 

50-304 

B 

0RAE8SER,K. L, 

8012150211 

50-295 

B 

ORAE80AR,K, L. 

0012110350 

50-299 

R 

GRAE68ER. K. L. 

8012170607 

90-304 

8 

0RAE88ER,K. L. 

0012230316 

90-304 

8 

0RAE88ER,K.L. 

0012230322 

50-299 

8 

GRAHAM, J. 8, 

8012030578* 

FOIA 


GRAND, R, A. 

0012030050* 

FOIA 


GRANT, W. 8. 

0012040263* 

90-331 

Q 

0RA8B0, E. 

8012170285 

PR 


GRAVES, R. H. 

0012090361 

90-213 

6 

GRAVES, R. H. 

8012190524 

50-213 

R 

GRAY, J. R. 

0012190231 

90-344 

0 

GRAY, J. R, 

0012170740 

00-289 

G 

GRAY, J. R. 

0012290416 

50-209 

0 

GRAY, J. R. 

0012290303 

50-209 

0 

GRAY, J. R. 

0012300110 

90-344 

G 

GRAY, J, R. 

80(2300457* 

90-344 

0 

GRAY, J. R. 

0012300350 

90-463 

0 

GRAY, J. R. 

0012300356 

90-524 

G 

GREELEY, 0. H. 

0012100095 

PR 


OREENMAN, E. 0, 

8012160113* 

50-277 

Q 

OREENMANi £, G. 

8012300000* 

90-277 

0 

OREENMAN, E.O. 

8012220031* 

90-317 

Q 

GREENMA.V, E. 0. 

0012190712* 

50-333 

Q 

GREEN, H. J. 

8012020625 

90-327 

8 

GREEN, H. J. 

0012020610 

50-327 

8 

GREEN, H. J. 

0012030669 

90-327 

8 


OREENrK. J. 0012020418 30-260 8 

OREENiH.J, 8012020314 50-296 8 

GREEN, H.J. 8012080423 50-327 8 

OREENWAI. D, R, 8012150192 50-271 H 

GREEN, H,U. 8012020444 50-296 8 

GREEN, H.J- 8012020499 50-296 8 

GREEN, H.J. 8012020629 50-327 B 

GREEN, H.J. 0012040392 50-327 8 

OREEN,H. J, 8012090353 30-327 8 

GREEN, H.J. 9012100323 50-260 8 

GREEN, D.O. 0012290163 80-445 M 

GREEN, H.J. 0012120466 30-259 S 

GREEN, H.J. 0012120502 50-259 8 

GREEN, H.J. 0012120509 50-296 8 

GREEN, H.J, 8012150165 50-327 8 

GREEN, H.J. 0012120510 30-239 B 

GREEN, H.J. 0012160447 30-327 8 

GREEN,H. J. 0012160542 50-296 B 

GREEN, H.J, 0012170563 50-296 0 

GREEN, H.J. 8012170553 50-260 8 

GREEN, H.J. 0012170642 50-260 6 

GREEN, H,J. 0012220433 50-260 8 

OREENf H. J- 0012160553 50-296 8 

GREEN, H. J. 0012170602 50-327 8 

GREEN, H.J. 8012170603 50-296 B 


ACCESSION SUBJECT 


AUTKGR 

NUJ13ER 

CATEGORY 

GREEN. H. J. 

8012230362 

SO-327 

8 

GREEN. H. J, 

0012230386 

50-327 

8 

GREEN, H, J. 

8012300419 

90-327 

8 

GREEN. H. J. 

0012300914 

50-260 

e 

GREEN. H. J. 

0O123OD541 

50-327 

8 

GREEN, H. J. 

6012300577 

50-259 

8 

GREEN, H. J. 

0012300634 

50-259 

S 

GREEN, H. J. 

8012300420 

50-259 

8 

GREEN. H.J. 

0012300430 

50-327 

S 

GREEN. H. J. 

8012300519 

50-327 

a 

GREEN. H. J. 

8012300531 

50-296 

8 

GREEN. H. J. 

8012300995 

50-327 

6 

GREEN, H.J, 

8012300615 

50-259 

S 

GREER, R. J. 

8012160576* 

50-102 

0 

0REEVE8, J. T. 

0012220335* 

50-409 

0 

OREOER, R. L. 

8012080199* 

50-272 

0 

0REG0,R. J. 

6012290063 

70-820 


GREGORY, W. D. 

0012010530 

PR 


OnENDON,A. 

8012030366* 

27-10 


OHENDO.N. A. 

8012030012* 

FOIA 


ORIER.B.H. 

0012110747* 

FOIA 


GRIER. B. H. 

8D120B0106* 

50-272 

0 

GRIER, B. H. 

0012090540 

.50-272 

Q 

GRIER. 8. H. 

6012010107 

50-201 

Q 

GRIER, 0. H. 

8012010337 

50-213 

G 

ORIER.B. H. 

8012020316 

30-293 

0 

GRIER, D.H. 

8012020320 

50-245 

0 

ORIER. D. H. 

0012020321 

50-289 

Q 

GRIER, B.H. 

BO 120203 2 5 

50-317 

0 

GRIER, B. H, 

8012020327 

90-220 

0 

GRIER, B. H. 

0012050017 

90-2 i 9 

Q 

GHIERiB. H. 

8012160046 

50-410 

Q 

GRIER, B. H. 

0012160047 

50-286 

0 

GRIER. 8, H. 

8012080116 

50-272 

0 

GRIER, 8. H. 

6012170367 

30-3 

Q 

GRIER, B. H. 

8012170370 

90-213 

0 

GRIER. B. H. 

0012170375 

90-317 

Q 

GRIER, B. H. 

0012170376 

50-309 

a 

ORIER.B. H. 

0012170378 

50-516 

Q 

ORlERrB. H. 

0012170391 

50-489 

a 

GRIER, B, H. 

8012170304 

90-443 

0 

GRIER, 8. H. 

8012170386 

50-412 

0 

ORtER,B>. H. 

0012170389 

50-363 

a 

GRIER, B. H. 

8012170392 

50-29 

Q 

GRIER, a. H. 

0012170394 

90-244 

Q 

GRIER, B. H. 

8012170397 

50-272 

Q 

GRIER, D. H. 

8012170396 

50-206 

0 

GRIER, B. H. 

0012170402 

90-336 

Q 

ORIER,B. H, 

0012170404 

50-287 

Q 

ORIER,B. H. 

8012170405 

50-334 

a 

GRIER, B. H. 

8012090486 

50-334 

p 

GRIER, B. H. 

0012090536 

50-293 

a 

GRIER, D. H. 

0012100057 

50-334 

0 

ORIERr 0. H. 

0012190465 

90-334 

0 

ORlERr B. H. 

8012300153 

90-320 

0 

GRIER, D. H, 

8012120024 

50-206 

0 

GRIER, D. H. 

6012120040 

50-333 

0 

GRIER. B. H. 

B01212006Q 

50-272 

Q 

GRIER, B, H. 

0012120072 

90-293 

0 

GRIER, B.H. 

0012120077 

90-213 

0 

CRIER, B. H. 

6012120000 

50-3 

0 

GRIER, B.H, 

6012120004 

50-334 

o 

GRIER, B.H. 

8012180039 

50-219 

0 

GRIER, B.H. 

60 12120093 

50-277 

0 

GRIER, B.H. 

8012120097 

50-244 

Q 

GRIER. B. H. 

8012120100 

50-309 

0 

GRIER, B.H. 

6012120105 

50-317 

Q 

GRIER, B.H. 

6012120113 

50-245 

0 

GRIER, B. H. 

B012120J17 

50-220 

0 

GRIER. B. H. 

8012120121 

50-443 

0 

GRIER, B. H. 

8018120136 

90-410 

Q 

GRIER, D. H. 

6018120141 

90-209 

0 

GRIER, B. H. 

0012120145 

90-271 

0 

GRIER, B. H, 

0012120190 

90-29 

0 

GRIER, B. H. 

0012120197 

50-412 

Q 

GRIER, B, H. 

0012120161 

90-363 

Q 

GRIER, B. H. 

0012120167 

90-322 

Q 

GRIER, B. H. 

0012120173 

90-916 

Q 

GRIER, B, H, 

0012120178 

90-307 

a 

GRIER, a. H. 

0012120184 

50-392 

Q 

GRIER, B. H. 

8012120190 

50-394 

Q 

GRIER, B. H. 

8012120195 

90-469 

0 

GRIER, B.H. 

8012030799 

50-271 

Q 

0RIER,B. H. 

0012030764 

50-209 

Q 

ORIERiS.H. 

0012030767 

SO-219 

0 



PERSONAL AUTHOR INDEX 


AUTHPR 

ACCEBSIQN 

NUMBER 

SUBJECT 

CATEGORY 

ORIERj B. H. 

8012030768 

90-317 

Q 

ORitER^ D, H. 

8012030770 

30-293 

0 

OftlER. B. H. 

0012030771 

50-213 

0 

ORIER. B. H, 

8012030772 

50-3 

Q 

ORIERrB. H* 

801 2030776 

90-334 

<1 

ORIERr B. H. 

8012030777 

50-443 

Q 

ORIER. B. H. 

8012030780 

50-410 

Q 

ORIER. B. H. 

801 2030782 

90-916 

Q 

ORlERi B. H- 

8012030789 

50-220 

Q 

CRIER. 0, H. 

BO 12030707 

90-245 

3 

ORIER. a. H. 

8012030790 

go-277 

Q 

CRIER, a. H. 

8012030791 

50-206 

Q 

ORIER. a, H. 

8012030794 

50-333 

Q 

ORIER. B. K. 

8012030796 

90-272 

Q 

ORIER, B. H. 

8012030799 

50-244 

Q 

ORlERi B. H. 

8012030804 

50-354 

Q 

OAIERi a. H. 

8012030805 

50-352 

Q 

ORIER, a. H. 

8012030807 

50-397 

Q 

ORIER, 8. H. 

8012030809 

50-485 

0 

ORIER, a. H. 

8012030813 

50-309 

Q 

ORIER, a. H. 

8012030815 

90-322 

0 

ORIER, a. H, 

8012030821 

30-363 

Q 

ORIER, B.K. 

8012030825 

90-412 

Q 

ORIER, B.H. 

8012080158 

90-29 

Q 

ORIER, B.H. 

8012080237 

90-354 

Q 

ORIER, B.H. 

8012080310 

90-206 

Q 

ORIER, B.H. 

8012080375 

90-443 

Q 

ORIER, B.H. 

8012080382 

50-412 

Q 

ORIER, B.H. 

8012080419 

50-271 

Q 

ORIER, B.H. 

8012080426 

90-272 

Q 

ORIER, B.H. 

0012080433 

90-333 

Q 

ORIER, B.H. 

0012080438 

90-307 

Q 

ORIER, B. H. 

8012080441 

30-316 

Q 

ORIER. B. H. 

8012080446 

90-322 

Q 

ORIER, B.H. 

8012080449 

50-220 

0 

0RIER,B. H. 

8012000494 

90-277 

Q 

ORIER. B.H. 

8012000474 

50-245 

Q 

ORIER, B.H. 

8012000477 

90-293 

Q 

ORIER, B.H. 

8012000481 

90-317 

Q 

ORIER, B.H. 

8012000483 

90-29 

Q 

ORIER, B.H. 

8012080486 

50-244 

0 

ORIER, B.H. 

8012080490 

90-363 

Q 

ORIER, B. H. 

8012090493 

90-352 

0 

ORIER, B.H. 

8012080494 

90-410 

Q 

ORIER, B.H. 

8012080336 

90-309 

Q 

ORIER.B.K. 

8012080339 

90-334 

Q 

ORIER, B. H. 

8012080342 

90-219 

Q 

ORIER. B.K. 

8012080547 

90-3 

Q 

ORIER, B. a 

8012080549 

90-209 

Q 

ORIER, B.H. 

8012080560 

90-485 

Q 

ORIERrB.H. 

8012020688 

50-317 

F 

ORIERrB. H. 

8012020735 

90-201 

F 

ORIER^B.H. 

8012040007 

90-443 

Q 

ORIER, B. H. 

8012040012 

90-363 

Q 

ORIER, B.H. 

601204002B 

90-410 

Q 

QRlERfB. H. 

8012040031 

50-387 

Q 

ORIER, B. H. 

8012040035 

50-352 

Q 

ORIER, B. H. 

0012040037 

50-317 

a 

ORIER, B, K. 

8012040040 

50-309 

a 

ORIER, B. H. 

8012040042 

50-412 

Q 

ORIER, B. H. 

8012040045 

90-29 

0 

OAIER, B. H 

8012040047 

50-272 

0 

ORIER, B. K. 

8012040050 

50-293 

Q 

OAIER, B.H. 

8012040033 

50-277 

0 

ORIERiB.H. 

8012040060 

50-244 

Q 

ORIER, B, H. 

8012040062 

50-333 

Q 

ORIER, B.H. 

8012040066 

50-3 

Q 

ORIER, B. H. 

0012040067 

50-213 

0 

ORIER, B. H, 

8012040073 

50-485 

0 

ORIER, B.H 

8012040077 

50-916 

0 

ORIER, B.H. 

8012040076 

50-271 

0 

OAIER, B. H. 

8012040082 

50-206 

0 

ORtER,B.H. 

8012040066 

50-322 

Q 

ORIERiB.H. 

0012040090 

50-354 

Q 

ORIER, B.H. 

0012040092 

50-245 

Q 

ORIERiB.H. 

6012040095 

50-289 

Q 

ORIERiB.H. 

B01204009S 

50-220 

Q 

ORIERiB.H. 

8012040102 

50-219 

Q 

ORIER, B.H, 

8012040104 

50-334 

Q 

ORIERiB.H. 

0012040167 

50-244 

F 

ORIER, B.'H. 

8012040177 

50-29, 

F 

ORIER, B.H. 

80 12040632 

. 50-3 ' 

F 

ORlER,:BiH: 

8012040651 

50-220 

F 

ORIERRB :^H. 

' 8012090456 

50-219 

F 

ORIERiB.H; 

8012090477 

50-209 

F 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ORIER.B, H. 

8012090499 

50-277 

F 

ORIERiB. H- 

8012050526 

50-271 

F 

ORIER.B. H. 

8012050538 

SO-293 

F 

ORIER, B. H. 

8012050550 

50-333 

F 

ORIER.B, H. 

8012080716 

50-245 

F 

ORIER, B. H. 

8012080726 

30-206 

F 

ORIER.B. H. 

8012000730 

50-309 

F 

ORlERiB. H. 

8012000734 

90-272 

F 

ORIERiB. H. 

0012080740 

50-213 

F 

ORIERiB. H. 

0012290006 

50-334 

F 

ORIER.B- H. 

0012220616 

50-245 

0 

ORIER, B. H. 

8012220610 

50-3 

Q 

ORIER, B. H. 

0012220621 

50-317 

0 

ORIER, B. H. 

8012220626 

50-277 

0 

ORIER, B. H. 

8012220629 

50-293 

a 

ORIER, B. H. 

8012220633 

50-213 

0 

ORIER, D. H. 

0012220637 

90-516 

Q 

ORIER, B. H. 

8012220643 

50-220 

0 

ORIER, B. H. 

8012220647 

50-334 

Q 

ORIER, B. H. 

8012220631 

50-209 

Q 

ORIER, B, H. 

8012220655 

50-307 

0 

ORIER, B. H. 

8012220660 

50-352 

0 

ORIER, 0. H. 

8012220661 

50-354 

0 

ORIER, B. H. 

0012220663 

50-219 

0 

ORIER, D. H. 

8012220667 

50-309 

0 

ORIERrB- H. 

0012220671 

50-244 

0 

ORIERrB. H. 

0012220679 

50-333 

Q 

ORIERrB- H. 

8012220676 

50-206 

0 

ORlERr B. H. 

8012220679 

50-272 

Q 

ORIERrB. H. 

0012220602 

50-29 

Q 

ORIER, B. H. 

8012220604 

50-412 

0 

ORlERr B. H, 

8012220686 

50-322 

Q 

ORIERi B. H. 

8012220609 

90-271 

a 

ORIER, B. H. 

8012220691 

50-363 

Q 

ORIER, B. H. 

0012220699 

50-410 

Q 

ORIERrB. H. 

0012220697 

90-443 

Q 

ORlERr 9. H. 

8012220702 

50-409 

0 

ORIERrB. H. 

8012040494 

50-271 

0 

ORIERrB. H. 

8012040400 

50-277 

0 

ORIERiB. H. 

0012040499 

30-245 

Q 

ORIERi B. H. 

8012040497 

50-272 

Q 

ORIERrB. H. 

0012040499 

50-244 

Q 

ORIERrB. H. 

0012040500 

50-213 

Q 

ORIERrB. H. 

0012040502 

50-206 

a 

ORlERr B. H. 

0012040504 

90-293 

0 

ORIERrB. H. 

0012040500 

90-209 

0 

ORIERiB. H. 

0012040509 

90-29 

Q 

ORlERr D. H 

8012040514 

90-333 

0 

ORIERi B. M. 

8012040519 

90-220 

Q 

ORlERr B. H. 

8012040522 

90-317 

Q 

ORIER, B. H. 

8012040529 

90-219 

Q 

ORIERi B. H. 

8012040531 

90-334 

Q 

ORIERi B.H. 

8012040532 

90-3 

Q 

ORlERr a. R 

8012040536 

90-309 

0 

ORIERi a. H. 

8012040593 

50-322 

Q 

ORIERrB. H. 

0012040999 

90-423 

Q 

ORIERrB- H. 

0012040602 

90-412 

0 

ORlERr B-H. 

0012040607 

90-405 

Q 

ORIERrB. H. 

0012040612 

90-363 

0 

ORIERrB- H. 

0012040614 

90-516 

0 

ORlERr B-H. 

0012040610 

90-410 

0 

ORIERrB- H. 

0012040620 

50-307 

0 

ORIERiB.H. 

0012040623 

90-392 

0 

ORIERrB- H. 

0012040620 

90-394 

0 

ORlERr B-H. 

0012040629 

90-443 

0 

ORIERiB.H. 

8012080528 

50-293 

Q 

ORIERi B.H. 

8012050943 

90-317 

0 

ORIERi B. H. 

8012050546 

50-3 

Q 

ORIERi B.K. 

8012050347 

90-213 

0 

ORIER, B.K. 

8012050591 

50-412 

0 

ORIERi D. K. 

8012050996 

80-334 

0 

ORIER, B.H. 

80 12050597 

80-363 

Q 

ORIERi B-K. 

8012050961 

50-219 

0 

ORIERiB.H. 

8012050563 

50-322 

Q 

ORlERr B.K. 

8012090566 

90-516 

Q 

ORIERrB. H. 

8012090969 

50-209 

Q 

ORlERr B-H, 

8012050572 

80-309 

Q 

ORlERr B. H. 

8012080573 

90-248 

0 

ORIERi B. H. 

8013050573 

90-410 

0 

ORIERiB. H. 

8012090570 

50-220 

q 

ORIERrB. H, 

8012050500 

50-333 

0 

ORIERiB.H. 

8O12O5Q503 

90-286 

0 

ORlERr B.H, 

8012050503 

80-392 

0 

ORIERi B-H. 

8012090500 

80-277 

Q 

ORIER, B- H. 

8012090509 

80-307 

a 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ORIERi B. H. 

8012050593 

50-354 

Q 

ORIERiB.H. 

0012090995 

50-272 

Q 

ORIERiB.H. 

8012050598 

50-443 

q 

ORIERiB.H. 

8012050599 

90-244 

q 

ORIERi B.H. 

0012050601 

50-483 

Q 

ORIERi B.H. 

8012050608 

50-271 

0 

ORIERiB.H. 

8012050610 

50-29 

q 

ORIERi B, H. 

8012220338 

50-289 

Q 

ORIERiB.H. 

8012290401 

50-220 

q 

ORIERiB.H. 

0012180351 

50-247 

q 

ORIERrB. H. 

0012180357# 

50-247 

Q 

ORlFFINi E, E. 

8012100240 

PR 


ORIFOr A. P. 

8012120312 

PR 


ORlKESi a. K. 

0012170302# 

50-133 

F 

ORlMESi B. K. 

8012300272# 

50-344 

F 

ORIHESi B. K. 

8012020691 

Prog 

ORIHE81 B.K. 

8012240442 

ORO 


0R1HEB,G. I. 

8012160579 

50-461 

A 

ORlHESrC. I. 

8012160227 

90-461 

A 

OROCErR. H. 

7812010146 

50-29 

Q 

OROCEr R. H. 

7011280221 

50-29 

P 

OROCErR. H. 

7906130106 

50-29 

Q 

OROCEr R. H. 

7907090076 

90-29 

Q 

OROCEr R. H. 

7900070673 

50-29 

Q 

OROCEr R. H. 

7908270511 

50-29 

Q 

OROCEr R.H. 

7910030679 

50-29 

q 

OROCEr R.H. 

7910040432 

50-29 

Q 

OROCEr R. H. 

7909210287 

50-29 

p 

OROCEr R.H. 

7910100149 

50-29 

q 

OROCEr R.H. 

7910310256 

50-29 

Q 

OROCErR. H. 

7911230340 

50-29 

q 

OROCErR. K. 

7912140252 

50-29 

q 

OROCErR. H. 

0012090190 

90-271 

p 

OROCEr R. H. 

0012150002 

90-309 

r 

OROOHEr K. 

B012180607# 

QA999 


OROSSMANr K. 

8012110216 

FOIA 


ORO881 M. 

8012110154 

PR 


OROSBMAN. K. 

0012110842 

FOIA 


OROBSMANiK. 

aoi2ieo32d 

FOIA 


onosaMANi H. 

0012290148 

50-70 

0 

OROSSMANr H. 

80122900B? 

90-367 

0 

ORQTENHUISrtl 

0012190067 

50-250 

Q 

OROWNEYr E. J. 

0012170297 

PR 


ORUBBrR.L. 

8012230380 

NUREO 


OUlLBERTiD.E. 

8012190409# 

0A999 


OUILBERTi 0. E. 

8012190470# 

0A999 


OUlLBERTrD. E. 

0012290492# 

QA999 


OUINNr 8. A. 

0012230916 

NUREO 


OUUDEHONDi 0. 

8012310500# 

50-266 

Q 

OUMBLEi F. W, 

8012010415# 

50-286 

6 

OUM8LE1F. W. 

0012150135# 

50-206 

B 

OUMBLEi F. W. 

8012290429* 

50-286 

8 

OUPPYi J. 0. 

B012190151 

REG 


OUQTAVEr R. P. 

8012310620 

CONTRACT 


OUSTAVEr R. P. 

6012310575 

CONTRACT 


OUTHi P. H. 

8012080299 

PR 


OUTSONr R, C. 

8012020494 

PR 


OUTTMANNi j. 

8012240484 

TOPREP 


OUTTMANNr J, 

001224050? 

TOPREP 


OUTTMANNr J. 

0012310247 

TOPREP 


OUTTMANNr J, 

8012310252 

TOPREP 


OUYr J. D. 

BO 12300675# 

90-466 

T 

OUZY. 0. J. 

8012010156# 

71-9073 


OUZYr D. J. 

8012010163# 

71-9073 


OWYNN. T. P. 

8012110110# 

50-390 

Q 

HAABSi g. P, 

8012010463 

TOPREP 


HAA88r W. P. 

8012090021 

TOPREP 


HACKNEYi R. 

8012040407# 

50-267 

P 

HADLOGKr 0. F. 

8012030538# 

FOIA 


HAFERrC. A. 

8012090300# 

90-397 

F 

HAOA, P. B. 

0012000142 

PR 


HAOAiP. B. 

8012090042 

PR 


HAOEYiH. 

0012080813 

CONTRACT 


HAGEYr H. 

0012080007 

CONTRACT 


HAOEYi H. 

8012040133 

CONTRACT 


HAOEYi H. 

8012080499 

CONTRACT 


HAOEYi H. 

8012080589 

CONTRACT 


HAOEYi H. 

8012100412 

CONTRACT 


HAOEYi H. 

8012240040 

CONTRACT 


HAOUEiR. L. 

8012310500# 

50-266 

Q 

HAHNrW. F. 

8012230319 

NUREO 


HAILEiL. 

0012110523 

90-289 

H 

HAIRBTONr C. 

0012110608 

CONTRACT 


HAIRBTONi C. 

8012110574 

CONTRACT 


HAIRSTdNiC. 

0012040199 

2^39 




ACCEBSiaN 

SUBJECT 

AUrHOR 

NUMBER 

CATEGORY 

HAIR8T0M* C. A. 

80123102 &8 

90-449 

M 

KArRBTOM,G. 

8012110349 

CONTRACT 

KAIR8T0M,H. 0, 

8012010347* 

SO-34B 

8 

miRSTON, M. 0. 

8012020519* 

50-364 

8 

HAIRSTON. W. 0. 

8012020SS8* 

50-340 

6 

HAIRSTON. W. 0. 

60120205^6* 

90-348 

8 

HAIRSTON. H. 0. 

6012020574* 

SO-34B 

S 

HAIRSTON. W. 0. 

8012020586* 

50-348 

a 

HAIRSTON. W. 0. 

8012020593* 

50-340 

8 

HAIRSTON. If. 0. 

8012020601* 

50-348 

8 

HAIRSTON. W. 0. 

8012160400* 

90-364 

R 

HAIRSTON. W. 0. 

8012160406* 

50-340 

R 

HAIRSTON. H. 0. 

8012100526* 

50-340 

a 

HAIRSTON. N. 0. 

8012100562* 

50-364 

8 

HAIRSTON. W. 0, 

8012300S3<^* 

90-348 

8 

HAIRSTON. H. 0. 

8012300530* 

50-340 

8 

HAIRSTON. N. 0. 

8012300547* 

50-364 

8 

HAIST. D. P. 

8012040310* 

50-397 

0 

HALE. C. J. 

8012190522* 

QA999 


HALE. C. J. 

6012080268* 

QA999 


HALE.C. si. 

8012020733* 

QA999 


HALE. C. J. 

8012230183* 

0A999 


HALE. C. si. 

8012180629* 

0A999 


HALE.C. J. 

80121904S4* 

0A999 


HALE.C. J. 

60120400S3* 

QA999 


HALE. C, J. 

8012190080* 

0A999 


HALE. C. J. 

8012220098* 

0A999 


HALL. 0. R. 

8012300030* 

50-445 

H 

HALL. I. J, 

8012220719 

NUREO 


HALL, U. J. 

8012080767 

70-754 


HALL. N. J. 

8012080774* 

70-794 


HALL. W. J. 

80 I 2080779* 

70-794 


HALL. R. E. 

8012040039* 

00-496 

Q 

HALL.R, E. 

8012020749* 

90-449 

Q 

HALL.R, E. 

8012020768* 

90-482 

Q 

fiALL. R. E. 

8012020383* 

40-2259 


HALL. R, E. 

8012190416* 

50-49S 

Q 

HALL.R.E. 

8012190623* 

90-490 

Q 

HALL. V. 

8012190719* 

90-43S 

Q 

HALL. E. E. 

8012230004 

90-399 

M 

HALL. E. E. 

8012230004 

90-399 

K 

HALL. 0. 

8012100383* 

50-391 

Q 

HALLIDAY 

80123003U4* 

50-361 

K 

HALLIOAN. T. J. 

8012180160 

50-307 

0 

HALL I CAN. T. J, 

8012150200 

50-367 

0 

HALMAN. E. L. 

8012110053* 

CONTRACT 


HAKILL, K. J, 

8012010025 

40-8743 


HAM ILL. K. J. 

6012160764 

40-8743 


HAMILTON. L. D. 

8012290099* 

90-466 

0 

HAMILTON. L. 

6012290160* 

50-466 

T 

HAMILTON. L. 0. 

8012290167* 

50-466 

T 

HAMLIN. D. R, 

8012010043 

RES 


HAMLIN. 0. R. 

8012010046 

RES 


HAMLIN. D. R. 

8012040383 

RES 


HAMLIN. Q. R. 

8012040386 

RES 


HAMLIN. 0. R. 

8012040609 

RES 


HAMLIN. D. R. 

8012220164 

RES 


HANCOCK, si. A, 

8012020924 

50-302 

8 

HANCOCK. J. A. 

8012020635 

90-302 

S 

HANCOCK. J. A. 

8012220304 

50-302 

S 

HANCOCK. J. A. 

8012230448 

50-302 

8 

HANCOCK. J. A. 

8012230913 

90-302 

8 

HANCOCK. J, A. 

8012230317 

NUREO 


HANCOCK. J. A. 

8012230433 

50-302 

8 

HANCOCK, si. A. 

8012230440 

50-302 

8 

HANCOCK, J. A. 

8012300501 

90-302 

8 

HAND. A. 

8012050368 

50-289 

H 

HANHARDT. A. M. 

8012190537 

NUREO 


HANNAN. J. 

8012170784* 

RE8 


HANNAN. J. 

8012290619 

NUREO 


HANNAN, st. 

8012290619 

NUREO 


HANNON, J. N. 

8012020054 

TOPBEP 


HANNUMi D, 

9012010382* 

90-294 

8 

HANRAKAN, E. J. 

8009100422 

8ECV 


HANRAhfAN. E. J, 

8012030924 

REVIEW ORP 

HANRAHAN. E. J, 

8012030930* 

REVIEW ORP 

HANRAHAN. E. J. 

8012030910* 

REVIEW ORP 

HANRAHAN. E. J, 

8012030925* 

REVIEW ORP 

HANRAKAN. E. J, 

6012030885* 

REVIEW ORP 

KANRAHANr E, J. 

8012030883* . 

REVIEW ORP 

HANRAHAN. E. J. 

8012030861 

REVIEW ORP 

HANSEN. L, E. 

8012020092 

71-9070 


HANSEN. H, A. 

8012240030* 

50-483 

Q 

HANSENrLiE. 

8012090297 

KPORtHC 


KANBEN. U, E- 

8012170273* 

XPGRTLIC 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HANSEN. L.E. 

0012170287* 

XPORTLIC 

HANSEN. L. E, 

8012170325 

XPORTLIC 

HANSEN. L. E, 

0012170280 

XPORTLIC 

HANSEN. L. E. 

0012170331 

XPORTLIC 

HANSEN. L. E. 

0015170270 

XPORTLIC 

HANSEN. L* E, 

8012230199 

XPORTLIC 

HANSEN. L. E, 

0012230204* 

XPORTLIC 

HAN8LER. 0. H. 

0012220399 

90-352 

D 

HANSON. P. 

0012000201 

PR 


KARS ISON. U. 

B012190232 

90-329 

6 

HARDCASTLEi J. E. 

8012120335 

PR 


HARDIN. A. K. 

80121 0OO3<7* 

50-261 

Q 

HARLAN. R. L. 

0012010031 

40-0004 


HARMON. D. 

0012310066 

XPORTLIC 

HARRAN. 0. 

0012230343* 

50-249 

R 

HARRIS. R.E. 

8012030542* 

FOIA 


HARRIS. R.E, 

0012030502* 

FOIA 


HARRIS. R. E. 

0012030409* 

FOIA 


HARRIS. R.E. 

8012030403* 

FOIA 


HARRIS. A. W. 

8012030074* 

27-10 


HARRIS. A. W. 

0012030118* 

27-10 


HARRIS. A. W. 

0012030127* 

27-10 


HARRIS. A. W. 

0012030091* 

27-10 


HARRIS. A. W, 

8012030097* 

27-10 


HARRISON. 0. 

0012190374* 

FOIA 


HARR IS. ^/.R. 

6012120377* 

90-966 

Q 

HARRIS, J.R, 

8012090524* 

90-424 

0 

HARRIS. J.R. 

BO 12 110623* 

90-413 

a 

HARRISON. U. J- 

6012030409* 

90-946 

Q 

HARR ISON. J. J. 

0012240072* 

SD-946 

Q 

HARRJOAN.K. C. 

0012110852 

PR 


HARRISON, P, 

6012100401* 

90-220 

8 

HARRISON, F.L. 

0012120300 

90-206 

P 

HARRISON, P. 

0012100479* 

90-220 

8 

HARBTEAD. 0. A. 

8012040329* 

90-319 

P 

HART.H. C, 

0012160471* 

70-607 


HART. 0. 

8010300944* 

90-320 

u 

HART. J. 

8012190540 

90-302 

a 

HARTFIELD.R. A, 

8012090073* 

8ECY 


HARTHAN. J. 0, 

8012120119 

PR 


HARTMAN. C.J. 

0012170492 

90-159 

R 

HARTNETT, fl 

0012300264 

90-209 

0 

HARVEY. R. C. 

8012240262* 

90-29 

p 

HATCHER fR. D. 

0012220634 

NUREO 


HATHHAYrC.M. 

8012040924 

70-1062 


HAUOHHEY. C. J. 

0012080790 

70-1193 


HAUOHNEViC. J. 

8012300346 

90-201 

p 

KAUQHNEY. C. J. 

0012220722 

90-201 

p 

KAU8KAN. A. L. 

0012290147 

PR 


HAVERKAHP.O, 

8012190110 

30-289 

a 

HAWKINS. E.F. 

0012110762 

27-47 


HAYES. 0. W. 

00121 10049* 

90-440 

Q 

KAYES. 0. W. 

0012160595* 

90-496 

0 

HAYES. ». W. 

0012190210 

50-249 

0 

HAYOOOOi C- 

0012030023 

NUREO 


HAYNES, R. C. 

8012040679* 

50-500 

Q 

HAYNES. R. C, 

0012010014* 

50-928 

Q 

HAYNES. R. C. 

8012040310* 

50-397 

Q 

HAYNES. R. C. 

8012310506* 

50-460 

0 

HAYNES. R. C. 

8012310234* 

50-528 

Q 

HAYNES. J, 0. 

6012170619 

50-206 

8 

HAYa, M. L, 

6012300194* 

CONTRACT 


HAILE. A. J. 

0012060775 

WASTE MOT 

HAZLErA. si. 

8012220409* 

WASTE HOT 

HAZLErA-U. 

0012170040 

REOOD 


HAZLE, A, J. 

6012220477 

WASTE MOT 

HECK, F. H. 

SOI 2050492* 

PROJ 


HECTOR, A. 0. 

SOI 2240407* 

6(*ta Pro* 

HEDMANrS. 

8012110690 

PR 


HEONERr J. D. 

SO 12100102* 

50-334 

Q 

HEIBELrR. P. 

8012230409* 

90-317 

8 

HEIDER, L. H. 

8012090599 

90-271 

Q 

HEIDER. L.H. 

0012230219 

90-271 

P 

HEIDER.L. H. 

6012240174 

90-29 

P 

HE I NEMAN. J, M. 

0012160402 

90-399 

D 

HEINI. vf. 

0012030027* 

90-320 

u 

HEISHHAN. R,F. 

8012100167 

90-199 

0 

HEISHMAN.fl.F. 

8012040093 

90-346 

Q 

HEISHHAN.R, F. 

0012040691 

90-316 

Q 

HEISHMAN. n. F. 

8011190515 

90-10 

Q 

HEIBHMAN.R.F. 

8012110104 

90-398 

Q 

HEISRMAN.R.F. 

0012110117 

90-319 

Q 

HEISHMAN, R. F, 

8012020761 

90-373 

Q 

HEISHMAN, R.F. 

0012110737 

90-186 

Q 

HEISHMAN. R.F. 

0012020767 

90-263 

Q 


31 


AUTHOR 

AGCHBSIDN 

MUMPER 

SUBJECT 

CATEOnft 

HEISHMAN, R, F. 
HEISHMAN. R. F. 
HEISHMAN. R. F. 
HEI8HHAN. R. F. 
HEiaHMAN.R. F, 

6012110636 

8012110649* 

8012100999 

8012310426 

8012100430 

90-341 

90-282 

90-10 

50-259 

90-159 

HEISHMAN. «, F, 
HEISHMAN. R, F, 
HEISHMAN. R. F, 
HEISHMAN. R. F. 
HEISHMAN. R. F. 

0012110641 

8012110693 

8012190269 

8012180151 

8012020309 

90-262 

50-331 

90-331 

50-294 

50-10 

HEISHMAN, R. F. 
HEISHMAN, R. F. 
HEISHMAN. ft. F. 
HEISHMAN. ft. F. 
HEIBHMAN. ft. F, 

6012310470 
0012020967 
8012310493 
00 120 40299 
0012310490 

90-346 

50-346 

50-346 

50-309 

50-266 

HEIBMMAN.fl. F. 
HEISHMAN, fi. F. 
HEieHMAN.R. F. 
HEISHMAN, R. F. 
HEISHMAN. R. F. 

0012310906 

0012310442 

0012110763 

0012120419 

8012180226 

90-341 

90-331 

50-331 

SO-294 

90-407 

HEISHMAN, R. F. 
HEISHMAN, R.F. 
HEI8INO-OOOOMAN 
KELFRECHTtO. J. 
NELOESON, 0.. L. 

0012310629 

0O1219O679 

6012040347* 

6012300180 

6012030077* 

90-10 

90-373 

PR 

90-209 

27-39 

HEL0E6ON. 0. L. 
HELLER, A. 8- 
HELLER. J. K. 
HELTON, A. H, 
KELW3CK. C. 

8012030002* 

6012160413* 

8012310433* 

6012290370* 

6012300109 

27-39 

TOP REP 
SO-299 : 
90-320 
90-142 

HENDEReHOTTr L. 
HENDRIE. J. M, 
HENDRIE. J. M. 
HENDRIE. J. M, 
HENDRICKS. 0. U. 

6012010419 

0012290065* 

6012240075* 

6012240074* 

6012240209 

PR 

cOMrtiasic 
COMM (SB 1C 
COMM 1 061 C 
WASTE MOT 

HENDRIE. J. n. 
HENDRIE. J. H, 
HENDRIE. J. H, 
HENDRIX, E. J. 
HENDRIE. J. M. 

6012110318 

0012090264 

0012330046* 

6012290039 

601S290413 

COMM I SB IQ 
COMM IBB IQ 
30-009 
90-153 
30-387 : 

HENOOELER, J. T. 
HENRY. H. L. 

HENRY, J, J. 

HENRY, A, F. 

HENSLEY. Vs. D. 

0012290191* 

0012340149 

8012160238 

0012220249* 

0012230432 

30-267 i 
XPORTLIC 
PR 

CONTRACT- 

70-143 

HERALD. W. 

HERB IQ. F. K. 
HERD8T.M. 

HERDTr A, R, 

HERDT, A. R, 

0012000007* 

8012010444 

8012080662 

8012020404* 

8012100190* 

90-443 ; 

PR 

Pft 

90-364 : 

90-413 

HERDT. A. R. 

HERDT. A. R. 

HERDT. A. R. 

HERDT. A. R. 

HERDT. A. R. 

8012180116* 

0012180217* 

8012170046* 

6012180194* 

6012180112* 

90-416 ■ 

80-309 :■ 

90-330 1 

90-261 1 

90-260 :i 

HERDT. A, R. 

HERDT. A. R. 

HERDT. A. R. 

HERDT, A. R. 

HERDT, A. R. 

6012170039* 

6012090917* 

0012080656* 

0012110847* 

8012110709* 

90-at30 J 
90-321 :i 
90-369 < 

90-910 ( 

90-364 1 

HERDT. A. R, 

HERDT. A. R, 

HERDT. A. R. 

HERDT, A. R. 
HERNANDEZ. 0. 

0012170473* 

8012160401* 

6012310053* 

8012310297* 

8012010014* 

90-430 il 
90-369 [1 

90-366 il 
90-413 .1 

80-920 if 

HERNANDEZ. V. A. 
HERNANDEZ. V. 
HERNANDEZ, V. A. 
HERNANDEZ, V, A. 
HERNANDEZ, V. A. 

SOI 2020646* 
80 122203 IS* 
8012230454* 
8012230934* 
8012230437* 

90-302 il 
90-302 W 
90-302 [( 

90-302 U 
90-302 U 

HERNANDEZ, V. A. 
HERR, R, K. 
HEftSCHLER. E. 
HEASCH, t1, H. 
HEftSKOVlTZ.M, B. 

8012300913* 

0012040039* 

0012090671 

6012020314 

6012190199 

90-302 
90-490 i( 
40-0743 % 
XPORTLIC fi; 
R6B 1 

HESTER. «. L. 
HEUBNER. A. T. 
HEWITT. M.L. 

HEWITT, M. L. 

HEWITT, M.L, 

0012290399* 

0012100182 

0012030401* 

6012030437* 

6012030499* 

50-309 

PR [1 

FQJA 

27-10 p 

FUIA & 

HEW ITT, M.L. 
HEWITT.W, L. 
HEWITT.M. L. 
HEWITt.H. L. 

HEWITT, M.L. 

00 12030496 

0012030490* 

8012030436* 

0012030431* 

8012030421* 

FOIA k 

FOIA f. 

FQIA 

FOIA t 

FOIA 4 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

HEWITT* K. L, 

HEWITT. K.L, 
HEMlTTirt, L. 

HEYER.R. 8. 

HEYER.R. a 

8012030427* 

6012030411* 

8012030407# 

0012160171 

0012160167 

HEYERiR. a. 

HEYERiR. S. 

KEYERtR. 8. 

HlCKEYrC. R. 
HICHiNrR. A. 

0012160179 

8012240114 

0012300003 

0012310406 

0012040627* 

HICKS. 0. 0. 
HIE8TAN0. Q. S. 
HIEBTANOr 0. S 
HIE8TAND* 0. fi 
HlOOlNSi J.C. 

0012110173 

0012120646 

0012300360 

0012300360 

8012110597* 

HIOOINBDTHAH. L. 
H100IN5. J. C, 
HlOOlMSi J. C. 

HlOHi H. 

HILDENBRANO, T, 

0012080380 

8012100353* 

0012100337* 

0012100191 

0O12D3OB23 

HILEKAN. J- A. 
HILGERi M. T, 

HILL. W. M. 

HiLUr A. 0, 

HILL. A. 

0012230370 

0012120624 

8012190707* 

8012190609* 

8012190719* 

HILL. A. 

HILLS. M. 

H!ME BAUCH. H. 

HIMES. J. 

HIMES. J. 

0O121BO383* 

0012170134 

0012170436* 

9012170781 

6012170704* 

HIMES. J. 

HIMES. J. 

HIND. J.A. 

HIND. J.A. 

HIND. J. A. 

9012290615 

9012290619 

0012010306* 

0012010366 

8012020549 

HIND. J.A. 

HIND. J.A. 

KIND. J.A. 

MlWDi J.A, 

HIND. J.A. 

9012040274 
80121 10602 
S012240254 
0012180365* 
6012150201* 

HIND. J. A. 

HIND. J.A. 

HIND. J.A. 

HlNDi J-A, 

HIND. J. A. 

8012160192* 
8012130360 
0012160174 
GO 12 100600 
0012310583 

HIND* J. A. 

KIND* J. A. 
HINDERSTEINiC. 
HINES* £. 

HiNZEiH. J. 

0012240061* 
801224005 B 
0012130199 
0012120459 
0012230201 

HIRBCH. D. 

HIRSCK. D. 

HITCH. J. W. 

HITCH. J. W, 

HITCH. J. U. 

0012120640 

0012120653* 

0012030390* 

8012030447* 

0012030444* 

HITCH. J. W. 

HITCH. J. H, 

HITCH. J. H. 

HITCH, J. M. 

HITCH. J, W- 

0012030337* 

8012030299* 

B01203QS14* 

0012030117* 

0012030494* 

HITCH. J, H. 

HITCH. J. W. 

HITCH. J. W, 

HITCH. J. H. 

HO. J. E. 

8012030259* 
0012030002* 
8012030246* 
GO 12030522* 
8012020459 

HOC HRE ITER. L. E. 
HOCKENBURYi R. U. 
HODODQN* A. 
HODSON.U.L, 

8012230473 

8012120342 

8012300013 

8012010516 


SUBJECT 


CATEGORY 

AUTHOR 

FOIA 

HOFFMAN. D. P. 

FQIA 

HOFFMAN. D, P. 

FOIA 

HOFFMAN. D. P. 

40-0727 

HOFFMAN. D, P. 

40-8434 

HOFFMAN. D. P, 

40-6622 

HOFFMAN. D. P. 

40-8502 

HOFFMAN. D. P, 

40-0584 

HOFFMAN. D. P. 

50-346 P 

HOFFMAN. 0. P. 

CONTRACT 

HOFFMAN. D. P. 

PR 

HOFFMAN. D. P, 

50-40? 0 

HOFFMAN, D, P. 

30-409 0 

HOFFMAN. D, P. 

50-409 0 

HOFFMAN. 0. P- 

50-322 Q 

HOFFKAN. D. P. 

REQGD 

HOFFMAN. D, P. 

30-247 S 

HQOAN. B. A. 

SO-247 Q 

H0HN3TQN. L. A- 

PR 

HOLEMANr 0. R. 

NUREO 

HOLEMAN. 0. R. 

NUREO 

HOLODY. D. 

PR 

HQLQDY. D. J, 

50-272 Q 

HOLQWAY. C. F. 

XPORTLIC 

HOLOWAY, C. F. 

50-433 □ 

HOLSCOTT. W, D. 

50-391 Q 

HOLT. p. e. 

PR 

HOLT. J. 

50-155 R 

HOLT.P. E. 

RES 

HOLT. J* 

RES 

HOLZ.H, a. 

NUREO 

HON. A. L. 

NUREO 

HOOD. D. 

50-282 Q 

HOQDi D. 

90-2B2 Q 

HOOKER. K. 

50-346 Q 

HOPKINS. J. B. 

50-295 Q 

HOROAN. J. T. 

50-10 Q 

HORIM. U. A. 

50-331 Q 

HORIN. W. A. 

70-2609 

HORIN. M. A. 

50-266 0 

HORIN. W, A. 

50-315 Q 

HORIN. U. A. 

70-260? 

HORIN. U. A. 

50-315 Q 

HORIN. W. A. 

50-135 Q 

HORIN. U. A. 

50-295 Q 

HORN. A. J. 

50-305 0 

KORN. A, J. 

30-305 Q 

H0R8T. T. W. 

50-466 0 

HORWITZ.IL 

50-341 a 

HOSEV. C. M. 

NUREO 

HOSSLER, D. 

50-142 0 

HQSSLGR. 0. 

30-142 0 

HOUK. J, t. 

FOIA 

HOUR I HAN, P, L, 

FOIA 

HOUSTON. 0. 

FOIA 

HOUSTON. K D. 

FDIA 

HOVEY. 0. K.. 

FOIA 

HOVEYr 0, 

FOIA 

HOVEY. 0, U. 

FOIA 

HOVEY. 0. H. 

FOIA 

HOVEY. 0- K. 

FOIA 

HOVEY, 0. K. 

FOIA 

HOVEY, 0, K. 

FOIA 

HOVEY. 0. K, 

FOIA 

HOVEY. 0, K, 

PR 

HOVEYi 0. K. 

TOPREP 

HOVEY. O.K. 

NUREO 

HOVEY. 0. K. 

50-443 K 

HOVEY. 0. K. 

PR 

HOVEY. 0, K. 

70-2623 

HOVEY. 0. K. 

30-10 P 

HOVEY. 0. K. 

50-10 P 

HOVEY. 0, K. 

30-10 P 

HOVEY, 0. K. 

NUREO 

HOVEY. Q, K. 

50-302 A 

HOVEY. 0. K. 

QRQ 

HOVEY, 0. K. 

50^135 Q 

HOVEY, 0. K, 

71-5364 

HOVEY. 0. K. 

50-155 0 

HOVEY. 0. R. 

50-255 P 

HOVEY, 0. R. 

50-255 P 

HOVEY. 0. R, 

30-255 S 

HOVEY. 0. R. 

50r23d: 6 

HOVEY. Q, K. 

50-255 

HOVEY, 0. K. 

50-255 P 

HOVEY. 0, R. 


ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

AUTHOR 

0012220701 

90-IS9 

Q 

HDVEY. Q, K. 

8012100005 

50-155 

Q 

HOWARD. J. E, 

8012000354 

50-259 

P 

HOWARD. J. E, 

8012080362 

50-159 

r 

HOWARD, H. J, 

8012080460 

50-259 

p 

HOWE, P. W. 

8012150058 

50-159 

F 

HOWE.P. W. 

8012160182 

90-155 

P 

HOWE. P. W. 

8012160494 

50-155 

S 

HOWELL, a, H. 

8012230205 

90-255 

P 

HOWELL, J.C. 

8012230341 

50-155 

8 

HOWELL, J.C. 

0012230529 

90-199 

8 

HOWELL. J. 

8012230159 

TOPREP 


HOWLEY. J, R, 

801223027S 

90-153 

P 

HQWLETT. 0. H, 

8012300499 

90-259 

P 

HOYLE, J.C, 

8012300502 

90-159 

P 

HOYLE. J.C. 

8012300422 

50-199 

8 

HOYLE, J, C. 

8012110044 

PR 


HOYLE, A. 

8012110052 

PR 


HOYLE. J.C. 

8012120101 

PR 


HOZA. M. 

8012110180 

PR 


H8IEH. C. 

8012300039* 

70-820 


HSU. Y. 

80122200 19* 

70-1143 


HU8ACEK. W. 0. 

8012 110003 

RES 


HUBACEK, W. 0. 

8012190185 

RE0 


HUBACEK.'W. 0. 

8012120617 

PR 


HUBBARD. B. 

8012090054* 

QA99? 


HUDSON. 8. D. 

8012150140* 

50-247 

0 

HUDSON. T. B. 

8012090091* 

QA999 


HUETER. L, J. 

8012150138 

50-247 

0 

HUETER. L. J. 

8012300060* 

90-387 

0 

HUEY. M. E. 

8012100430 

MIBC 


HUFF, T. D. 

8012090133 

90-329 

A 

HUOHEB.W. J. 

0012290107 

90-389 

0 

HUKILL, H. D. 

8012300079 

90-466 

0 

HUKILL.H. D. 

8012040690* 

90-316 

a 

HUKILL. H. D, 

8012110195 

PR 


HUKILL.H. D. 

8012100088 

PR 


HUKILL. H. D. 

8012290647 

50-445 

0 

HUKILL.H. D. 

8012300097 

50-449 

0 

HUKILL. H. D. 

8012300057 

90-449 

0 

HUKILL.H, D. 

8012290338 

90-445 

0 

HUKILL.H. D. 

8012290338 

50-445 

G 

HUKILL.H. D. 

8012310290 

30-445 

0 

HUKILL. H. D. 

8012310290 

50-449 

0 

HUKILL.H. 0. 

8012090029* 

90-206 

Q 

HUKILL.H. D. 

8012310415* 

90-226 

0 

HUKILL. H. D, 

0012220678 

NUREO 


HUKILL.H. D. 

8012080392 

PR 


HULMAN. L. 0. 

801 2000 193* 

50-272 

0 

HUNEZ.M. 

8012100490 

90-289 

H 

HUNNICUTT. D. M. 

8012300264 

90-209 

0 

HUNNICUTT. D. M. 

8012110075 

PR 


HUNNICUTT. D, M. 

6012290430* 

50-928 

0 

HUNNICUTT. D. M. 

8012110776 

50-399 

A 

HUNNICUTT. D. 11. 

8012220141 

50-440 

A 

HUNNICUTT. D. 11. 

8012300160* 

90-320 

Q 

HUNNICUTT, D. 11. 

0012040613 

50-320 

Q 

HUNNICUTT. D. H. 

8012040441 

90-320 

8 

HUNSTAD, A. A. 

8012050396 

90-320 

P 

HUN9TAD. A. A. 

0012010105 

50-320 

P 

HUNSTAD. A. A. 

8012020532 

90-320 

P 

HUNSTAOi A. A. 

0012020515 

50-320 

P 

HUNSTAD. A. A. 

8012050365 

50-320 

P 

HUNT, M. D. 

8012090383 

50-320 

8 

HUNTER. R. 8 

8012090412 

90-320 

P 

HUNTER. R.H. 

0012100491 

90-320 

P 

HUNTER. R. 8. 

8012110407 

50-320 

P 

HUNTER. R. a. 

8012110507 

90-320 

P 

HUNTER. R. S. 

0012150135 

90-320 

8 

HUNTLEY. H. W. 

8012150260 

90-320 

Q 

HUSEBYi D. E. 

8012160273 

90-320 

P 

HU88. J. 

8012160367 

90-320 

P 

HUeSEY. J. R. 

8012160492 

50-320 

P 

HUBBEY. J, R, 

8012160499 

90-320 

S 

HUTTON, P.H. 

8012190910 

90-320 

P 

HWANOr W, 8. 

8018190991 

50-320 

8 

HYDER.C. 

8018220237 

50-320 

P 

lAROaSE, D. 

8018220303 

90-320 

P 

ILLHAROT. J. 

8012230479 

90-320 

8 

IPPOLITQ.T. A. 

8012300490 

90-320 

8 

IPPDLITO, T. A. 

8018300621 

50-320 

P 

iPPOLlTOi T. A. 

8012300629 

90-330 

P 

IPPOLITdrT. A. 

8012300641 

90-320 

P 

IPPOLITO, T. A, 

8012310310 

90-320 

P 

IPPOLITO, T. A, 

8012310324 

90-320 

P 

IPPOLItO.T. A. 


accession 

NUMBER 


0012300645 

B0J2OBOS33 

0012010233 

8012150167 

80l21Q039e« 

0012180396* 

8012190351 

0012020363 

0012160221* 

0012160256* 

8012190609* 

0012030549* 

0012230347* 

8012030923* 

8012030931 

0012240010 

0012230133 

0012290037 

0012240443* 

0012220609 

0012180430 
0012190416* 
8012100200 
0012100174 
80 12220 100 

8012290409* 

0012230053 

8012100435* 

0012230193* 

B01212034B 

8012030548* 

0012080654 

8012020799* 

8012020791 

0012220000 * 

0012020464 

0012090340 

8012170481 

0012160421 

0012290461* 

0012160446 

0012160521 

0012190517 

8012220235 

8012290187 

0012300300 

8012300600 

8002220053* 

0012160707 

0012120326* 

6012020194* 

8012000034* 

0012120570* 

0012120237* 

8012240043* 

8012290020 

8012290023 

8012010493* 

8012160450* 

0012090301* 

0012090402# 

0012130197* 

8012100209* 

0012040570* 

8012170839 

8012100533 

0012180312 

8012180315 

8012040476 

0012010369* 

8012160767* 

8012300728* 

0012300706* 

0012120609 

8012300486* 

8012220269* 

8012160682 

8012110116 

8012290450* 

8012010460 

0012080313 

0O12OBO322* 

0012080331* 

8012000089 

0012000093* 


SUBJECT 

CATEGORY 


30“320 P 
PR 

50-293 P 
SO-466 H 
50-400 Q 

50-400 0 

50-400 Q 
NUREO 
70-143 
50-261 0 

XPORTLIC 

FOIA 

50-336 R 
REVIEW GRP 
REVIEW GRP 

50-307 0 

CONTRACT 

COMMISSION 

ORO 

NUREO 

MIBC 

50-490 Q 
50-490 B 
50-402 0 

FOIA 

30-220 Q 
50-490 0 

70-925 
80-373 0 

PR 

FOIA 

PR 

50-209 0 

50-209 0 

30-209 0 

30-209 P 
30-209 P 
30-209 P 
50-209 F 
30-209 F 

50-209 Q 
30-20? P 
50-209 R 
50-289 P 
30-289 F 

50-209 P 
50-209 P 
30-367 0 

PR 

50-313 Q 

30-285 Q 
50-313 Q 
50-205 Q 
50-313 0 

30-285 Q 

50-360 8 

50-360 8 

50-202 0 

50-202 R 
30-202 0 

30-306 8 

50-202 8 

50-424 Q 
50-318 F 
50-200 0 

80-315 F 
50-315 P 
50-318 P 
30-209 H 
30-317 8 

40-8743 
50-466 T 
50-466 T 
RES 
TOPREP 

FOIA 

PR 

PR 

50-220 0 
50-220 P 

50-271 P 
50-271 P 
50^271 P 
50-237 P 
80-237 


PERSONAL AUTHOR INDEX 


40 


ACCEaSIQN eUDJECT 
AUTHOR NUMBER CATEGORY 


IPPOLITOi T. A. 

80120801064 

30-237 

P 

iPPOLlTOi T. A. 

6012080290 

50-260 

P 

IPPOLITO, T. A. 

8012080ZY5* 

50-260 

P 

IPPOLITOf T. A. 

601 2080306* 

50-260 

P 

IPPQLITQf T. A. 

6012010^81 

50-331 

F 

IPPOLlTOr T. A. 

8012080049 

50-298 

P 

rppDLr ro,T. a. 

8012080033* 

50-298 

P 

IPPOLITOf T. A. 

0012080059* 

50-298 

P 

IPPOLITOf T. A. 

8012080389 

50-298 

P 

IPPOLITOf T. A. 

8012080395* 

30-298 

P 

IPPOLITOf T. A, 

8012080403* 

30-293 

P 

IPPOLITOf T. A. 

801201046S 

30-293 

F 

IPPOLITOf T. A. 

0012000377 

30-293 

P 

IPPQUTOi T. A. 

8012080373* 

50-293 

P 

IPPOLITOf T. A. 

8O12O8OS02* 

90-293 

P 

IPPOLI rOf T. A. 

8012180633* 

30-10 

P 

IPPOLITOf T. A. 

8012180640* 

50-10 

P 

IPPOLITOf T. A, 

0012120437 

50-263 

F 

IPPOLITOf T. A. 

8012130196 

30-249 

F 

IPPOLI rOf T. A. 

0012170372 

30-133 

F 

IPPOLITOf T. A. 

8012300614 

50-298 

P 

IPPOLITOf T, A, 

6012300622* 

50-298 

P 

IPPOLITOf T A. 

8012300633* 

90-290 

P 

IPPOLITOf T. A. 

8012300704 

50-271 

P 

IPPOLITOf T. A, 

0012300707* 

50-271 

P 

IPPOLITOf T. A. 

8012300710* 

50-271 

P 

IPPOLI rOr T. A. 

801223051S* 

50-259 

P 

IPPOLITOf T. A. 

B012230S23* 

50-259 

P 

IPPOLITOf T. A, 

0012230510 

50-259 

P 

IPPOLITOf T. A. 

8012300786 

50-254 

P 

IPPOLITOf T. A. 

8012300790* 

50-254 

P 

IPPOLITOf T. A. 

8012300795* 

30-254 

P 

IPPOLITOf T. A. 

8012220263* 

50-324 

P 

IPPOLITOf T. A. 

8012220271* 

50-324 

P 

IPPOLITOf T. A. 

8012220236 

50-324 

P 

IPPOLITOf T, A. 

8012300691 

50-293 

P 

IPPOLITOf T. A. 

8012300697* 

50-293 

P 

IPPOLITOf T, A, 

8012300700* 

50-293 

P 

IPPOLITOf T. A. 

8012300713 

50-259 

P 

IPPOLITOf T. A. 

8012300716* 

50-259 

P 

IPPOLITOf T. A, 

8012300724* 

50-259 

P 

IPPOLITOi T. A. 

8012310004 

50-271 

P 

IPPOLITOf T. A. 

8012300640 

50-220 

P 

IPPOLITOf T. A, 

8012300647* 

90-220 

P 

IPPOLITOf T, A. 

8012300633* 

50-220 

P 

IREDALEi J, R. 
IRELAND* ft. 
IRELAND* R. 
IRVINOrB. J. 

8012170704* 

6012110135 

B012160011 

6012310970 

50-289 

MISC 

TOPREP 

FOIA 

H 

IRMlNf 0. P, 

6012090263 

50-450 

0 

IRHIN. D. P. 

8012090265* 

50-450 

0 

IRIlI^If D.P. 

6012090297 

50-463 

0 

IRHINf D.P. 

8012090598* 

50-463 

0 

IRMtMf D.P. 

Q012100471* 

50-463 

0 

IRHIHf D.P. 

8012230038 

50-430 

<3 

lR(4IHf D.P. 

8012090265* 

30-430 

Q 

IRUINf D.P. 

8012230038 

50-430 

0 

IRUlHf D.P, 

8012090298* 

90-463 

0 

IRUlNr D.P. 
rSB IN* H. S. 

8012100471* 

8012100189* 

50-463 

CONTRACT 

0 

ISLEYi T. 

8012120496* 

30-346 

8 

ISLEYf T. 

B012120512* 

50-346 

6 

I BLEY* T. 

6012310328* 

30-346 

8 

JABBOUR* K. N. 

6012020388 

SO-329 

V 

JACK I Nr I.H. 

0012310470* 

30-373 

0 

JACHINf I. N. 
JACKSON* J. L. 
JACKSON* J. L, 
JACKSON* R. W. 
JACKSON* G. L, 

JACKSON* J. L. 
JACOBS* A. 

8012150268* 

8012010030 

8012010043 

0012080291* 

8012110337 

8012040603 

8012080371 

50-331 

RES 

RES 

GA999 

PR 

RES 

CONTRACT 

Q 

JACOB Sr K. 

JACOB SONfN. 
JACOSaNITZf p. 

8012160368* 

8012110783 

8012160381 

50-286 

PR 

PR 

0 

JACOBS* A. M. 

6012160107 

50-03 

I 

JAKOB ClNi K. D, 

0012030441 

50-289 

H 

JANCCEKrR. f. 

8012090400 

50-237 

P 

JANECEK*R, F. 

8012160310 

50-237 

P 

JANECEKrR. F. 

8012170408 

50-237 

0 

JANECEKf R. F. 

6012010343 

50-254 

P 

JANECEKfR. F. 

8012110274 

50-237 

P 

JANECEKfR.F. 

8012150052 

50-237 

P 

JANECEKi R. F. 

8012120301 

50-237 

P 

JANEGEKi R. F. 

6012160136 

50-237 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

JANECER, R. F, 

6012160172 

SO-10 

P 

JANICIKf E. 

6012170701 

RES 


JANIC IKf E. 

8012170760* 

REG 


JAN I NEK 1 M. 

6012020263 

Prog 

JAMWEV, C. D. 

6009190463* 

40-0106 


JANNEYf C. D. 

6012080733* 

40-0106 


JANSEN. C, 

8012240434* 

40-8743 


JANSSENr T. K. 

eO 12080671 

PR 


JANSSENf T. K. 

6012160330 

PR 


JANUSKAf A. 0. 

8012040263* 

90-331 

a 

JARQSLOWf a, N. 

0012230426 

50-38? 

C 

JARRETTf R. D. 

6012090213 

71-5362 


JAUDON. J. P. 

0012060834* 

50-313 

Q 

JENKINSf Q, R. 

3012090197* 

50-395 

0 

JENKlNSf 0. R. 

8012160184* 

50-553 

a 

JENKINS. 0, R. 

00121 10222* 

50-340 

0 

JENKINBf 0. 

0012160167* 

50-438 

a 

JENKINS. 0. R. 

0012100379* 

50-369 

Q 

JENKINSf 0. R. 

8012160306* 

50-302 

Q 

JENKINS, C. L. 

0012120199 

PR 


JENKINS, R. V. 

3012090444* 

50-304 

s 

JENKINS. R. V. 

3012170618* 

50-304 

8 

JENSf H. H. 

8012240278 

90-452 

A 

JENSCH. S, W. 

3012030664* 

FOIA 


JENSCHf S, N. 

0012030319* 

27-10 


JENSEN, P. L 

3012230109 

TOPREP 


JENSEN, 8. E. 

8012100379 

TOPREP 


JER0EN6, C. 

8012100194 

50-546 

0 

JESSEr K. E, 

0012120319 

PR 


JODY, B. 

0012220139 

XPORTLIC 


JOHNSON, L. 

60£203049e« 

FOIA 


JOHNSON, L, 

00 1203 0090* 

27-39 


JOHNSON, L. 

0012030096* 

27-39 


JOHNSON, L. 

8012030009* 

27-39 


JOHNSON, L. 

8012030011* 

27-39 


JOHNSON, L. 

8012030014* 

27-39 


JOHNSON. L. 

8012030016* 

27-39 


JOHNSON, L. 

8012030019* 

27-39 


JOHNSON, L. 

8012030024* 

27-39 


JOHNSON, L. 

0012030026* 

27-39 


JOHNSON, L. 

6012030670* 

FOIA 


JOHNSON, W. P. 

00121 10792* 

FOIA 


JOHNSON, M. P. 

7810240089 

50-29 

p 

JOHNSON, 11. R. 

8012100436 

XPORTLIC 


JOHNSON. J. M. 

8012190494* 

0A999 


JOHNSON. A. R. 

8012020749* 

90-449 

Q 

JOHNSON, J. M. 

0012220098* 

QA999 


JOHNSON, R. U. 

0012030823 

NURSO 


JOHNSON, H. 0. 

6012050496* 

PROJ 


JOHNSON, N. D. 

6012120237* 

50-313 

Q 

JOHNSON. H. P. 

6012100319 

50-309 

Q 

JOHNSON, C. R. 

8012240307 

71-669S 


JOHNSON, A. D. 

6012100147* 

50-361 

Q 

J0Hf>l8ONf A. D. 

8012310594* 

50-133 

Q 

JQHflSTON, <^. W. 

8012310538* 

50-344 

0 

JOHNSON. R. E. 

0012300384* 

50-361 

K 

JOHNSON, J. U. 

6012150206* 

S0-I5S 

P 

JOHNSON. 6. 

6012120370 

PR 


JOHNSON, R. W. 

6012020450* 

50-344 

0 

J0HN6RUD, U. H. 

0012290499 

PR 


JOHNSON. R. L. 

8012110556 

NUREO 


JOHNSON, H. P. 

6012110916 

50-309 

Q 

JOHNSON, R. H. 

8012290184* 

50-209 

H 

JOHNS ON, U. D. 

8012290020 

50-368 

8 

JOHNSRUD. J. H. 

6012290514 

30-209 

0 

JOHNSON, U, 0. 

6012290025 

50-360 

8 

JOHNSON, W. P. 

0012310276 

50-309 

P 

JOHNSON, N. 8. 

8012290611 

NUREO 


JONES, 0, C. 

8012220716 

NUREO 


JONES, N. C« 

6012220607 

50-205 

Q 

JONES, W. C. 

0012120210 

50-203 

0 

JONES, D. W. 

0012090109* 

70-1151 


JONES, P. N. 

0012310605* 

40-7402 


JONES, L. 

0012020710 

FOIA 


JONES, C. E. 

8012080035* 

50-454 

Q 

JONES, 11. 

8012040376 

PR 


JONES, K 

8012160413* 

TOPREP 


JONES, H, C, 

8012190024 

50-aas 

0 

JONES, C, E. 

8012190267* 

30-434 

0 

JONES. E. 

0012100239 

30-247 

8 

JONES, L. 

0012190410 

FOIA 


JONES, L. 

8012240122 

FOIA 


JONES, U. C. 

0012090092 

PR 


JONES, J. U. 

8012020943* 

30-270 

8 

JONES, S. U. 

8012090662 

50-329 

O 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

JONES. 0. N. 

6012050675 

50-329 

( 

JONES. 8. U. 

3012290109* 

50-329 

C 

JONES, 8. 

8012160663 

PR 


JONES. 8. W. 

8012300233 

50-329 

( 

JONES. J. L. 

0012100469* 

50-270 

i 

JONES. U. C, 

0OI219O53G 

50-205 

f 

JONES, U. C. 

0012220379 

50-285 

F 

JONES. E. 

8012290374 

70-371 


JONES. B. H. 

8012290148 

50-329 

C 

JONES, J, L. 

0012230920* 

50-287 

$ 

JONES, J. L. 

8012300475* 

50-207 

E 

JONES, J. U. 

8012300498* 

50-269 

£ 

JONES, B. U. 

8012290567 

50-329 

C 

JONES. D. W. 

8012290375 

50-275 

C 

JONES. N. 

8012300007 

S 0-275 

C 

JONES. B. N. 

6012300183 

50-275 

Q 

JONES, J. L. 

8012300488* 

50-207 

E 

JOPPA, J. 

8012] 10615 

PR 


JORDAN. E. L. 

8011130046* 

SECY 


JORDAN, M. J. 

0012100597* 

so-io 

a 

JORDAN. E, L. 

0012100065 

50-310 

p 

JORDAN.N. a. 

0012020673 

50-443 

G 

JORDAN. M. 3. 

0012020673 

50-443 

<t 

JORDAN. N. 8. 

8012170675 

50-443 

Q 

JORDAN, M. S. 

B012170673 

50-443 

Q 

JORDAN. U. 8. 

8012290322 

50-443 

Q 

JORDAN, W, 8. 

8012290322 

50-443 

0 

JORGENSON, B. L. 

8012310433* 

50-255 

Q 

JOY, J. M. 

8012160338* 

50-206 

ft 

JOYNER, J. H. 

8012100247* 

70-1 143 


JOYNER. J. H. 

0012090093* 

70-135 


JOYNER. J. H, 

00-12110150* 

70-1143 


JOYNER, J. H, 

6012110171* 

70-33 


JOYNER, J. H, 

BO 12230061* 

70-135 


JOYNER. J. H. 

60 1 2300039* 

70-020 


JOYNER, J, H, 

0012190690* 

70-371 


JOYNER, J. H. 

8012220019* 

70-U43 


JOYNER. J. H. 

8012220012* 

70-020 


JOYNER. J. H. 

8012220023* 

70-135 


JOYMER. J. 

0012290374 

70-371 


JUDDf C. 1. 

0012010624 

PR 


JUN-YI, L, 

0012090370 

cQMiirssiaN 

JURASIN, n. p. 

BO 120401 49 

30-309 

F 

JURGENSENf R. W. 

60 1 2230265 

TOPREP 


JUROENSEN. R. U. 

BO 12230300 

TOPREP 


JURGENSENf R, tL 

8012120504 

NUREO 


KAHLE, J. B. 

0012310619* 

70-143 


KAHLERf R. E. 

0012290151 

PR 


KAHN.H. 1. 

8012170524* 

NUREO 


KALAKOHSKYi 6. C. 

0012010111 

PH 


KALIVIANAKI8.N. 

6012010374 

50-234 

8 

KALIVIANAKIS.N. 

BO 120904 07 

50-263 

8 

KALIVIANAKIS.N. 

8013090446 

50-263 

S 

KALIVIANAKIS.ir 

0013090451 

50-265 

8 

KALIVIANAKIB. N. 

BO 1^150230 

30-265 

B 

KAL1VIANAKE8, N, 

0013170446 

50-254 

R 

KALIVIANAKIB. U. 

0012300414 

50-265 

S 

KALOWSKY, W. W 

8012240032* 

40-7924 


KAHIN, H. 

8012120085 

PR 


KANEi N. 

8012090241 

50-393 

E 

KANE, W. F. 

6012020095 

50-302 

A 

KANE, M. F. 

B01222D014 

50-395 

m 

KANE. M. 

8012110776 

50-393 

K 

KANE. W. F. 

6012160291 

50-395 

1 

KANE. M, F. 

6012160005 

50-395 

A 

KANE, M. F. 

6012160025 

50-395 

A 

KANE, M. 

8012240152 

50-395 


KANE. W, F. 

6012310180 

50-382 

i 

KANEN, A. 

6012080007* 

50-443 

E 

KANNARD. d. R. 

8012190471 

TOPREP 


KAPLAN, A. L. 

8012040470 

70-1 113 


KAPLAN, A. L. 

0012180472 

70-1 113 


KARLOWrcz.M. L. 

0012240140 

50-395 

1 

KARMAH, M* 

0012300134 

50-450 

G 

KARP.F. B. 

6012000450* 

50-247 

6 

KASMANf R. 

6012170157 

PR 

[ 

HASTEN DERG. II. 

6012020797* 

30-312 

P 

KASTENBEROf N. E. 

8012020804* 

50-312 

□ 

KATSlKISf E. 

8012110310 

PR 


KATTERJGHNf J. C. 

0012000465 

PR 

i 

KAUFMAN, N. C. 

0012220174 

RES 


KAY, J.A. 

0012020111 

SO -29 

F 

KAY, J. A. 

0012020242 

30-29 

P 

KAYr J, A. 

0012240259 

30-29 

P 

KAY, J. A. 

6012290249 

30-29 

H 


i 


j 

i 


PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

KEARNET. J. J. 

8013080769 

PR 


KEARNE/i J. J. 

BO 12090100 

PR 


I^EATEMi R. W. 

8012100177 

50-209 

T 

KEENEY, H, P. 

BO 12120362 

71-3908 


KEENER E. 

9012180333 

PR 


KEIMIOi R. R. 

80121 10090» 

50-219 

Q 

KSmiO, R.R 

8012160309* 

50-289 

0 

KEtHlO, R. R. 

8012220077* 

30-243 

0 

KEIHIO, R.R. 

8012190707* 

50-272 

Q 

KEH1IO, R. R. 

8012100203 

30-219 

S 

KEIMIC. R. fl. 

BO 12310238* 

50-289 

T 

KELBLEYi N. D. 

8012190611* 

71-354 


KELDLEY, N. D. 

8012110343 

71-9011 


KELBLEYi N. D. 

B0121l03b6 

71-5796 


KELDLEY. N. D. 

8012190608 

71-354 


KELLEY, J, U. 

8012290073* 

COMM 1881 ON 

KELLER, J. H. 

8012240443* 

ORO 


KELLEY, U. D. 

8012190446* 

QA999 


KELLEY, W. D. 

8012180644* 

QA999 


KELLEY, D.L. 

8012020194* 

50-2BS 

Q 

KELLEY, M. D. 

8012190312* 

0A999 


KELLER. 0. R. 

8012230201 

NUREO 


KELLOGO, P. J. 

6012180208* 

50-338 

0 

KELLOGG, P. J. 

8012110237* 

50-416 

Q 

KELLCOOi P. J. 

8012180149* 

50-338 

Q 

KELLDOO. P. J. 

8012090310* 

50-416 

0 

KELLDOO. P. J. 

8012110637* 

50-395 

0 

KELLOOO, P, J. 

8012180039* 

50-241 

Q 

KELLOOQrH. 

8012170100 

PR 


KELLY, R. B. 

0012220086* 

QA999 


KELLY, J. A. 

8012120562* 

30-112 

Q 

KELLY, J. A. F. 

8012110784* 

50-267 

Q 

KELLY, J. A. 

8012120559 

SO-112 

0 

KELLY, a A. F, 

8012110780 

50-267 

Q 

KELLY, R.J. 

8012090385 

30-321 

P 

KELLY, R. J. 

8012230064 

SO-321 

0 

KEL&eY*C. A. 

80121B0197 

PR 


KEMPER, U. S 

8012010461 

PR 


KEMPER, J. 8. 

8012050110 

PR 


KEMPER, si. 5. 

8012080190 

REO<^D 


KEKPER, J. 8 

8012080424 

90-352 

A 

KEMPER, J. S. 

8012100493 

50-352 

A 

KEMPER fJ. 8 

8012300527 

50-352 

8 

KENDALL, M.L. 

6012170648 

50-289 

K 

KENITZER,H. L. 

8012030854* 

50-10 

P 

KENNAiU. 8. 

GO 12090 176* 

70-1 151 


KEHNA,frl. B. 

G0121205BO* 

50-333 

0 

KENNA.N. 8. 

8012120575* 

50-302 

0 

KENNAiN. B. 

8012100686* 

70-143 


KENNArU. B. 

8012180055 

50-259 

0 

KENMA,U. B. 

8012120573 

80-302 

Q 

KENNAi U. B. 

8012120579 

50-335 

8 

KENMA. il. D, 

8012090162 

70-1151 


KENNA,U. Q. 

8012180478* 

70-1113 


KENMA,U. B. 

8012160242 

50-261 

Q 

KENMA, VI. B. 

8012190603 

XPORTLIC 


KENNA, V. B. 

8012160216 

70- U3 


KENNA.Vf. a. 

8012190716 

50-430 

0 

KENNA, ». B. 

8012180381 

50-391 

Q 

KENNEDY, B. E. 

8012110825 

PR 


KENNEDY, D, M. 

8012160425 

50-255 

R 

KENNY, T. 

8012300003* 

50-247 

Q 

KENNY, T. J. 

8012180353* 

50-247 

0 

KENRICK, J. R. 

8012020758 

70-2909 


KENRICK, J, R. 

8012290206 

70-2909 


KENRICK. J. R. 

8012020758 

70-2909 


KENRICK, J. R. 

8012290011 

70-2909 


KENRICK, J. R. 

8012290011 

70-2909 


KENT, T. T 

8012010302* 

71-399 


KENYOM, T. J. 

8012120597 

50-320 

A 

KENYON, T. J. 

8012160164 

50-390 

A 

KENYON, T. J. 

8012100695 

50-390 

A 

KENYON, T. J. 

8012190065 

50-327 

P 

KEPFOflD,C. 

8012290083 

50-463 

0 

KEPPLER, J, Q, 

8012310373* 

40-7402 


KEPPLEft, J* 0. 

8012310543* 

40-7402 


KEPPLER, J. 0. 

0012190692* 

50-305 

Q 

KEPPLERi J. 0. 

8012310514 

50-341 

Q 

KEPPLER, J. 0. 

0012090145* 

50-440 

0 

KEPPLER, J. 0. 

8012190667 

50-305 

0 

KEPPLER. J. 0. 

8012220144* 

50-440 

A 

KEPPLER, J. 0. 

8012090130 

50-440 

0 

KEPPLER, J. 0. 

8012160055 

50-409 

0 

KEPPLER, 0. 0. 

8012170271 

50-329 

0 

KEPPLER, vf, 0. 

8012170498 

50-546 

0 


AUTHOR 

ACCESSION 

NUfIBER 

SUBJECT 

CATEOOftY 

KEPPLER, J. 0. 

8012170501 

50-303 

Q 

KEPPLER, J. 0. 

8012170306 

50-315 

Q 

KEPPLERi J. 0. 

B012170510 

50-10 

0 

KEPPLERi J. 0. 

80121703^7 

50-1S5 

0 

KEPPLER, J. 0. 

8012170537 

50-329 

Q 

KEPPLER, J. 0. 

0012170342 

50-346 

Q 

KEPPLER, J. 0. 

0012170546 

50-237 

0 

KEPPLER, J. 0. 

0012170553 

50-403 

0 

KEPPLER, J, 0, 

0012170624 

50-266 

0 

KEPPLER, J. 0. 

8012170634 

50-331 

Q 

KEPPLER, J. 0. 

8012170644 

50-263 

0 

KEPPLER, J. 0. 

8012170649 

50-440 

0 

KEPPLER. J. 0. 

0012170656 

50-367 

0 

KEPPLER* J. 0. 

8012170661 

50-359 

0 

KEPPLER, J, 0. 

0012170666 

50-461 

Q 

KEPPLER. J. 0. 

0012170671 

1^0-341 

0 

KEPPLER, J. 0. 

0012180130 

50-358 

0 

KEPPLER, J. 0. 
KEPPLER, J. 0. 

0012310464 

0012310334 

30-373 

40-7402 

a 

KEPPLER, J. 0. 

0012020112 

50-305 

p 

KEPPLER. J, 0. 

0012180D22 

30-409 

Q 

KEPPLER, J. 0, 

0012180506 

30-461 

Q 

KEPPLER, J. 0. 

0012040270 

30-10 

S 

KEPPLER, J. 0. 

0012040509 

50-315 

F 

KEPPLER, J. 0. 

8012220042 

50-266 

Q 

KEPPLER, J. 0, 

8012010051 

50-373 

A 

KEPPLER, J, 0. 

8012020743 

50-10 

G 

KEPPLER, J, 0. 

8012010581 

50-373 

A 

KEPPLER, J. 0. 

8012020052 

50-331 

F 

KEPPLER, J. 0. 

8012020063 

50-263 

P 

KEPPLER, J, 0, 

Q012020077 

50-315 

F 

KEPPLER, J. 0. 

8012020098 

50-409 

F 

KEPPLER, J. 0. 

SO 120201 02 

50-305 

F 

KEPPLER, J. G. 

S012020106 

50-155 

P 

KEPPLER, J. 0. 

8012020118 

50-346 

F 

KEPPLER, J. 0. 

BO 12020 122 

50-266 

F 

KEPPLER, J. 0. 

0012020155 

50-155 

F 

KEPPLER, J, 0. 

0012020167 

50-10 

F 

KEPPLER, J. 0. 

0012040057 

50-295 

0 

KEPPLER, J. G. 

0012020657 

50-331 

Q 

KEPPLER, a 0. 

0012020666 

30-315 

0 

KEPPLER, J. 0. 

0012040633 

30-263 

0 

KEPPLER, J. 0. 

0012040637 

50-373 

0 

KEPPLER, J. 0. 

0012040641 

50-546 

0 

KEPPLER, J* 0. 

8012040644 

50-367 

Q 

KEPPLER, J. 0. 

0012040646 

50-461 

0 

KEPPLER, J. 0. 

8012040647 

50-341 

Q 

KEPPLER, J. G. 

0012040649 

90-329 

0 

KEPPLER, J. G. 

0012040653 

50-331 

0 

KEPPLER, J. G. 

8012040654 

30-409 

Q 

KEPPLER, J. G. 

0012040656 

30-346 

0 

KEPPLER, J.G, 

0012040659 

50-266 

0 

KEPPLER, J. 0, 

0012040661 

30-305 

Q 

KEPPLER, J, 0. 

8012040664 

30-483 

0 

KEPPLER, J. 0. 

0012040667 

50-10 

Q 

KEPPLER, J. 0. 

8012040671 

30-440 

Q 

KEPPLER, J. 0, 

0012040674 

30-135 

Q 

KEPPLERi J. Q. 

801 2040676 

90-350 

Q 

KEPPLERi J. 0. 

901204067B 

90-315 

0 

KEPPLER. J. 0. 

0012310136 

50-483 

A 

KEPPLERi J. 0. 

0012080031 

30-313 

0 

KEPPLER. J. 0, 

0012080036 

50-350 

Q 

KEPPLERi J. 0. 

001208003? 

30-440 

0 

KEPPLERi J. 0. 

0012080041 

30-329 

Q 

KEPPLER, J. 0. 

80120B0044 

30-155 

Q 

KEPPLER, J. 0. 

0012080055 

go-409 

Q 

KEPPLER, J. 0. 

0012000036 

50-341 

0 

KEPPLER. J. 0. 

8012080057 

30-331 

Q 

KEPPLERi J. 0. 

0012080063 

S0r461 

Q 

KEPPLERi J. G. 

0012080066 

30-367 

Q 

KEPPLER, J. 0. 

0012080070 

30-263 

Q 

KEPPLER. J. G. 

0012080071 

30-346 

0 

KEPPLER. sJ. Q, 

0012080074 

30-346 

Q 

KEPPLER,^- 0. 

0012000076 

30-40.1 

0 

KEPPLERitl, Q. 

0012000080 

30-266 

0 

KEPPLER, J. 0. 

0012000083 

30-305 

Q 

KEPPLER, J. 0. 

0012080087 

30-10 

0 

KEPPLER, J. 0. 

8012120389 

30-305 

Q 

KEPPLER, J. 0, 

0012090468 

30-155 

F 

KEPPLERi U.O. 

0012190262 

30-155 

0 

KEPPLERi J. 0. 

0012190270 

30-263 

Q 

KEPPLERi J. 0. 

8012220591 

30-346 

0 

KEPPLERi J. 0. 

0012220594 

30-331 

Q 

KEPPLERi J. G, 

0012220606 

50-315 

0 

KEPPLERi J. G. 

0012230223 

30-10 

Q 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

KEPPLER, J. 0. 

0012230236 

90-409 

Q 

KEPPLER, J. 0. 

8012100661 

50-237 

Q 

KEPPLER, J. 0. 

6012170520 

90-305 

Q 

KEPPLER, J. 0, 

8012170522 

50-266 

Q 

KEPPLER, J, 0. 

8012170525 

50-346 

0 

KEPPLER, J. 0. 

8012170528 

50-546 

Q 

KEPPLER, J. 0, 

0012170531 

30-263 

Q 

KEPPLER, J. 0. 

8012170333 

50-367 

Q 

KEPPLER, J, 0. 

8012170333 

50-331 

0 

KEPPLER, J. 0. 

8012170539 

50-461 

Q 

KEPPLER, J. 0. 

8012170540 

50-341 

Q 

KEPPLER, J. 0, 

8012170541 

90-409 

0 

KEPPLER, J, 0. 

8012170545 

30-329 

G 

KEPPLER, J. 0. 

9012170549 

90-319 

G 

KEPPLER, J. 0. 

8012170552 

50-10 

Q 

KEPPLER, J. 0. 

B01217055S 

90-398 

Q 

KEPPLER, J. 0. 

8012170357 

30-440 

Q 

KEPPLER, J. 0. 

0012170561 

50-195 

Q 

KEPPLER, J. 0. 

8012170754 

50-483 

Q 

KEPPLER, J. 0. 

0012190709 

50-346 

P 

KEPPLER, J, 0, 

0012100195 

90-409 

P 

KEPPLER,' J. 0. 

8012180414 

90-319 

Q 

KEPPLER, J. 0. 

0012100579 

50-293 

0 

KEPPLER, J. 0. 

8012190427 

bo-346 

A 

KEPPLER, J. 0, 

8012130278 

50-266 

0 

KEPPLER, J. G. 

8012180002 

50-237 

P 

KEPPLER, J. 0. 

8012240472 

50-191 

G 

KEPPLER. J. 0. 

0012290396 

50-265 

H 

KEPPLER, J. 0, 
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90-390 

Q 

LEWIS, R. G. 

6012310239 

90-261 

Q 

LEWIS. R.C. 

8012110228 

50-416 

Q 

LEWIS, R. C. 

6012160140 

90-338 

Q 

LEWIS. R. C. 

8012180108 

50-338 

Q 

LEWIS, a. H. 

6012300013 

50-449 

M 

LEWIS, R. C. 

LEWI3,H. 1. 

8012100497 

8012090018* 

50-259 

NUREO 

6 

LEW 1 3, 8. H. 

8012240009 

50-320 

0 

LEW 1 8, a H. 

8012290179 

50-320 

0 

LEWIS,R. C. 

8012190466 

90-299 

0 

LEW IS, B. H. 

6012230036 

50-320 

0 

LEW IS, 6. H. 

6012300189 

50-320 

0 

LEWIS, H. I. 

8012290444 

50-392 

0 

LEWIS, a. H. 

8012290919 

50-320 

0 

LlDERtiAN. J. Q. 

8012160604 

50-320 

0 

LIBERMAN, U. 8. 

8012160604 

50-320 

0 

LI9R1ZZ1»F. P 

8012020649 

50-272 

8 

LIBRIZZItF. P. 

8012020489 

50-272 

a 

LIBRI ZZ1,F. P. 

8012020699 

90-272 

8 

LIBRIZZIrF. P. 

8012020940 

50-272 

e 

LlBRIZZIiF. P. 

0012090382 

50-272 

8 

LIBRIZZIiF, P. 

6012110403 

50-272 

a 

UIBRIZZIiF. P. 

8012190121 

90-272 

S 

LZCClARDOiR. 0. 
LICHTENBEROER 

6012080398 

6012180493 

90-309 
70-1 100 

0 

LIEDERMAW, 

LIEURANCEiIlT 

6012290106 

8012010272 

30-255 

40-8743 

0 

LI0IEW8K1, 8, 
LINDENBLAD, 0. E. 

6012020600* 

6012080308 

30-310 

PR 

8 

LINDER, F. 

8012020273 

50-409 

P 

LINDER, F. 

8012090393 

50-409 

P 

LINDER, F. 

6012010310 

50-409 

P 

LINDER, F. 

6012020909 

50-409 

a 

LINDER, F. 

8012020493 

90-409 

s 

LtNOERrF. 

8012220608 

50-409 

Q 

LINDER, F. 

8012020100 

30-409 

P 

LINDER, F, 

8012020319 

50-409 

P 

LINDER, F, 

8012060489 

50-409 

P 

LINDER, F. 

6012090902 

50-409 

a 

LINDER, F. 

6012100929 

90-409 

8 

tINDER,F. 

8012100830 

50-409 

3 

UNDER, F. 

8013090206 

90-409 

s 

UNDER, F. 

8012190244 

30-409 

s 

UNDER, F. 

8012090366 

80-409 

8 

LINDER, F. 

8012160390 

90-409 

P 

LINDER, F. 

8012120229 

50-409 

P 

UNDER, F, 

8012160280 

90-409 

R 

LINDER, F. 

8012160442 

50-409 

S 

LINDER^ F. 

L INEHANi J. J. 

UNEHAN. J. J. 

LINEHAN, 

LlNEHANraa 

LI NEMAN/ vi; J. 

8012230378 

8012020003 

0O18P3OOO7 

8012160184 

!80l2i60171 

8012160167 

50-409 

40-2299 

40-r89a4 

40-8084 

40-8727- 

40-0434 

S 

lineman, JiJ. 

8012160179 

40-6622^ 
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AUTHOR 

NUMBER 

CATEGORY 

L I NEMAN. J. J. 
LINEMAN, J. J. 
LINTNER, A. R. 
LINTON, 0. W. 

LISK, R. 0. 

6012160191 

a012l60i26 

8012030317* 

8012110262 

8012120151 

40-8004 

40-1162 

FOIA 

PR 

PR 

LITTLE, H. 8. 
LITTLEJOHN, J. D. 
LITTLE, B.H, 
LITTLE, W, S. 
LITTLE, 8. H. 

8012110703* 

0012110232 

8012110646* 

8012020793* 

8012310911* 

90-331 0 
50-409 H 
90-341 0 
90-263 Q 
90-341 Q 

LITTLE. M. 

LITTLE, W. 8. 
LITTLE, M. 

LITTLE, D.5. 
LIVERMORE, H. H. 

6012100420 

6012310447* 

SO121OO103 

0012240446 

aoii23o?7a» 

CONTRACT 
30-331 Q 

CONTRACT 
50-922 0 

90-461 0 

LLOYD, A. B. 
LOCASCIOrA, T, 
lochstet, h. a, 

LOODER,M. 

LOFYi R. 

6012020268* 

0012100406 

8012120261 

3012230246* 

0012310602* 

TOPREP 

PT21 

PR 

0A999 

CONTRACT 

LOOAN, A. 

LQOUE, R. H, 

LOHAUa. P. 

LQI9. L. 
LONEROAN,C. T, 

0012150023* 

6012300549 

6012220219* 

8012090198 

6012100211 

90-320 H 
90-352 A 
FOIA 

TOPREP 

PR 

LONOAKER, J, B. 
LOOHia, J. a. 

UORCHi L. D. 
LOR10,P.ll 

LOR IQ, P. i1. 

6012190683* 

0012240284 

0012120357 

0012020513 

6012240178* 

40-7102 

REOOD 

PR 

70-802 

70-802 

LOTaCKl,D. 
LOUDERDACH, T, E. 
L0VAA8, A. 
LOVENDALEiP.C. 
LOVENDALE,P.C. 

0012290023 

6012180308 

0012120169 

6012190680* 

0012230193* 

90-247 H 
40-8714 

PR 

90-336 0 

30-373 0 

L0W&N3TEIN, R. 
LOWHNSTEINrR. 
LOWENSTEIN.R. 
LOWEN STEIN, R, 
LUNENSTEIN,R. 

6012030153* 

6012030043* 

6012030579* 

6012030385* 

8012030040* 

27-10 

27-10 

FOIA 

FOIA 

27-10 

L0WEN8TEIN,R. 
L0WEN8TEIN. R. 
LOWENSTEIN. R. 
U0WEN8TEIN, R. 
LQWEN8TEIN, R. 

6012030332* 

0012030056* 

6012030910* 

6012030998* 

6012060531 

27-10 

27-10 

27-10 

FOIA 

PR 

LQMERRE.R.W. 
LaZADQ,B.E. 
LUBENAU, J. 0. 
LUBENAU, J. 0. 
LUBENAt;, J. 0. 

6012240008 

8012290128 

6012010431 

6012120243* 

6012160620 

50-490 0 
PR 

Prog 
State Prog 
8tat« Prog 

LUBENAU, y). 0. 
LUBENAU, J. 0. 

LUCEY, J. M. 
UUEDECKe,A. R. 
LUEDECHE,A.R. 

6012190562 

8012220417 

0012060210 

6012030^93* 

6012030637* 

t6E 

Stato Prog 
PR 

FOIA 

FOIA 

LUEDKE, D. 

LUKEN6, H. R. 

LUKZrF. J. 

LUXZ, F. J. 

LUK2, F. J. 

8012120044 

6012190432 

0012160018* 

8012170219* 

6012240044* 

PR 

NUREO 

CONTRACT 

CONTRACT 

CONTRACT 

LUNDVALL, A. E. 
LUNDVALL, A. E, 
LUNDVALL, A. E. 
LUNDVALL, A. E. 
LUNDVALL, A. E. 

00 1201 0360 
6012030658 
0012020429 
0012020429 
6012020432 

90-317 0 
90-317 Q 
90-317 P 
90-317 P 
90-317 P 

LUNDVALL, A. E. 
LUNDVALL, A. E. 
LUNDVALL, A, E. 
LUNDVALL, A. E. 
LUNDVALL. A. E. 

6012020438 
0012090454 
□012090277 
BOl 21 20479 
9012170299 

50-317 P 
30-317 P 
90-310 P 
90-316 0 
90-317 P 

LUNDVALL, A, E. 
LUNDVALL, A. E. 
LUNDVALL, A, E. 
LURIE, N. A. 

LUTMAN, «. 

8012190117 

8012220379 

0012230461 

0012190432 

0012120299 

90-317 P 
90-317 P 
30-317 P 
NUREO 

PR 

LUTZ, H, J. 

LYNCH, W. A. 

LYNCH, C, A. 

LYNCH, 0. L. 

LYNO, T. 

8012110317 

8012030550* 

0012030536* 

6012230374 

8012300172 

PR 

FOIA 

FOIA 

NUREO 

50-289 H 

LYON, 0. H. 

MAC ARTHUR, T. C, 
MACARTHUR,T.C. 
MACARTHUR, T. C- 
MACARTHURrT.C. 

8012110453 

8012190595* 

8012190239* 

6012090167* 

0012100266* 

NUREO 

27-47 

27-47 

90^333 0 

70-B20 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 

MAC ARTHUR, T. C. 

0012310047* 

90-330 

0 

MACARTHURfT.C. 

8012190902* 

50-327 

a 

MAC ARTHUR, T. C. 

0012190192* 

27-47 


MACARTHUR.T. C. 

0012190609* 

XPDRTLIC 

MACDONALD, C. E. 

8D04 100228 

71-9073 


MACDONALD, C. E. 

8004100230* 

71-9073 


MACDONALD, C. E. 

80 I 20 10247* 

71-9073 


MACDONALD, C. E, 

0012010223* 

71-9073 


MACDONALD, C. E. 

0012010208* 

71-9073 


MACDONALD, C. E. 

0012010137* 

71-9073 


MACDONALD, C. E. 

0012010020 

71-9006 


MACDONALD, C. E. 

6012010032 

71-6090 


MACDONALD, C. E. 

8012020234 

71-9760 


MACDONALD, C. E. 

0012080626 

71-5997 


MACDONALD, C. E. 

0012080631* 

71-9997 


MACDONALD, C. E, 

0012000028 

71-399 


MACDONALD, C. E. 

8012080034* 

71-399 


MACDONALD, C. E. 

0012110432 

71-6690 


MACDONALD, C. E. 

8012110442 

71-9006 


MACDONALD, C. E. 

8012230217 

71-6496 


MACDONALD, C. E. 

8012230221* 

71-6496 


MACDONALD, C. £. 

0012310430 

71-6722 


MACDONALD, C. E. 

0012310437* 

71-6722 


MACDONALD, C.E, 

8012160296 

71-9010 


MACDONALD, C. E. 

8012230272 

71-6744 


MACDONALD, C. E. 

8012230273* 

71-6744 


MACDONALD, C. E. 

8012230274 

71-6378 


MACDONALD, C. E. 

8012230276* 

71-6379 


MACDONALD, C. E. 

8012310219 

71-39 


MACDONALD, C.E. 

0012310218* 

71-35 


MACDONALD, C.E. 

8012170171 

71-6690 


MACDONALD, G. E. 

8012160999 

71-6400 


MACDONALD, C. E. 

8012160996 

71-9136 


MACDONALD, C. E. 

8012180405 

71-9145 


MACDONALD, C. E. 

8012170186 

71-9070 


MACDONALD, C. E. 

0012170191* 

71-9070 


MACDONALD, C. E. 

8012220360 

71-6601 


MACDONALD, C. E. 

8012220366* 

71-6601 


MACDONALD, C.E. 

8012240161 

71-401 


MACDONALD, C.E, 

0012240169* 

71-401 


MACDONALD, C. E. 

0012240166 

71-394 


MACDONALD, C.E. 

8012240170* 

71-394 


MACDONALD, C.E. 

8012240173 

71-24 


MACDONALD, C.E. 

0012240179* 

71-24 


MACDONALD, G. E. 

8012300297 

71-9144 


MACDONALD, C. E. 

0012300260 

71-102 


MACDONALD, C. E. 

0012300262* 

71-102 


MACHON, R. D. 

0012020599 

90-293 

8 

MACHON, R. D, 

8012010341 

90-293 

0 

MACHON, R. D. 

8012020619 

30-293 

8 

MACHON, R, D. 

8012080409 

90-293 

8 

MACHON, R.D, 

8012100573 

90-293 

8 

MACHON, R. D. 

0012160416 

90-293 

R 

MACHON, R. D. 

0012150091 

90-293 

6 

MACHON, R. D. 

0012220442 

90-293 

B 

MACHON, R.D. 

0012230391 

90-293 

3 

MACHON, R. D. 

0012290172 

30-293 

R 

MACHON, R. D. 

0012300401 

90-293 

8 

MACHON, R. D. 

8012290331 

80-293 

8 

MACINTYRE, W. J. 

8012120268 

PR 


MACKENZIE, R.D. 

8012100203 

PR 


MACNULTY, J, d. 

8012040371 

90-247 

H 

MACY, J. W. 

8012090002* 

ORO 


MACYi J. W. 

B012230S16* 

COMMISSION 

HADDEN, W. 

8012320062* 

90-317 

0 

MADDOX, 8. 0. 

8012190170* 

90-327 

B 

MADDOX, 8. 0. 

8012160494* 

30-327 

S 

MADDOX, 8. 0. 

8012170605* 

90-327 

a 

MADEDA, T. d. 

8012010506* 

90-282 

a 

MADEDA, T. d. 

0012100369* 

70-2609 


MADEIRA, R. L. 

0012170620 

90-209 

H 

MADISON, A. L. 

8012020793* 

90-263 

<k 

MADSEN, 0. L. 

8012020222 

90-302 


MADSEN, 0, L. 

9012120309 

90-313 

0 

MADSEN, 0. L. 

0012020190 

90-289 

0 

MADSEN, 0. L. 

8012000029 

90-313 

0 

MADSEN, 0. L. 

0012120567 

90-289 

Q 

MADSEN, 0. L. 

8012120224 

90-313 

Q 

MADSEN, 0, L. 

0012010417 

90-267 

0 

MADSEN, 0. L, 

8012240043 

30-209 

0 

MADSEN, 0. L, 

8012240323 

90-313 

Q 

MADSEN, 0. L. 

8012240033 

30-313 

Q 

MADSEN, 0. L. 

8012290020 

90-368 

8 

MADBENi 0. L. 

8012290029 

90-368 

8 

MAOEE^AAi 

8012300500 

90-466 

0 
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AUTHOR 

ACCESBION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

MUMPER 

aUDJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MAMANf R. ft. 

8012190161 

90*399 

0 

MARTIN, W.O. 

BO 12220039 

50-317 

Q 

MASON. J. R. 

8012030534* 

FOIA 

HAIER, J. E, 

Q012090043 

90-244 

<1 

MARTIN. R. Di 

B012L10620« 

50-340 

Q 

MASON, J. R. 

8012030539* 

FOIA 

HAIEft* J. £. 

8012010299* 

90-244 

P 

MARTIN. M. Ji 

0012190340 

50-293 

Q 

MASON, J. R. 

8012030325* 

FOIA 

KAIEfti J. E. 

8012160429 

90*244 

P 

MARTIN. W. Ji 

8012190344 

50-317 

G 

MASON. J. R. 

8012030415* 

FOIA 

KAlEft, J. E. 

8012160240 

50*244 

P 

MARTIN. W. J. 

8012190346 

50-206 

Q 

HASftI, B, F. 

80120G0014 

NUREO 

HAlEftr J. E. 

8012160940 

30*244 

P 

MARTIN. M. J, 

0012190390 

50-277 

Q 

HASSEift. E. 

8012110124* 

90-319 

HAIERi J, E. 

8012180391 

30*244 

P 

MARTIN, W. J, 

00121903:73 

50-29 

0 

HATHEW3, E. H, 

8012040302* 

90-309 

KAlERi J. E. 

8012220227 

90*244 

P 

MARTIN, W. J. 

8012190333 

50-272 

Q 

HAT HEWS. E. R. 

0012120407* 

50-309 

KAIEfti U. E. 

8012220329 

30*244 

P 

MARTIN. W. J, 

8012190360 

50-213 

Q 

HATHEW3, e. ft. 

9012020372 

90-303 

KAIEfti J. E. 

8012220341 

90*244 

P 

MARTIN. W. J. 

0012190362 

50-333 

0 

MATHEWS, E. R. 

8012320428 

50-309 

KAIEfti J. E. 

8012300393 

90-244 

P 

MARTIN, W- J. 

6012190369 

SO-3 

0 

MATHEWS. E. R. 

3012100368 

90-305 

KAIEfti U. E. 

8012300922 

90*244 

s 

MARTIN. W. J. 

8012190369 

50-219 

Q 

MATHEWS, E. R. 

8012100324 

30-305 

MALEKi F. A. 

8012170320 

PR 


MARTIN, W. J. 

6012190372 

50-309 

Q 

MATHEWQiE. R. 

□012310421 

90-309 

KAUMROSi H. H. 

8012310338* 

30*344 

a 

KARTINi W, j. 

6012190373 

90-220 

0 

MATHEWS. E. R, 

8012150264 

90-305 

KANCUBOi F. 

801 1210992 

NUREO 


MARTIN, W.J. 

8012190377 

50-245 

0 

MATHEWS, E, R. 

8012160316 

90-309 

KANDtLi I. H. 

8012080909* 

CONTRACT 


MARTIN, N. J- 

6012190379 

90*334 

0 

MATHEWS, E R. 

8012170976 

90-309 

KANDLERt J, H, 

8012110991 

RES 


MARTIN. W. J, 

8012190332 

90-244 

Q 

MATHEWS E, R. 

8012230389 

90-305 

KANNlNOi R, K. 

8012110323* 

COHKI88ION 

MARTIN, M. J, 

6012190384 

90-271 

Q 

MATHEWS, E. R. 

□012300294 

90-303 

MANNINOrM. W, 

8012120217 

NUREO 


MARTIN. Wi J. 

8012190386 

90-289 

0 

MATHEWS, E, R. 

0012300416 

90-303 

KANKlNOiH. U. 

8012120390 

NUREO 


HARTINI. D. 

8011210432 

90-361 

8 

MATHEWS, E. R. 

8012300413 

90-309 

MAKRYi M, 

8012010307 

90*366 

8 

MARTIN, U.C, 

8012110040 

CONTRACT 


MATHEWS, E, R. 

□012300474 

90-305 

KANRV. H. 

8012010323 

90-321 

9 

MARTIN, J.B. 

0012170246 

40-6745 


MATHEWS, E, R. 

8012300999 

90-305 

MANRYiM. 

8012010371 

90*366 

8 

MARTIN, 0. E. 

8012240146 

40-8749 


MATLOCK, ft, 0. 

□012030722 

90-397 

MANRYi M. 

8012010306 

90-366 

8 

MARTIN, T. J. 

0012310634 

90-354 

Q 

MATLOCK, ft, 0. 

8012030728 

90-377 

MANRYi H. 

8012010349 

90-366 

a 

MARTIN, T.J. 

0012310636 

90*334 

G 

MATLOCK, ft, 0. 

0012170397 

90-397 

KANRYi M, 

8012010377 

90*321 

8 

MARTIN, W.O. 

8012220079 

90*269 

Q 

riATLaCK, ft, 0. 

□012330902 

50-397 < 

KANRYi M. 

8012020900 

50-366 

8 

MARTIN, W.O. 

6012240176 

70-063 


MAtgaN.v. 

8012020472 

XPQftTLlC 

MAKRYi M, 

8012020911 

90*366 

8 

MARTIN, L.C. 

0012110529 

CONTRACT 


MATSON, V. 

□012020322 

XPORTLIC 

KANRYi K. 

8012090371 

90*366 

8 

MARTIN, L.C. 

8012000636 

CONTRACT 


MATSON. V. 

8012300328 

XPOflTLlC 

KANRYi M, 

8012090379 

90-321 

8 

MARTIN, T.T. 

e012t60353« 

90-247 

Q 

MATSON, V. 

8012020331* 

XPORTLIC 

KANRYi M. 

8012290240 

90-321 

B 

MARTINSON, Z. R. 

0012190044 

RES 


MATSON. Y. 

80121 10169 

XPORTLIC 

KANRYi K. 

8012190184 

90-366 

8 

MARTIN, L.C. 

8012090354 

CONTRACT 


MATSON, V, 

8012220473 

XPORTLIC 

KANRYi M. 

8012190189 

90*366 

8 

MARTIN, L.C, 

6012090970 

CONTRACT 


HATSON. V. 

Q012S70634 

XPORTLIC 

KANRYi M. 

8012170629 

90-366 

e 

MARTIN, W. 

8012100164 

90-336 

8 

MATSON, J. 

8012310069 

XPORTLIC 

KANRYi K. 

8012230292 

30-321 

R 

MARTIN, J, D. 

801223022411 

WASTE MOT 

MATTIA. M. J, 

8012300221* 

CONTRACT 

KANRYi K. 

8012230298 

90*366 

R 

MARTIN, R,e. 

0012100074 

90-369 

P 

MATTIAr J, C, 

8012110079* 

90-412 ( 

KANRYi H. 

8012230942 

90-366 

8 

HARTTNEZ, 0. 

8012160950 

Pft 


MATTIA, J. C, 

8012190911* 

90-423 1 

KANRYi H. 

8012240264 

90-321 

8 

MARTIN, T, T. 

8012100397« 

50-247 

Q 

MATTIAr M, J, 

0012040377* 

CONTRACT 

KANRYi K. 

8012240280 

90-366 

8 

MARTIN, n. E, 

0012240101 

90-368 

F 

MATTIAr M. J, 

8012120082* 

CONTRACT 

KANRYi M. 

8012240297 

90-366 

8 

MARTIN, T. J. 

8012230492 

50-354 

8 

MATTIA, M, J. 

8012230149* 

CONTRACT 

KANRYi M. 

8012290240 

90*366 

8 

MAR TORE, J. A. 

8012300332 

90-416 

A 

MATTIArM, J. 

8012230154* 

CONTRACT 

KANRYi K. 

8012290298 

90-366 

8 

MARTOREt J. A. 

0012310177 

NUREO 


MATTIAr M, J, 

0012230173* 

CONTRACT 

KANRYi H. 

8012290329 

90-321 

8 

MASON, J.R. 

80L20a0491« 

FOIA 


MATTIA, M, J, 

8012110681* 

CONTRACT 

KANQERi N. C. 

8012010367 

70-143 


MASON, J.R, 

Q012030223« 

27-10 


MATTIAr M, J, 

8012110302* 

CONTRACT 

KANSEfti N. C. 

8012100676* 

70-143 


MASON. J.R. 

e012030324« 

FOIA 


MATTIArM, J. 

8012110927* 

CONTRACT 

KANEERj N. C. 

8012160269 

70-143 


MASON, J.R, 

8012030527« 

FOIA 


MATTIAr M. J. 

801203064 1* 

CONTRACT 

KAPLEBi A, 

8012310263 

90-271 

H 

MASON, J.R. 

e012030197« 

27-10 


MATTIA. rt, J. 

0012120432 

CONTRACT 

KARCHiR. N, 

8012090289 

90-289 

H 

MASON, J.R. 

Q0l20a02l3« 

27-10 


MATTIA, H, J, 

8012070567* 

C ONTftAC T 

KARCUCCl. D.ft. 

8012020798 

70-2909 


MASON, J.R. 

Q012030504« 

FOIA 


MATTIA, M, J. 

8012070973* 

CONTRACT 

KAftCUCGIi D. ft. 

8012290206 

70-2909 


MASON, J.R, 

8012030ie4« 

27-10 


MATTIA, H. J. 

8012100022* 

CONTRACT 

KAftCUCCIiD. R. 

8012290011 

70-2909 


MASON. J.R. 

G012030668« 

FOIA 


HATTIMOE, J. J, 

80 1 2070390' 

90-312 ! 

KARCUBiA. A. 

8012190937 

NUREO 


MASON, J.R, 

G(lt2030386« 

FOIA 


MATTIA. M. J. 

□012210349* 

CONTRACT 

KARKi R. H. 

8012040237* 

TOPREP 


MASON, J.R. 

S012030490# 

FOIA 


MATT I EON, 0, L, 

GO 12270934 

XPORTLIC 

KARKET* J, A, 

8012290199* 

90-289 

H 

MASON, J. R. 

00i2030l7t« 

FOIA 


MATT 1 HOE, J, J 

GO 121 60507 

90-312 

KARKL. R. L. 

8012220003* 

CONTRACT 


MASON, J.R. 

8012030467* 

FOIA 


MATTIMOE, J. J, 

8012170490 

50-312 

MARKL. R. L. 

□012220009* 

CONTRACT 


MASON. J.R. 

8012030474 » 

FOIA 


MATTIKOE, J. 

0012230375 

50-312 

HAROTTAi C. ft. 

8012100646 

90-320 

P 

MASON, J.fi. 

00120304944 

FOIA 


MATTJKOE, J. J, 

QO 121 70309 

50-312 

HARRACKr D. 

8012290271 

90*466 

0 

MAaONr J. ft. 

aD12030l01« 

FOIA 


MATTIHOEi J. J. 

6012170339 

50-312 

KARRiorr 

8012300486* 

TOPREP 


MAS ON, J. ft. 

8012030331 tt 

FOIA 


MATT IK OE. J. J. 

0012180306 

50-312 

HARRICKr D. 

8012290627 

90*466 

0 

MASQNr J. R. 

8012030533* 

FOIA 


MATTIMOE, J. J. 

8012220309 

50-312 

MARSHALLi C. H. 

8012100243 

PR 


MASON* J. R. 

a0l2030041-i 

FOIA 


MATTIA, M. J. 

□012300212* 

CONTRACT 

MARBHALLi N. H. 

8012020649 

90*329 

0 

MASON^ J. ft. 

801 2030492* 

FOIA 


MATT HIDE, J. J, 

0012270301 

50-312 1 

HARTtNi R. E. 

8012010993 

90*282 

P 

MASON, J. ft. 

80120302 12 » 

FOIA 


MATTIHQE, J. J. 

□012300619 

50-312 1 

HARTINi Wi 0. 

8012090949* 

90-272 

Q 

MASON, J. R. 

801 2030667* 

FOIA 


MAURA, r. 

0012020700* 

50-373 

MARTlNi W. Q. 

8012220040* 

90-317 

Q 

MASON, J. Ri 

8012030991 « 

roiA 


MAURIN.L. V. 

8012220694 

50-302 

KARTINi W. 0. 

8012100241* 

70-1143 


MASON, J. R. 

8012030064* 

FOIA 


MAURIN, L. U. 

8012220699 

50-382 

HARTINi H, 0. 

8012090083* 

70-139 


MASON, J. R. 

8012030049* 

27-10 


MAURIH, L. V. 

0D131QO386 

90-302 

HARTINi T. T. 

8012090084* 

90-29 

0 

MASON, J, R. 

001203Q91SK 

FOIA 


HAXWELLi 0. F. 

0012180403* 

50-400 

KARTINi T. T. 

8012240277* 

90-29 

0 

MASON, J. R. 

80I2030478> 

27-10 


MAXWELL, 0. F. 

G012U0604* 

90-413 

KARTINi H.O. 

8012020199 

90-29 

Q 

MASON, J. R. 

8012030903* 

27-10 


MAXWELL, Q, F. 

0012170309* 

90-400 

KARTlNiH. 0. 

8012110639* 

70-1426 


MASON, J. R. 

0012030944* 

FOIA 


MAY.e, 

□012090012 

Pft 

KARTINi W. 0. 

8012110192 

70*1143 


MASON, J. R. 

80 12030492* 

FOIA 


MAYrE, L. 

00 1 20903Va« 

90-27 

KARTINi U. 0. 

8012110163 

70-33 


MASON, J. R. 

8012030410* 

FOIA 


MAY.E. L. 

0012300600* 

90-27 

KARTINi W.O. 

0012110628 

70-1426 


MASON, J. R. 

0012030292* 

FOIA 


MAY, J. 

GO 1 20900 1 2 

Pft 

HARTINi W. 0. 

8012220082* 

90*289 

Q 

MASON, J. R. 

8012030307* 

FOIA 


MAYER, L. 0. 

0012000360* 

90-263 

KARTINi N, 0. 

8012230094 

70-139 


MASON, J. R. 

8012030210* 

27-10 


MAYEft, C. H. 

00120S0647 

70-1737 

KARTlNiW. 0. 

8012300034 

70*020 


MASON, J. R. 

80 12030 149* 

FOIA 


MAYER, L, 0. 

Q012010070 

90-28:1 

KARTINi L. E. 

8012020749* 

90*449 

Q 

MASON, J. ft. 

8012030142* 

FOIA 


MAYER, L. 0. 

GO 12010391 

90-263 

HARTINi W.O. 

8012100227 

70*1143 


MASON, J. ft. 

8012030133* 

27-10 


MAYER, L. 0. 

GO 12010477 

90-2G2 

KARTINi Hi 0. 

8012220009 

70*820 


MASON, J. R. 

8012030100* 

FOIA 


MAYER, L. 0. 

0012020332 

90-282 

HARTINi W. 0. 

8012220019 

70-1143 


MASON, J. ft, 

8012030076* 

FOIA 


MAYER, L, 0. 

0012080319 

90-282 

KARTINi W. 0, 

8012220022 

70-139 


MASON. J. ft. 

8012030019* 

FOIA 


MAYER, L. 0. 

□012080323* 

90-282 

HARTINi W. Oi 

0012190694 

70-371 


MASON, J. ft. 

8012030493* 

FOIA 


MAYER, L, 0. 

8012090376 

30-282 

HARTINi W, 0. 

8012220069 

90-220 

Q 

MASON, J. ft. 

8012030234* 

27-10 


MAYER, L, 0. 

8012090396 

90-306 

HARTINi H. 0. 

8012090067 

70-138 


MASON, J. ft. 

8012030172* 

27-10 


MAYER, L, 0. 

G012I901G3 

90-202 


406 PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

MAYER, L. 0. 

a01S170&'tO 

50- 232 

8 

HAVER , L. 0, 

8012150040 

50- 263 

R 

HAVER, L. 0. 

8012150191 

90- 202 

a 

HAVER. L. Q. 

eoi2UC453 

S0-2B2 

R 

MAYER, L. Q. 

6012230289 

50-263 

P 

MAYER , L. 0. 

801 2230 207* 

50-263 

P 

MAYER , L. 0. 

8012300269 

50-202 

P 

MAYER, L. 0. 

B01S240290 

50-202 

Q 

mVER, L. 0. 

GO 1 2300302 

50-202 

P 

HAVER,!,, 0. 

00 12300305# 

90-292 

P 

MAYER, t. 0 

8012300590 

50-263 

P 

MAYER, L. 0. 

8012300605# 

50-263 

P 

KCALPIMEiE. J. 

6012100482# 

70-1113 


KCAVOY, J.F. 

0012050075 

PR 


HCBREARTY^R. A. 

8012100102# 

50-33 4 

<t 

MCflREARTY. R. A. 

8012240233# 

50-322 

0 

MCQREARTV, R. 

6012110607# 

50-307 

Q 

MCOREARTV, R. A. 

GO 12190960# 

50-307 

Q 

MC9REARTY, R. A, 

0012160393# 

90-247 

Q 

MCBRIOE, J. A. 

GDI 2 030361* 

27-39 


MCBRIDE, J. A. 

0012030301* 

27-39 


MCBRIDE, J, A. 

8012030394* 

27-39 


MCDRIOE, J. A. 

0012030414* 

27-39 


MCBRIDE, J. A. 

G01203O42a« 

27-39 


MCBRIDE, J. A. 

a012030439» 

27-39 


MCBRIDE, J, A, 

8012030635* 

FOIA 


MCBRIDE, J. A. 

8012030639* 

FOIA 


MCBRIDE, J. A. 

0012030644* 

FOIA 


MCBRIDE, J. A. 

0012030224* 

27-39 


MCBRIDE* J. A. 

0012030237* 

27-39 


MCBRIDE, J. A. 

8012030251* 

27-39 


MCBRIDE, J. A. 

0012030265* 

27-39 


MCBRIDE, J. A. 

6012030274* 

27-39 


MCBRIDE, J. A. 

B012D30286* 

27-39 


MCBRIDE, J. A. 

G012D30301* 

27-39 


MCBRIDE, J. A. 

8012030141* 

FOIA 


MCBR I DE. J. A. 

8012030170* 

FOIA 


MCBRIDE, J. A. 

6012030155* 

FOIA 


MCSniDE,H. F. 

6012290071 

70-2623 


MCCABE, E. C, 

6012160113* 

50-277 

Q 

MCCABE, e. C. 

0012160105* 

90-277 

Q 

MCCABE, E.C. 

8012100102* 

50-334 

Q 

MCCABE, E. C. 

6012300080* 

50-277 

a 

MCCANN, J. 

8012190712* 

50-333 

0 

MCCARTHY, L.H. 

GO 12030700 

50-20? 

H 

MGCARDELLiR, k. 

8012110556 

NUREO 


MCCARTHY. 

80I216C006 

FOIA 


MCCARTER, J, T. 

0012110357 

50-209 

H 

MCCLUND, \^. U. 

8012030208* 

FOIA 


HCCLUND, M, W. 

0012030214* 

FOIA 


MCCLUND, M. If 

6012030229* 

FOIA 


MCCLUNO, M. M. 

8012030249* 

FOIA 


KCCLUNC, H. W. 

6012030270* 

FOIA 


MCCaNE. J. A. 

801 2030976* 

FOIA 


MCCaaL, H. B. 

0012030529* 

FQIA 


MCCORKLE.O. N. 

8012160439* 

50-219 

H 

HCCORKLe.O, W. 

8012160457* 

50-21<7 

H 

NCC0flt<L€,0. H. 

8012160462* 

50-21^ 

H 

HCCDRKCe, 0. H. 

9012040194 

70-2322 


NCCORKLe. 0,W, 

8012040360 

70-2322 


MCCORKLE.O. W. 

0012030793 

70-1426 


MCCORKLE, 0. U. 

8012040046 

70-2322 


MCCORKLE, 0. U. 

8012040096 

70-1739 


MCCQRKLE.O, \i. 

8012010222 

70-1292 


MCCORKLErO. W. 

6012020469 

50-324 

P 

MccaawLe,o. \i. 

0012300293 

40-8000 


MCCORKLEiO. H, 

8012000637 

70-2623 


MCCORMICK, D. 

0012000667 

PR 


MCCORMACK, H. D. 

0012220600 

NUREO 


HCCUrSTON, R.li 

6012300711* 

50-466 

T 

MCCULLOUGH, E. R. 

0012160069 

50-10 

0 

HCCUTCHEON, J. D- 

0012180221 

PR 


HCBERMQTT.R, J. 

8012050124 

71-3S 


MCDERMOTT, R. J. 

6012050133* 

71-3S 


MCDERMOTT, R. J. 

6012100408 

SO-537 

8 

MCDONALD, J. A. 

DO 12020441* 

50-390 

Q 

MCDONALD, R. P. 

6012090075 

PR 


HCDaMALO,R.P. 

0O12IBO364* 

50-364 

Q 

MCDONALD, C. E. 

8012170176* 

71-6690 


MCDONALD, R. P. 

. 0012230372 

NUREO 


MCDUFFIE, «, A. 

8012190073 

90-400 

R 

MCELROYrW. N. 

6012230325 

NUREO 


MCFARLAND, G.R. 

0012150263* 

50-309 

0 

MCFARLAND, C.R. 

6012190222* 

50-413 

Q 

MCFARLAND, J. E. 

6012190442* 

QA999 



ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

MCOARRY, J. H. 

0012230014 

50-369 

0 

MCOARRY, J. M. 

0012230014 

50-369 

0 

HCOARRV, J. J1 

0012290379 

70-2623 


MCOARRY, J. M. 

8012290379 

70-2623 


MCOARRY. J. M. 

8012300066 

50-369 

0 

MCOARRY, J. M, 

8012300066 

50-369 

0 

MCOAUOHY. R* W. 

8012000060* 

50-443 

0 

MCOAUOHY, R. U. 

8012000406* 

50-387 

Q 

MCOAUOHY, R.R 

8012090242* 

50-443 

a 

HCOAUGHV, R. IL 

0012000370* 

50-387 

Q 

MCOAUOHY, R, W. 

0012240233* 

50-322 

0 

MCOAUOHY, J. P- 

0012020491 

70-2936 


MCOAUOHY, J. P, 

0012050594* 

70-2936 


MCOAUOHY, J. P. 

0012110239* 

50-416 

Q 

MCOAUOHY, J, P, 

0012100103* 

50-416 

Q 

MCOAUOHY, J. P, 

0011200067* 

50-416 

K 

MCOAUOHY, J. P. 

0012000606* 

50-416 

F 

MCOAUOHY, J. P, 

0012080721* 

50-416 

F 

MCOAUOHY, J. P, 

8012090960 

50-416 

B 

MCOAUOHY, J.P. 

0012100541 

50-416 

8 

MCOAUOHY, J. P. 

0012190011 

50-416 

8 

HCOAUOHY, J. P. 

8012090259 

50-416 

B 

MCOAUOHY, J.P. 

8012150253 

50-416 

B 

MCOAUOHY, J.P. 

0011200064 

50-416 

K 

MCOAUOHY, J. P. 

0012090246 

50-416 

a 

MCOAUOHY, J. P. 

8012100543 

80-416 

8 

tiCOAUGMY, J. P. 

0O123ODO9B 

50-416 

8 

HCOAUOHY, J.P. 

0012170304 

50-416 

8 

MCOAUOHY, J. P. 

0012160277 

50-416 

A 

MCOAUOHY, J. P. 

0012170429 

50-416 

8 

HCOAUOHY, J. P. 

8012160281 

50-416 

a 

HCOAUOHY, J, P. 

0012190527 

50-416 

a 

MCOAUOHY, J.P. 

0012230429 

50-416 

8 

MCOOWAN, H. J. 

0012030312* 

FDIA 


MCOOHANi U. J. 

0012030304* 

FOIA 


MCGOWAN, H, J. 

0012030222* 

FOIA 


MCGOWAN, W. J. 

8012030392* 

FOIA 


HCOOWAN, H. J, 

0012030400* 

FOIA 


MCGOWAN, W. J. 

8012030345* 

FOIA 


MCGOWAN, W. J. 

8012030334* 

FOIA 


MCOOWAN. H. J. 

8012030288* 

FOIA 


HCOOWAN, W. J. 

0012030277* 

FOIA 


MCGOWAN, W. J. 

8012030262* 

FOIA 


MCGOWAN, M. J. 

8012030267* 

FOIA 


MCGOWAN, W. J. 

8012030230* 

FOIA 


MCGOWAN. U, J. 

8012030244* 

FOIA 


MCORANERY, J.P. 

8012100054 

PR 


MCORANERY, J.P. 

8012100060* 

PR 


MCORANCTV, J. P. 

0012100054 

PR 


MCORANERY, J. P, 

0012100060* 

PR 


MCGREGOR, U. 

0012020700* 

50-373 

0 

MCGUIRE, D. R. 

8012120584* 

50-338 

Q 

MCGUIRE, D.R. 

8012120577* 

50-302 

Q 

MCGUIRE, D. 

0012180069* 

50-259 

0 

MCGUIRE, D.R. 

0012160256* 

50-261 

0 

MCGUIRE, D. R. 

0012190609* 

XPORTHC 


MCGUIRE, D. 

8012190719* 

50-438 

8 

MCGUIRE, D.R. 

8012180303* 

50-391 

0 

MCOURREN, H. J, 

8012300046 

27-39 


MCOURREN, H, J, 

BO I 2290423 

50-520 

0 

HCGURREN. H. J. 

8012290430* 

50-528 

0 

HCGURRENi H. J. 

8012290232 

50-528 

0 

MCOURREN, K. J. 

8012300256 

27-39 


MCINTOSH, J, 

8012110413 

50-209 

H 

MCKAY, C, E. 

0OJ217O267 

PR 


MCKENZIE, L, 

8012310399 

NUREO 


MCKEQWN, L. 

8012100164 

50-336 

8 

MCKUVEEN, J. H. 

8012080242 

PR 


MCLAIN, 8. 

8012030194* 

27-39 


MCLAIN, 6. 

0012030120* 

27-39 


MCLAIN, a. 

8012030689* 

27-39 


MCLAUGHLIN, W. T. 

8012100270 

PR 


MCLELLAN, J, A. 

8012160017 

FOIA 


MCLOUOHLIN,M.T. 

8012020606* 

30-293 

8 

MCLOUOHLIK.M. T. 

8012010347* 

30-293 

8 

MCLOUOHLIN, M. T. 

8012100576* 

50-293 

8 

MCLOUOHLlNrH, T. 

0012080417* 

50-293 

8 

MCLOUOHLIN, M. T. 

8012150092* 

30-293 

a 

MCLOUOHUTN, H. T. 

8012220457* 

50-293 

8 

MCLQUOHLlN,li T. 

8012230356* 

30-293 

8 

MGLOUGHLIN, M. T. 

8012300407* 

30-293 

8 

MCLOUOHLIN, M. T. 

8012290345# 

50-293 

8 

MCHILLEN, N. H. 

8012300250 

50-445 

H 

MCNAMARA, A. E, 

8012220443* 

50-244 

R 

MCNEILL, H, M. 

0012080202* 

QA999 




ACCEBBION 

8UBJECT 

AUTHOR 

NUMBER 

CATEGORY 

MCPHILLIPS, J, L. 

8012290041 

70-2909 


MCQUtLKiNi J. H. 

0012030086* 

FDIA 


MCQUILKIN, J. H. 

8012030107* 

FOIA 


HC8KANE, W. J. 

6012050488* 

PROJ 


MCTIERMAN, T. J. 

8012000103* 

FOIA 


MECAY, W. L. 

0012120333 

PR 


HEDROW, L. K. 

0012040147 

CONTRACT 

MEEHAN, R. 

8012050151* 

50-70 

P 

MEGREMIB, T. L. 

0012170193 

PR 


MEGREMia, T. L. 

0012170234 

PR 


MELLEIN, M. 

0012100160 

PR 


MELLON, K. 

8012310314 

50-361 

A 

HENARD, H. W. 

BO 120 10276 

50-361 

A 

MENDENHALL, £. E. 

6012090452* 

50-265 

G 

MENDEZ, J. A. 

BO 12290254 

50-361 

G 

MENDEZ. J. A. 

8012290254 

50-361 

G 

MENTZER, M. 

8012160593 

PR 


MERINGER, J. H. 

8012240352 

XPORTLIC 

MERRILL, n. H. 

0012030199* 

FOIA 


HERR ILL, M, H. 

0012030033* 

27-10 


MERRILL, J. A. 

0012230323 

NUREO 


MERRILL, D, N. 

8011190378* 

50-443 

A 

MERSCHOFF, E. W, 

8012290259* 

REQOD 


HER80N, B. D. 

0012190626 

50-317 

R 

MERSON, 8. D. 

8012190630* 

50-317 

R 

METCALF, H. K. 

0012040410 

50-209 

0 

MEYER, J. H. 

BO 12080271 

PR 


MEVLAND, 8. 

0012110296 

PR 


MEYNEft, R. B. 

8012030455* 

FOIA 


MICHAUD, A. A. 

8012030227* 

FOIA 


MICHAUD, A. A. 

0012030269* 

FOIA 


MICHAUD, A. A. 

Q012030S3S* 

FOIA 


M1GHAELQ0N,8. 

8012300696* 

50-466 

T 

MICHELSONiC. 

BOO027O1SS* 

SECY 


MICHEL, R. J. 

0012040513 

70-143 


MICHEL80N, C. 

8012010236 

□RO 


MICHEL80N, C. 

8012010559 

MI8C 


MI DURA, H. J. 

8012010390 

50-872 

S 

Ml DURA, H. J. 

8012010001 

71-9089 


MIDURA, H. J. 

8012010002 

71-9080 


HIDURA.H. J. 

0012010004 

71-6574 


MIDURA; H. J. 

0012010005 

71-9086 


MIDURA, H. J. 

0012010000 

71-9079 


MIDURA; H. J. 

8012010490 

71-9010 


Ml DURA, H. J. 

0012040447 

50-272 

B 

MIDURA, H. J. 

8012010401 

50-272 

8 

MIDURA, H. J. 

8012160340 

50-311 

R 

MIDURA, H. J. 

0012160445 

50-272 

R 

MIELE, A. 

0012110625 

50-247 

H 

MlERNICKliM. J. 

6012020530* 

30-317 

a 

MIOEDN, G. J. 

8012100237 

PR 


MIOUIRE, D.R. 

8012160221* 

70-143 


MILAVICKAS, L. R. 

8012090303 

50-151 

8 

HILE8,E. B. 

0012100202 

CONTRACT 


MILHISER.R, J. 

8012300574 

30-382 

a 

MILL, W. D. 

B012100103 

PR 


MILLER, C, A. 

8012310224 

NUREO 


MILLER, M. 0 

0002260187 

TOPREP 


MILLER, C, A. 

8012190424 

NUREO 


MILLER, H. H. 

8012240141* 

70-143 


MILLER, U. 0. 

8012010217 

70-1113 


MILLER, W, H. 

8013020159* 

50-367 

0 

MILLER; W. H. 

0012110539* 

50-321 

G 

MILLER, L. 

0012040319* 

50-206 

Q 

MILLER, M, H, 

0012110144* 

50-261 

0 

MILLER, L. K, 

8012040329* 

50-361 

3 

MILLER, W. 0. 

8012030847 

50-269 

P 

MILLER, M. □. 

8012120066 

50-366 

P 

MILLER, D. E. 

8012220056* 

50-266 

a 

MILLER, H. J. 

8013010616 

40-0697 


MILLER, D. E. 

8018230193* 

50-373 

0 

MILLER; L.C. 

8012300009* 

QA999 


MILLER, D. R, 

8012120092 

PR 


HILLER, J. R. 

8012010533 

30-170 

p 

HILLER, J, R. 

8012010535* 

30-170 

p 

MILLER, J. R. 

8012010575 

90-167 

p 

MILLER, J. R. 

0012010379* 

30-157 

p 

MILLER, H, J. 

8012170256 

40-8745 


MILLER, J.R. 

8012010361 

50-234 

p 

MILLER, J. R. 

6012010364* 

30-384 

p 

MILLER, J.R. 

8018120133 

50-73 

p 

MILLER, K.L. 

8012110176 

PR 


MILLER, T. D, 

8012190093* 

QA999 


HILLER, H.J. 

8012160629 

40-8771 


Hiller, J. r, 

8013090023 

30-124 

p 




ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEODRY 

MILLER, J. R. 

801S090031« 

50-124 

P 

miller, j, R. 

SOtRl 10718 

50-20 

P 

MILLER, J. R. 

aoisiio7s6« 

50-20 

P 

miller, H. J. 

8012160175 

40-8304 


MILLER, M. 0. 

0012080079 

50-320 

P 

MILLER, U. 0. 

8012080607 

50-321 

P 

MILLER, W. 0. 

0012240137 

50-269 

P 

MILLER, W. 0. 

0012290094 

TOPREP 


MILLER, W. 0. 

8012290097 

30-206 

P 

MILLER, 0. 

8012170119 

PR 


MILLER, M, E. 

8012230222 

50-445 

« 

MILLER, C. E, 

eoi23ooog6« 

50-387 

0 

MILLER, W. 0. 

8012240501 

70-754 


MILLER, W. D. 

8012240504 

70-1739 


MILLER, W. 0. 

8012240506 

70-734 


MILLER, U. 0. 

0012310059 

50-213 

P 

MILLER, W. 0. 

8012310157 

50-409 

P 

HILLER, L. K, 

8012160a43» 

50-311 

R 

MILLER, L, R. 

J0Oiai6O45O* 

50-272 

R 

MILLER, U. M. 

8012300505 

50-403 

0 

MILLER, M.E. 

8012300469 

30-445 

M 

MILLS, L, M. 

8012190492* 

50-259 

Q 

MILLS. R. J. 

00122902G2* 

REOOD 


MILLS, L. «, 

8012050457 

50-390 

9 

MILLS, L. H. 

8012040545 

70-1966 


MILLS, L. M. 

8012190575* 

30-327 

0 

MILLS, L. K 

8012080725 

40-1341 


MILLS, L. M. 

8012020412* 

50-390 

Q 

MILLS, L. 11 

8012010021 

40-1341 


HILLS, L, H, 

801202*X345» 

50-259 

0 

MILLS, L. H. 

0012090142* 

50-438 

Q 

MILLS, L. M. 

8012100339 

40-1341 


MILLS, L. H. 

8012000661 

40-1341 


MILLS, L. K. 

8012080668* 

50-518 

0 

MILLS, L. M. 

8012080773 

50-259 

0 

MILLS, L.M. 

8012180097* 

50-260 

Q 

HILLS, L.H. 

8012180175* 

50-553 

0 

MILLS, L.M. 

8012190472* 

50-259 

0 

HILLS, L. M. 

6012080601 

50-518 

Q 

MILLS, L. K. 

8012080610 

50-327 

Q 

MILLS. L. H. 

8012080616 

50-327 

0 

MILLS, L. M. 

0012040657 

50-518 

8 

MILLS, L. M. 

8011250423 

50-259 

P 

MILLS, L. H. 

8012040359 

50-327 

8 

MILLS, L. K 

8012040426 

50-390 

8 

MILLS, L. H. 

8012040432 

50-553 

8 

MILLS, L. M. 

0012040435 

50-553 

8 

MILLS, L. M. 

0012010334 

50-327 

P 

MILLS, L. K. 

0012040357 

50-566 

8 

MILLS, L. f1. 

8012040416 

50-328 

8 

MILLS, L. H. 

8012040422 

50-390 

S 

MILLS, L. H. 

8012150261 

50-430 

6 

MILLS, L. H. 

8012030599 

50-260 

8 

MILLS, L. «. 

0012030694 

50-320 

B 

MILLS, L. K. 

S012040443 

50-390 

6 

MILLS, L. H. 

8012050369 

50-518 

B 

MILLS, L. M. 

8012050381 

50-518 

6 

MILLS, L.M, 

8012100470 

50-510 

6 

MILLS, L. «. 

8012100486 

50-438 

B 

MILLS, L. 11. 

8012100546 

50-320 

S 

MILLS, L. H. 

0012150257 

50-320 

6 

MILLS, L, «. 

8012150266 

50-438 

8 

MILLS, L. H. 

8012050397 

50-327 

P 

MILLS, L.K. 

8012080314 

80-327 

P 

MILLS, L. H. 

0012090231 

50-259 

P 

MILLS, L. 11 

0012090342 

50-390 

8 

HILLS, L, t1. 

S012090369 

50-566 

8 

HILLS, L.K. 

SO 12090370 

50-327 

P 

MILLS, L,M. 

6012100454 

50-390 

8 

MILLS, L. K. 

8012100467 

50-438 

8 

MILLS,!. 11 

8012100517 

50-390 

8 

MILLS, L. «. 

8012090347 

50-438 

A 

MILLS, L. M. 

8012090359 

80-390 

6 

MlLUSrL. K. 

8012100460 

50-32B 

8 

MILLS, L. M. 

8012160703 

50-436 

S 

MILLS, L. H. 

8012090209 

80-259 

F 

MILLS, U. M. 

8012090410 

50-259 

S 

MILLS, L, M. 

8012100447 

60-438 

a 

MILLS. L. H. 

6012100448 

50-438 

S 

MILLS, L.M. 

8012160675 

50r43a 

s 

HILLS, L, M. 

6012220593 

50-259 

Q 

MILLS, L.H. 

0012090186 

50r390 

A 

MILLS, L,H. 

8012090344 

50-289 / 

i--P 

MILLS, U«. 

8012230110 

50-518 

8 

MILLS,!. H, 

8012090311 

50-327 ‘ 
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ACCESaiOM SUBJECT 


AUTHOR 

NUMBER 

CATEOQRY 

MILLS,!. M- 

6012160149 

50-566 

R 

MILLS,!, M, 

8012310111 

50-259 

0 

MILLS,!, tf. 
MILLS,!. H, 

8012130084 

8012150280 

TOPREP 

50-327 

P 

MILLS,!. M. 

6012160327 

50-327 

P 

MILLS,!. M. 

6012170316 

90-327 

P 

MILLS, L.M. 

0012310104 

30-327 

0 

MILLS, L. M. 

0012160301 

30-327 

A 

MILLS, L. M. 

0012170306 

90-327 

P 

MILLS, L. il 

0012170406 

30-438 

8 

MILLS, L, M. 

6012170515 

50-328 

8 

MILLS, L. 11 

0012 170466 

90-366 

8 

HrLL6,L. M. 

8012170423 

30-390 

8 

MILLS,!. M. 

a012 170460 

50-390 

8 

MILLS. L. N, 

S01219012S 

90-328 

A 

MILLS,!. M. 

3012190503 

50-328 

A 

MILLS,!. M. 

8012230257 

90-299 

P 

MILLS,!. M. 

8012230390 

50-328 

V 

MILLS,!. H. 

3012300496 

50-438 

8 

MILLS.!, H, 

3012240269 

50-259 

P 

MILLS. L. M. 

3012300434 

50-9IB 

8 

MILLS, L. M. 

8012300970 

50-390 

8 

HILLS, L. M. 

3012290236 

90-327 

P 

MILLS, L, H. 

0012310329 

50-553 

B 

HILLS, L* H. 

30123002B9 

90-259 

P 

HILLS, L. M. 

3012310335 

90-918 

6 

MILLS, L. M. 

8012290237 

90-259 

P 

MILLS, L. H. 

3012300692 

90-918 

R 

MILLS, L, M. 

0012310374 

90-966 

6 

MILLS, L. M. 

8012310378 

90-390 

8 

MILLS. L.M, 

8012310392 

50-438 

8 

MILLS.!. It. 

3012300296 

90-259 

P 

MILLS, L. M. 

3012300566 

50-327 

P 

MILLS, L.M. 

3012300648 

90-259 

F 

MILLS, L.M. 

8012310311 

90-430 

8 

MILLS, L. M, 

3012310322 

50-966 

8 

MILOS, R. 

8012120241* 

90-409 

P 

MILOS, R. 

8012020318* 

90-409 

P 

MlLl^ICZtR. R. 
MIN,K. D. 

MlNDLIHrM. 

MINEGK, D, L. 

8012030299 

8012190138 

3012110744 

3012010408 

PR 

RES 

PR 

90-331 

8 

MINECK. D. L. 

3012020492 

90-331 

8 

Ml NECK, D, L. 

3012020541 

90-331 

8 

MINEGK, D. L. 

3012020603 

90-331 

8 

MINECK, D. L. 

8012190593 

90-331 

8 

MINECK, D, L. 

8012190643 

90-331 

8 

MINECK, D. L. 

3012230311 

90-331 

R 

MINECK, D.L. 

B012240341 

90-331 

B 

MINECK, D.L. 

3012300469 

90-331 

6 

MINECK, D. L. 

3012290410 

50-331 

8 

MINECK, D.L. 

BO 12270422 

90-331 

8 

MINER, S. 

3012310299 

90-319 

P 

HINKLER* N S. 
MINKOUSKIiH. 0. 

3012020774 

30120B0529* 

FOIA 

90-239 

P 

MINNICM* J. F. 

3012020996 

90-320 

P 

MINQOUEfR. S. 
MINQOU£,R. B. 
MINOOUE«R. B. 
MiHOOUEffl. B. 

MINOOUEiR. 9. 
MlNOOUEtR. S. 
MlNOOUEfR. 3. 

M I NO CUE. R. 3. 
MlNOOUErR. 3. 

MINOOUEfF. a. 
MINOOUEtR. 0. 
HINOOUE.n. a, 
HINOOUE.R. 3. 
MINOOUE* R . 3. 

3012110692* 

3012110669* 

3012110683* 

3012110016* 

3012110643* 

3012290009* 

3009180039* 

B01I06023B* 

3011060236* 

3011060013* 

3011200112* 

3012040330* 

2012040337* 

8012160293 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

lOCFR 

71-9073 

REOOD 

REOOO 

71-9073 

lOCFR 

lOCFR 

IOC PR 
90-320 

H 

MINOOUEj R. 3. 
MINOR, 0,C. 

8012310387 

8012170602* 

ORO 

90-443 

0 

MINTZ.a L- 
MIRAOLIA* F. J. 

8012110160 

3012290010 

PR 

90-279 

H 

MlRAOLlAiF, J. 

3012290019* 

50-416 

A 

MlRAOLlAiF. J. 

8012290022* 

90-416 

A 

MIRAOLIAiF. J. 

8012040394 

90-279 

H 

MIRAOLIAiF. J. 

8012110839 

90-275 

A 

MIRAOLIA.F. J. 

8012080416 

90-279 

H 

MIRAOLIAfF. J. 

8012070005 

90-275 

H 

MIRAOLIA.F. J. 

6012120203 

90-279 

H 

HlRAOLIAiF. 

6012020684 

90-361 

D 

H1RAQLIA*F. 

6012160204 

90-92B 

D 

MIRAOLIA.F. 

6012180132 

90-275 

A 

MIRAOLIA.F. 

8012170300 

50-275 

H 
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SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

MIRAOLZA, F. 

8012170760 

90-275 

A 

MIRAOLIA, F. J. 

0012190376 

90-311 

P 

MIRACLIA. F. J. 

8012190400* 

90-311 

P 

MIRAOLIA, F. J. 

8012190409* 

S0-3U 

P 

MIRAOLIA. F. 

8012310170 

50-275 

H 

MIRIAMY* Y. A. 

8012080014 

NUREO 


MITCHELL, fl. C. 

8012170654 

SO- 209 

H 

MITCHELL. D. 0. 

8012190519* 

50-289 

R 

MlTTLrR. L. 

8012020137 

90-272 

0 

MITTL, R. L. 

8012030620 

50-311 

F 

MITTL. R. L. 

8012030624 

90-311 

F 

MITTL, R. L. 

8012030630 

90-311 

P 

MITTL, R. L, 

8012170413 

90-272 

P 

MITTL, H. L. 

8012240282 

90-394 

A 

MITTL. R. L, 

8012230259 

90-311 

P 

MITTL, R. L. 

8012310284 

50-272 

P 

MlYABAYASHIcH. 

8012110119 

XPORTLIC 


MIYABAYASHI.H. 

8012220471 

XPORTLIC 


hOCZKA, E. U. 

3012230489 

30-245 

8 

M0DARRE8.K. 

3012080794 

NUREO 


KODENOB,!. 

3012180194* 

50-261 

0 

MOELLER, D. ». 

3012240034* 

CDHMISaiON 

MOFFETT, T. 

3012110167* 

GOtllllSSlQN 

HOO.W. F. 

3012110368* 

71-5796 


HOLLO Y, K. J. 

3012290452* 

30-320 

F 

M0N0ER8DN, C. 

BO12O2O404 

30-201 

F 

MONROE, H. 

30120B0349 

PR 


MONROE, J. D. 

3012Q202Q9* 

50-399 

8 

MONTAOUE.P. 

8012220264* 

FOIA 


MONTE Z, Y. 

3012160978 

PR 


MONTI, W. A. 

3012160476 

30-3 

R 

MOODY, 0. E. 

7904190132 

90-29 

0 

MOODY, D. E. 

7903070693 

30-271 

8 

MOODY, D. E. 

7907090193 

30-29 

8 

MOODY, D. E. 

7907190684 

30-29 

8 

MOODY, 0. E. 

7908030172 

30-29 

8 

MOODY, 0. E. 

7908160363 

30-29 

8 

MOODY, 0. E. 

7900070712 

90-29 

8 

MOODY, D. E. 

7908200004 

90-29 

8 

MOODY, 0. E. 

7909200465 

90-29 

Q 

MOODY, 0. E. 

7909100441 

90-29 

Q 

MOODY, D. E. 

0012090074* 

90-29 

8 

HOODY, J. H. 

0012080296 

REOOO 


MOODY, J. H. 

0012000697 

REOOO 


HOODY, 0. E. 

0012180270 

90-29 

R 

MOODY, W. C. 

B012I70434 

90-206 

T 

MOON, G. H. 

3012300279* 

90-466 

0 

MOON, G. H. 

0012300203* 

90-466 

8 

HDON,C. H. 

0012300990 

90-466 

0 

MOONEY, C. P 

0012030869 

FOIA 


MOORE, J. B. 

3012100234* 

70-1143 


HOORE, D. E. 

0012120577# 

90-302 

8 

HOORE, R. N. 

3012090627 

XPORTLIC 


MOORE, 3. 

3012110949 

70-2623 


MOORE, R. N. 

3012170393 

XPORTLIC 


HOORE, 0. U. 

3012030588 

30-334 

R 

HOORE, D, 

30 12190609# 

XPORTLIC 


HOORE, R. N. 

BQ12170272 

XPORTLIC 


HOORE, J.E. 

3012220310 

00-272 

8 

MOORE, J. E. 

0012290301 

90-272 

0 

HOORE, R, C, 

3012290204 

90-312 

F 

MOORE, J. E. 

0012290236 

90-247 

0 

HOORE, J. E. 

3012290241 

90-199 

0 

MOORE, 8 . N. 

0012300538 

90-399 

D 

MORCDS, N. 

30120B0017 

NUREO 


MOREADITH, F. L. 

3012180394# 

90-244 

P 

MOROAM, 0. H. 

3012030358* 

FOIA 


HOROAMi 0. N. 

3012030426* 

FOIA 


HORDAM, 0. VI. 

3012030402* 

FOIA 


MOROANi U. E. 

8012030278* 

FOIA 


HOROAM, J.F. 

8012020679* 

aA999 


HOROAM, K. Z. 

3012100020 

PR 


HOROAMi J. N. 

30122305U* 

TOPREP 


MORIARTV.-i. M. 

8012310454 

50-392 

8 

HDRISIi A. V. 

3012010096 

90-293 

P 

MORISI, A. V. 

3012240242 

90-293 

8 

HORISI. A. V. 

3012240296* 

50-293 

0 

HORlSr. A. V. 

8012240270* 

50-293 

8 

H0BJ8I, A. V, 

3012170483 

90-293 

P 

MORJSr, A. V. 

8012230394 

50-293 

P 

HDRISI, A. V. 

8012240272 

90-293 

P 

KOROHSKI. J. U. 

8012190060# 

0A999 


MORRIS, V. 

8012180187 

PR 


HORRlSiC.J, 

} 0012110493 

NUREO 


MORRIS, P. A. 

8012300969 

TOPREP 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

MORROW, D. 
MORTENBEN, W. 
MOHTMAM. D. 

HQ R THAN, D. 
MORTMAN. D, 

8012080698 
3012290016 
8012030526* 
00 12030320* 
8012030448* 

40-0302 
30-312 8 

FOIA 

FOIA 

FOIA 

MORTHAN, D. 
MORTON. K. V. 
MORTON. K. V. 
MORTON. K. V. 
MORTON, K. U. 

6012030619* 
6012310624* 
8D1 2080602* 
6012040627* 
0012060312* 

FOIA 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MORTON. K. V, 
MORTON, K, V. 
MORTON, K. V. 
MORTON, 0, 

HORTON. R. V, 

00 1 2040 1 40* 

8012080498* 

6013160010* 

8012110337 

0012310379* 

CONTRACT 

CONTRACT 

CONTRACT 

PR 

CONTRACT 

MORTON, K. V. 
MORTON. «, V, 
Monro/i.K. V. 
HORTON, K. V. 
HORTON. K. V, 

8012080303* 

0012080633* 

8012100417* 

0012170219* 

0012220003* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MORTON. K. V. 
MORTON. K, V. 
MORTON, K. V. 
MORTON, K. V. 
MORTON. K. V. 

6013320009* 
8012080503* 
8012310603* 
8013180526* 
80121 00007* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MORTON, K. V. 
MORTON, K. V. 
MORTON. K. V. 
MOSCHNER.R. A. 
MOSCHNER.R. A, 

6012240051* 

8012240036* 

8012240044* 

8012040492* 

6012020000 

CONTRAC T 

CONTRACT 

CONTRACT 

70-734 

70-734 

MOSER. C. T. 

MOSEB. A. J. 

MOSES, A, J, 

HOSES. A. J. 
HOSEB.A, J. 

8013230001 
6012030551* 
0012030309* 
0012030300* 
80 1 2030280* 

50-522 0 

FOIA 

FOIA 

FOIA 

FOIA 

MQSK. 8. 

M05K. 8. 

M03K, 8. 

MOTHERWELL, D. L. 
MOUNT. R. E. 

0012030074* 

8012030127* 

0012030091* 

6012030485* 

8012290532 

27-10 

27-10 

27-10 

FOIA 

90-253 0 

MOUNT, R. E 

MQWftY. W, iR. 

MOWRY. W. R. 

MOWRY, W. R. 
MROCZKA. E, J, 

0012290214 
801 1230704* 
8012080770* 
60 120 80770 » 
8012020529 

50-293 0 

5Q-579 A 
SECY 

SECY 

50-336 S 

MROCZKA, E. J. 
MROCZKA.E, J. 
MROCZKA. E. J, 
MROCZKA, E. J. 
MROCZKA. e, J. 

8012230346 

8012230342 

8012230304 

6012230489 

6012300635 

50-336 ft 
30-245 ft 
9C-336 8 

30-243 8 

50-245 S 

MROCZKA, E. J. 

MUOOE , E. 

MUELLER. R. 

MUELLER, J, H, 
MUELLER, R. 

8012230465 

6012290520 

8012100484* 

8012150002 

BO 1 2020679* 

50-336 a 
30-269 H 
50-285 3 

FOIA 

30-263 S 

MUELLER. R. 

MUELLER. (1 8. 
MUELLER, fl. P. 
MUELLER. E. E. 
MUELLER, n. A. 

6012020616* 

8012180242 

0012180346 

6012160451 

8012220600 

50-285 8 

PR 

PR 

90-466 0 

NUREO 

NULHOLLAND. J. D. 
MULKEY, J. P. 

MULLER. R. 

MULLER. R, E. 

MULLEN, P. E. 

6012040140* 

0012110620* 

8012160605 

0012170386 

0012120629 

CONTRACT 
50-348 G 
ACRS 

XPORTHC 

PR 

MULLER. M. S, 

MULLER. J. C. 
MULLINtX, If. 

MUNDAY. 8. n. 

HUNRO, J. J. 

6012190242 

8012160631 

3012110252* 

8012100115 

8012100669 

Pft 

Pft 

FOIA 

PR 

71-9147 

MURDOCK. 8. 

MURDOCK. U. T. 
HURLEY, T. E. 

MURPHY, J. D. 

MUnPHYi J. 

6012120378 

8012220137* 

8012190965 

0012030606* 

0012030656* 

40-6622 

40-4492 

MISC 

FOIA 

FOIA 

MURPHY, G. E. 

MURPHY, C. E. 

MURPHY. C. E. 

MURPHY. C. E. 

MURPHY. C.E, 

8012020400* 

801SI20366* 

0012020133* 

0012180144* 

8012180106* 

50-364 Q 

SO- 966 0 
90-369 Q 
50-413 0 
90-416 0 

HURPHY.C.E. 
HURPHY.C.E- 
MURPHY.C. E. 
MURPHY.C. E. 
MURPHY.C. E. 

8012100209* 

0012090146* 

8012170036* 

6012180189* 

0012030670* 

50-309 0 

90-436 0 

90-338 Q 
30-261 0 

50-918 Q 


ACCESSION SUBJECT 
AUTHOR NUMBER CATECORV 


MURPHV, C.E. eOI2l7002e» 50-280 0 

HURPHV.C-E. 80 1 2180099* 30-260 Q 

HURPHYtC.E, 0012080072 50-438 Q 

HURPHY. C.E, 0012090513 50-321 Q 

MURPHY. C.E. 0012090520 30-424 Q 

MURPH Yi C.E. 8012100307* 50-390 0 

HURPHY, C. E. 8012080649# 50-369 Q 

HURPHV.C.E. 6012110137* 30-261 Q 

HURPHY»C-E. 6012110618* 30-413 Q 

MURPHYrC.E. 6012110840 50-518 0 

MURPHY. C.E 6012160294 50-390 Q 

MURPHV. C.E. 8012110701 30-364 0 

MURPHY. C . E. 801 21 50238* 30-389 Q 

MURPHV. C.E. 6012130259* 50-3B9 Q 

MURPHY, C.E. 6012160730 50-516 Q 

MURPHY. C.E, 6012170066* 50-413 0 

MURPHV, C.E. 6012180204 30-424 Q 

MURPHY. C.E. 6012110626 50-230 -Q 

MURPHY, C.E. 8012160027 30-416 O 

MURPHY. C.E. 6012160400* 30-400 0 

MURPHY, C.E. 6012110676* 30-413 Q 

MURPHY. C.E 6012170471 30-436 Q 

HURPHY.C.E. 6012160220 30-259 Q 

MURPHV, C.E. 6012180219 30-338 Q 

MURPHV, D.M. 6012220056* 50-266 Q 

MURPHYiC.E- 8012120334 50-566 Q 

HURPHY.C.E. 0012160399* 50-369 0 

MURPHY. O.L. 8012110331 PR 

MURPKY.C. E. 6012020117 30-369 Q 

MURPHV, C.E, 6012020395 30-364 Q 

HURPHY.C.E. 8012190213* 30-413 Q 

HURPHY.C.E. 8012310030 30-566 Q 

HURPHY.C.E. 8012060229 30-230 Q 

HURPHY.C.E. 0012150029 30-261 Q 

HURPHY.C.E. 8012310050 30-438 Q 

MURPHY. W. P. 8012010379 50-271 8 

MURPHY, W.P, 8012010403* 50-271 S 

MURPHV. R. T. 8012120380 PR 

HURPHY.C.E. 9012080660 30-510 0 

HURPHY.C.E, 6012090135 50-438 Q 

HURPHY.C.E. 6012110127 50-261 0 

MURPHY. H.P. 6012020435 30-271 B 

MURPHY, M.P. 8012020439* 50-271 8 

MURPHY, C.E. 8012110529 30-321 Q 

MURPHV, C.E. 8012170054 50-413 Q 

MURPHV, C.E. 0012100123 50-413 Q 

HURPHY.C.E. B0I21B0165 50-261 Q 

HURPHY.C.E. 8012160199 50-389 Q 

HURPHY.C.E. 8012180089 30-260 Q 

HURPHY.C.E. 8012190339* 50-400 Q 

HURPHY.C.E. 8012130233 50-309 Q 

HURPHY.C.E, 6012310293* 30-413 <k 

MURPHY, T. A. 8012160609 PR 

HURPHY.C.E, 8012170023 30-338 Q 

HURPHY.C.E, 0012180092 50-416 Q 

HURPHY.C.E. 6012170013 50-280 0 

MURPHY.C, £. 8012160395 30-400 Q 

MURPHY. G.e. 8012180379 30-364 Q 

MURPHY. A, W. 0012300230* CONTRACT 

MURRAY, ft. 8012090416* 50-263 8 

MURRAY, H.J. 8012020681 30-237 0 

HURRAY. T.D. 8012020525 30-346 3 

MURRAY, T.D, 8012040365 30-346 B 

MURRAY,!. D. 6012120490 50-346 S 

MURRAY, T. D. 6012120501 30-346 8 

MURRAY. T.O, 6012180614 30-346 8 

MURRAY. T.D. 8012170536 30-346 S 

MURRAY, T. D, 0012090360 30-346 5 

MURRAY.!, D. 6012150033 50-346 R 

HURRAY. M. J. 8012300090 50-237 0 

MURRAY,!. D. 8012130116 50-346 8 

MURRAY, M.J. 0012300001 30-237 0 

MURRAY, M, J, 8012300004* 30-237 0 

MURRAY, T.D. 8012150168 30-346 8 

MURRAY. T. D, 8012220446 30-346 8 

HURRAY, T.D. 0012310319 30-346 8 

MURRAY. T.D. 8012310321 50-346 3 

HUSKK. J. 8018130017 FOIA 

MUSKIE.E. 8. 8012240098* C0HMI6910N 

MYER9,R.V. 0012300132 30-289 H 

MYNATT.F. ft. 6012180058 ftE8 

MVftADQ.A. L. 6012130051* 50-263 R 

NADEU.E. M. 8012180200 PR 

NAIDU.K.R. 8012160555*- 50-436 Q 

NAKAMURA. O. M. 8018120383 Pft 


AUTHOR 

ACCESSION 

NUMDER 

SUBJECT 

CATEOHRV 

NALEPKA. D, 8. 

80121 70SG8* 

30-305 

8 

NALEPKA. D. 3. 

8012170992* 

50-309 

ft 

NALEPKA, D. 8. 

B012170600* 

90-303 

B 

NALE8NIK.IJ, J, 

8012110214 

PR 


NAPUDA. 0. 

8012220031* 

50-317 

Q 

NAPUDA. 0, 

8012180333* 

50-247 

0 

NAPUDA. 0. 

8012180337* 

90-247 

0 

NARDACCI. 0. A. 

8012160486* 

50-289 

R 

NARROW. L, 

8012240233* 

50-322 

0 

NARROW, L. 

80121 1060S* 

90-410 

Q 

NARROW, L, 

8012110607* 

90-307 

Q 

NARROW, L. 

00121 10079* 

50-412 

0 

NAU. R. F. 

8012110491 

NUREO 


NEARY, M. P. 

8012190040 

NUREO 


NEELY, D. R. 

8012220348* 

50-209 

Q 

NEHEMlASr J, 

8012220348* 

90-269 

Q 

NElOKeORS. J. D. 

8012110692 

50-200 

F 

NEILSDN, C. D. 

8012310981* 

40-7402 


NEISLER, J. H. 

6012120300* 

50-403 

a 

NEI8LER, J. H. 

0012240034* 

90-373 

Q 

NELSON. J. D. 

6012080788 

40-8004 


NELSON. J. D. 

□012080798* 

40-8004 


NELSON. J. D. 

8012060025* 

40-6004 


NELBQM, J. D. 

6012060823 

40-8004 


NEUMANN, M. R. 

0012000766 

40-8697 



M. H, 8012010931* COMMISSION 

NEWMAN. E.W. 8012030657* FOIA 

NEWMAN. E. M. 6012030654* FOIA 

NEWMAN. K. W. 8012030397* FOIA 

NEWHARK.N. M. 8012080774* 70-754 

NEWMARK. N. M, 8012060779* 70-754 

NEWMAN. J.R. 0012100082 Pft 

NEWMAN, J.R, 6012020628 30-466 0 

NEWMAN. J. R, BO 12020634* 30-466 0 

NEWMAN. J.R, 8012020634* 30-466 0 

NEWMAN, J.R. 0012290005 50-466 0 

NEWMAN, J. R. 0012290295 30-466 0 

NEWMAN, J.R. 8012290003 50-466 0 

NEWMAN. J.R, ^012290299 50-466 0 

NEWMAN, J.R. 6012290641 30-466 0 

NEWMAN, J. R 8012290641 30-466 0 

NEWMAN. J.R, 8012290091 30-466 0 

NEWMAN. J.R, 6012290156 50-466 T 

NEWMAN. J.R. 8012290091 50-466 Q 

NEWTON, F. 8012000563* 30-327 F 


NEWTDN. W. A. 0012080136 PR 


NICHOLAS, L. H. 

8012180541* 

50-213 

H 

NICHOLAS, H. 

8012060119* 

50-367 

Q 

NICHOLAS. H. H. 

6012080123* 

50-307 

0 

NICKQLeON. N. A. 

0012160576* 

90-102 

0 

NICHOLS. T.C. 

6012020207 

50-399 

0 

NICHOLS. T. C. 

0012030671 

50-399 

S 

NIGHOLB. T. C. 

8012020293 

50-399 

A 

NICHOLS, T, C, 

8012020369 

50-399 

fi 

NICHOLS. T. C. 

6012020377 

50-393 

8 

NICHOLS, T. C. 

0012020493 

50-393 

8 

NICHOLS, T. C. 

0012020523 

50-395 

S 

NICHOLS. T. C, 

8012030613 

90-395 

s 

NICHOLS. T. C. 

8012030634 

50-395 

8 

NICHOLS. T.C, 

6012020434 

90-395 

S 

NICHOLS, T. C. 

0012020437 

50-373 

8 

NICHOLS, T. C. 

8012020442 

90-395 

8 

NICHOLS. T.C. 

0012020449 

30-399 

8 

NICHOLa.T. C. 

8012030636 

30-395 

8 

NICHOLS. T. C. 

8012150035 

50-395 

0 

NICHOLS, T. C. 

0012010117 

50-399 

A 

NICHOLS, T. C. 

0012010327 

50-395 

A 

NICHOLS. T. C. 

6012020241 

50-395 

R 

NICHOLS, T. C. 

0012020572 

90-395 

A 

NICHOLS, T. C. 

0012010108 

90-393 

A 

NICHOLS. T. C, 

8012110662* 

50-399 

A 

NICHOLS. T. C. 

0O12O9O216 

50-395 

A 

NICHOLS, T. C, 

8012090230 

50-395 

A 

NICHOLS, T. C. 

8012090399 

90-395 

A 

NICHOLS, T, C. 

8012090262 

50-393 

A 

NICHOLS. T. C. 

6012090324 

50-395 

A 

NICHOLS. T. C. 

6012160436 

50-395 

8 

NICHOLS, T. C. 

8012170497 

50-395 

A 

NICHOLS, T. C. 

0012170431 

90-395 

A 

NICHOLS, T. C. 

6012170493 

50-395 

A 

NICHOLS. T. C. 

8012160123 

50-395 

A 

NICHOLS, T. C. 

8012160162 

90-395 

A 

NICHOLS. T. C. 

BO 12190 132 

50-399 

A 

NICHOLS, T. C. 

8012190140 

90-399 

K 

NICHOLS, T. C. 

80121903V2 

90-395 

A 



AUTHOR 


NICHOL81 T, C. 
NIGHOLSf T. C. 
NICHOLS. T- C. 
NICHOLS. T. C. 
NICHOLS. T. C. 

NICHOLSi T, C. 
NICHOL81 T, C. 
NICHOLS. T. C. 
NICHOLS. T. C, 
NICHOLS. T. C. 

NICHOLS. T. C. 
NICHOLS. T, C. 
NICHOLSi T. C. 
NICHOLS, T, C. 
NIL80N.R. 

NiLSONrR, 

NIMlTZrR.L. 

NIMMO.E. 

NIX. R. T. 

NIX. R. T. 

NIXiR. T. 

NIX.R. T. 

NIX. R. T. 

NIX. R. T. 

NOOAi L. 

NOFFSUYER. P. 0. 
NORDERHAUO, L. R. 
NORDERHAUO. L. R. 
NDRDERKAUO, L. 
NORELlUa, C. E, 

NORELlUSrC. E. 
NORELlUSrC. E. 
NORELlUSrC. E. 
NORRHOLM. L. U. 
NORTH. H. 8. 

NORTON. B. 

NORTON, fi. 
NOSCNZO. L. V. 
NO8ENZO1 U V. 
NOSENZO. L, V. 

NOSENZO. L. V. 
NOSENZO. L. V, 
NOSENZO. L. V. 
NOSENZO. L. V. 
NOSENZO. L. V. 

NOSENZO. L. V, 
NOSENZO. L. V. 
NOSENZO. L. V. 
NOSENZO. L. V. 
NOSENZO. L. V. 

NOSENZO. L, V. 
NOVAK. T . K 
NOVAK. T. M. 
NOVAK. T. H. 
NOVAK. T. H. 

NOVAK. T. M. 

NOVAK. T. !1. 

NOVAK. T, M. 

NOVAK. T, M. 

NOVAK. T, (1 

NOVARRO. J. P. 
NOVARRO. J, P. 
NOVARRO. J. P. 
NOVARRO. J.P. 
NOVARRO. J. P. 

NOVARRO. J, P. 
NOVARRO. J. P- 
N0NICKI.8. 
NOVJICKIiS J. 
NOUICKI.S. J. 

NUOENT. E. L. 
NUNN. D, E, 
NUNNENKAKP. T. U. 
NUSSBAUMER. D. 
NU36BAUNER. D. A. 

NUS8BAUMER. D. A. 
NUTT. W. T, 
NUTTLE. «. K. 
NUZZO. D, 0. 
O'BRIEN. U. 

O'BRIEN. U. P. 
O'BRIEN. H.J, 
O'BRIEN. M. J. 

0 'CONNOR. P. W. 
O'NEILL. 0. 
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SUBJECT 



ACCESSION 

SUBJECT 





ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATECORV 


AUTHOR 

NUMBER 

CATEGORY 

SDISSOOSSO 

50-395 

A 

O'NElLiR. A. 

6012030458 

50-445 

(1 

0 

'REILLY, 

J. P. 

G01203C82? 

50-416 

SO 12230350 

50-395 

S 

O'NEILL. U. 

8012300059# 

50-153 

0 

D 

'REILLY. 

J. P. 

B012030830 

SO- 348 

S012230460 

50-395 

A 

O'NEILL. J. 

8012300055 

50-155 

0 

D 

'REILLY. 

J, P, 

6012030832 

50-437 

SO 123004 SO 

50-395 

6 

O'NEILL. J. 

8012150171# 

30-346 

B 

0 

'REILLY, 

J. P. 

8012030835 

50-395 

SO 18300*37 

50-395 

A 

O'REILLY. J. P. 

0012310616 

70-143 


0 

'REILLY. 

J.P. 

8012030837 

50-259 

8012300417 

50-395 

A 

O'REILLY. J, P. 

BO 123 401 33# 

70-143 


0 

'REILLY, 

J. P. 

6012030349 

50-280 

G012300455 

50-395 

A 

O'REILLY, J. P. 

8012100660# 

70-143 


D 

'REILLY. 

J.P, 

8012030857 

50-321 

BOl 8300650 

50-393 

A 

O'REILLY. J. P. 

6012170220 

70-1349 


0 

'REILLY. 

J.P 

6012030862 

50-480 

BO 12300252 

50-395 

A 

□ 'REILLY. J. P- 

8012170225 

70-2663 


0 

'REILLY, 

J. P. 

6012030868 

50-230 

60183002*1 

90-393 

A. 

O'REILLY, J. P. 

8012170226 

70-1397 


0 

'REILLY, 

J. P, 

6012030873 

50-269 

6018300473 

50-393 

D 

O'REILLY, U, P. 

6012170358 

70-2520 


0 

'REILLY, 

J. P. 

6012030607 

50-261 

6018300534 

30-393 

8 

□ 'REILLY. J. P. 

8018170263 

70-2692 


0 

'REILLY, 

J. P. 

6012030892 

50-302 

6012300628 

50-393 

8 

O'REILLY. vJ. P. 

0012130179 

SO-488 

q 

0 

'REILLY, 

J.P 

6012060188 

30-393 

6012310424 

50-393 

0 

0 'REILLY. J. P. 

8012150190 

50-261 

a 

0 

'REILLY, 

J. P. 

6012080194 

50-250 

6012020313 

70-1237 


O'REILLY. U, P. 

80121 3019S 

50-321 

q 

0 

'REILLY, 

J. P. 

6012060200 

50-416 

8012050093 

71-6581 


□ 'REILLY, il. P. 

6018150201 

50-259 

q 

0 

'REILLY, 

J. P, 

6012060206 

30-302 

801S2S034ett 

50-289 

0 

O'REILLY. J. P. 

8012160023 

50-416 

0 

G 

'REILLY. 

J. P. 

6012060212 

50-340 

8018180295 

PR 


O'REILLY. J, P, 

8012160026 

50-302 

0 

0 

'REILLY. 

J. P. 

6012060218 

90-437 

8012010346# 

50-321 

6 

O'REILLY. J, P- 

801216002? 

50-395 

0 

G 

'REILLY, 

J. P, 

8012060248 

50-400 

80180103S3# 

50-366 

B 

O'REILLY, J. P, 

6012160031 

50-348 

0 

G 

'REILLY. 

J.P. 

8012060259 

50-230 

8012010393# 

50-366 

B 

O'REILLY. J. P« 

6012160036 

90-280 

Q 

G 

'REILLY. 

J.P. 

8012080276 

50-259 

8012010357# 

50-366 

8 

O'REILLY. J. P. 

6012160042 

30-269 

Q 

G 

'REILLY, 

J. P. 

8'OL20S03()3 

90-321 

8012010394# 

50-321 

8 

O'REILLY. J. P. 

6012160069 

30-437 

Q 

G 

'REILLY, 

J. P. 

8012080316 

50-261 

8012290866* 

50-366 

a 

O'REILLY. J. P. 

BO 121 70249 

50-437 

Q 

G 

'REILLY, 

J.P. 

8012060603 

50-26? 

8012310272 

50-271 

H 

O'REILLY, J. P* 

6012170274 

90-404 

ft 

G 

'REILLY, 

J.P. 

8012040135 

50-280 

8012290299 

70-2623 


D 'REILLY. J, P. 

6012170279 

50-346 

ft 

0 

'REILLY. 

J, P. 

8012040143 

50-299 

8018110100 

70-1237 


□ 'REILLY, J* P, 

8012170261 

50-269 

ft 

0 

'REILLY, 

J.P. 

8012040157 

50-261 

8012110106# 

70-1837 


O'REILLY. J.P. 

8012170264 

50-302 

ft 

0 

'REILLY, 

J.P. 

8012040164 

50-408 

8012290016 

50-312 

a 

0 'REILLY. J. P. 

8012170266 

90-321 

ft 

0 

'REILLY, 

J. P. 

8012040172 

50-269 

8012310518# 

50-341 

Q 

O'REILLY, J. P, 

8012170266 

90-395 

ft 

D 

'REILLY, 

J.P. 

8012040103 

50-230 

8018170534# 

50-237 

Q 

O'REILLY. J. P. 

8012170290 

50-416 

ft 

0 

'REILLY. 

J, P. 

8012040(89 

50-321 

GO1S31OSS0# 

40-7402 


O'REILLY. J. P. 

801217029B 

90-424 

q 

0 

'REILLY. 

J. P. 

6012040195 

50-437 

BO 18 180026# 

50-409 

Q 

O'REILLY, J. P, 

8012170300 

50-364 

q 

0 

'REILLY. 

J.P. 

6012040199 

30-416 

8018190707* 

50-278 

0 

O'REILLY. J. P. 

8012170302 

50-400 

q 

0 

'REILLY. 

J.P, 

8012040202 

50-302 

8012090095# 

50-344 

Q 

0 'REILLY. J. P. 

8012170310 

50-389 

ft 

D 

'REILLY. 

J.P. 

8012040206 

30-348 

8012300352 

50-273 

0 

O'REILLY. J. P. 
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FOIA 


SNYDER. B. J. 

0012150022 

90-320 

H 

SHEPPARD. W. V. 

8012040238 

90-367 

F 

a IMP SON. A. 

8012030124* 

FOIA 


SNYDER. B. J. 

6012240499 

50-320 

P 

SHERER. A. E. 

8012040496 

NUREO 


SIMPSON, A. 

8012030131* 

FOIA 


SNYDER. B. J. 

8012080816 

50-320 

H 

SHEARYi A. R. 

8012020369* 

lOCFR 


SIMPSON, A. 

8012030341* 

FOIA 


SNYDER. B, J. 

6012310061 

50-320 

P 

SHERWOOD. D. R. 

8012230099 

HUREO 


SIMPSON. A. K. 

0010300344* 

90-320 

u 

SNYDER. B. J. 

8012110900 

50-320 

T 

SHERWOOD. 0, 0. 

6012040372 

PR 


SIMPSON, sf, C. 

8012290918 

50-133 

0 

SNYDER. B. J. 

8012220239 

50-320 

H 

SHERWOOD, 0. 0. 

6012030094 

PR 


aiMSrJ. M. . 

8012110223 

PR 


SNYDER. B.J. 

6012290396 

90-320 

H 

SHERWOOD. 0. 0. 

8012090688 

PR 


SINCLAIR. W. K. 

8012230494 

QRO 


SNYDER, B. J. 

9012290360 

50-320 

H 

SHERWOOD. 0. 0. . 

6012090039 

PR 


8ITT0N, P,L. 

8012IQD423* 

CONTRACT 


saLOMON. T. E, 

0012080801 

PR 


SHERWOOD, 0. 0, 

80121 BO 166 

PR 


8KAAITKA. J. 

0012120434* 

90-206 

p 

BORRENtINO. A. V. 

6012160366* 

90-206 

Q 

SHERWPODiO. 0. 

6012150095 

90-447 

B 

SKlERKOWSKr.P. 

8012000226 

PR 


80UDER, J. L. 

8012030641 

90-440 

K 

SHERWOOD. 0. D, 

. 8012170444 

50-447 

B 

BHLARiJ.A. 

8012220408* 

90-219 

R 

80UDER. J. L. 

BO 12040639 

90-249 

F 

SHERWOOD, 0.0. 

8012240089 

90-398 

5 

8KLEDAR. F. 

8012300101 

90-289 

H 

SOUDER. J. L. 

8012040643 

90-213 

F 

SHEW'TRAAi.E. - 

: 8012160668 

PR 


8KD0EN, F. 8. 

8012230911* 

TOPREP 


BOUDER, J. L. 

8012110315 

90-348 

F 

SHIEHiR.C. 

iiSQl 20 10234* 

71-9073 


SKOLDS.J.L. 

6012110637* 

50-399 

0 

SPAIN.©. H. 

6012030004 

FOIA 


.SHlEHi!ft.'<Sr ■ 

POI 20 10282* 

71-9073. 


SLIOER.H.F. 

8012310624* 

CONTRACT 


SPARROW, K, 

8012290293 

50^369 

H 

SHIEH.R. C.. 

V 0012010169* 

71-9073 


SL090D1EN.M. J. 

8012240231 

K18G 


SPEC 1 OR, A. 

8012120316 

PR 


SHIEH.R. C.;. / ■ ; 

0012010220* 

71-9073 


BLUIS.B.U. A. 

8012230246* 

QA999 


BPECTOR.R. 

8012290270 

90^170 

H 


:;'',:80 120 10237* 

: 71-9073 


SLUIS^B. 0, A. 

0012230239* 

OAW 


BPEGTOR. B. M. 

0012300329* 

50-244 

S 


0012610266* 

:i:7l-9073; ■■ 


SMALL, j. H, 

. 8012290126 

PR , 


SPENCER. 0,S. . - 

8012040677 

50-806 

a 


: 0012010274* 

■7iT9073j 


BMATHERS.O. 

8012030640* 

FOIA 


SPENCER. :J. 

6012090340 

50t46J 

A 




ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

SPENCEIRi 0. B. 

Q01S040305 

30-397 

Q 

SPENCER 1 Q. 8 . 

aoisoioolo 

50-528 

Q 

8 PENCER< 0. 8 . 

80 I S3 10327 

50-344 

0 

BPENCER. 0. 8 . 

SOI3310S03 

50-460 

Q 

BPENCEfii 0. B. 

G01S310231 

50-328 

Q 

SPEROFFi R. D. 

8012330506* 

50-237 

8 

8 PESSARD,fi. L. 

a0I33l0470» 

50-373 

Q 

SPESBARDrR. U. 

S0iSl705S4» 

50-237 

Q 

SPESSARDrR. L. 

aoiaioo397» 

50-10 

Q 

SPESSARDfR. L. 

8013100157* 

50-254 

Q 

8 P£THf 0 . 

8018030535* 

30-320 

P 

SPlLKAi E. 

a012t 10375 

PR 


BPRUNOi I. 

8013090340 

NUREO 


eoiuifis, j. F. 

aoisnosui 

FOIA 


8 REN:aU8K!iD. J. 

S013310S50* 

40-7402 


STAATSfE. C. 

SOI 323001 7 

COMM 188 ION 

STAFFORD! R. T, 

8013340098* 

COMMISSION 

STAKLE/C. 

8013080033 

30-259 

F 

STAHL. D. M. 

6012300239* 

30-443 

M 

STAHL, D. M. 

8013300339* 

50-445 

M 

STAHL, 0. M. 

8012300333 

30-443 

M 

STAHL, D. M. 

8012300323 

30-443 

M 

STAHMER.F. 

8013230318* 

30-304 

8 

STAHIRIBr 8 . 

8012390140 

30-329 

0 

STAMiniSrB. 

8012300205 

30-329 

0 

STARKEV.R. B. 

a0121B0183» 

30-261 

Q 

BTARKEV,R. D. 

8012110133* 

30-261 

Q 

STARK, R. M, 

8012090203 

30-307 

A 

STARK, R, H. 

8012110083 

30-307 

A 

STARK, R. H. 

80121 iOASS 

30-482 

A 

STARKEVrP. B. 

8012030422 

30-261 

8 

STARKEYiR.B. 

8012030429* 

30-261 

6 

STARK. R, M. 

8012110086 

30-387 

A 

STARKEY, R,B. 

8012090437 

30-261 

8 

STARKEY, R. B. 

8012090462* 

30-261 

8 

STARKEY, R.B. 

8012160434 

80-261 

R 

STARK. R. M. 

8012160136 

30-307 

A 

STARKEYiR.B. 

8012130332 

50-261 

8 

STARKEY, R. B. 

8012130229* 

30-261 

a 

STARK, R. M. 

B0123102SS 

50-307 

A 

STARKEY, R. B. 

0012300411 

30-261 

8 

STARKEY, R. B, 

8012300413* 

50-261 

8 

STARR, C. 

BO 12020379* 

lOCFR 


8 TAUB,U. L. 

8012090293* 

30-29 

a 

8 TAUB,U. L. 

8012090304* 

50-29 

8 

8TAV1N0KA, J. 

0012290324 

50-466 

H 

STEHNEY, A. F. 

8012220728 

NUREO 


STEINAECKCR, J. 

0012030367* 

FOIA 


STElNAECKERi J. 

8012030294* 

FOIA 


STEINAECKCR, J. 

8012030166* 

FOIA 


STElNAECKERi J. 

8012030119* 

FOIA 


STEtNAECKERi J. 

8012030081* 

FOIA 


STElNAECKERi J. 

8012030069* 

FOIA 


STElNAECKERi J. 

8012030037* 

FOIA 


STElNAECKERi J. 

8012030031* 

FOIA 


STElNAECKERi J. 

8012030026* 

FOIA 


STElNAECKERi U. 

8012030368* 

FOIA 


STElNAECKERi J. 

8012030333* 

FOIA 


STEINAECKER, J. 

8012030330* 

FOIA 


STETNAECKER, J. 

8012030207* 

FOIA 


8TEINAECKER,0. 

6012030218* 

FOIA 


8 TEENAECKER, J. 

8012030188* 

FOIA 


STElNAECKERi J. 

0012030092* 

FOIA 


STElNAECKERi J. 

8012030062* 

FOIA 


STElNAECKERi J. 

8012030383* 

FOIA 


STElNAECKERi J. 

8012030493* 

FOIA 


STElNBACHi 6 . E. 

8012100278 

PR 


STEINER, 0. R. 

8012020236 

50-327 

R 

STEULHANi K. J. 

8012110033* 

CONTRACT 


STELLOrV. 

8012020803 

50-321 

Q 

STEULOiV. 

B012120398 

30-320 

Q 

STELLOiV. 

8012060330 

30-498 

A 

8TELU0, V. 

8012130025 

30-320 

Q 

STELLOrV. 

8012030008 

30-220 

0 

STELLOfV. 

8012100108 

50-220 

0 

STELLOrV. 

8012100123* 

30-220 

Q 

8TELL0, V. 

0012240438 

50-171 

F 

STELLOiV. 

8012230296 

50-346 

0 

STELLQiV. 

8012130282 

30^286 

0 

6TELL0. V, 

8012150284* 

50-266 

Q 

8TEUL0. V, . 

8012300087 

50-247 

Q 

STELLd. V, 

8012310096 

, 50-247 

Q 

BTELLO.V, 

8012310102* 

50-247 

Q 

STELLd. V, :: 

8012300104 

50-247 

0 

BTELl □. V, 

8012300118 

SO- Id 

0 
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ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

STEPTOE, P- 

8012110345 

30-10 

Q 

STEPTOEi P. P. 

8012300333* 

30-237 

0 

STEPTOE. P, P. 

8012300341* 

30-237 

0 

STEPTOE. P, P. 

8012300333* 

50-237 

0 

STEPTOE, P. P. 

0012300341* 

30-237 

Q 

STEPTOE. P, P. 

9012290659 

30-237 

0 

STEPTOE, P. P. 

8012290659 

30-237 

0 

STEPTOE. P. 

0012160332 

30-237 

0 

STEPTOE. P. P. 

0012300122 

50-237 

0 

8TEPT0E. P. P. 

8012310288 

50-237 

0 

BTEUNDGRO, D. M. 

8012100134* 

50-344 

0 

STERN, A- 

8012150014 

FOIA 


STERN, M. C. 

8012110031 

X FORTH C 


STERNBERG, D.li. 

BO 12090036* 

30-275 

Q 

STERN, W.C. 

00122*0361 

XPORTLIC 


BTERNBERO, D. 

0012310354* 

30-133 

Q 

STERNBERG, D. 11. 

0012310538* 

50-344 

Q 

STERN, N. C. 

8012000647 

XPORTLIC 


STERN, W, C. 

0012230312 

XPORTLIC 


STERN, W* C. 

0012170296 

XPORTLIC 


BTERN, H. C. 

0012170303 

XPORTLIC 


STEUCKE. W. 

8012310323 

40-8743 


BTEVENS. S. C. 

0012020670 

30-2BS 

B 

8 TEVENQ. 8 . C. 

0012100480 

30-205 

B 

STEVENS. S. C. 

8012020607 

30-283 

8 

STEVENS. €. A, 

8012080023 

NUREO 


STEVENSON, R. L, 

8012190034 

70-2882 


STEVENSON, R. L. 

8012190041 

70-2902 


STEVENSON. R, L. 

8012240097 

70-157 


8 T£UART,R. C. 

□012240181* 

30-382 

a 

8TE1^AAT, A. M. 

0012040343* 

lOCFR 


8TE1/ARD,P. 

8012120359 

PR 


aTEUART,R. B. 

8012170714* 

50-289 

H 

STOCKMAN, R. L- 

8012030148* 

FOIA 


STOCKLAND. L. 

0012080693 

PR 


8 TOHR 1 J. P, 

8012190398 

27-47 


STOHRi J,P. 

8012190170 

27-47 


8 TOHR 1 J. P. 

8012190589 

27-47 


8 TOHR 1 J. P. 

8012190228 

27-47 


8 TOHR 1 U. P. 

8012310042* 

30-330 

Q 

8T0HR. J.P, 

80121 9037A* 

30-327 

Q 

8 TOHR 1 J. P. 

8012100666* 

70-143 


8 TOHR 1 J, P. 

8012190430* 

30-324 

Q 

8T0Hfti J. P. 

8012180178* 

30-533 

Q 

STOHRi j. P. 

8012090201 

30-261 

0 

6 TQHR 1 J. P, 

0012120344 

70-27 


BTOKR, J,P. 

8012090191 

30-395 

Q 

8T0HR, J.P. 

0012110213* 

30-340 

Q 

STOKR, J.P. 

8012180163 

50-438 

0 

8T0HR, J.P. 

8012 180714 

50-364 

Q 

8T0HR, J.P, 

8012180302 

50-302 

Q 

8 TDHR, J, P. 

8012180366* 

30-369 

Q 

STOHRi j. P. 

8012190163 

27-47 


STOHRi j. P, 

8012190196 

30-364 

0 

STOHRi j. P. 

8012110207 

30-348 

0 

arOHRi J. P. 

8012180169 

50-553 

Q 

STOHRi j. P. 

8012190374 

50-327 

0 

8 TDHR, . 1 . P. 

8012190414 

50-324 

0 

STOIBEKfC. R. 

8012290076* 

COIIMISBION 

STOIBER,C. R. 

8012290081* 

COMMISSION 

8 TOIOER,C. R. 

8012290083* 

COMMISSION 

STONEBURNER, U. 

8012020280 

70-2470 


STONEBURNERr U, 

8012020233 

70-2470 


aTONEBURNER, U. 

0012020243 

70-2479 


STONE, W. A. 

8012300009* 

QA999 


BTOTl.J. 

8012150171* 

50-346 

8 

STOUT, R. B. 

801223051 1* 

TOPREP 


STOVER, J.R. 

8012110609* 

CONTRACT 


STOVER, J.R. 

SO I 2020723 

FOIA 


STOVER, J. R. 

8012180282 

FOIA 


eiRAITiR.A, 

SO 12000679* 

40-1341 


BTRAlTiR. A. 

SO 12080653 

40-1341 


BTRAUaSi P. L. 

8012000163* 

FOIA 


STRAUsa, P, L. 

8012000174* 

FOIA 


STRAU&a, P. L. 

0012080179* 

FOIA 


STRAU&a. P. L, 

9012240037* 

COMMISSION 

STREETER, J. F. 

0012040698* 

50-316 

0 

8 TREETER, J; 

0012020780* 

50-373 

0 

STREETER. J, F. 

0012110645* 

50-282 

Q 

STREUFERT, S. 

0012230333 

50-320 

P 

6 TRICKL 8 R.L, J. 

0012240432* 

50-10 

Q 

erftNADiT, 

0012080495* 

50-409 

P 

efftOMBERO.N. 

8012160574 

PR 


STROUP, 8 , R, 

0012150163 

50-209 

H 

BTROUT, R. 

8012160021 

FOIA 
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ACCESSION 
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STUDD 61 0. E 

8012090253 

50-29J! 

STUETZER, □. H. 

0012020126 

NUREO 

su. r. M, 

8012160032 

50-322 

SUFLE 8 KI. C. 

8012170651* 

50-289 

6U0 ARMAN, M. 

3012010501 

PR 

SULLIVAN, R. F. 

8012190512* 

50-259 

9ULLIVAN, R. F. 

8012020364* 

50-259 

SULLIVAN, r, J. 

S0120B0145 

PR 

SUMMERQ, R. 

8012300039* 

70-020 

SUMMERS, R. 

a 012220012 » 

70-820 

BUTHERS, H. B. 

B012120159 

PR 

SUTTON, J. W. 

BO 12 190021* 

QA999 

BUTTVrT. A. 

€012300221* 

CONTRACT 

SWAIN. A. 0. 

0012110777* 

FOIA 

SWAIN, A. D. 

0012110764* 

FOIA 

SWAN. W. B. 

8012080695* 

SO-StB 

SWAN. W, B . 

901216073G* 

50- 5 IS 

SWAMBV.O, T. 

8012010024 

+0-3453 

SWANBViO. T. 

8012080385 

+0-3453 ■ 

SWANSViO. T. 

9012080710 

+0-3453 

aWANBY.O. T. 

8012190055 

+0-3453 : 

8WANBY.0. T. 

80122403 IG 

40-3453 : 

aWANBYiO. T, 

0012190046 

40-3453 

SWANSaN, E. R. 

9012110124* 

30-315 

SWANSON. E. R. 

0012310439* 

30-346 

aWANBON, D, T. 

8012120644 

50-289 

SWANSON, D. T. 

0012310222 

30-239 

GWAN30N. D. T. 

SO123IO220* 

30-289 

SWARTZLANOER, D. 

8012030070 

FQIA 

aWART, F. E. 

801212013G 

30-267 

aWART. F, E. 

8012170417 

50-267 

aWARTi F. E. 

8012120132 

30-267 

8 WART 1 F, E. 

0012040404 

50-267 : 

SWART, F. E. 

8012160146 

50-267 

aWART, F. E. 

8012240237 

50-267 , 

SWARTZ. L. U. 

8012290387 

30-275 

aWARTi F. E. 

8012300591 

50-267 

SWATKONSKIr 8 , 

8012240434* 

+0-0743 

SYLVIA. B. R. 

8012180192* 

50-330 . 

SYLVIA. B. FI. 

6012310030* 

30-330 

SYLVIA. B. R. 

0012180142* 

30-330 

SYLVIA. B. R. 

BO 120 10607* 

30-330 '( 

8 YLVIA.B. R. 

8012170031* 

S0-33B N 

SYLVIA. B. R. 

GO 12000632 

50-330 1 

SYLVIA. B, R. 

0012170021* 

30-280 

SYLVIA. B. R. 

B012040669 

30-200 M 

SYLVIA. B.R. 

8012020276 

30-200 I 

SYLVIA.B.R. 

0012040414 

30-339 ;l 

SYLVIA. B. R. 

8012040006 

30-200 1 

SYLVIA.B.R. 

80 12 080541 

30-338 i 

SYLVIA.B.R. 

601217043S 

30-339 ■) 

SYLVIA.B.R. 

SOI 2050320 

30-200 1 

SYLVIA. B. R. 

801 2050421 

30-330 :| 

SYLVIA. B, R. 

0012170291 

NUREO 

SYLVIA. D. R. 

8012080413 

30-280 1 

SYLVIA. D. R. 

8012090179 

30-280 \\ 

SYLVIA.B.R. 

0012110543 

30-280 

SYLViArB. R, 

0012230081 

30-200 

SYLVIA. B. R. 

0012240503 

50-280 ;i 

SYLVIA. D, R, 

0012120467 

50-280 ’i 

SYLVIA. B.R, 

6012150083 

50-330 !j 

SYLVIA.B.R. 

0012160142 

50-280 :) 

SYLVIA, B.R. 

8012170454 

50-280 

SYLVIA, B. R, 

0012170639 

30-281 

SYLVIA, B. R. 

8012190334 

50-200 ,f| 

SYLVIA,!!. R, 

8012190378 

50-339 ■ 

SYLVIA, B. R. 

0012190500 

50-330 -i 

SYLVIA, B. R. 

8012190532 

50-200 f:| 

SYLVIA, B. R. 

801223021+ 

50-330 

SYLVIA, B.R. 

8012230286 

50-280 

SYLVIA, B.R. 

8012290193 

NUREO p 

SYLVIA, B.R. 

8012290260 

50-200 U 

SYLVIA, a. P. 

8012290274 

30-200 |!l 

SYLVIA, B.R. 

801 229028 G 

50-330 t 

SYLVIA, B.R, 

8012300583 

50-280 p 

SYLVIA, B.R. 

8012310286 

50-200 fj 

8ZILA0V1, A. 

0012110031 

PR ■ 1 

8ZUKIEW1CZ. A. 

8012310024 

NUREO 

TALLEY, M. 

8012120335 

PR H 

TALWANI.P. 

SO 12 02024 5* 

30-393 .1 

TAMER 

6012120280 

REQOD 1 

TANK I N, R. S. 

8012220609 

NUREO J 

TAPlAiJ, 1. 

8012040039* 

30-498 

TAPIAiU^ I, 

8012190416* 

30-490 & 

TATERSALL, A. P, 

8012180149* 

30-330 0 
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AUTHOR 

ACCESSION 
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CATEOaRY 

AUTHOR 

ACCESSION 
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TATTER8ALL, A. P. 

sofsieosoa* 

50-338 

Q 

THOMAS, R. D, 

8012090143* 

70-1257 


TOLLISON, A. C. 

8012160469 

50-324 

8 

TAYLOR, R.<>. 

S0l2ie0372» 

30'-445 

Q 

THOMAS, E. L, 

e0122403?3» 

St*fce P<'og 

TOLLISON, A. C. 

8012160477* 

50-324 

8 

TAYLOR, J,H. 

6012020264 

TOPREP 


THOMAS, W. N. 

0012010291 

50-200 

P 

TOLLISON, A. C. 

8012190523 

30-324 

8 

TAYLOR, J. H. 

8012160 £59 

PR 


THOMAS, R. D. 

0012010016 

27-40 


TOLLIBON, A. C, 

8012190536* 

30-324 

a 

TAYLOR, J. H, 

6012060426 

TOPREP 


THOMAS, J. A. 

6012100205 

50-219 

S 

TOLLISON, A. C. 

8012220349 

30-324 

8 

TAYLOR, J. H. 

601 21 604 to 

TOPREP 


THOMAS, R. D. 

8012100100 

40-672 


TOLLISON, A. C. 

8012220425 

50-324 

B 

TeDESCO, R. L. 

6012290015* 

50-416 

A 

THOMAS, E. 0. 

8012150076 

50-220 

P 

TOLLIBON, A. C. 

8012220436* 

30-324 

8 

TEDEaGO,R. L. 

6012030800 

50-327 

P 

THOMAS, E, B. 

8012150155 

50-220 

P 

TOLLISON, A. C. 

0012220483 

30-324 

8 

T£DESGO,R. L. 

6012110066 

50-259 

0 

THOMAS, E. B, 

8012310294 

50-220 

0 

TOLLISON, A. C. 

0012220490 

50-324 

8 

TEDESCO. R. L. 

6011210010 

SO-361 

A 

THOMAS, E. B. 

0012310294 

50-220 

0 

TOLLISON, A, C. 

0012220324 

90-324 

S 

TEDH8CO. R. L. 

6012310130 

50-311 

P 

THOMPSON, W. E. 

0012040160 

50-209 

F 

TOLLIBON, A. C. 

0012220330* 

90-324 

8 

TEDEaCO.R- L. 

6012010483 

50-269 

P 

THOMPSON, C. H, 

8012040237* 

TOPREP 


TOLLISON, A. C. 

8012230401 

50-323 

8 

TEDEBCOrR. L. 

6012010056 

30-390 

V 

THOMPSON, a. L. 

0012190463 

NUREO 


TOLLIBON, A. C. 

0012230406* 

50-325 

B 

TEDESCO. R. L. 

6012010058 

50-362 

V 

THOMPSON, J. E. 

BO 12090093 

WASTE MOT 

TOLLISON, A. C. 

8012230434 

50-324 

B 

TEDESCO, R. L. 

6012020091 

50-395 

V 

THOMPSON, J. E, 

60I2030B93 

WASTE MOT 

TOLLISON, A. C, 

8012230443* 

90-324 

8 

TEDESCO, R. L, 

6012120447 

30-361 

V 

THOMPSON. M, A. 

0012120394 

WASTE MOT 

TOLLISON, A. C. 

0012230369 

90-324 

8 

TEDESCO, R. L. 

8012040156 

50-31 1 

P 

THOMPSON, J. E. 

0012240437 

WASTE MOT 

TOLLISON, A. C. 

8012230373* 

30-324 

8 

TEDESCO, R. L. 

8012040161 

30-311 

F 

THOMPSON, J. E, 

8012240266 

WASTE MOT 

TOLLISON, A. C. 

0012230501 

30-324 

8 

TEDESCO, R. L. 

8012050404 

50-382 

0 

THOMPSON, D. 

8012030000 

50-220 

Q 

TOLLISON, A. C. 

8012230505* 

90-324 

8 

TEDESCO, R. L. 

8012050411 

50-445 

Q 

THOMPSON, D. 

8012290630 

DISCLOSURE 

TOLLISON, A. C. 

0O123OO39B 

30-324 

S 

TEDESCO, R. L. 

8012050425 

50-440 

Q 

THOMPSON, D. 

6012110100 

40-672 


TOLLISON, A, C. 

8012300402* 

90-324 

8 

TEDESCO, R. L. 

6012060981 

50-352 

Q 

THOMPSON, D. 

8012110166 

IliE 


TOLLISON, A. C. 

8012300429 

30-323 

a 

TEDESCO, R. L. 

6012060642 

50-364 

Q 

THOMPSON, D. 

8012110174 

50-397 

Q 

TOLLISON, A. C, 

8012300433* 

30-325 


TEDESCO, R, L. 

6012080804 

50-350 

Q 

THOMPSON, D. 

8012110304 

50-313 

0 

TOLLISON, A. C. 

8012300571 

30-385 

6 

TEDESCO, R.L. 

80121 103J9 

go-498 

G 

THOMPSON, D. 

0012100261 

50-286 

8 

TOLLISON, A. C. 

8012300590* 

90-385 

8 

TEDESCO, R.L. 

8012110366 

50-390 

Q 

THOMPSON, T. J, 

0012160009* 

FQIA 


TOLLISON, A. C. 

8012300472 

90-324 

8 

TEDESCO, R. L. 

6012010053 

50-358 

E 

THOMPSON, T. J, 

8012160012* 

FQIA 


TOLLIBON, A. C. 

8012300575 

90-384 

8 

TEDESCO, R.L. 

6012040182 

50-267 

0 

THOMPSON, D. 

0012180299 

I6E 


TOLLISON, A. C. 

8012300579* 

30-384 

S 

TEDESCO, R. L. 

6012060691 

50-416 

A 

THOMSEN, A. L. 

6012120262 

40-8743 


TOLLISON, A. C. 

0012300583 

30-384 

& 

TEDESCO, R. L, 

8012080729 

30-364 

P 

THOMSEN, F. T. 

8012310380 

50-522 

0 

TOLLIBON, A. C. 

0012300589* 

30-324 

B 

TEDESCO, R. L. 

8012100659 

30-382 

A 

THOMSEN, F. T, 

80123103SB 

50-522 

0 

TOLMAN, E. L. 

0012040591 

REB 


TEDESCO, R.L. 

8012010470 

90-438 

A 

TH0NU8. L. H. 

8012100179 

50-320 

8 

TOMLINSON, D. P. 

8012190416* 

90-490 

0 

TEDESCO, R.L. 

8012010510 

50-438 

A 

THORNTON, R. M. 

8012190199 

RES 


TOMLINSON, D. P. 

8012190623* 

50-498 

8 

TEDESCO, R.L. 

6012040017 

50-445 

A 

THORNTON, P. 

8012100039 

50-445 

M 

TOMPKINS, B. A. 

8012290277 

30-389 

0 

TEDESCO, R. L. 

6012040197 

50-445 

A 

THORNTON, P, 

8012100039 

50-449 

M 

TONGUE, T. M. 

8012100597* 

50-10 

0 

TEDESCO, R.L. 

6012040582 

50-395 

A 

THORNTON, P. 

0012100039 

50-445 

M 

TOOKER, D. W. 

8012020495* 

50-331 

8 

TEDESCO. R.L, 

B012040617 

50-367 

A 

THORNTON, P. 

8012100039 

30-445 

M 

TOOKER, D. W. 

8012020613* 

30-331 

6 

TEDESCO, R.L. 

8012040660 

50-373 

A 

THORNTON, P. 

8012100039 

50-445 

M 

TOOLE, T. W. 

8012230360* 

90-953 

R 

TEDESCO, R. L. 

GOJ 20407 12 

50-397 

A 

THORNTON, P. 

8012300360 

50-195 

0 

TORSDN, 0. W. 

8012030605* 

FQIA 


TEDESCO, R.L. 

8012060309 

50-395 

A 

THORNTON, P. 

0012300360 

50-199 

0 

TOTH, A. D. 

8012310508* 

90-460 

8 

TEDESCO, R.L. 

8012060366 

30-329 

A 

THROM, 6. D. 

8012220230 

90-269 

P 

TOWNBLEYr 8. 

8012030010* 

FQIA 


TEDESCO, R. L , 

8012080442 

S0-38B 

A 

THROM, E. D. 

6012240474 

50-269 

P 

T0WN8LEY, 8. J. 

8012030325* 

FOIA 


TEDESCO, R. L. 

8012060462 

30-358 

A 

THURSTON, J. 

0012030711 

MISC 


TOWNSLEY, 8. J. 

0012030201* 

FOIA 


TEDESCO. R. L, 

8012080669 

30-361 

E 

TILBERO.K, R, 

0012080266 

PR 


T0WN8LEV, 8. J. 

7910150050* 

FOIA 


TEDESCO, R. L. 

0012080710 

30-416 

C 

TILLMAN. A. 

8012160221* 

70-143 


TOY, H. L. 

0012020715 

70-0 


TEDESCO, R. L. 

6012100695 

50-358 

A 

TILLMAN, A. 

8012190609* 

XPORTLIC 


TRAKM, T. R. 

0012010084 

90-454 

A 

TEDESCO, R. L. 

8012100663 

50-445 

A 

TILLMAN, A, 

8012190719* 

50-438 

Q 

TRAMM, T. R. 

8012000448 

90-454 

A 

TEDESCO, R. L. 

8012230032 

50-367 

A 

TILLHAN, A. 

8012180303* 

90-391 

Q 

TRAMM.T, R. 

8012020105 

50-295 

P 

TEDESCO, R. L. 

8012040075 

50-322 

A 

TIMKa,D. R. 

0012170372* 

90-334 

R 

TRAMM, T. R. 

8012020182 

TOPREP 


TEDESCO, R. L. 

8012040562 

30-387 

A 

TINO, M. H. 

BO 12220726 

50-201 

P 

TRAMM, T. R. 

8012090104 

90-999 

M 

TEDESCO, R. L. 

6012040604 

30-373 

A 

TIPTON, T. E 

0012080269 

REOOD 


TRAMM, T. R, 

0012100482 

90-454 

8 

TEDESCO, R. L. 

8012040695 

30-397 

A 

TISCHLER.L. F. 

8012300664* 

50-466 

T 

TRAMM, T. R. 

8012110254 

30-295 

P 

TEDESCO, R. L. 

0012040717 

50-322 

A 

TOBIN, N. J. 

8012180069* 

50-299 

0 

TRAMM, T. R. 

8012170447 

90-295 

P 

TEDESCO. R.L. 

0012040721 

30-369 

A 

TOD IN, W. J, 

BO 12190609* 

XPORTLIC 


TRAMM, T.R. 

0012290247 

90-295 

P 

TEDESCO, R.L. 

0012080320 

50-402 

A 

TODD, O. A. 

8012310619* 

70-143 


TRAMM, T.R. 

0012300639 

50-295 

P 

TEDESCO, R. L. 

0012080811 

30-367 

A 

TODORQVICH, H, 11. 

8012150026 

50-247 

T 

TRAUBENIK, M. 

0012090151* 

90-70 

P 

TEDESCO, R. L. 

80121 10667« 

30-402 

A 

TOLAN, J. H, 

6012000283 

PR 


TRAUTMANi D. 

8012150110* 

90-346 

8 

TEDESCO, R. L, 

8012110170 

30-339 

F 

TOLL ISON, A. C. 

0012190426* 

50-324 

0 

TRAUTMAN. D. 

8012310337* 

50-346 

8 

TEDESCO, R. L. 

8012160199 

30-445 

F 

TOLU SON. A, C. 

0011180692 

50-325 

8 

TRAVERS, W. 

8012160615 

90-380 

P 

TEDESCO, R. L. 

0012170209 

30-358 

A 

TOLLIBQN.A. C. 

8011180703* 

30-325 

S 

TRAVIESO-DIAZ 

8012220428 

90-307 

0 

TEDESCO, R. L. 

0012100143 

30-364 

F 

TOLL 16 ON, A. C. 

8012080047 

50-324 

Q 

TRE8Y, 8. A. 

8012290124 

90-900 

0 

TEDESCO, R, L. 

0012100146 

30-327 

P 

TOLLISONrA. C. 

0O121OO449 

50-325 

8 

TREBY, a, A. 

8012310256 

90-70 

0 

TEDESCO, R. U. 

0012230281 

30-395 

D 

TOLL I SON, A. C. 

8012100452* 

50-325 

8 

TREINI8H,R J. 

8012120007 

PR 


TEDESCO, R. L. 

B0121 70775 

30-329 

A 

TOLLISONrA. C. 

8012020971 

50-324 

8 

TRIBBLE, J. E. 

8012090423 

90-29 

p 

TEDESCO. R. L. 

6012180126 

30-311 

F 

T0LL16ON, A. C, 

0012020578* 

30-324 

8 

TRIBBLE, M, 

8012170726* 

90-289 

H 

TEDESCO, R. L. 

6012190324 

30-011 

F 

TOLL ISDN, A. C. 

8012020496 

30-324 

8 

TRIJ0V8KY, M. 

8012220623 

NUREO 


TEDESCO, R.L. 

8012310496 

TOPREP 


TOLLIBON, A. C. 

8012020920* 

50-324 

8 

TRIMBLE, D. C. 

8012120174 

90-313 

0 

TEDESCO, R. L, 

8012190322 

50-362 

A 

TOLLIBON, A. C. 

8012020569 

50-325 

8 

TRIMBLE, D. C. 

8012120156 

90-313 

Q 

TEDESCO. R. L. 

8012310046 

50-395 

1 

TOLLIBON, A. C. 

8012020569* 

50-325 

8 

TRIMBLE, D. C. 

8012120099 

90-313 

Q 

TEDESCO, R, L. 

8012310037 

50-387 

A 

TOLHSON, A. C- 

8012030721 

50-324 

P 

TRIMBLE. D. C. 

0012120106 

90-313 

Q 

TEDESCO, R. L. 

0012310162 

30-339 

P 

TOLLISOM, A. C. 

8012090352 

90-324 

8 

TRIMBLE, D. C. 

8012240331* 

90-313 

Q 

TEDESCO, R, L. 

6012310170 

30-373 

A 

TOLLI80N, A. C. 

8012100453 

30-324 

8 

TRIMBLE, D. C. 

0012030687 

90-368 

a 

TEDESCO, R, L. 

0012240108 

30-061 

A 

TOLL I SON, A. C. 

0012100455* 

50-324 

a 

TRIMBLE. 0. C. 

8012010370 

90-369 

8 

TEERrB.R. 

0012300231 

TOPREP 


TOLLIBON, A.C. 

0012100456 

50-324 

0 

TRIMBLE, D.G, 

0012010315 

90-360 

8 

TEER^fl.R. 

0012300235* 

TOPREP 


TOLLIBON, A. -C. 

0012100459* 

50-324 

8 

TRIMBLE, D. C. 

8012010331 

90-368 

8 

TEITT,T. R, 

0012160473 

30-287 

R 

TOLLIBON, A. C. 

0012100967 

50-324 

B 

TRIMBLE, D.C. 

8012010354 

90-313 

8 

TENBEAU, P. H. 

0012060012* 

CONTRACT 


TOLLIBON, A- C. 

8012100972* 

50-324 

8 

TRIMBLE, D. G. 

0012010399 

50-313 

8 

TENZER, B. E< 

0012160400 

TOPREP 


TOLL I SON, A. C. 

8012150005 

50-324 

R 

TRIMBLE, D.G. 

0012010402 

90-368 

8 

TERRELL, B.E. 

0012000676 

PR 


TOLU SOW, A. C. 

8012150291 

80-324 

8 

TRIMBLE, D.G. 

0012240030* 

90-313 

Q 

TERRELL, G. D. 

\ 0012030698 

50-289 

H 

TOLLIBON, A. C. 

0012150296* 

30-324 

8 

TRIMBLE^D.C, 

0012030630 

30-368 

8 

THIERER, r. 

0012230490 

50-361 

A 

TOLL I SON, A. C. 

0012170614 

30-324 

8 

TRIMBLE, D.G. 

8012240227 

71-9111 


TH1E8,A.C. 

001:1210440 

50-269 

G 

TOLLISON, A. C. 

0012170625* 

50-324 

8 

TRIMBLE, D.C. 

6012020458 

90-360 

8 

THOHrt. 

6012160321* 

50-269 

R 

TOLLIBON, A. C. 

0012220391 

90-324 

8 

TRIMBLE, D. C. 

8012090431 

90-313 

8 

THOriASrJ.;: , . . 

0012010196* 

71-9073 


TOLLISON, A. C. 

0012160433 

30-324 

B 

TRIMBLE, D. C. 

8012020463 

90-313 

8 

THOMAS. J, A. 

.8012110090* 

50-219 

Q 

TOLLIBON, A. C. 

601 21 60440* 

30-324 

0 

TRIMBLE, D.C. 

8012030517 

90-313 

R 
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TRIHBLE< D. C. 

8012080342 

50-313 

Q 

TRIMBLEi D. C. 

G012080515 

30-368 

P 

TRlHBLEi D. C. 

8012150097 

50-360 

P 

TRlHBLEi D.C. 

8012090174 

50-360 

P 

TRIMBLE, D.C. 

6012090180 

50-313 

P 

TRIMBLEi 0. C. 

8012090388 

50-360 

9 

TRlKBLEi D.C. 

8012090420 

50-368 

S 

TRIMBLEi D.C. 

8012090453 

50-368 

8 

TRIMBLEi D, C. 

8012150174 

50-313 

P 

TRIMBLE. 0. C. 

8012100553 

50-368 

8 

TRIMBLE, D. C. 

8012150049 

50-313 

P 

TRIMBLEi D.C. 

8012130087 

50-368 

8 

TRIMBLEi D.C. 

8012150089 

30-36S 

8 

TRIMBLEi D. C. 

8012170623 

50-369 

8 

TRIMBLEi D.C. 

8012160409 

50-313 

R 

TRIMBLEi D. C. 

8012160414 

50-369 

R 

TRIMBLEi D, C. 

8012180240 

50-369 

8 

TRIMBLEi D.C. 

8012220452 

50-368 

8 

TRIMBLEi D, C. 

8012230200 

50-369 

P 

TRIPP. L. E. 

80121 90S60« 

50-387 

Q 

TRIPP. L. E. 

8012230049* 

50-336 

Q 

TRQSKOSKI.M. 

8012240049* 

50-334 

Q 

TROSTENi L, M. 

8012290066 

70-2623 


TROBTEM. L. M. 

8012290066 

70-2623 


TROSTENi L. H. 

8012290071 

70-2623 


TROSTENi L. M. 

8012290071 

70-2623 


TROUP, 0. L. 

8012190395* 

27-47 


TROUP, 0. L. 

8012160215* 

50-364 

Q 

TROUP, 0. L. 

8012190202* 

50-364 

Q 

TROUTMAN, H. A. 

8012170632 

50-209 

H 

TRUSBELLiH. H. 

8012100116* 

40-8064 


TRUSBELLrH. H. 

8012010229 

40-8064 


TRUSSELLiH. H. 

8012100106 

40-0064 


TSCHAECHEiA. N. 

8012040393 

50-209 

H 

TSOMOASi p, e. 

8012300176 

50-293 

U 

TUBBS. R. C. 

8012090436* 

50-265 

8 

TUBBS, R. C. 

8012170449* 

50-254 

R 

TUBBS. R, C. 

8012300420* 

50-265 

S 

TUBRIDY. U. F. 

8012300030* 

50-445 

M 

TUCKER. J. J. 

8012230003 

50-289 

H 

TUNSTALL, J. E. 

8012100022* 

CONTRACT 


TUPPERt S. R. 

8012130070 

50-309 

0 

TURK. 8, E. 

8012080316* 

70-2909 


TURK. 8. E. 

8012080522* 

70-2909 


TURK. 8. £. 

8012080612 

70-2909 


TURK. 8. E. 

8012080307 

50-540 

0 

TURK, 8. E. 

8012130243 

50-445 

0 

TURNADEi J. C. 

8012240262* 

50-29 

p 

TURNBULL. K. R. 

8012150112* 

50-327 

p 

TURNER, W. A, 

8012030479* 

FQIA 


TURNER, B. E, 

8012230370 

NUREO 


TURNEY. J. M. 

80123002124 

CONTRACT 


TWALEfl.W. E. 

8012100211 

PR 


TYLER, P. E. 

8012080451 

50-170 

p 

TYLER, P.E. 

0O12O8OSOS 

50-170 

R 

UDALLiM. K. 

G0121 10043* 

COMMISSION 

UDERITZ.R. A. 

8012190216 

50-272 

P 

UDERIT2, R. A. 

8012190634 

50-272 

8 

UDERITZ.R. A. 

8012230379 

50-272 

8 

UHRtOiR. E. 

80121 10806* 

FOIA 


UHRtO.R. E. 

8012080234* 

50-250 

0 

UHRID.R. E, 

8012060220* 

50-250 

F 

UHRIO. R. E. 

8012180207* 

50-3B9 

0 

UHRIO. R. E. 

8012060388 

50-389 

0 

UHRIO.R. E. 

8012010106 

50-335 

P 

UHRIO, R. E. 

8012010131 

50-250 

P 

UHRlOiR. E. 

8012010091 

50-250 

P 

UHRIO.R.E, 

6012090117 

PR 


UHRIO. R.E. 

8012020071 

50-335 

F 

UHRIO, R. E 

8012020079 

50-250 

P 

UHRIO. R. E. 

8012020121 

50-250 

P 

UHRIO. R. E. 

8012040085 

50-250 

F 

UHRIO, R. E. 

8012220614 

50-389 

Q 

UHRIO. R. E. 

8012090199 

50-389 

A 

UHRIOtR. E. 

8012150233 

50-335 

P 

UHRIOrR. E. 

8012160145 

50-250 

P 

UHRIOrR; E. 

8012310410 

50-335 

Q 

UHRlOi R. E. 

8012170303 

50-389 

A 

UHRIOiR. E. 

8012190425 

50-389 

K 

UHRIO, R.E. 

8012240179 

50-335 

P 

UHRIQVR.E. 

8012290321 

50-250 

P 

UHRIO, R.E 

8012220301 

50-251 

Q 

UHRIO. RE. 

8012240430 

50-250 

P 

UHRIO.R.E. 

8012300216 

50-335 

P 

UHRIO.R.E, 

8012300320 

50-250 

P 


PERSONAL AUTHOR INDEX 
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CATEOORY 

ULLRICH. W. T. 

6012040411 

50-27S 

8 

ULLRICHiW. T. 

8012040439 

50-277 

8 

ULLRICHiM. T. 

0012010239 

50-277 

8 

ULLRICH. W. T. 

8012040429 

50-277 

0 

ULLRICH, W. T, 

0012040419 

30-277 

8 

UMSTED. J. M. 

0012230366* 

50-317 

6 

UMSTED, J, M. 

8012020619* 

50-317 

6 

UNDERWOOD, P. R. 

0012230295* 

50-321 

n 

UNDERWOOD, P.R. 
UNTALANi J. T. 

0012230301* 

0012080293 

50-366 

PR 

R 

UPRiOHTiC.M. 

0012090228* 

50-261 

0 

URBAN, J. II . 

URIBEt J. D. 

OTHEi E. 

UTLEY, E. E. 

UTLEY, E. E. 

8012300238 

0012100257 

0012290611 

8012120421 

8012090058 

50-389 

PR 

NUREO 

71-345 

PR 

M 

UTLEY, E, E- 

8012030679 

50-261 

p 

UTLEY, E. E. 

8012050273 

50-261 

p 

UTLEY, E. E. 

80120507^8 

50-261 

0 

UTLEY, E. E. 

8012050436 

50-324 

p 

UTLEY, e. E. 

8012080479 

50-261 

p 

UTLEY, E. E. 

8012090405 

50-261 

p 

UTLEY, E. E. 

8012100450 

30-261 

p 

UTLEY, E, E. 

8012100495 

50-261 

p 

UTLEY, E, E. 

8012090189 

50-261 

F 

UTLEY, E. E. 

8012110352 

30-324 

P 

UTLEY, E. E. 

8012160319 

30-324 

P 

UTLEY, E. E. 

0012160460 

50-324 

P 

UTLEY, E. E. 

8012160464 

50-261 

P 

UTLEY. E. E 

0012220332 

50-325 

P 

UTLEY, E. E. 

0012220472 

50-261 

P 

UTLEY, E. E. 

8012230470 

30-324 

P 

UTLEY, E. E. 

0012220295 

50-324 

P 

UTLEY. E. E. 

8012230320 

50-324 

H 

UTLEY, E. E, 

UADEN, J. D. 

VAIL. J. 

8012300671 

8012030034* 

0012220175 

50-261 

FOIA 

70-143 

P 

VALOREiC. J. 

0012290397 

50-272 

Q 

VAN BRUNT, E. E. 

00121003(14 

50-520 

8 

VAN BRUNT. E. E. 

0012100414 

50-520 

8 

VAN BRUNT, E.E. 

0012090064 

50-528 

F 

VAN BRUNT, E. E. 

0012160499 

50-520 

r 

VAN BRUNT,E. E. 

0012220319 

50-520 

A 

VAN BRUNT, E.E. 

0012230399 

50-520 

8 

VAN BRUNT, E.E. 

0012230496 

50-520 

8 

VAN BRUNT, E. E. 

0012230449 

50-320 

8 

VAN BRUNTi E. E, 

0012230456 

50-520 

C 

VAN BRUNT. E. E. 

VAN OVKE. C. 

VAN HQOMISSE^vl 

VAN PELT.U. R. 

8012230302 

0012020240* 

0012010626* 

0012180206 

50-520 

40-8709 

70-1300 

PR 

K. 

VAN BICKEL. J, 
VANDEBEROi E. J. 

8012230314* 

0D12O3OO6S* 

50-33 ( 
FOIA 

ft 

VANDOORN. P. K. 

0012160217* 

50-309 

8 

VANDOORNi P. K, 

8012160289* 

50-424 

0 

VANDODRN. P. K. 

6012160033* 

50-416 

0 

VANBICKlErO. 

8012300723* 

50-466 

T 

VARELA, A. A. 

0012080060* 

50-443 

0 

VARELA, A. A. 

G012U0079* 

50-412 

Q 

VARELA. A. 

0012190511* 

50-423 

0 

VAROA, 8. A. 

8011190738 

5D-S06 

Q 

VARQA, 8. A. 

8012040673 

50-247 

F 

VAROA, 8. A. 

0012040320 

50-3(5 

P 

VAROA, 8. A. 

8012030812 

50-260 

F 

VAROA, 8. A. 

6012120012 

50-334 

P 

VAROA, 8, A. 

8012120020* 

50-334 

P 

VAROA, 8. A. 

8012120020* 

50-334 

P 

VAROA, 8. A. 

0012180668* 

50-10 

P 

VAROA, 8. A. 

8012080507 

50-3 

P 

VAROA, a. A. 

0012080593* 

SO-3 

P 

VAROA, 8. A. 

6012080598* 

50-3 

P 

VARQA, 8. A. 

6012100662 

90-206 

0 

VAROA, 8, A. 

6012170497 

80-295 

P 

VAROA, 8. A. 

8012170493 

80-200 

P 

VAROA, 8, A. 

8012170694 

50-261 

P 

VAROA, 8. A. 

8012190069 

50-280 

P 

VAROA, 8. A. 

8012190073* 

50-250 

P 

VAROA, 8. A. 

8012190079* 

80-230 

P 

VAROA, 8. A. 

8012240135 

50-334 

P 

VAROA, 8. A. 

80(2240142* 

50-334 

P 

VAROA, 8, A. 

80(2240148* 

50-334 

P 

VAROA, 8. A. . 

80(2240102 

50-872 

P 

VARQA, 8. A. 

80(2240184* 

90-272 

P 

VAROA, 8, A. 

8012240191* 

50-272 

P 

VAROA, 8. A. 

6012290312 

50-334 

F 
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VARQA, S, A. 

8012290342 

S0-27S 

P 

VAIIGA. 0. A. 

8012290363 

50-272 

P 

VAHQA. 8. A. 

6012290364 

50-250 

P 

VAROA, 0 A. 

8012290375 

50-250 

P 

VARQA, S. A, 

6012290210 

50-295 

P 

VAROA, 8. A. 

8012290315 

SO-247 

P 

VAROA, S. A. 

80 1 2290346 

50-295 

F 

VAROA, 8. A. 

8012290353 

50-236 

F 

VARQA, 8. A. 

80 1 2290394 

50-305 

P 

VARQA, 8. A. 

8012190402 

50-261 

P 

VAROA, 8. A. 

8012190400* 

50-261 

P 

VARQA, a. A. 

8012190412* 

50-261 

P 

VARNER. L. S 

8012300142* 

CONTRACT 


VAUOHNiC. 

8012000435* 

50-2 7S 

H 

VAUGHAN, R. G. 

8012II0147 

PR 


VEOA. D. W. 

8012170696* 

50-209 

H 

VEKLOTZi R. J. 

8012100430 

50-2S9 

H 

VELAN, P. 0. 

0012240127 

50-322 

3 

VESELY, W. E. 

8012050066* 

SECY 


VINCENT, R. A. 

8012020479 

SO- i 53 

P 

VINCENT, R. A, 

0012310309 

50- 1 53 

a 

VOGEL, C. C, 

6012030602* 

FQIA 


VOOLER, B. H. 

6012300040* 

50-443 

M 

VOLKER, 8. C. 

6012310599 

FOIA 


VOLLENr R. J. 

8012100066 

30-367 

0 

VOLLEN, R. J. 

0012100066 

50-367 

0 

VOLLEN. R. J. 

8012300644* 

30-367 

A 

VOLLMER.fl.H. 

0012010017 

NUREQ 


VOLLMER, H. W. 

0012020471 

50-352 

A 

VQLLMER, fl. H. 

0012090014 

TQPREP 


VOLMERiC. J. 

6012080267* 

QA999 


VOMACHKAi A. U. 

6012120196 

PR 


VON HIPPEL,F. 

0012020375* 

lOCFft 


V ORDER BRUeOOEM 

0012310234* 

50-520 

0 

V0TH.I1. H. 

0012220624 

70-657 


V0ZNE6ENSKI 1. B. 

80121104 52* 

FQIA 


WACKER, H. 

8012170/09* 

50-289 

H 

WAGNER, A. 0. 

8012110267* 

50-416 

0 

WAGNER, A, Q. 

0012090510* 

50-416 

0 

WAGNER, F. T. 

0012010015 

71-6717 


WAGNER, F. T. 

8012010290 

71-399 


WAGNER, F. T. 

0012010302* 

71-399 


WAGNER, N. J. 

8012040310* 

50-397 

0 

WAGNER, P. C. 

8012010524 

30-203 

P 

WAIT.K. J. 

6012120217 

NUREG 


WAIT.H. J. 

8012120350 

NUREO 


WAITE, D. A. 

8012110065 

50-10 

P 

WALDRIDOE.W. C. 

8012090415 

30-312 

P 

WALQRIDGEfW. G. 

8012090331 

30-312 

F 

WALBRIDOE.W. G. 

8012090411 

50-3(2 

F 

WALKER. H. V. 

0012030300* 

FQIA 


WALKER. H. V. 

8012030221* 

FQIA 


WALKER. H. V. 

8012030241* 

FQIA 


WALKER. H. V. 

8012030205* 

FOIA 


WALKER. H. V. 

8012030190* 

FOIA 


WALKER. H. V, 

6012030177* 

FQIA 


WALKER. H. V. 

00 1 2030 1 40* 

FOIA 


WALKER, H. V. 

8012030350* 

FQIA 


WALKER. I. Q 

0012030405* 

FQIA 


WALKER. H. V. 

60 1 20302 1 9* 

FOIA 


WALKER. H. V. 

60 1 20300 1 7* 

FQIA 


WALKER, H. V. 

0012030306* 

FQIA 


WALKER, H. V, 

6012030460* 

FOIA 


WALKER, H. V. 

00 1 2030 1 02* 

FOIA 


WALKER, H. V. 

0012030067* 

FQIA 


WALKER, R. D. 

0012310470* 

30-373 

Q 

WALKER, R. 8 

8012040406 

50-2 S9 

U 

WALKER, F, T. 

0012170617 

50-209 

M 

WALKER, G. K. 

8012300657 

50-546 

H- 

WALL,W. X. 

0012030513* 

FQIA 


WALL, L. 0. 

0012020309 

40-0743 


WALL, 1.8. 

8012020379* 

tOCFR 

i: 

WALLACE. J. 

8012030712 

50-289 

Hr 

WALTOW, 0. A. 

8012230049* 

50-336 


WANG, 3. y. 

0012100542* 

50-361 

AK 

WANO, C. H. 

0012300453 

50-243 


WANOEWANN, ft. T. 

0012120384 

PR 


WANNER. D. 0. 

6012170724* 

30-289 


WARD, K. D, 

0012310510* 

30-34 1 


WARD, J. 0. 

0012010019 

8fcat* Prog!: 

WARD, J. 0. 

0012120260 

PR 


WAREM8DUR0, D. 

0011250201 

50-267 

Rr? 

WAREMDOURO, D. 

6011250495 

SO-267 


MAREMBQURO, D. 

6012290267 

SO-267 

P(f 

WAREM80UR0, D. 

6012020554 

50-267 

■4 
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AUTHOR 

NUHDEN 
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UAREhDGURO« D. 

8012020988 

30-267 

S 

WAREMBDURO, D. 

8012050408 

50-267 

s 

MAREKBDURO, D. 

8012100444 

30-267 

p 

WAREKBOURO, D. 

8012100332 

SO-267 

R 

MAREHDOURO. D. 

8012100489 

50-267 

S 

MAReHPQURO, ». 

SOI 2100^03 

30-267 

s 

UAREHBGURO, D. 

8012100515 

50-267 

s 

WAREMBQURO. D. 

8012100524 

50-267 

8 

WAREHDOURO. JJ. 

00121?0419 

30-267 

P 

HAREKBOUflO. D. 

8012230496 

50-267 

P 

UAREMBOURO«T). 

8012290435 

50-267 

5 

MAREMBOURO.O. 

80123005^2 

50-267 

6 

MAREhBOURO. D. U. 

8012290231 

30-267 

P 

EARNER, U. 

8012030060* 

FOIA 


EJARNERi J.fJ. 

8012030719* 

XPORTLIC 

MARNECKBEW1. A. 

8012110284 

PR 


MARNICK,R. F. 

80120401 15* 

50-346 

0 

MARNICKiR. F. 

8012110110* 

50-35B 

Q 

VIARNICK/R. F. 

6012310482* 

90-346 

O 

WARNICK.R, F. 

B012310500* 

50-266 

0 

BARREN. 8. K, 

8012230016 

50-329 

0 

U'ARRENiS. K. 

8012230016 

50-329 

0 

KASaERBACH^A. 

0012290017 

50-395 

D 

MATANABEiH, T, 

8012050126 

TOPREP 


UATANABEi D. H. 

8012300099 

50-466 

0 

WATERS. E. L. 

8012040171 

50-341 

F 

WATERS. D. Q, 

8012040327 

PR 


MATERS. D. B. 

80 12020643 

50-261 

P 

MATFORC.H. L. 

8012160438* 

50-261 

R 

WATKINS, M. 

8012060109 

FOIA 


WATKINSrK. 

8012110146 

FOIA 


WATKINSrM. 

8012190007 

FOIA 


WATSQN. T. li 

8012030922 

FOIA 


MAYMIRE. 0. R. 

8012010260* 

71-9073 


WEAVER. 0. A. 

8012290202* 

50-209 

H 

WEBER, li. 6 

BO 120307 10 

50-247 

H 

WEBER, J. A. 

8012090096 

PR 


WEBER, J. A. 

B0121B02S6 

PR 


WEBSTER, E. H. 

0012160149* 

50-338 

0 

WEEKS, J.R. 

S012160232 

50-10 

P 

WEEKS. J.R. 

C012160245 

50-10 

P 

WEEKS, E. D. 

8012190046 

50-133 

R 

WEC8T. W. 

6012170436 

50-142 

S 

WEI, 8 

6012230340 

NUREO 


WEIL. C. H. 

6012310950* 

40-7402 


WEiNHOLB.E, H. 

6012190248* 

50-443 

0 

WE1NH0LD,P. 

6012120100 

PR 


WEIR,0. J. 

6012120273 

PR 


WEISBLAT.D. I. 

6012080343 

PR 


WElSBLATiD, I. 

6012180177 

PR 


ME18B,A. J. 

6012080017 

WUREO 


WEieSiO. 

8012120405* 

40-8348 


UEiaSiO. 

80121001 10* 

40-8064 


WEISS, D. 

80120101 9B 

71-6490 


WE188,0, 

8012010212 

71-6698 


WEISS. D. 

8012020219 

70-754 


WEISS,!}. 

6012040122 

90-206 

P 

WEISS, D. 

8012100665 

40-3453 


WEISS, L. 

8012190008 

raiA 


WEISS, D, 

B0I21204O2 

70-135 


WEISS, D. 

6012190037 

70-794 


WEISS, E.R. 

B012290217 

50-3 

0 

WElSSrE. R. 

8012020673 

90-443 

0 

WEISS. E. R. 

8012020673 

50-443 

0 

WEISS, D. 

8012160613 

70-1257 


WEISS, E. 

8012110637 

50-247 

H 

WEISS, E. 

8012150161 

90-247 

H 

WEISS, E.R. 

8012170674 

90-289 

H 

WEISS, E.R. 

8012290134 

90-269 

0 

WEISBrE. R, 

8012290313 

70-2623 


WEITKAHR,W.0. 

8012080355 

PR 


WELCH, E. B. 

8012090992 

PR 


WELDON, V. V. 

0012120626 

Pft 


WELLER, R. 

6012090274 

50-320 

H 

WENDERLICH.R.L. 

8012100966* 

50-317 

0 

WENDERLICH.R. 

8012020530* 

90-317 

8 

WEWDERLICH.R.L. 

0012030733* 

90-318 

8 

MENOERLICH.R.L, 

8012160387* 

90-310 

8 

WEN8LAW8K1 1 F. A. 

001 2090095* 

90-344 

0 

MENSLAWSKi.r 

8012310946* 

90-360 

Q 

WERLIW, J, A. 

BO 12020927 

90-334 

B 

WERLlNOiU.A. 

5012090269 

90-334 

B 

WERUINO, J. A. 

S0120 10300 

90-334 

8 

WERLINO, J. A. 

6012010303 

90-334 

a 

WERLIN9. J. A. 

9012020926 

90-334 

a 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 
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WERLINO, J. A. 

8012030652 

90-334 

8 

WERLINO, J. A, 

0012100462 

50-334 

8 

WERLIHO. J. A. 

0012080436 

50-334 

8 

WERLIMO. J. A. 

0012080469 

30-334 

8 

WERLINO, J. A. 

0012050402 

50-334 

8 

WERLINO. J. A. 

0012090413 

50-334 

B 

WERLINO. J. A. 

6012050416* 

50-334 

S 

WERLINO, J. A. 

B0120903B9 

50-334 

5 

WERLINO, J. A. 

6012120522 

50-334 

a 

WERLItlO. J. A, 

8012120939 

50-334 

B 

WERLINO, J. A. 

80L216048L 

50-334 

8 

WERLINO. J. A. 

8012190501 

30-334 

8 

WERLINO, J. A. 

8012190587 

50-334 

8 

WERLINO, J. A. 

0012230520 

50-334 

8 

WERLINO, J. A. 

6012230441 

50-334 

8 

WERLINO, J. A. 

0012300659 

50-334 

8 

WERNER. J. 

6012020533* 

30-346 

8 

WERNER. J, 

0012040369* 

30-346 

S 

WE3C0TT, H. fl. 

6012120300* 

30-493 

0 

WEST, J. tf. 

8012310230 

XPORTLIC 


WEST, J. M. 

6012310236 

XPORTLIC 


WESTERHAM, T. F. 

0012020220* 

50-362 

Q 

WETTERHAH,N, M. J. 

0012080766 

PR 


WETTERAU, L. W. 

8012080345 

PR 


WETTERHAHM, H. J. 

0012040412 

S0-3SB 

0 

WETTERHANN, M. J. 

8012300071 

50-272 

0 

WETTERHAHM, M, J. 

8012300071 

30-272 

0 

WETTERHAHM, fl J. 

8012310291 

50-350 

0 

WETTERHAHM, fl J. 

8012310291 

50-350 

0 

WHARTON. A. 

0012240384 

50-466 

0 

WHARTON. R, J. 

8012300509 

50-361 

0 

WHARTON. R, J. 

0012300509 

50-361 

0 

WHITE. J,R. 

8012080195* 

50-272 

0 

WHITE8ELL, D. E. 

6012190446* 

QA999 


WHITESELL, D. E. 

8012180644* 

QA999 


WHITESELL. D. E. 

6012080256* 

0A799 


WHITENER. H. L. 

8012090219* 

50-395 

Q 

WHITESELL, D. E. 

8012000262* 

QA999 


WHITESELL, D. B. 

8012170021* 

0A999 


WHITESIDES, 0. £. 

0012100146 

REB 


WHITESELL, 0. E. 

0012190552* 

QA999 


WHITENER, H. L. 

Q012L90539* 

50-281 

0 

WHITE, J.R. 

SOI 2290420* 

50-220 

0 

WHITE, L. D. 

6012010202 

50-244 

F 

WHITE, L. D. 

6012010204 

30-244 

P 

WHITE, L. D. 

0012010307 

50-244 

P 

WHITE, L. D. 

8012170340 

PR 


WHITE, J. R. 

6012290409* 

50-220 

Q 

WHITE, L, D. 

6012090276 

50-244 

Q 

WHITESELL, Q. 

8012220451* 

50-346 

8 

WHITE. W. T, 

8012300731* 

50-466 

T 

WHITLER, J. D. 

8012300250 

50-445 

M 

WHITNEY, 0. 0. 

0012160418* 

50-293 

R 

WHITNEY, 0. 0. 

8012290176* 

50-293 

R 

WHTTESELL, D. E. 

0012190312* 

QA999 


MICHER8, D.L. 

0012010541 

40-0502 


WICHER8, D, L. 

0012310527 

40-0502 


WICHERB, D. L. 

6012110419 

40-0502 


WIDNER, W. A. 

8012030317 

50-321 

Q 

WIDNER, W. A. 

8012020752 

50-366 

0 

WIDNER, W. A. 

0012080140 

PR 


WIDNER, W. A. 

0012110532* 

50-321 

Q 

WIDNER, W. A. 

6012240236 

50-321 

0 

WIDNER, W. A. 

8012100161 

PR 


WIDNER, W, A. 

0012230364 

50-321 

P 

WIDRAN, J. 

0012310401 

50-10 

H 

wrooiNs, E- J. 

0012300210 

CONTRACT 


MIGOiNS, J. T. 

8012080099* 

30-244 

Q 

WIOOINTOH. J. E. 

0012220340* 

50-289 

Q 

WIGOINS, E. 

8012110674 

CONTRACT 


WIOOINS, E. 

8012110373 

CONTRACT 


WIOOINS, E. J. 

8012300208 

CONTRACT 


WIONOT,R. E. 

8012100257 

PR 


WIL80RN, L. 

8012020349* 

40-0084 


WIL60RN, L. 

0012190668* 

50-490 

Q 

WILCOX. J. D. 

0012090196* 

50-438 

Q 

WILCOX. J. D. 

BO 12080082* 

50-438 

a 

WILCOX. F. W. 

8012080231 

PR 


WILCOX. J. D. 

8012310063* 

50-439 

Q 

WILOrP. A. 

8012040645 

50-334 

6 

WILD, P. A. 

8012120618 

50-322 

8 

WILD, P. A- 

6012120638 

50-322 

8 

MILD, P,A. 

6012150033 

50-330 

S 

WILD, A. A. 

6012170698* 

50-209 

H 

WILDER, J, vJ. 

6012190112* 

50-327 

P 
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SUBJECT 


AUTHOR 

NUMBER 

CATEDDRY, 

WILEY, W. R. 

8012110696* 

contract 


WILKEV, A. M. 

0012020621* 

50-327 

8 

WILKEY, A.M, 

0012030674* 

50-327 

8 

WILHEY, A. M, 

0012080430* 

50-327 

3 

WILKEY, A. M. 

8012040396* 

30-327 

8 

WILKEY, A. M. 

8012300549* 

50-327 

S 

MILL, J. M. 

8012030066* 

FOIA 


WILLARD, T. 

8012180224 

PR 


WILLARD, D. 

0012300636 

50-367 

A 

WILLETT, D. J. 

0012100134* 

50-344 

a 
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0012230456 

90-520 

C 

8012230456 

50-520 

C 

0012230496 

50-528 

0 

8012230496 

50 - 32 D 

0 

8012300467 

50-328 

0 

8012010500 

PR 


9012090242 

PR 


8012110312 

PR 


8012010315 

30-360 

0 

8012010334 * 

30-368 

0 

8012010331 

30-360 

3 

0012010340 * 

50-368 

S 

9012010354 

30-313 

0 

6012010361 * 

90-313 

8 

9012010370 

50-360 

0 

0 O 12 O 1 O 33 L* 

30-369 

0 

0 OJ 2 O 1 O 399 

30-313 

S 

0012010402 

90-360 

S 


AUrHQR 

AFFILIATION 


Armyi Dept, of 

Armyi Dept. of. Office of Surgeon General 
Atlai Ninerale 


Atomic Energy Waet* Dliposal Service 


ACCESSION SUaJECT 

NUfIDER CATEODRV 


B 012010404 * 

30-313 

G 

8012010406 * 

30-360 

S 

80120 POI 44 

50-313 

Q 

6012020144 

50-313 

Q 

0012020458 

50-360 

S 

QO 12020461 * 

50-360 

5 

9012020463 

50-313 

S 

0012020466 * 

50 - 3 1 3 

8 

901203063 S 

50-368 

S 

8012030641 * 

50-360 

S 

9012030643 * 

50-360 

a 

0012030687 

50-360 

9 

0 O 12 O 5 OS 17 

90-313 

R 

8012050523 * 

50-313 

R 

8012090342 

50-313 

Q 

9012090347 * 

50-313 

Q 

0012000399 

50-313 

P 

80120 B 0 S 15 

50-368 

P 

8012090174 

50-368 

P 

8012090190 

50-313 

P 

9012090100 

50-313 

P 

0012090380 

50-368 

8 

8012090393 * 

50-369 

9 

0012090420 

50-369 

S 

9012090428 * 

50-360 

s 

8012090431 

90-313 

8 

8012090445 * 

50-313 

a 

8012090453 

S 0 - 36 Q 

G 

QO 12090463 * 

50-363 

S 

0012100555 

50-369 

8 

8012100360 * 

50-360 

6 

8012120099 

50-313 

0 

0012120106 

50-313 

0 

0012120106 

50-313 

a 

8012120156 

50-313 

Q 

0012120174 

50-313 

Q 

8012120191 

50-313 

a 

8012130021 

50-313 

Q 

8012130021 

50-313 

<1 

0012130049 

50-313 

P 

8012150087 

50-360 

8 

8012130008 * 

90-360 

& 

0012150069 

50-369 

9 

0012150090 * 

50-369 

8 

8012130097 

50-360 

P 

6012190174 

50-313 

P 

8012160409 

50-313 

R 

8012160411 * 

50-313 

n 

8012160414 

50-360 

R 

8012160419 * 

50-360 

R 

8012170494 

50-349 

P 

0012170623 

50-360 

8 

9012170630 * 

50-360 

8 

8012170654 

50-289 

W 

9012100240 

50-369 

S 

6012190243 * 

50-369 

a 

6012220452 

50-360 

8 

9012220466 * 

50-360 

8 

0012220907 

50-313 

Q 

6012230200 

50-369 

P 

6012230312 * 

SO -364 

P 

8012230492 

30-313 

P 

0012230462 

50-313 

P 

8012240039 * 

50-313 

0 

0012240038 * 

30-313 

Q 

8012240227 

71-9111 


8012240331 * 

50-313 

Q 

9012 S 40331 * 

50-313 

0 

9012290180 

50-313 

P 

9012290430 * 

50-313 

F 

8012120262 

40-9743 


8012120304 

PR 


0012010024 

40-3453 


8012090217 

40-3453 


8012080395 

40-3453 


8012080710 

40-34 53 


0012190046 

40-3453 


8012190033 

40-3453 


8012240310 

40-3453 


6012030124 * 

FOIA 


8012030131 * 

FOIA 


8012030157 * 

FOIA 


8012030216 * 

FOIA 


9012030229 * 

FOIA 


8012030264 * 

FOIA 




CORPORATE SOURCE INDEX 
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AUTHOR 

APFILIATIDH 


Atoi»vic I ial Foru/n 


Austin# TJf 
Raiicock fc Uilcox Co. 


DabcocV b: Uilcot Co. I Naval Nucloar Fuel 

D L V. 

Babcock Im Nilcox Co,. Nuclear HatBrial 
Div 

Bailey ConbroU Co. <4ub«. of Babcock i. 

N 1 I CO) Co. ) 

Raker i. Doit* 


fifll'klnore Gas b- EUcfcric Co. 


ACCESSION 

NUMBER 

0OI2O3O296h« 
8012030341a 
BO 1 20304 l^a 
8012010055 
80 1 20203A3 

8012030133 

8012180240 

60123000244 

8012020264 

80120202684 

801202O26S 
8012020286 
0O12O3O7B9 
8012030359 
80 12030 863-* 

6012080428 
801209007 7 ^ 
6012090225a 
8012110564 
8012160410 

80121604134 

0012180159 

80121904704 

00121904694 

80122904924 

6012020297 

Q01204053? 

8012040549 

G0120B0374 

60122403564 


80130206344 

8012130160 

6012270005 

8012270295 

6012290641 

6012300313 
6012300654 
6012010322 
GOI 201 0336 •> 
8013010356 

6012010366 

80120103694 

6012020425 

8012020429 

8012020429 

6013020432 

6012020438 

6012020306 

80120205304 

8012020593 

60120206004 

6012020612 

60120206194 

601203024B 

6012030246 

8012030656 
8012030731 
60120307334 
0012050454 
GO 1 20902 77 

8012100553 

60121005574 

0012100559 

6012100561 

60121005654 

60121005664 

6012120479 

6012190072 

8012150072 

8012160313 

6012160381 

6012160387* 

8012160390 

80121603944 

0012170295 

0OI217O29S 

8012170299* 

80121702994 

0012170450 

60121700574 

80121900574 

80121900644 


SUBJECT 

CATEGORY 


FOIA 

FOIA 

FOIA 

PROJ 

NUREG 

PR 

PR 

50-445 M 

TOPREP 

TOPREP 

70-1201 
50-13 F 

70- 135 

71- 9760 
71-9768 

TOPREP 
70-135 
50-302 P 
50-369 G 
TOPREP 

TOPREP 

PR 

QA999 

QA999 

0A999 

70-27 

70-27 

70-135 

70-364 

XPORTLIC 


50-466 O 
50-466 0 
50-466 0 
50-466 0 
50-466 0 

30-445 ri 
50-466 T 
50-310 S 
50-31 B 8 
30-317 S 

50-317 0 
50-317 8 
50-317 P 
30-317 P 
50-317 P 

50-317 P 
SO-317 P 
50-317 6 
50-317 8 
50-318 8 

5 0-3 IB S 
50-317 8 
50-317 S 
50-317 P 
50-317 P 

50-317 0 
50-310 3 
50-318 8 
50-317 P 
50-310 P 

50-31 B S 
50-316 Q 
50-317 8 
50-317 3 
50-317 8 

50-317 a 
50-318 0 
30-317 F 
50-317 F 
30-317 J 

50-3 I a 6 
50-310 B 
50-317 B 
50-317 6 
50-317 P 

50-317 P 
50-317 P 
50-317 P 
50-310 P 
50-317 F 

50-317 F 
50-317 F 


AUTHOR 

AFFILIATIOM 


Battelle Menarial Institutcr Columbus 
Laboratories 


Battolle Memorial Instiiuter Pacific 
Northwest Laboratorv 


nay Point Poubt k Light Co. 

Bechtel Associates Profeislooal Carp. 
Dechtel Corp. 


Bechtel Pouer Corp. (subs, of Dechtel 
Corp. > 


Beltway Limousine Servicer Inc. 
flergon-Pattepaon Pipe Bupport Corp. 
Rerlacfci Israels k Liberrnan 

Bigelow Laboratory for Ocean Sciences 
Black Hills AUiance 


Boeing Co. 


Boeing Computer Bervlces* In<. (sobs, of 
Boeing Co. ) 

Boston Edison Co, 


ACCESSION 

NUMBER 


6012190117 

6012190117 

8012190626 

0012190626 

60121906304 

00121906304 
60122200374 
801 222037 S 
9012220401 
80122204144 

8012230361 

60122303664 

6012230409 

60122304094 

6012230470 

6012230481 

0012290223 

6012290285 

8012020715 

8012030934 

80121000074 
6012110057 
B012 120590 
00121901104 
00121600184 

0012170219* 

8012230066 

0012230104 

80122400444 

8012040606 


0012090095* 

0012110063 

0012110065 

0012110250 

8012110453 

8012110540 

80121106964 

0012120270 

0012120324 

8012120343 

8012120609 

8012170240 

B012190S37 

0012220600 

0012220670 

8012230095 

8012230315 

8012230323 

8012240149 

8012240507 

8012310207 

8012080208 

6012080529* 

80120105294 

6012040044 

6012080762 

8012240340 

6012020129* 

8012080776 

8012120492 

6012160353 

8012190060* 

6012060641* 

6012020796* 

B012160&04 

60121001 78 
8012020710 
8012190410 
8012240122 
6012030206* 

8012030214* 

0012030229* 

6012030249* 

8012030270* 

6012030276* 

6012030323* 
6012030342* 
6012030349* 
6012030353* 
□0 1 2230331 


8012010096 


SUBJECT 

CATEGORY 


30-3 1 7 P 
SO-3 1 7 P 

30-317 a 

50-317 
50-317 R 

50-317 R 
50-317 Q 
50-317 P 
50-318 0 

50-3 IB 8 

30-317 B 
50-317 8 

50-317 8 

50-317 B 
50-317 8 

50-317 P 
50-317 F 
50-317 P 
70-6 

7(>-e 

CONTRACT 
RES 
NUREG 
50-327 P 
CONTRACT , 

CONTRACT 
50-320 P 
NUaEO 
CONTRACT 
RES 


50-344 G 

50-10 P 

50-10 P 

50-10 P 

NUREO 

RES 

CONTRACT 

NliREO 

NUREO 

NUREO 

REG 

REOGD 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

XPORTLIC 

NUREO 

NUREO 
REOOO 
50-253 P 
50-331 O 
PR 

PR 

XPORTLIC 
50-230 P 

PR 

TOPREP 

30-32? 8 

QA999 
CONTRACT 
QA999 

50-320 0 

PR 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

NUREO 


90-293 P 
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AUTHOR 

AFFlLMnON 


Brand & Hall 

B^Q 0 V^av«T 1 National Laboratart^ 


Bruce Norton 
Burnt i Roe Co 
Burrgushe 1lollcon«e Co. 

Businessmen for the Public Interest 
Operatin'] Plants Ouners Group 

C-e Pouer Systems 


CONOCO) Inc. (Continental Oil Co.) 


CON5AD RESEARCH CORP. 


Cabel Huntington Hasp. Hunt ingtoni UV 
California Fish Canners Association. 
California Nuclear, Inc. 


CORPORATE SOURCE INDEX 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEOORY 

APRIL I AT ION 

NUMBER 

CATEGORY 

8012010233 

50-273 

P 


G012030194* 

27-39 


8012010241^ 

50-293 

P 


6012030689* 

27-39 


80f 2010341 

50-293 

S 

Califgrnia Research Corp. 

0012030138* 

FOIA 


80120l0347e 

50-293 

S 


BOl 2030259* 

FOIA 


8012020399 

50-293 

S 


6012030264* 

FOIA 


801 2020806* 

50-293 

S 


8012030354* 

FOIA 


8012020615 

50-293 

S 


B012030362* 

FOIA 


8012020622^ 

50-293 

S 


8012030507* 

FOIA 


0012020821-* 

30-293 

H 

California. State of 

Q012010019 

State Proa 

BD120G0409 

50-293 

S 


8012030012* 

FOIA 


a0120B0417-* 

50-293 

5 


6012030060* 

FOIA 


8012080833 

PR 



8012030074* 

27-10 


8012090291* 

50-3 IB 

P 


6(J 12030087* 

FOIA 


8012090443* 

50-29 

P 


QOl 2030091* 

27-10 


B012100S73 

50-293 

a 


0012030097* 

27-10 


8012100376* 

50-293 

s 


8012030109* 

FOIA 


8012150091 

50-293 

s 


BD1203011B* 

27-tO 


0012150092* 

50-293 

s 


6012030125* 

FOIA 


8012160416 

50-293 

R 


8012030127* 

27-10 


G01216041B* 

50-293 

R 


B012030164* 

FDIA 


8012170483 

50-293 

P 


8012030179* 

FOIA 


8012190588 

50-293 

0 


8012030193* 

FOIA 


8012220442 

50-293 

S 


8012030199* 

FOIA 


8012220457* 

50-293 

8 


80120302SO* 

FQIA 


8012230391 

50-293 

a 


8012030263* 

FOIA 


8012230354 

50-293 

p 


8012030366* 

27-10 


8012230356* 

50-293 

8 


8012030833* 

27-10 


801 2240242 

50-293 

0 


8012100257 

PR 


8012240256* 

50-293 

0 


8012120268 

PR 


8012240270* 

50-293 

Q 


8012120631 

PR 


6012240272 

50-293 

P 


8012290002 

50-275 

G 

8012290172 

50-293 

R 


8012290002 

50-275 

C 

6012290176* 

50-293 

R 


8012290161 

50-275 

G 

8012290331 

50-293 

S 


8012290161 

50-275 

0 

6012290343* 

50-293 

8 


0012290407 

50-275 

G 

' 8012300401 

50-293 

6 


6012290510 

50-133 

0 

B0123D0407* 

50-293 

S 


8012290662 

SO-275 

0 

8012230004 

50-39S 

M 


0012300117 

50-275 

G 

0O12OBOO17 

KUflEO 



6012310314 

50-361 

A 

8012120334 

NUREG 


California, Univ. of. Berkeley 

6012020537 

SO- 142 

J 

8012160232 

50-10 

P 


6012290302 

50-142 

J 

8012160245 

SO- 10 

P 


6012300105 

50-142 

G 

8012180310 

50-312 

P 


6012300706* 

50-466 

T 

80(2190138 

RES 


California, Unlv. ofi Los Angeles 

8012080014 

NUREG 


8012190146 

RES 


0012090095* 

30-344 

0 

8012190151 

RES 



8012100171* 

50-142 

G 

6012190161 

SO-537 

A 


8012170433 

50-142 

S 

8012190166 

RES 



5012300351 

50-142 

0 

6012190179 

RES 


Caltfornlai Univ of, Santa Cruz 

8012110193 

FQIA 


6012190424 

NUREG 


Calumet Memorial Hosp Chilton. Nl 

6012110021 

PR 


8012220613 

NUREG 



8012290128 

PR 


6012220716 

NUREG 


Capitol Communication Systems 

8012160286* 

FOIA 


8012240156 

RES 


8012100291* 

FOIA 


8012290075* 

50-466 

0 


8012160295* 

FQIA 


6012290160* 

50-466 

T 


B018300221* 

CDNTIIACT 


8012S90167* 

30-466 

T 

Carolina Action 

B012110545 

70-2623 


6012310224 

NUREG 


Carolina Environmental Study Group 

6012290319* 

70-2623 


6012300352 

50-275 

0 

Carolina Pouier 4, Light Co. 

601 1100692 

50-325 

S 

6012290123 

PR 


601 1160703* 

50-325 

S 

80121 10310 

PR 



8012010359 

50-400 

s 

8012300644* 

50-367 

A 


B012010339 

30-400 

S 

8012030316 

TOPREP 



8012010339 

50-400 

s 

8012160503 

rOPREP 



8012010339 

50-400 

s 

8012040476 

NUREG 



8012020496 

50-324 

3 

eoi2oaoii>7 

PR 



8012020520* 

50-324 

8 

8012090085 

PR 



8012020565 

50-325 

5 

80121 loaoo* 

FOIA 



8012020569* 

50-325 

8 

6012150202 

TOPREP 



8012020571 

50-324 

S 

0012160197 

50-470 

A 


8012020578* 

50-324 

S 

0012180493 

70-1100 



8012020643 

50-26 ! 

P 

8012310230 

)(panTuic 



6012020643 

50-261 

P 

8012310236 

XPORTLIC 



8012030643 

50-261 

P 

8012010221 

40-8743 



8012020643 

50-261 

P 

8012060657 

40-8743 



8012030643 

50-261 

P 

e01224022i^ 

40-8743 



801 2030679 

50-261 

P 

6012240433 

40-8743 



8012030721 

50-324 

P 

8012240439 

40-9743 



G012030721 

50-324 

P 

8012240503 

40-8743 



8012040327 

PR 


8012040704* 

50-3 

F 


B012040551 

30-324 

Q 

8012040710* 

50-3 

F 


8012040551 

50-324 

0 

8012:170267 

PR 



8012050275 

50-26 1 

P 

6012030256* 

FOIA 



QOI 2030270* 

50-261 

P 

6012030002* 

27-39 



8012050333 

50-26 1 

Q 

8012030077* 

27-39 



8012050422 

50-261 

5 

8012030120* 

27-39 



8012050429* 

50-261 

S 



CORPORATE SOURCE INDEX 
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AUTUCIR 

AF-'FlUlATlOI'f 


ACCESSION 

r^LTMDER 


8015050436 

00120S0436 

80iaOB0047 

8012090479 

B0120B0482< 

0O12O9OO5B 
8012090169 
BO I 2090352 
6012090356^ 
8012090405 

GO 12090409* 
8012090457 
GDI 20904 624 
0015100039 
0012100449 

8012100450 
GO 12100452* 
8012100453 
80121004594 
8012100456 

8012100459* 

6012100499 

8012100495 

8012100495 

8012100513* 

8012100567 
8012100972* 
80121 10133* 
00121 10592 
80121 10552 

G0t212042| 

8012190073 

00121*100744 

0012190085 

0013150085 

80151500664 
0012150006* 
8012150522 
BO 121 90529* 
G012190251 

8015190256* 

G012U0319 

8012160319 

6012160433 

0015160434 

8015160433* 

8012160440* 

Q0I2160460 

8012160460 

8012160464 

8012160469 

8012160477* 

8012170614 

0012170629* 

8012180183* 

8015160396* 

8012100396* 

8015100396* 

0012100376* 

0012100390* 

8012190351 

8015190456* 

8012190456* 

8012190525 

8012190536* 

8012520295 

8012520295 

0012220324 

0012520330* 

8012520332 

001 2220349 
8012520349 
0012220351 
0012220425 
6012220436* 

BO I 22 204 72 
8012520403 
0012220403 
0012250490 
8012220490 

8012230018 
6012530323 
8012230326 
to 12230369 
8012230373* 


SUHJECT 

CATEGORY 


50-324 P 
50-324 P 
50-324 Q 
50-261 P 
50-261 P 

PR 

50-261 P 
50-324 S 
50-324 S 
90-261 P 

50-261 P 
50-261 S 
50-261 3 

50-445 M 
50-325 S 

50-261 P 
90-325 S 
50-324 S 
50-324 8 

50-324 6 

50-324 S 
90-261 P 
50-261 P 
50-261 P 
50-259 3 

90-324 S 
50-324 B 
50-261 0 

50-324 P 
50-324 P 

71-349 
50-400 R 
SO-400 R 
50-324 n 
50-324 R 

50-324 R 
50-324 R 
50-261 6 

50-261 S 
50-324 B 

50-324 S 
50-324 P 
50-324 P 
50-324 S 
SO-261 R 

90-261 R 
50-324 S 
SO-324 P 
50-324 P 
50-261 P 

50-324 S 
50-324 S 
50-324 8 

50-324 8 

50-261 0 

90-400 0 

50-400 0 

50-400 0 

30-400 0 

90-400 0 

90-400 0 

50-324 Q 
90-324 0 

SO-324 0 

50-324 S 

50-324 P 
90-324 P 
50-324 S 
50-324 S 
50-325 P 

90-324 S 
50-324 9 

90-324 8 

50-324 S 
50-324 9 

50-261 P 
90-324 6 

50-324 S 
50-324 S 
50-324 6 

50-324 0 

50-324 a 
50-324 H 
50-324 3 

50-324 8 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMDER CATEGDRV 


8015230401 

0012230406* 

8015230434 

0012230443* 

8012230470 

8015230470 

8012230501 

8015230505* 

8012300398 

0015300402* 

8015300411 

8012300415* 

G01S3OC425 

8012300433* 

8012300472 

8012300571 

8012300575 

8012300579* 

8012300583 

8012300599* 

GO 12300590* 

8012300671 

8012310194 

8012310396 

8012310404 


50-333 B" 
90-325 8 
30-324 S 
50-324 S 
30-324 P 

50-324 P 
90-324 8 
30-324 G 
50-324 8 
SO-324 S 

50-261 8 
50-261 S 
50-329 8 
50-325 S 
50-324 S 

50-329 S 
30-324 B 
50-324 G 
90-324 B 
50-324 S 

50-325 G 
50-261 P 
90-261 0 
50-261 0 
50-261 ^ 


Car t*r-Ual lac* • Inc. 


8012310490 
8012310490 
801 S3 10494 
8012310494 
0012010111 


50-324 a 
50-324 Q 
50-324 Q 
50-324 0 
pn 


CaUalic Unlv. 

Cenkar far D«velopcnent Polic^j 
Center for Farm t Feed Res earch p Inc , 
Center fop Lau in the Public Interest 


0012120333 

8012290534 

8012020701 

3011290100 

0012080513 


PR 

XPORTLIC 

FOIA 

50-275 0 

90-275 0 


8012080513 

8012110206 

8012170442* 

8012270120 

3012270120 


50-275 0 
FDIA 

50-279 0 
90-275 0 
50-275 0 


Center for PlanniTig Researchi Inc. 
Central t South We»t Cor[> 


0012290392 

0012300364 

P012040704* 

0012040710# 

8012100039 


50-275 0 

50-275 0 

SO -3 F 

SO -3 F 

50-445 M 


Central Electric Pouer Ceoperativei 
Central Iowa Powov Cooperative 
Central Power V Light C&. 


8012300225 

8018300229* 

0012230004 

8012010376* 

8012300251 


SO-445 M 
50-445 M 
80-395 M 
50-331 I 
50-445 M 


Char lottasvl 1 le. Va 

Chase Qrass & Copper Co. « Tnc. ■ Chase 
Nuclear Dlv. 

Chetn-Nuclear SystfritiSi Inc. 

Chemtrol Carp. 

Chemtron Carp. 


Cherne Contracting Corp. 
Chevron Rotearch Co. 


8012120318 

8012230210 

8012220224* 

9012290543 

Q0123L05BI* 

8012310587* 
0O121QO154 
80 1 203004 5* 
0012030055* 
8012030000* 


PR 

XPORTLIC 

FOIA 

50-271 8 

40-7402 

40-7402 
30-546 Q 
FOIA 
FOIA 
FOIA 


Chicago* Univ, of 
Chic ker ing I Oregory 

Childrens Hasp. Columtue^OH 
Chon Itir N, 


8012010501 
80 1 2030306 
GO 1 2290254 
8012000136 
8012290400 


PR 

30-361 0 

50-361 0 

PR 

50-250 0 


ChronicU-Erpress Penn Van* NY 
Cincinnati Oas ^ Electric Co 


8012190252 

8012020249 

8012030232 

8012030309 

0012000520 


FOIA 

50-35 & A 

50-350 A 
50-358 A 
K 


8012000523* 

8012000799 

8012100305 

8012170260 


Citiians Against Nuclear Oansors 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFiLlATIOfJ 

ACCESSION 

WU.MDER 

SUBJECT 

CATEGORY 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

sun JECT 
CATEGORY 


8012180160 

50-307 

G 

8012010343 

50-354 

P 

CitlitftH Anti-Wuclear Information Teairt 

8012240304 

50-466 

Q 

8012010374 

50-354 

S 

Citij«n« Atsotiation for Sounil Energij 

GOl 2090341 

50-445 

0 

8012010302* 

50-254 

s 


BO 12090341 

50-445 

G 

8012020105 

50-S95 

p 


8012290318 

50-445 

G 

80120201 to* 

50-254 

0 


GOl 2290318 

50-449 

0 

80 12020 102 

TOP REP 



8012290987 

90-445 

0 

8012020217* 

TDPREP 



8012310280 

50-449 

G 

0012020301 

50-10 

p 


8012310200 

50-449 

G 

6012020301 

50-10 

p 

Citiient for Safe ETiergij 

8012170410 

50-10 

G 

0012020301 

30-10 

p 

Cltiiona for the Conservation of filatiiral 

8012290628 

50-376 

G 

0012020301 

50-10 

p 

Resourcesr tnc . 




0012020301 

50-10 

p 

Claiborne Countt/rKS 

8012080620'* 

50-416 

F 

0012020312* 

50-10 

Q 

Cleveland Clinic Cleveland. QH 

80121 S02SB 

PR 


0012020312* 

50-10 . 

0 

Cleveland Electric Illuminating Co. 

8012090300 

50-440 

0 

0012020312* 

SO- 10 

Q 


8012090300 

50-440 

6 








0012020465 

50-373 

A 


8012090307 

50-440 

5 

8012020463 

50-373 

A 


8012100421 

50-440 

8 

8012020503 

50-549 

S 


8012100421 

50-440 

8 

0012020591* 

50-249 

€ 


8012160362 

50-440 

Q 

8012040064* 

90-295 

0 


8012300464 

SO-440 

Q 








0012040064* 

90-295 

0 


8012300999 

50-440 

9 

8012040068* 

90-295 

Q 

Cloveland-Cl i f f » Iron Co. 

8011200106 

40-0714 


0012040068* 

90-295 

0 


80ll200l9ie 

40-8714 


8012040284* 

50-295 

Q 


8012180380 

40-0714 


0012040333* 

30-10 

8 

Coast OuarJi Transportationp Dept, of 

8012030549-* 

FOIA 









0012040333* 

90-10 

8 

Coastulee Marine Disposal 

6012030027-* 

Far A 


0012040333* 

50-10 

S 


eoi203oo6e^» 

Fa I A 


0012040481 

50-373 

A 


80 i 2030073^ 

FOIA 


0012040401 

50-373 

A 


eoi2oaoo7S-» 

FOIA 


0018040486* 

50-373 

A 


80120301694 

FOIA 









0012040507 

90-247 

8 


8O12O3O10S« 

FOIA 


8012050465 

PR 



80120302044 

FOIA 


0012000448 

50-454 

A 


6012030275-* 

FOIA 


8012080449 

50-454 

A 


6012030293* 

FOIA 


0012080440 

90-454 

A 


GO 120303824 

FOIA 









6012000440 

30-454 

A 

Colorado State Univ. 

8012080788 

40-8004 


0012000799 

PR 



8012080798* 

40-0004 


8012090049* 

30-254 

0 


8012080823 

40-0084 


6012090071 

PR 



8012080825* 

40-0004 


8012090104 

30-599 

M 


8012120169 

PR 









8012090400 

90-237 

P 

ColoratfQp State of 

8012080775 

WASTE MOT 

6012090407 

50-^65 

8 


8012170040 

REOOD 


GOl 20904 16* 

90-265 

8 


8012220409* 

WASTE MOT 

8012090433 

50-304 

8 


8012220477 

WASTE MOT 

8012090444* 

90-304 

S 


0012220479* 

WASTE HOT 








8012090446 

50-265 

s 


0012230290 

State Prog 

0012090451 

90-265 

S 

Colt Induitriesj Inc. 

8012310454 

50-352 

8 

8012090492* 

90-265 

S 

Colt Indastrlosi Inc. • Fairbanks Morsa 

0012020675* 

0A999 


8012090450* 

90-265 

8 

Engilme Div. 




8012090461 

50-295 

S 

Columbia Unlv. 

8012020513 

70-082 






6012120316 

PR 


8012090473* 

90-295 

8 





6012100462 

90-454 

S 


6012240178* 

70-082 


8012100902* 

90-275 

Q 

Columbia Unlv. School of Lau 

GO 123 00230* 

CONTRACT 


8012110294 

50-295 

P 

Combustion Engineerlngr Inc. 

0012030714* 

XPORTLIC 


8012110294 

90-295 

P 


6012090214* 

90-361 

A 





6012090214* 

50-361 

A 

8012110267* 

90-.S95 

r 





0012110267* 

50-295 

p 


6012100010 

PR 


0012110274 

80-237 

p 


6012150098* 

50-368 

P 

6012110350 

50-295 

R 


6012150101* 

90-360 

P 

0012110350 

50-295 

R 


6012300009* 

0A999 






6012300304* 

50-361 

K 

0012110363* 

90-295 

R 





0012110363* 

50-295 

R 


6012300304* 

50-361 

K 

8012110603* 

50-10 

0 

Commercei Dept, ofi National Oceanographic 

QO 123 10394 

WUREO 


80121 1060Q* 

50-10 

0 

it Atr«ospheric Administration 




0012120301 

5U-237 

P 


8012310445 

NUREO 





Com^nercei Dept, of 

8012230403 

70-390 


BO12120301 

90-237 

F 

Coflvn»rce< Dept. of< Hational Bureau of 

8012060405 

50-104 

P 

0012120301 

90-237 

P 

Standards 




8012120301 

50-237 

P 





801 2 1203*11* 

50-237 

P 


6012000407^ 

90- I 84 

P 

8012120341* 

SO-237 

P 


0012000491* 

90-184 

P 






rnjjTDA/*‘r 


8012120341* 

50-237 

:P 




P 

9012120341* 

50-237 

P 





8012120429* 

50-254 

0 





8012120576 

50-10 

F 




i 

8012120576 

50- 1& 

F 




i 

0012120576 

50-10 

F 




1 

8012120576 

50-10 

r 




0 

801215C052 

50-237 

P 





801219C0S2 

50-237 

P 


8012300203* 

50-142 

0 

8012190054* 

90-237 

P 

Commonuealth Editon Co. 

8009260776 

50-10 

H 





60(2010084 

50-454 

A 

8012150054* 

50-237 

■P 


6012010084 

50-454 

A 

8012150073 

50-J04 

6 


8012010084 

50-454 

A 

8012150094* 

50-304 

6 





8012150139 

50-373 

K 


8012010084 

50-454 

A 

801215021 1 

50-295 

8 



CORPORATE SOURCE INDEX 


4; 


AUTHOR 

AFFILIATION 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESS 1 ON 

SUBJECT 

UUHDER 

CATEGORY 

AFFJtlATlOn 

NUMBER 

CATCODR 

a0i21502iedt 

50-295 

S 


6012300639 

50-295 

0012150228^ 

50-456 

0 


6012310212 

50-295 

8012150250 

50-265 

3 


6012310232 

50-237 

8012150254« 

50-265 

S 


0012310289# 

50-237 

801 21 AO 136 

SO-237 

P 


60123105904 

30-295 

8012160172 

50-10 

P 


60123106304 

50-10 

8012160419 

50-10 

R 


60123106304 

50-10 

0012160419 

50-10 

R 

Connecticut Yankee Atomic Po:.<er Co. 

6012010090 

50-2 1 3 

0012160419 

50-10 

R 


60120306844 

50-2 1 3 

0012160420^ 

50-10 

R 


6 01 20308894 

30-2 1 3 

B012160420<» 

30-10 

R 


601204013? 

50-213 

□012160479 

30-254 

P 


6012050143 

71-6690 

0012160479 

30-234 

P 


6012050272 

50-213 

8012160510 

SO- 237 

P 


6012080712 

hlUREO 

80121605174 

50-237 

P 


8012090172 

30-213 

60121605194 

50-237 

P 


6012090361 

50-213 

80121605224 

SO-237 

P 


00120903644 

SO-2 1 3 

80121605254 

50-237 

P 


0012160117 

50-2 1 a 

80121605284 

50-237 

P 


8012170058 

PR 

0012 1605294 

50-454 

0 


8012170330 

PR 

60121605324 

50-237 

P 


8012190524 

50-213 

00121605374 

50-237 

P 


80121905264 

50-213 

6012160538 

S0-Q37 

8 


9012230262 

50-213 

B012160S394 

50-237 

P 

ConnectLcuti State of 

8011210592 

NUREO 

60121605434 

50-237 

S 


80120304604 

FQIA 

6012160655 

50-373 

A 


8012170285 

PR 

B0I217040B 

50-237 

Q 


8012160102 

PR 

8012170408 

50-237 

0 


80123106384 

50-213 

8012170408 

50-237 

0 

Connecticut* Unlv. of 

8012000221 

PR 

8012170408 

50-237 

0 

ConneTr Moore ht Corner 

8012040412 

50-358 . 

8012170446 

SO-254 

R 


8012080766 

PR 

8012170446 

50-254 

R 


8012120542 

27-39 

0012170447 

50-295 

P 


8012300-071 

30-272 

80121704494 

50-254 

R 


8012310291 

50-358 : 

80121704494 

50-254 

fl 

Conoco Coal Development Go, 

8012100374 

40-0743 

0012170469 

30-10 

P 

ConradiKane U Vandeber^) 

30120300654 

FOIA 

0012170488 

SO- to 

P 


00120300714 

FOIA 

8012170480 

50-10 

P 

Confio 1 1 dated Edlion Co. of t^ev York 

8012020564 

90-247 ; 

6012170468 

50-t0 

P 


8012030695 

50-3 

8012170469 

SO- 10 

P 


8012080444 

50-247 

80121704G9 

50-10 

P 


B0120804S04 

SO-2 47 : 

8012170489 

50-10 

P 


8012090281 

50-247 : 

8012170607 

30-304 

S 


80120902824 

50-247 

80121706184 

50-304 

8 


8012I004B9 

50-247 

00121906974 

50-373 

0 


0012110767* 

FOIA 

8012230065 

50-10 

a 


6012160296 

50-247 

0012230065 

30-10 

0 


8012160476 

30-3 

0012230065 

50-10 

0 


6012220399 

50-3 

8012230065 

50-10 

0 


8012220399 

SO-3 

0012230065 

50-10 

0 


8012230303 

50-247 i 

0012230226 

50-373 

K 


80122303064 

50-247 : 

8012230226 

50-373 

K 

Conewflierf Power Co. 

801 1250069 

50-859 : 

60122302294 

50-373 

K 


0012010139 

50-259 i 

80122302294 

50-373 

K 


80120101604 

50-255 !. 

8012230316 

50-304 

3 


8012010109 

50-155 , 

80122303104 

50-304 

3 


0012010206 

50-235 : 

8012230322 

50-295 

3 


60120102674 

50-235 

00122303274 

30-S95 

8 


0012010364 

50-235 : 

0012230500 

30-237 

8 


60120103924 

50-235 

60122305064 

50-237 

9 


0012010496 

50-135 ^ 

8012240158 

30-10 

P 


0012020323 

50-329 ^ 

8012240158 

50-10 

P 


8012020341 

50-135 ; 

8012240158 

50-10 

P 


6012020479 

50-135 

8012240158 

50-10 

P 


6012020577 

50-329 ; 

8012240159 

30-10 

P 


8012020560 

90-Z55 ! 

8012240158 

50-10 

P 


8012030702 

50-235 ■ 

8012240158 

50-10 

P 


8012050322 

50-329 

8012290247 

50-299 

P 


8012050322 

50-329 

8012290459 

50-237 

0 


8012080145 

PR 

8012290459 

50-237 

0 


8012080354 

50-255 ? 

8012290466 

50-237 

0 


0D12OBO3574 

30-255 : 

8012290466 

50-237 

0 


6012080362 

50-135 ' 

8012290470 

50-237 

0 


60120803654 

50-135 ■ 

0012290470 

50-237 

0 


8012080460 

50-235 i 

0012290659 

50-237 

a 


00120604644 

50-235 h. 

BO 12290659 

50-337 

G 


0012080400 

50-3d<9 !■: 

6012300151 

90r2G9 

K 


0012080400 

50-32^ j: 

80123003334 

50-237 

0 


0012000529 

30-255 

80123003334 

50-237 

0 


0012090419 

50- 1« 

80123003414 

50-237 

0 


00120904264 

50-1 W ^ 

00123003414 

50-237 

0 


00120904294 

50-195 5 

00123003454 

50-237 

0 


0012100502 

50-399 : 

80123003454 

50-237 

0 


6012190058 

50-165 V 

8012300414 

50-365 

9 


6012150058 

90- rw ^ 

80123004204 

50-263 

3 


8012150285 

50-155 


I 
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Au rnoR 

AFFILIATION 
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NUI1BER 
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CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 
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SUBJECT 

CATECaRY 


80121AD1&2 

50-*155 

P 


PC- i 20201 00 

50-409 1 


SO 12160353 

50-329 

S 


8012020273 

50-409 1 


8012160353 

50-329 

s 


8012020315 

50-409 1 


8012160*125 

50-255 

R 


0012020453 

50-409 i 


0012160*126^ 

50-255 

R 


8012020456* 

50-409 i 


8012160*143 

50-329 

A 


00)2020505 

50“ 4 07 « 


BOl 2160443 

50-329 

A 


0012050502 

50-409 < 


8012160494 

50-155 

S 


0O12O0O4&9 

50-407 f 


80121604984 

50-155 

5 


0012090206 

50-407 i 


80121605044 

50-155 

S 


0012090366 

50-407 < 


BOS 2 1605034 

50-155 

S 


8012090363^ 

50-407 i 


8012170452 

50-155 

R 


8012090393 

50-409 I 


B012 170453 

50-255 

P 


80120903974 

50-409 f 


0Ol217O456Ht 

50-155 

R 


0012100529 

50-409 i 


8012170533 

71-5364 



8012100530 

50-409 £ 


8012180005 

50-155 

Q 


80121005354 

50-407 S 


80121806034 

50-155 

0 


00121005404 

50-409 £ 


8012220701 

30-155 

Q 


80)21005474 

50-407 £ 


8012220701 

50-155 

0 


0012120225 

50-407 f 


8012230159 

TGPREP 



0012120241* 

50-407 f 


8012230205 

50-255 

P 


0012120646 

50-407 C 


80122302094 

S0-2S5 

P 


8012150244 

50-407 £ 


8012230275 

50-155 

P 


8012160280 

50-407 f 


8012230277 

50-329 

S 


00121602864 

50-407 F 


0012230277 

50-329 

5 


8012160350 

50-407 f 


8012230333 

50-329 

0 


8012160442 

50-409 5 


8012230341 

50-155 

6 


80121604494 

SO-409 £ 


80122303494 

50-155 

S 


80121604634 

50-409 £ 


0012230529 

50-155 

S 


8012220608 

50-407 C 


80122309344 

50-tS5 

S 


0012230378 

50-409 £ 


8012240016 

50-329 

6 


8012290550 

50-407 C 


8012290242 

50-329 

0 


0012300368 

SO-407 C 


8012290242 

50-329 

G 

Dames i Ho ore 

8012010031 

40-0004 


8012290243 

50-255 

0 


80120100384 

40-0504 


8012290333 

50-255 

0 


001201003? 

40-800 4 


8012300360 

50-155 

C 


8012000512* 

50-170 F 


0012300405 

50-255 

S 


80121603594 

50-409 F 


80123004104 

50-255 

S 


80122201374 

40-44^2 


80(2300422 

50-155 

S 


30123007204 

50-466 1 


80123004274 

50-155 

S 


00123007314 

50-46 6 1 


8012300460 

50-329 

S 

Dauphin Ccuntyi PA 

00122904524 

50-320 F 


8012300499 

50-255 

P 

Dauin ffining Co. 

8012030093 

WASTE MOT 


8012300502 

50-155 

P 


8012090053 

WASTE MGT 


601S3005S7 

50-329 

K 


0012240286 

WASTE MGT 


8012310202 

50-255 

0 


8012240437 

WASTE MOT 


8012310225 

50-329 

R 

Debevoisa ft: Liberman 

8012020765 

50-395 1' 


8012310309 

50-155 

6 


8012080109 

FOIA 


80123103124 

50- J 55 

S 


8012080472 

50-313 0 

Control Hod>ulep Inc. 

80120403774 

CONTRACT 



6012)00003 

PR 

Cornell Unlv. 

8012050410 

50-97 

J 


60121 101 46 

FOIA 


0012100155 

PR 



0012110617 

50-395 0 

Cotter Corp. 

8012120332 

WASTE HOT 


8012110659 

50-39 5 G 

Council on Environments 1 OusUttj 

80120505354 

50-320 

P 


8012150007 

FOIA 


8012290142 

50-155 

0 


8012160336 

50-395 0 


aO 1 2290336 

50-155 

0 


8012170672 

50-44 5 r* 


8012290516 

50-155 

G 


8012190391 

FOIA 

Crearei Inc. 

80120406274 

CONTRACT 



8012230014 

50-367 G 


0012230340 

NOREG 



8012270339 

50-44 5 G 


0012230509 

NUREO 



8012290379 

70-2623 

Croseroads Harine Disposal Corp. 

00120303354 

FOIA 



0012390647 

50-445 G 


80120303364 

FOIA 



0012300057 

50-445 G 


80120303404 

FOIA 



8012300066 

50-367 G 


80120303524 

FOIA 



0012310290 

50-445 G 


80120303714 

FOIA 


Defense Civil Preparedness Agency 

0012290506* 

50-320 F 


80120303954 

FOIA 



0012270510* 

50-320 F 


80120304064 

FOIA 


Defense) Dep t. of > Defense Nuclear Agency 

0012080451 

50-170 P 


00 1 20304 1 04 

FOIA 



6012000503 

SO - 1 70 R 


00120304224 

FOIA 



0012000510* 

50-170 R 


60120304354 

FOIA 



0012310474 

50-170 0 


80120304434 

FOJA 


Detmarva Power 'i Light Co 

80120902654 

90-450 0 


80120304504 

FOIA 



00120902654 

50-450 0 


80120304594 

FOIA 



0012230059 

50-450 0 


80120304624 

FOIA 



0012230058 

90-450 G 


0012030491 * 

FOIA 


Detroit Edison Co. 

0012120459 

50-34 1 a 


00120305404 

FOIA 



0012240278 

50-452 


60120305464 

FOIA 


Dictinson County Manorial Hosp Iron 

DO 121 70307 

PR 


80120305654 

FOIA 


Mountalnr HI 




GO 12 03057 2» 

FOIA 


Dobbs li Neil sen 

0012150002 

FOIA 


80120305754 

FOIA 


Doctors Hosp. Poplar Dluff^HO 

8012080662 

PR 


GO 12 030590* 

FOIA 


Doggottr S. A 

0012300587 

50-466 G 





DohertyfJ. F. 

8012050379 

50-443 H 


GO 120306 114 

FOIA 






80120306334 

FOIA 


Dow Chemical Co. > Dow Chemical U S A. 

0012120039 

PR 

Cyprus Mine* Corp. 

0OJS12O394 

lM3Tt: MGT 


Di V. 



Daedfalean Associates) Inc. 

00120004904 

CONTRACT 


Dol<e Power Co, 

0011210440 

50-269 Q 

Dairyland Poyer Cooperative 

0012010310 

50-409 

P 


801 1210440 

50-269 0 
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AUTHOR 

APFlLIATiaN 


ACCESSION 

NJJiBEft 


0011210440 

0012010201 

B012010201 

00120102354 

00120102354 

BO 120201 274 
0012020292 
8012020502 
801 2020543 ♦ 
8012020593 

0012030648 

Q0120403&0 

8012040408 

8012040403 

8012050290 

8012050290 
QO 120503034 
80120503024 
00120503144 
80120503144 

0012050391 

0012050391 

0012050446 

0012050446 

0012030448 

8012080596 

0O12OQO645 

8012090367 

8012090367 

8012100311 

801210031 1 
801210031 I 
8012100374 
8013100466 
80121004694 

80121005014 

80121005064 

80121005104 

8012110613 

8012110666 

80121206104 

8012150069 

8012160325 

8012160435 

8012170046 

8012170060» 

8012170663 

80121801394 

8012160263 

8012160286 

8012180361 

8012160361 

8012180397 

8012160591 

80I2IG0674 

6012160674 

6012190206 

0012190482 

0012190615 

0012190615 

60L2I90615 

00121906194 

00121906194 

00121906194 

0012230014 

0012230014 
8012230330 
0012230330 
GO I 223034 5 
G01S230435 

0012230450 
0012230450 
001 2230450 
0O1223O45B 
8012230459 

BO 12230459 
0012230479 
00 1 2230479 
0012230479 
0012230489 

8012230514 
00122305204 
80122305354 
80122305374 
801 2230 54 I 4 


SUBJECT 

CATEGOBY 


50 '*269 0 

50-369 A 
50-369 fli 
50-369 A 
50-369 A 

50-369 Q 
70-2623 
50-270 S 
50-270 S 
50-269 P 

70-2623 

pn 

50-369 S 
50-369 S 
50-369 A 

50-369 A 
50-369 A 
50-369 A 
50-369 A 
SO-369 A 

50-369 A 
50-369 A 
50-369 A 
50-369 A 
50-269 P 

50-269 Q 
SO-369 a 
50-269 0 

50-269 0 

50-269 P 

50-269 P 
50-269 P 
50-269 P 
50-270 9 

50-270 S 

50-259 S 
50-259 S 
90-259 S 
SO-4 1 3 0 

50-413 Q 

50-269 0 

50-369 A 
SO-269 P 
50-269 0 

PR 

50-4 1 3 a 
50-289 1C 
50-413 0 

PR 
PR 

50-369 0 

SO-369 0 

30-369 0 

30-269 0 

30-369 0 

50-369 0 

30-4 1 3 0 

50-269 P 
SO-269 0 

50-269 R 

50-269 R 
50-269 R 
50-269 R 
50-269 R 
50-369 0 

50-369 0 

50-369 r 
50-369 F 
50-369 A 
50-269 P 

50-269 P 
50-269 P 
SO-269 P 
50-369 0 

50-369 0 

SO-369 Q 
50-269 S 
50-269 6 

50-269 S 
50-269 P 

50-287 S 
50-287 8 

50-369 A 
50-369 A 
50-369 A 


AUTHOR 

AF-FJLIATIDN 


Duke UoIy. 

Duke Unlvereltij Medicel Center 
Dunn H«efierlal Hofp. Dedfordi IN 
Duquetne Light Co. 


ACCESS 1 ON 
NUMDE/t 

SUBJECT 

CATEOORV 

BO 122305434 

30-369 

A 

00122305464 

30-369 

A 

00122305484 

50-369 

A 

0012240083 

50-369 

S 

00122403724 

50-369 

F 

00123403724 

50-369 

F 

60122403814 

50-369 

F 

80 122403814 

50-369 

F 

BO 122903 7 9 

70-2623 


GO 12300066 

50-369 

0 

801230D471 

50-207 

3 

80123004754 

50-207 

S 

8012300409 

50-207 

6 

80123004894 

50-267 

a 

8012300495 

SO-269 

8 

80123004934 

30-269 

S 

80 1 230060 1 

SO-369 

A 

BO 1 2300606 

50-369 

a 

8012310167 

50-269 

Q 

8012310167 

50-269 

Q 

BO 12310293 

50-413 

Q 

8013120005 

PR 


8012120005 

PR 


8012120204 

PR 


8012090002 

PR 


8008210401 

50-334 

Q 

BO 120 10300 

50-334 

8 

8012010303 

50-334 

S 

8012020355 

50-334 

P 

8012020526 

50-334 

S 

8012020527 

50-334 

B 

6012030508 

50-334 

R 

8012030617 

50-412 

A 

6012030652 

50-334 

B 

80120306594 

50-334 

B 

B0120S04D2 

50-334 

8 

80120304074 

50-334 

8 

8012030413 

50-334 

6 

8012050416* 

50-334 

a 

Q&120B0436 

50-334 

a 

8012000439* 

50-334 

8 

8012080456 

50-334 

F 

8012000469 

50-334 

a 

8012090001 

50-334 

Q 

8012090010 

SO -334 

Q 

8012090269 

50-334 

0 

8012090389 

50-334 

B 

0012090392* 

50-334 

a 

0012100063* 

50-334 

a 

8012100090* 

50-334 

0 

0012100462 

50-334 

a 

8012100463* 

50-334 

a 

0012120522 

50-334 

3 

8012120530* 

50-334 

a 

8012120535* 

50-334 

8 

0012120539 

50-334 

8 

0012120545* 

50-334 

8 

0012150273 

50-334 

R 

00121502774 

50-334 

R 

8012160481 

50-334 

8 

80121604884 

50-334 

5 

8012170463 

50-334 

F 

8012170567 

50-334 

R 

00121705724 

50-334 

0 

0012190501 

50-334 

8 

80121905094 

50-334 

8 

0012190587 

50-334 

8 

80121905904 

50-334 

a 

80121903924 

50-334 

s 

80121905964 

SO-334 

8 

8012 1906004 

50-334 

S 

80121906024 

50-334 

8 

8012230299 

50-334 

P 

8012230441 

30-334 

8 

80122304454 

50-334 

S 

6012230528 

50-334 

8 

80122305334 

50-334 

8 

60122305384 

50-334 

8 

0012300409 

30-334 

P 

6012300659 

50-334 

8 

Q0123006674 

SO-334 

B 

80123006704 

30-334 

8 

B0123006764 

50-334 

S 

Ql>t23006dl4 

50-334 

a 

G0123006B64 

50-334 

s 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFIHATION 


EOVO I<i4hOi Inc. 


E0t:0- IRC. 


Earth ScUncet As»ociat»i 
Eaton. T. E. 

Ebacco Borvice-sj Inc. (subs of En««rch 
Corp . ) 


Ebarlina In^truinfnt Corp, 


Eck»rt. Stamans. Cherin 4i Mellott 


Edison Elactric Institute 


Editorial Consultanti. Inc. 

Edlou Irt arnat ionai Co. 

Eduard A. Utlaub Foundationr Inc. ** 
E-A.Utlaut Hemorlal Hosp. Graenvl 11 ». IL 
Eduards Trucking Co. fine. 

Eichharnj El chh orn & Link 

Elactric Pouer Research Institute 

Electric Utility Companies Nuclear 
Transportation Croup 


Eti Lillti hi Co.f Lilly Research 
Laboratories Div. 

Energij Fuels Muclearr Inc. 

Energy Technology Engineering Center 


Energy^ Dept, of 


Energy* Dept, of I Clinch River Oreeder 
Reactor Plant 


Engineer tng Design Concepts* Inc, 
Engineering Science 

Envlrofifnen ta 1 Coalition on Nuclear Pouer 


Environmental Policy Institute 


Environnsntal Protection Agency 


Envirosphere Co. 

Equifax Health Systems Dlv. 
Exxon Corp. 

Elion Hinerals Co.. USA 


Exxon nuclear Co.# Inc. (subs, of Exxon 
Corp . } 


ACC ESS 1 CM 

SUBJECT 

author accession 

SUBJECT 


MUrtBER 

CATEGORY 

AFFILIATION NUMBER 

CATEGORY 

80tS040Se3 

RES 

S(D12t702aa 

XPORTLIC 


8012040591 

RES 

0012170287# 

XPORTLIC 


8012080010 

NUREO 

8012170323 

XPORTLIC 


8012100643 

RES 

0012170331 

XPORTLIC 


0012110551 

RES 

8012230199 

XPORTLIC 


0012220174 

RES 

8012230204# 

XPORTLIC 


BO 12 220623 

NUHEO 

8012230307 

TOPREP 


BO 12 220670 

NUREO 

8012230511# 

TOPREP 


0012220707 

NUREG 

Exxon Nuclear Idaho Co. 8012240443# 

ORO 


6012040097 

PR 

FOI Service 8012030922 

FOIA 


8012230390 

NUREO 


50-397 

F 

80120501 5ie 

50-70 P 

Factory Mutual System B012010013 

71-9141 


e0t2l0020?e 

CONTRACT 

Family Hasp. Mi luauk ee. WI 0012080693 

PR 


8012080223 

RECOD 

Federal American Partners 8011070245 

40-449 2 




8012220134 

40-4492 


Q012t0022?« 

50-333 Q 






Federal Coordinating Council for 6012030009# 

QRG 


8012160408 

TOPREP 

SctencaiEng. Technology 



8012240047 

50-395 S 

Federal Emergency Management Agency 8012020653 

KUREO 


8012240185 

50-302 A 

0012040072 

PR 


SO 121 00436 

XPQRTLIC 

0012050002# 

ORO 


80 123002 12« 

CONTRACT 

8012050009# 

ORO 


8012020758 

70-2909 

8012080550# 

90-327 

F 

8012290011 

70-2909 

0012080563# 

50-327 

F 

8012290206 

70-2909 

0012110530# 

FOIA 


8012080769 

PR 

0012330216# 

COMMISSION 

8012090100 

PR 

Federal Energy Administration 8012240015# 

COMMISSION 

801 23001 54e 

CONTRACT 

Federal Energy Regulatory Commission 0012160402 

90-395 

D 

8D1201054S 

70-2392 

8012290513 

50-320 

] 

8012310066 

XPORTLIC 

Fleischaker* D. 8, 8011250108# 

50-27 5 

0 

0012220067 

PR 

0012080513 

50-275 

0 



0012000513 

50-27 5 

Q 

e0l2UO527a 

CONTRACT 






8012170440 

50-2 75 

0 

8012290181 

50-367 0 

0012170440 

50-27 5 

0 

8012310439 

50-367 0 

8012170442# 

50-275 

0 

8012020379# 

IOC PR 

8012170442# 

90-275 

0 

8012090440 

NUREO 

0012290120 

50-275 

0 

6012290066 

70-2623 






0012290120 

50-275 

0 



8012300364 

50-275 

0 

8012290071 

70-2623 

8012310263 

50-275 

0 

8012110323 

PR 

Florida Pouer 4: Light Co. 3012010091 

50-250 

p 



8012010106 

50-3 35 

p 

8012080780 

40-8681 




8013020073# 

50-438 A 

0012010131 

50-250 

p 

8012080909 

90-329 A 

0012020071 

50-335 

F 



0012020079 

50-290 

P 

8012050462 

PR 

8012020079 

50-250 

P 

80120504744 

PR 

8012020121 

50-250 

P 

8012050482 

PROJ 




8012050485# 

PR 

8012020121 

50-290 

P 

8012090493# 

PR 

8012020469 

80-251 

s 



8012020474# 

50-251 

s 

8012090032# 

ORO 

3012020501 

50-335 

B 

8012110558 

NUREO 

0012020509# 

50-335 

3 

8012290593* 

SECY 




8012020497 

50-537 A 

0012020534 

50-335 

8 



8012020538 

50-250 

S 

8012050393 

50-537 B 

8012020942# 

50-335 

8 



0012020544# 

50-250 

S 

8012310303 

50-537 B 

0012020540 

50-335 

S 

8012310309# 

50-537 B 




80 1 2030869 

FOIA 

0012020591 

50-335 

s 

8012300664# 

50-466 T 

8012020959# 

50-335 

s 

8012290093 

50-463 C 

8012020557# 

SO-335 

8 



8012020561 

50-335 

8 

8012290459 

PR 

8012020567# 

50-335 

S 

8012290514 

50-289 0 




8012040342# 

lOCFR 

8012040005 

50-290 

F 

8012040348# 

lOCFR 

0012040005 

50-250 

F 

0012240374# 

State Prog 

8012050452 

50-335 

S 



8012050470# 

50-335 

0 

8012080743 

PROJ 

6012000220# 

50-250 

F 

8012220284# 

FOIA 




801224026? 

IfABTE NOT 

8012000225# 

50-250 

F 

8012300938 

50-393 D 

0012000234# 

50-250 

0 

8012090Q69 

PR 

8012000560 

50-389 

0 



0012090117 

PR 


6012170924# 

NUREO 

0012090199 

50-389 

A 

8012310031# 

NUREO 




8012020092 

71-9070 

8012100404 

90-335 

8 

801201022? 

40-8064 

8012100407# 

50-33S 

S 

8012100106 

40-8064 

0012100476 

90-335 

e 



0012100479# 

50-335 

S 

8012100116# 

40-8064 

0012100522 

50-333 

S 

8012010260# 

71-9073 






8013100523# 

50-335 

S 

8012020313 

70-1257 

8012100532 

50-33 5 

S 

8012050093 

71-6581 

8012100538# 

50-335 

5 

8012080267# 

QA999 

0012110806# 

FOIA 




8012150233 

30-33 5 

P 

8012080796 

40-8102 




8012090257 

XPORTLIC 

0012160149 

50-2SO 

P 

8012100379 

TOPREP 

0012160466 

50-250 

R 

6012170270 

XPORTLIC 

0012160466 

50-250 

R 

8012170273# 

XPORTLIC 

8012160466 

50-250 

R 
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AUTHOR 

AFFILIATION 


Florida Powar Corp, 


Florida Unlv. 

Florida! Sinaia of 

Floridai Univ, ofr Oaino«vlll« 


Floor Pouer Servica* Inc. 


fort PltrcsfFl 

Fo-fter 0. McOrau Hoip. Chtcagor IL 
Francai A, Ball Kamorlal Hosp. Ishpamintr 
MI 

franklin Invlii tuia/Frank I In Rvaaarch 
C anker 


ACCESS I Of! 
NUMBER 


SOlSl&OA&e* 

8012U04ABa 

S013160<1AB« 

8012170303 

6Ol210OaO7a 

80! 2160258 
8012100256 
8012160259 
60121 B0265« 
80t21B02&5a 

80121 60 2A5«* 
80121 90422a 
8012190425 
6012190431# 
8012220301 

8012220307# 

60l2220&t4 

8012240179 

6012240430 

8012240430 

8012290321 

8012290326# 

8012290390 

8012300216 

8012300320 

8012300320 

8012300334# 

8012300334# 

8012300516 

6012310410 

8012010097 

8012010098# 

8012010511 

8012020524 

8012020531# 

8012020635 

8012020646# 

8012040362 

8012060733 

8012090211 

8012090212# 

8012090220 

8012150238 

8012160463 

6012160469# 

8012170505 

6012220304 

8012220312# 

8012230317 

6012230433 

6012230437# 

6012230440 

8012230446# 

8012230448 

8012230454# 

8012230513 

8012230524# 

8012240232 

8012240274 

8012240328 

8012240332# 

8012300481 

8012300501 

8012300512# 

8012300740 

8012220634 

8012310624# 

8012020294# 

8012090130# 

8012160107 

6012160110# 

8012230344 

8012230346# 

6012300506 

6012060110 

0012090056 

0012290393# 

0012110273 

6012290133 

6012020725 


6012040650 

8012110359* 

8012110609* 


SUBJECT 

CATEGORY 


50-'250 A 
50-250 R 
50-250 R 
50-309 A 
50-369 a 

50-250 R 
50-250 R 
50-250 R 
50-250 R 
50-250 R 

50-250 R 
50-267 P 
50-369 K 
50-389 K 
50-251 Q 

50-251 Q 
50-389 Q 
50-333 P 
50-250 P 
50-250 P 

50-250 P 
50-250 P 
50-399 M 
50-335 P 
50-250 P 

50-250 P 
50-250 P 
30-250 P 
50-250 0 

50-335 Q 

30-302 P 
50-302 P 
50-302 0 

50-302 S 
50-302 8 

50-302 8 

50-302 Q 
PR 

50-302 Q 
50-302 P 

50-302 P 
50-302 P 
50-302 F 
50-302 R 
50-302 R 

50-302 P 
50-302 e 
30-302 8 

NUREO 
50-302 8 

50-302 8 

50-302 8 

30-302 8 

50-302 S 
50-302 8 

50-302 8 

50-302 a 
50-302 Q 
50-302 P 
50-302 P 

50-302 P 
50-302 P 
60-302 9 

50-302 a 
50-302 O 

NUREO 
CONTRACT 
6k«ka Prog 
50-340 F 
50-03 1 

50-83 I 

50-03 R 
50-63 R 
50-03 P 
PR 

PR 

50-369 M 

PR 

PR 

FOIA 


ACR8 

CONTRACT 

CONTRACT 


AUTHOR 

AFFILIATION 


Frlenda of the Eartli 
OK Bektla Corp. 

Oagt-Babcock Astociateti Inc. 


Oatneisri 11 #! FL 
Oarg. IN 

Oanaral Accounting Office 

Oeneral Ataialc Co. Csube. of Gulf Oil 
Co. ) 


Oeneral Electric Co. 


General Electric C-o. ! Nuclear Energg 
Product* Div. 

General Public Util it I#* 


General Public Utilitiai - OPU Service 
Corp . 


ACCESSION 

NUMBER 


8012180262 

8012080266 

8012300509 

8012100406 

8012110157# 

8012110164# 

8012290399# 

8012290535 

8012290536# 

8012220017 

8011250704# 

8012040407# 

8012080770# 

8012060778# 

8002210087 

6012010622 
0012010626# 
8012020258 
9012020265# 
SO 12020300 

8012020307 

60120302BS 

8012G30697 

B012030854# 

6012040372 

BO 120 40470 

6012040492# 

8012050084 

8012050126 

0012050149 

8012080261 

8012000668 

8012090055 

8012110008 

8012110015# 

8012120322 

8012120382# 

8012150095 

8012150096# 

8012160424# 

6012160512# 

8012170444 

6012180166 

8012180464# 

8012180472 

SO 12190026 
8012190029 
8012220S50 
8012230254 
8012230550 

BO 12240069 

6012290088# 

8012290531# 

8012300462 

8012300486# 

0012300613# 

8012310579# 

8012030441 

8012110417# 

8012150178# 

8012160144 
B012160154# 
B 012 190094# 
6012300269# 
8003170023 


SUBJECT 

CATEGORY 


FOIA 

PR 

50-361 0 

PT21 

FOIA 

FOIA 

50-389 11 

50-367 O 
50-367 O 
COMMISSION 

50-579 A 

50-267 P 
SECY 
SECY 
70-754 

70-1308 

70-1308 

TOPREP 

TOPREP 

70-754 

70-1308 
TOP REP 
TOPREP 
50-10 P 

PR * 

70-1 U3 

70-754 

PR 

TOP REP 
50-70 P 

REGOD 

PR 

PR 

50-226 P 
50-226 P 

NUREO 
40-6622 
50-447 B 
80-447 B 

70-754 

50-237 P 
50-447 D 
PR 

50-245 P 

70-1113 

XPORTLIC 

XPORTLIC 

TOPREP 

40-9231 

TOPREP 

50-352 B 

C 0 HMI 8 SIGN 

70-1306 

TOPREP 

TOPREP 

50-263 P 

CONTRACT 
SO-289 H 

50-209 0 

50-289 0 

50-219 0 

50-219 0 

50-209 F 

50-289 0 

50-219 P 


Oaniral Reeearch Corp. 


General Servlet* Admin i *trai; ion 
Oeo-CentaTi! Inc. 

Georgetown Unlv. Medical Center 
Waehlngtoni DC 

Georgia Inetltute of Tachnologv 
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CORPORATE SOURCE INDEX 


Oeorg ia 


iar 

Oeorgl*! 

Qarmangi 


AliTHOR 

AFFlctATIOU 


Pouer Co. 


State of 


Univ. of, 

Fstferel Republic of 


ACCESSION 

fJUMDER 


e0t2£90H4 
BD130I0307 
8012010314^ 
60(2010325 
GOt 20 10346a 

BO 120 10349 

GO120iO357a 

8012010371 

0012010377 

G0120103E3a 

8012010386 

80120103934 

B0l2010394rt 

8012020460 

8012020500 

80120205074 
801:202051 1 
80120205164 
8012020752 
8012030817 

0012080148 

8012090371 

00120903774 

8012090379 

00120903844 

8012090385 
8012090385 
80121 10S324 
0012150184 
80121501874 

8012150189 

00121301954 

8012170629 

0012170637# 

8012180161 

8012230064 

6012230064 

8012230197 

8012230292 

80122302954 

8012230298 

80122303014 

8012230364 

8012230542 

80122305494 

6012240235 

8012240264 

80122402684 

8012240280 

80122402854 

8012240297 

801224D3044 

8012290240 

601229024B 

B012Z902534 

8012290253 

80122902664 

8012290325 

80122903354 

8012310296 

8012310296 
8012310298# 
80123102984 
8012070119# 
80121 10044 

B0121 10331 
80120203514 


SUBJECT 

CATEOQRV 


PR 

S0-36i S 
50-366 S 
so-azi S 
50-321 a 

30-366 S 
50-366 S 
50-366 8 

50-321 S 
50-366 S 

50-366 S 
50-366 S 
50-321 S 
50-424 A 
50-366 S 

50-366 S 
50-366 S 
50-366 6 

50-366 Q 
50-331 0 

PR 

50-366 S 
50-366 3 

50-321 S 
50-321 S 

50-321 P 
50-321 P 
50-321 0 

50-366 S 
50-366 S 

50-366 S 
50-366 S 
50-366 S 
50-366 9 

PR 

50-321 0 

50-321 Q 
50-424 A 
50-321 n 
50-321 ft 

50-366 n 
50-366 R 
50-321 P 
50-366 a 
50-366 6 

50-321 Q 
50-321 S 
50-321 6 

50-366 S 
50-366 S 

50-366 S 
50-366 8 

50-321 B 
50-366 8 

50-366 8 

50-366 8 

50-366 S 
50-32 1 a 
50-32 1 8 

50-424 B 

SO- 424 P 
50-424 S 
SO-424 0 

50-348 F 
PR 

PR 

lOCFR 
REOOD 
REOOD 
50-395 A 


REOOO 

QA999 

0A999 

04999 


6 


2 

1 


AUTHOR 

affiliation 


HEUfOept, off Food 6 Drug Administration 
HH3» Dspt. ofi US Public Health Service 


Hanford Engineering Developm^^nt 
Laboratory 


Harmon 6 Weiss 


Harrisburg Hoap. Harrisburg. PA 
Harrisburg* PA 

Harstead Engineering Associates* Inc. 

Hartford Kemorlal Hosp. Hartford*WI 
Harvard Unlv. 

Hawaii* Univ. of* at Monoa, Honolulu. HI 


Health it Hunan Services* Dept of* 


Health Hanagenent Systems 

Henry County Health Center. Mt, 
Pleasant* lA 
Henry* A. F 

Hill Christopher ti Phlllipi 


Hoffman-La Roche* Inc. (subs, of F. 
Hoffnan-La Roche i Co, . Ltd. ) 

Homestake Mining Co. 

Hopklnsons* Ltd, 


House of Rep, 


ACCESSION 

NUMBER 


80120505404 

8012050542# 

80121603E3 

8012170726# 

0012190534# 

80J 2 190633# 

8012190639* 

8012220669 

6012220669 

6012220605 

8012310332 

80(2080503# 

8012030549# 

0012030573# 

00120306(6# 

0012030622# 

801203065(4 

0012030672# 

80120306024 

BO12110319 

8012050483# 

Q0120S0492# 

0012050496# 

0012230335 

8012290313 

00122903(9# 

8012290323 

8012110337 

0012020590 

0012040325# 

B012290139 

0012110365 

79101500584 

00120300104 

80120302014 

8012030325# 

80120303804 

8012030388# 

0012030405# 

8012030442# 

0012030461# 

8012030466# 

80120304734 

8012030497# 

0012030509# 

00120305234 

60(2030531# 

80(20305624 

8012030566# 

0O12O3OS97# 

0012030614# 

0012030610# 

0012030621* 

0012030623# 

00(2030625# 

80(2030627# 

0012030696# 

8012110081 

8012120369 

0012230136# 

80(2290126 

8012220249# 

0012290002 

0012290161 

0012290407 

6012290662 

8012300117 

80(2310568 

8012310583 

8012100206 


80(2100443 

8012090051# 

8012090054# 

G012090057# 

8012010507# 

8012030769# 

6012030781# 

8012030839# 

0012090255 

0012090266# 


SUBJECT 

CATEGORy 


50-450 F 
50-453 F 
50-438 A 
30-289 H 
50-4 53 t) 

50-453 0 

50-433 a 
50-458 Q 
50-4S& Q 
50-458 Q 

50-450 A 
CONTRACT 
For A 
fo:a 

FOIA 

FDIA 

FOIA 

FOIA 

FOIA 

PR 

PROJ 

PROJ 

PfiOJ 

NL/REO 

70-2623 

70-2623 
50-443 0 

PR 

50-320 P 
50-315 P 

PR 

PR 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

PR 

PR 

CONTRACT 

PR 

CONTRACT 
50-275 0 

50-275 Q 
50-275 0 

50-275 Q 
50-275 a 
50-275 H 
50-275 H 
PR 


WASTE flGT 
aA999 
QA999 
QA999 
50-324 0 

50-320 U 
50-289 M 
MI SC 

50-293 H 
COMHISBIOH 


80(2090413# COMMISSION 
80 I 21 00072 50-29 H 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFPILIATIOU 


House of Rep. i Arrred Services 
House of Rep, < Government Operations 


House of Rep,, Interior t Insular Affairs 
House of Rep. I Judiciary Comr-.l ttee 
Housing t Urtan Deve lopment. Dap t. of 
Houston Lighting It Pouier Co. 


Human Design Group 
Hunton 4. Wi 1 1 iams 


Id Americas^ Inc. 

IRT Corp. 

Ichthyological Assoc iates« Inc . 

Idaho Mattonal Engineering Laboratori| 


Illinois Pouier Co. 


ilUnois Safe Energy Alliance 
llUnois State Univ. 
nilnoisi State of 


Illinois* Univ. of* Urbana'*Champa i gn 


Indiana It Michigan Electric Co. 


ACCESS I ON 
HUMDER 


601 2k 00^^94 

B0l2li00‘»3'* 

0012290045 

6012040406 

6012110167^ 

6012030339^ 
6012060654 
8012010316 
801 2020634 < 
8012030655 

8012030655 

8013030666 

6012030666 

6012160299 

8019170329 

6012170329 

00121703331 * 

0012170333* 

8012170420 

6012190410 

8012190647# 

8019220030* 

8012230053 

6012290005 

8012290091 

8019290163 

8012290295 

8012290344 

0012290641 

8012300251 

0012300318 

0012300658# 

8012300675# 

0012300692* 

0012300702* 

8012300711* 

8012230335 

6012090263 

6012090S63 

8012090265* 

8012090265* 

0012090297 

8012090297 

8012090298* 

8012090298* 

8012100471* 

0012100471* 

801217091? 

0012230058 

8019230050 

6012300572 

8012100045 

8012100053* 

6012190432 

8012160406* 

8012190044 

8012190049 

8012190061 

0012190547 

8012220186 

0012040247* 
0012000340 
8012220154 
8012220162 
BO 12290 165 

6012310315 

6012310317 * 

8012240403 

0012120319 

8012020601 

601202D6G9 

8012020690 

B0123000G1 

6012300061 

8012300064* 

60123000841 

8012300090 

6012300114 

8013040199 

8012090303 

8012040593* 
8012100533 
8012160493 
801216049^* 
60121 802G1 


SUBJECT 

CATEGORY 


50-320 U 
COMMISSION 
50-247 H 
50-269 U 
COMMISSION 

SO-367 U 
PR 

50-395 D 
50-466 6 
50-498 8 

50-498 S 
50-498 S 
50-498 3 
50-498 0 
50-498 K 

50-490 K 
50-498 K 
50-490 K 
50-498 0 
50-490 8 

50-490 0 
50-490 0 
50-490 0 
50-466 G 
50-466 0 

50-445 11 
50-466 0 
50-466 0 
50-466 G 
50-445 H 

SO- 44 5 M 
50-466 T 
50-466 T 
50-466 T 
50-466 T 

SO-466 T 
50-320 P 
50- 4 SO 0 
50-450 0 
50-450 G 

50-450 G 
50-463 0 
50-463 G 
50-460 0 
50-463 G 

50-463 0 
50-463 0 
50-aao 0 
50-450 0 
50-450 0 

50-516 0 

PR 

PR 

NUREQ 
50-289 R 

RES 

RES 

50-409 P 
50-312 P 
RES 

50-461 Q 
50-461 A 
50-461 0 
50-461 Q 
50-461 G 

50-461 K 
50-461 K 
50-295 H 
PR 

50-237 0 

50-367 0 
50-367 G 
50-237 0 
50-237 G 
50-237 0 

50-237 0 
50-237 0 
50-461 0 
50-151 F 
50-151 S 

50-315 F 
50-315 F 
50-315 S 
50-315 8 
50-315 S 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 


BC12kQ0292« 

50-315 

8 


6012100312 

50-315 

P 


BO1210O312 

50-315 

P 


8012100315 

50-315 

P 


BO1S10O315 

50-315 

P 


8012100317* 

SO-315 

P 


8012100321* 

50-315 

P 


0012100321* 

50-315 

P 


8012190500 

SO-316 

R 


8012190505* 

50-316 

R 

Indiana Univ, 

8012040140* 

CONTRACT 



8012300636 

50-367 

A 

Indiana. State of 

0012030623 

NUREO 



8012040401 

50-247 

H 


GO 12000333 

PR 



8012000465 

PR 



8012000476 

PR 



8012080669 

PR 


Inhalation Tovico-iogy Research Institute 

G012040061 

NUREO 


Institute far Nuclear Sarologg 

8012030511* 

FDIA 


Inter 1 or. Dept, of 

G012010210 

40-8743 



6012030836 

PR 



6012040100 

PR 



8012240399* 

State Progi 


6012310379 

40-2061 


Inter 1 or. Dept, cf 1 Bureau of Land 

6012010272 

40-8743 


tlanagement 





6012080724 

REOGD 


Inter lor. Dept, of. Fish fit Wildlife Service 

6012030377* 

FOIA 



6012030475* 

FOIA 



8012030571* 

FOIA 



8012240293 

50-397 

C 


8012310523 

40-0745 


Inter ior. Dept, of . Oeologicak Survey 

8012010276 

50-361 

A 


8012030923 

NVJREO 


Inter lor. Dept, of . National Park Service 

0012060653 

40-1341 



8012080679* 

40-1341 



BO 120903 10 

50-367 

A 

loua Electric Light & Pou/er Co. 

aOl 1 19009B 

50-331 

0 


0012010366 

50-331 

I 


0012010408 

50-331 

8 


601 2020492 

50-331 

6 


6012020495* 

50-331 

8 


8012020541 

50-331 

8 


6012020546* 

50-331 

6 


6012020603 

50-331 

8 


8012020613* 

50-331 

S 


0012050399 

50-331 

P 


8012070294 

50-331 

0 


6012090296* 

50-331 

Q 


6012090318 

50-331 

P 


6012090321* 

50-331 

P 


8012110769* 

50-331 

Q 


8012170717* 

50-209 

H 


□012190593 

50-331 

s 


6012190597* 

50-331 

3 


8012190643 

50-331 

S 


6012190690* 

50-331 

8 


80 1 2230297 

50-331 

P 


6012230311 

50-33 1 

R 


8012230314* 

50-331 

n 


6012230457 

50-33 1 

p 


8012240241 

50-33 1 

3 


8012240263* 

50-331 

0 


8012290410 

50-331 

8 


80IS2904I4* 

50-33 1 

8 


8012890422 

50-331 

8 


8012290420* 

50-331 

9 


8012300465 

SO-331 

8 


8012300466* 

50-33 1 

3 

loua. Univ. of 

8012100211 

PR 


tshin.H, 

80121001B9* 

CONTRACT 

Isham. Lincoln fi< Hoale 

8012090132 

PH 



8012100039 

SO-445 

M 


6012110345 

50-10 

G 


8012110540 

50-237 

G 


6012110606 

50-10 

G 


0012110650 

FOIA 



6012 160332 

50-237 



8012160332 

SO-237 

K 


8012290242 

50-329 

G 


6012290659 

50-237 

G 


6012300122 

50-237 

m 


6012300122 

50-237 



8012300225 

50-445 

(1 
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AUTHOR 

AFFILIATION 


liland Clssaup Nbus Service 


J. Ra«j HcD^rpott 4: Co. 

JHK International Gorp. 

Japan 

Jereev Csntral Power 1 Light Co, 


Johns KopJ(ins Medical Institution* 
Daltinorer MO 


Johnson City Press-Chronic l» Johnson 
City. TN 
Johnston Labs 
Jottice< Dap t. of 


KtfO International! Inc. (Ketc hum MacLeod 
Orove ) 

Kansas Oa* & Electric Co. 


Kansas State Univ. 
Kaniasi Univ. of 


Kay t< Scholar! Fi erman< Hays k Handler 
Kearsarge Metallurgical Corp. 
Kentuckyi State o^ 


Kolinr H. I, 

Lakeshore Cltliens ^or Safe Energy 
Laurence Livermore Laboratory 


Laymant E. S. 


LoBoeufi Lamb- Leiby 4 MacRae 


ACCESS! DM SUBJECT 

DUMBER CATEGORY 


001530022914 
SO 12300324 
SO i 2300324 
e0i23Q0333« 
80 i 2300333» 

80123003414 
80123003414 
80 1 23003&0 
8012310289 
801 23102B3 

B01S3I02&?* 
8012310209* 
B012I 10216 
80121 10542 
8012180328 


S0-«145 M 
50-237 0 

50-237 0 

50-237 0 

50-237 G 

50-237 0 

50-237 0 

30-155 G 
30-237 0 

30-237 G 

30-237 G 
50-237 0 

FOIA 
FOIA 
FOIA 


8012240352 

8012100022* 

8012110115 

8012220471 

8003120301 


XPORTLIC 
CONTRACT 
XPORTLIC 
XPORTLIC 
50-219 P 


8003170023 

8012010318 

S0120I0319 

0012020552 

00120205564 

8012040445 

8012040489 

8012080420 

8012090177 

8012090204 

8012090363 

8012090466 

8012090471* 

8012160431* 

801216D46I 

8012160482 

8012160491* 

8012160546 

6012160534* 

8012220404 

8012220403* 

801223019S 

8012230468 

6012310418 

8012010522 


8012100237 

6012240130 

8012110326 

8012300040* 

8012300233 

8012300250 
8012300251 
6 8012190241 

8012020083 

6012020089* 

8012020093* 

801209028? 

0012080262 

8012080330 

8012080239 

8012100137 

8012100531 

8012160604 

8012180382 

8012110094 

8012240404* 

80J2230149* 

8012290306 

8012020739 

8012020744 

8012030379 

8012040070 

8012100542* 

0012110491 

0012120307 

8012120308 

8012230370 

8012030003* 

8012030104* 

8012030112* 

8012030134* 

8011180961 


50-219 P 
50-219 S 
50-219 fl 
50-219 S 
50-219 S 

50-219 6 
50-219 S 
50-219 8 
50-219 P 
50-219 F 

50-219 P 
50-219 8 
50-219 8 
50-219 H 
50-219 V 

50-219 8 
50-219 8 
90-219 8 
50-219 S 
50-219 ft 

50-219 R 
90-219 P 
50-219 8 
90-219 0 
Pfi 


PR 

70-143 

PR 

50-445 M 
50-389 11 

90-449 M 
50-445 M 
FOIA 

50-482 C 
90-402 C 

50-4B2 C 

50-482 C 

PR 

PR 

PR 

PR 

50-148 F 
50-320 0 

XPORTLIC 
PR 

State Prog 
CONTRACT 
50-266 0 

NUflEO 
NUREO 

50-206 P 
NJREO 

50-361 A 

NUREO 

NUREG 

50-206 P 

Nl/REO 

27-39 

27-10 

27-10 

27-10 

50-eS5 P 


AUTHOR 

AFFILIATION 


League Against Nuclear Dangers Minnesota 
Chapter 

Legal Service of Upper East Tennessee 
Llmitorque Corp. 

Linn County! lA 

Long Island Committee for Jobs 6 Energy 
Independence 

Long Island Lighting Co. 


Los Alamos Scientific Laboratory 


Louisiana Power I; Light Co 


Louisiana State Univ. 

Louisiana! State of 
Louisville. Univ, of 

Lovelace Biomed A: Environmental Research 
Instl tu te 

Lowenstoin* Newman! Reis. Akelrad «! Toll 


Lower AHouays Creek. NJ 

MD Color Photo 

MHB Technical Associates 


MPR Assoc iateSf Inc, 

Maine Yankee Atomic Power Co. 


ACCESSION 

NUMBER 


8012010297 

8012090105 

801210COS4 

0012100060* 

0012150076 

8012190155 

8012240365 

8012290066 

8012290071 

8012310294 

00121 10332 

8012220175 

8012100607* 

8012100635* 

8012150164 


8012010000 

8012020723* 

80120S0373 

0012100296 

0012150216 

8012150220* 

0012150225* 

8012100301 

0012240221* 

8012300479 

8012300572 

8012310414 

8012040655 

8012190040 

8012230099 

0012100473 

0012180306 

0012190473 

8012190479* 

8012190540 

0012220694 
0012220699 
80 12300574 
BO 12300581 
8012110283 

0012080635* 

8012100159 

8012040061 

8012020446 

8012020450* 

8012020628 

8012020634* 

8012080531 

8012090325 

8012100082 

0012110014 

0012290005 

8012290048 

8012290091 

8012290156 

0012290235 

0012290295 

8012290390 

8012290641 

8012300451 

GO 12300457* 

0012290397 

8012300163* 

8012170602* 

8012300093* 

8012080505* 

8012150286* 

8012020208 

80120205B9 

8012020597* 

0012100319 

8012110516 

8012150082 

0012190469 

8012230430 

8012300478 

G0I23004S3* 

8012300526 

8012300529* 

8012310278 


SUBJECT 

CATEGORY 


50-24 4 P 

PR 

PR 

PR 

50-220 P 

50-220 P 
Gtate Prog 
70-2623 
70-2623 
SO-220 0 

50-409 H 

70-143 
QA999 
50-331 F 
50-209 H 


50-322 A 
50-322 A 
50-322 H 
50-322 A 
50-322 K 

50-322 K 
50-322 K 
50-322 Q 
50-322 0 

SO-322 E 

50-516 0 

50-329 0 

ACftS 
NUftEO 
NUREO 

50-392 A 
50-392 A 
50-382 K 
50-392 K 
50-302 8 

50-382 0 

50-392 0 

50-392 6 

90-392 3 

PR 

50-416 F 
PR 

NUREG 

50-34 4 G 
50-34 4 0 

50-466 0 

50-466 G 
Pft 

50-34 4 0 

PR 

50-367 0 

50-466 0 

50-344 0 

30-466 0 

50-466 T 

50-367 G 
50-466 0 

50-309 h 
50-466 Q 
50-344 0 

50-344 G 
50-272 0 

CONTRACT 
50-443 0 

50-237 0 

CONTRACT 
50-155 P 
30-309 P 
50-309 R 
50-309 ft 

50-309 0 

50-309 0 

50-309 F 
50-309 P 
50-309 P 

50-309 S 
30-309 S 
50-309 R 
50-309 R 
50-309 P 


Ma 1 1 Inckrodti inc. 


8012080281 Pft 
8012080303 Pft 
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AUTKOR 

AFFILIATION 


Mapieton Intervenors 
Marra c 1 1 D. 

^ McLeimani Inc, i M A< M Nuclear 
Cans u 1 taritsi Inc . Di v. 


Narubenl America Corp. (^ubs. af Karubeni 
Carp . > 

Margiandr Bta*;e 
hargiandi Univ. of 

Harglandi Univ. of< Raltimare 


Kason t Hangar - Slla« Mason Co. i Inc, 
MassachuseHs Insbibubo of Technology 


Massachusetts Voice of Energy 
Massachus etl'Si State of 


Hatticson Cas Products 

Hayer< Brown It Platt 
McCulloughs E, R. 

McNoil Laboratories 
Mead Johnson l< Co, 

Medical Center of Vermont Bur I ing tonj VT 


Msmorial Hoip. of Carbondale Carbondalei 
IL 

Kenorlal Hosp of Mason County Ludingtoni 
Mi. 

Kemorlal 61 oan*<Ketter ing Cancer Center 
New York. NY 

Memphis State Univ, 

Hsrceir j PA 

Merck Sharp it Dohme 

Meteorological Evaluation Servicesj Inc. 
Metropolitan Edison Co. 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


HUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

6012L10S-04 

PR 



6012160495 

50-320 

1 

a0t20a0fr49 

50-329 

0 


BO 121 609004 

50-320 


6012270271 

50-466 

0 


B0121605S1 

50-269 

p 

a0l2290t27 

50-466 

0 


8012170481 

50-289 

p 

80120103SS 

50-302 

J 


8012190517 

50-289 

n 





B012190S1B 

50-320 

p 

8012010760 

50-272 

J 


80121909)94 

SD-2B9 

R 

BO i 20 10 760 

50-272 

J 


80)3190591 

SO- 320 

8 

0012020473 

50-327 

J 


80122200804 

50-289 

a 

BO 12020 4 78 

30-335 

J 


8012220235 

50-289 

p 

8012020562 

30-69 

J 









8012220237 

50-320 

p 

8012100511 

50-327 

J 


8012220383 

50-320 

p 

6012240775 

XPORTLIC 



80122203084 

90-320 

p 





8012230475 

SO-320 

a 

80122403804 

XPORTLIC 



80122304604 

50-320 

s 

80122903704 

90-320 

H 





80I2230S254 

50-166 

F 


8012270187 

50-289 

F 





80122904614 

50-289 

F 

6012060216 

PR 



8012290663 

90-320 

Q 

8012060223 

PR 



80123001604 

50-320 

Q 

8012060312 

PR 



8012300388 

50-289 

P 

0O12OBO317 

PR 






8012100233 

PR 



8012300490 

50-320 

8 





80123004934 

SO-320 

a 

8012110186 

PR 



801230060B 

50-289 

p 

8012120217 

KUREG 



8012300621 

90-320 

F* 

80I21203SO 

NUREG 



8012300629 

50-320 

P 

6012030686 

30-20 

a 





80120403494 

PR 



8012300641 

50-320 

P 





8012300645 

50-320 

P 

80t20B0794 

NUREO 



Q01231031G 

50-320 

P 

80121600094 

FOIA 



8012310324 

50-320 

P 

80121600124 

FOIA 


Michigan. Univ. af 

801 2020224 

RE8 


8012230319 

NUREO 






8012030704 

50-289 

H 


8012040288 

50-2 

F 





8012100191 

PR 


801 1 1903834 

50-443 

A 

Hichiganf Univ. of. Medical School 

8012120374 

PR 


80111903964 

50-443 

A 

Wicrographic Siistem* Technology 

8012020774 

FOIA 


80120304794 

FOIA 


Consul tents* Inc . <riBTC« Inc. 1 




80120305134 

FOIA 


Microtech Industries* Inc 

BO 120905674 

CONTRACT 


8012240398 

XPORTLIC 










80120905734 

CONTRACT 


8012290527 

70-1308 


Mltf-Affierlca tegal Foundation 

6012220300 

87-37 


0012160085 

50-10 

0 


8012230006 

27-39 


8012110317 

PR 


Milton fi. Hershey Medical Center 

B018U0I76 

PR ■ 


0012060128 

PR 


Hershey* PA 




80091904634 

40-0106 


Minerals Exploration Co, <iubs. of Union 

6012010036 

40-8584 





Oil Co. of California) 




00120607354 

40-0106 






8012060682 

PR 


Mississippi Potuer S; Eight Co. 

6011280064 

50-416 

K 





60112800674 

50-416 

K 

8012090D66 

PR 



6012020449 

50-416 

C 





6012020491 

70-2936 


8012180233 

PR 



6012090564 

70-2936 


8012120142 

PR 










6012050564 

50-416 

A 





80120905844 

70-2936 


80120606234 

CONTRACT 



6012080164 

REOCO 


80121004174 

CONTRACT 



80120906064 

50-416 

F 

8012160221 

PR 



60120806064 

50-416 

F 

80121200 18 

PR 






8012060280 

REOOD 



80120807214 

50-416 

F 





60120807214 

50-416 

F 

8012010105 

50-320 

P 


80120807274 

50-416 

F 

8012020464 

50-289 

P 


80120807274 

50-416 

F 

80120204694 

50-289 

P 


6012090246 

50-416 

a 

8012020515 

50-320 

P 





8012020532 

50-320 

P 


6012090246 

50-416 

a 





6012090259 

50-416 

a 

80120206744 

50-289 

0 


6012090259 

50-416 

a 

0012020791 

50-289 

0 


8012090568 

50-416 

a 

80120207994 

50-289 

0 


6012090568 

50-416 

a 

8012040293 

50-289 

p 





8012040441 

50-320 

s 


6012100541 

50-416 

a 





□012100543 

50-416 

a 

G012040613 

50-320 

0 


6012100543 

50-416 

a 

8012090365 

50-320 

p 


80121 10239# 

SO-416 

Q 

0O12OSO396 

50-320 

p 


8012150011 

50-416 

a 

8012090412 

50-320 

p 





8012070348 

90-289 

p 


8012150253 

SO-416 

a 





Q012150S53 

50^416 

a 

8012090303 

50-320 

8 


□012160277 

50-416 

A 

8012090394# 

90-320 

6 


G012 160281 

50-416 

a 

8012100177 

50-289 

T 


6012160281 

50-416 

a 

6012100451 

50-320 

P 





80121004594 

30-320 

P 


8012160497 

90-416 

k 





6012170304 

50-416 

a 

8012110407 

30-320 

P ' 


6012170429 

50-416 

a 

8012 110507 

50-320 

P 


80121801034 

50-41.6 

0 

8012190)09 

50-320 

8 


8012190527 

50-416 

$ 

80121901884 

50-320 

8 





8012190260 

50-320 

0 


8012190527 

50-416 

a 





80 1 2230429 

50-416 

a 

8012160273 

SO-320 

P 


8012240250 

50-416 

A 

8012160367 

50-320 

P 


8012300090 

50-416 

a 

801216042) 

50-289 

F 


8012300489 

50-416 

c 

8012160446 

50-209 

0 





8012160452 

90-320 

P 

Mississlppli 8tat« of 

80 IS 0006 15* 

50-416 





Ulssifslppli Univ. ofi 

8012080226 

PR 



I 
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CORPORATE SOURCE INDEX 


AUFHGR 

affiliation 

ACCESSION 

NUMBER 

SUDJECT 

CATEGORY 

Missourii Univ. of, Columbia 

Q0120G0285 

PR 

Mitre Corp. 

3012170731 

RES 


3012170784^ 

RES 


80121 707G9e 

RES 


8012290615 

NUREO 


B012290619 

NUREG 

Mitsubishi International Corp. (subs, of 

3012100062 

XPORTLIC 

M i tsub ish i Carp. ) 


8012230202 

XPORTLIC 

Montgo'nery County, MD 

80122302064 

XPORTLIC 

8012290270 

50-170 H 

Moratorium. Inc , 

80)22202584 

FOIA 

Morgan County Me.tjorlal Hosp. Martinsvlll 

6012170193 

PR 

e. IN 


6012170234 

PR 

Morgan, Lewis 4: Socklu* 

8012120646 

50-409 Q 


BO 12180327 

PR 

Horton Norwich Products, Inc., Morten 

801230036B 

50-409 0 

3012100173 

PR 

Salt Div. 

Muddy Run Ecological Laboratory, RMC 

BO 1 2300275a 

50-171 R 

Ecological Div. 

N. M. Mewmark Consulting Engineering 

0Ol23OO2B2a 

SO- 171 ft 

0O13OBO767 

70-754 

Services 


80 1 20a0774a 

70-7S4 

NP8 Industries, (nc. 

00120807794 

70-754 

8012150252 

50-329 8 

NU5 Corp. 

0012030903 

37-39 


8015-2400364 

CONTRACT 

National Academy of Sciences 

8012100423# 

CONTRACT 

National Audubon Society 

GO! 2300363 

50-320 H 

National Council on Radiation Protection 

0012230494 

ORO 

U Measurements 

National Economic Research Associates, 

8012300677# 

50-466 T 

1 nc. 


8012300682# 

50-466 T 

National Naval Medical Center Dethesda.MO 50121)0195 

PR 

National Traasury Employee Union 

8012010196# 

71-9073 

National Valve ^ Mfg. Co. 

8012080291# 

0A999 

Natural Resources Defense Council 

8013110248 

PR 


8012)10562 

50-330 P 


8012180339 

FOIA 


8012240370# 

State Prog 


8012290052 

70-2623 


8012390313 

70-2623 


6013290319# 

70-2623 

Navy, Dept, of 

8013030038# 

FOIA 


8012030050# 

FOIA 


0012030066# 

FOIA 


8012030086# 

FOIA 


8012030094# 

FOIA 


80 1 2030107# 

FOIA 


6013030109# 

FOIA 


8012030116# 

FOIA 


8012030168# 

FOIA 


8012030173# 

FOIA 


8012030180# 

FOIA 


8013030195# 

FOIA 


8013030226# 

FOIA 


8012030320# 

FOJA 


8012030393# 

FOIA 


BO 12030512# 

FOIA 


0012080817 

71-395 


8012080919# 

71-395 


80131)0504 

71-400 


8012110506# 

71-400 

Nebraska Public Power District 

8013110508# 

71-400 

8012010405# 

50-29 & 0 


3012030706 

50-298 S 


8012030713# 

50-298 S 


8012090335 

50-298 P 


8012150079 

50-29B R 


80131500BI# 

50-298 R 


8013180129# 

50-298 Q 


8012100233# 

90-298 0 


8013230334 

50-293 0 


New England Coalition on Nuclear 
Pollution 

New England Nuclear Corp. 

Now England TanV Cleaning Co, 


6012240287 
GO 12300623 
0012020673 

0012170675 

e0122'?0322 

0012110344 

8012120096 

G0l20304a4« 


50-299 P 
50-29G P 
50-443 G 

50-443 C 
SO- 443 0 

PR 

PR 

FDIA 


AUrHOR 

AFFILIATION 


ACCESSION 

NUrlBER 


SUBJECT 

CATEGORY 


New Hampshire Clamshell 
New Jerse!^< State of 


New Mexico. State of 


New Mexico* Univ. of 

Now Orleans Edison League 

New York Univ. Medical Center New York 

New York, State Univ. of, Stony Brook 

New York, State of 


New Vork,NV 


New York, State Univ. of, (Albany) 

New YorkiState Univ. of, Collegs of 
Environ 6cl Forestry 
Newberry Township Tlil Steering Com-nittee 
Newport News Industrial Corp. (sobs, of 
Newport News Shipbuilding «< DryDock Co. ) 

Niagara Mohawk Power Corp. 


Nissho-Iual Anerican Corp. 


North Carolina State Univ. 
North Carolina, State of 


North Dakota, State of 

Northeast Nuclear Energy Co, (subs, of 
Northeast Utilities) 


0O12O3C5CO# 

FOIA 


8012030547# 

FOIA 


3012030580# 

FOIA 


9012030593# 

FOIA 


8012030695# 

FOIA 


GO 120404 18 

50-2B9 

0 

GO 12020687# 

50-289 

0 

9012030455# 

FOIA 


GO 12220395 

50-352 

D 

8012010037 

State Prog 

8012220194# 

FOIA 


8012220200* 

FOIA 


0012220207# 

FOIA 


0012220243# 

FOIA 


0012220246# 

FOIA 


8012180197 

PR 


8012110360 

50-289 

H 

' 8012100243 

PR 


8012240309 

NJREG 


8012050039 

State Prug 

0013050056# 

State Prod 

8012050383 

50-247 

U 

0013110296 

PR 


GO 1 2300400 

50-302 

A 

8012030501# 

FOIA 


8012110067 

PR 


0012000812# 

CONTRACT 

0012300636 

50-367 

A 

0012300264 

50-209 

Q 

0012190471 

TOPftBP 


S013010350 

50-410 

0 

8012030810 

50-410 

0 

8012040424 

SO-2SO 

P 

8012040438 

50-220 

P 

8012040577 

50-220 

0 

0012040592# 

50-220 

0 

0012090015 

50-220 

0 

8012090345 

50-410 

s 

0C 12100472 

50-220 

& 

8012100475# 

50-220 

5 

0012100477 

50-220 

S 

0012100481# 

50-230 

s 

8012120637 

50-220 

0 

8012160474 

50-220 

R 

0012160480# 

50-220 

R 

8012190397 

50-220 

P 

8012190448 

50-4 1 0 

8 

8012190475 

50-220 

P 

0012190514 

50-220 

P 

8012230321 

50-220 

P 

8012230462 

50-410 

S 

0012230472 

50-220 

P 

0012290446# 

50-220 

a 

8012290491 

50-220 

0 

8012300303 

50-220 

p 

0012310294 

50-220 

0 

8012170317 

XPOn TLIC 


0012230235 

XPORTLIC 


0012120199 

Pft 


8012010015 

71-6717 


8012010298 

71-399 


8012010302# 

71-399 


0012240377# 

50-369 

F 

8012240383# 

State Prog 

8012240435 

PROJ 


8012010101 

50-245 

P 

8012020253 

30-336 

P 

8012020336 

50-336 

P 

8012020529 

50-336 

S 

8012020535# 

50-336 

S 

8012020573 

50-245 

P 

8012040151 

50-336 

0 

8012050262 

50-245 

P 

6012080230 

50-336 

Q 

S0120B07I2 

NUftEO 


8012090012 

50-245 

P 

0012090172 

50-213 

<3 

0012090172 

50-213 

G 

8012120379 

71-6144 


8012160117 

50-213 

P 

8012160371 

50-245 

P 

8012170050 

PR 
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AU THOR 
AFFILIATION 


Utilities 


Northeast Utilities Service Co, 
Northeastern Univ. 

Northerrt Indiana Public Service 


Northern States Poyer Co 


AC CESS I DM 

SUDJECT 


AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGGRY 

AFFILIATION 

NUHGER 

CATEOaRY 

9012170330 

PR 



30123003054 

50-232 

90121160451 

50-245 

P 


00123003104 

50-282 

90 1 2220 1 23 

50-245 

Q 


80123003104 

50-202 

0019230262 

50-213 

P 


B01230059B 

50-263 

60 1 2230263 

50-213 

P 


90123006054 

50-263 

9012230262 

50-213 

P 


00123006114 

30-263 

9012230342 

50-245 

R 

North-rop Research Technical Center 

0012170314 

50-197 

BO12230343>« 

50-245 

R 


00121703244 

50-107 

9012230346 

50-336 

R 

Nct t hues tern Univ. 

00120401764 

50-320 

0012230347-* 

50-336 

R 


00121 20092 

PR 

eo 1 2230384 

50-336 

S 

Notre Dane* Univ. of 

0012080210 

Pfl 

90122303934 

50-336 

6 


8012100206 

PR 

6012230465 

50-336 

S 

Nuclear Assurance Corp, 

6012240307 

71-6690 

90122304714 

50-336 

S 

Nuclear Chem Disposal Corp. 

60120304484 

FDIA 

6012230489 

SO-245 

9 


8012030489* 

FDIA 

RO 12230467 

50-245 

S 


80120305204 

FOIA 

Q0123103B9 

50-245 

Q 


00120305204 

FQIA 

6012020769 

TOPREP 



001203061 9< 

FQIA 

9012220123 

50-245 

0 

Nuclear Corp. of ArKarica Isotopes 

0012030034* 

FOIA 

8012290290 

50-245 

P 

Specialities Co. Div. 

80 1 2030227* 

FOIA 

80 12300635 

50-245 

a 




6012060712 

NUiREO 



6012030269*- 

FOIA 

6012220609 

NUREO 



0012030280* 

FDIA 

9012020427 

50-367 

A 


8012030300*- 

FOIA 

80120207034 

50-367 

0 


60120303094 

FOIA 





8012030397*- 

FOIA 

60 1 2030593 

50-367 

R 




901209-0182 

50-367 

R 


8012030535* 

FOIA 

6012110014 

50-367 

0 


8012030551* 

FOIA 

8012160513 

50-367 

R 

Nuclear Etierijv Service* Inc. 

0012020310* 

50-409 

6012190130 

50-367 

R 

0012080495* 

50-409 





0012100304* 

50-322 

0O1224O1SO 

50-367 

A 




8012240431 

50-367 

R 


6012180309* 

50-322 

9012290181 

50-367 

Q 


8012180311* 

90-322 

9012290235 

SO- 367 

Q 

Nuclear Fuel Services. Inc. (subs, of 

0012010567 

70-143 

6012300708 

50-367 

Q 

Oettij Oil Co. ) 

8012040513 

70-143 

9012310439 

50-367 

0 


0012090004 

50-201 

8012010070 

50-202 

P 



6012010351 

50-263 

F 


BO 12100676* 

70-143 

8012010477 

50-282 

8 


0012160267 

70-143 

90120104734 

50-282 

S 


GO 12230432 

70-143 




Nuclear Fuel Bervlcesi Inc. « West Valley 

8012040362 

50-201 

8012020332 

50-202 

F 

Reprocessing Plant 



9012020476 

50-263 

S 

8012040410# 

50-201 

B0120B0319 

50-282 

P 




BO 12000319 

50-282 

P 

Nuclear Transport ^ Storage. Inc. 

0012220135 

XPDRTLIC 

00120603534 

50-282 

P 

Nueces County ■ TX 

8012030660* 

FOIA 




Oak Ridge National Laboratory 

8012100170 

RES 

80120803234 

50-202 

P 

G012II0003 

RE8 

60120003294 

50-202 

P 


8012180090 

RES 

60120603374 

50-202 

P 




60120603604 

50-263 

F 


0012170105 

RES 

60120803644 

50-263 

F 


8012190179 

RES 





8012190208 

RES 

8012090006 

50-202 

Q 


8012520101 

MPREO 

6012090376 

50-282 

S 


8012300636 

50-367 

80120903814 

50-202 

S 




8012090376 

50-306 

8 

Office of the Federal Register 

00122902504 

ORG 

80120904024 

50-306 

8 

Offshore Power Systems (subs, of 
Nestlnghouie Electric Corp. } 

8012080142 

PR 

0012100047 

50-484 

0 

8012090042 

PR 

8012150048 

50-263 

R 


8012150114* 

90-327 

00121500514 

50-263 

R 

Ogle Petroleum. Inc. 

8011170005 

40-0745 

G0121501B3 

50-202 

8 



40-0745 

8012150171 

50-202 

8 


8011170009* 




8012100483 

40-0673 

0O121SO1774 

50-202 

3 


8012300308 

40-8745 

0012160453 

50-202 

R 


8012300513* 

40-6745 

00121604594 

50-202 

R 

Ohio Agriculture Research & Developrunt 

8012120312 

PR 

00121604504 

50-282 

R 

Center 



8012170640 

50-202 

8 

Ohio State Univ, 

8012] 10170 

PR 

8012160010 

50-263 

0 


00121 10796* 

50-150 

8012220177 

50-282 

Q 

Ohio* State of 

0012050075 

PR 

8012220177 

50-202 

Q 

Omaha Public Peuer District 

0011180569* 

90-209 

8012220162 

50-263 

0 


0012020607 

90-289 

0012220734 

50-202 

0 


BO 120206 16* 

50-285 

8012220734 

50-282 

Q 


6012020670 

50-205 

80L223027B 

50-263 

P 


8012020679* 

50-285 

8012230285 

50-263 

P 


8012040378 

PR 

80122302074 

50-263 

P 


8012090092 

PR 

80122302894 

50-263 

P 


0012100460 

50-209 

8012240290 

50-202 

0 


8012100404* 

50-209 

80122402944 

50-282 

a 


8012120210 

50-205 

80122402944 

50-202 

Q 


8012150024 

50-285 

8012300214 

50-202 

P 


8012190538 

30-205 

8012300214 

50-202 

P 


8012190542* 

50-295 

8012300246 

50-263 

P 


8012220379 

50-205 

8012300265 

50-202 

P 


0012220607 

50-205 

80 1 2300302 

50-202 

P 

Oncavag«4 Nark 

0012270400 

30-290 

8012300302 

50-282 

P 

Oregon State Univ. 

0012300453 

30-243 

BO 123003084 

S 0-282 

P 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATIOH 


Ortgoni State af 


PRC PlannlTijf & E^conor»ic*j. Alan 
Voorheei it AvtocUtei Oiv, 


Pacific Oas Sc Electric Co, 


Pacific Pumps Dlv. 

Palo* CofflimnUry Hosp. Paio* Parki 
Pap Sgttams Corp. 

Paratnatar- Inc, 

Parr-Rlchmontf Tarmlnal Cq, 


ACCESSION SUBJECT 

MUJ1BER CATEGORY 


S0i:S0302-43 PRQJ 

BCHS240377* State Ppofl 

8012300457* 50-344 O 

M. aoj 2 oaooo 7 * 50-443 f 

8012030007* 50-443 F 


8012000012* 

8012080440* 

8012080440* 

8012240473* 

8011260125 

8012040U9 
8012040520 
8012040520 
SO 1 2050293 
8012050293 

SO I 2050430 
8012050430 
8012030335 
8012080335 
60 J 209000a 

8012090235 

8012090235 

8012090329 

3012090329 

8012090338 

8012090360 

8012100470 

80I2I00470 

8012110386 

8012110306 

8012110526 

8012110526 

8012110530* 

8012110533* 

8012190046 

8012150047* 

8012150149 

8012160158 

8012160332 

8012100274 

3012190225* 

8012240129* 

8012240134* 

801229000a 

3012290009 

8012290086 

3012290136 

8012290136 

0012290469* 

8012290469* 

8012290542 

8012300352 

8012300352 

8012300466 

3012300466 


50-443 F 
50-443 F 
SO-443 F 
50-273 F 
50-275 A 

PW 

50-275 A 
30-275 A 
50-273 A 
50-275 A 

50-275 A 
50-275 A 
50-275 A 
50-275 A 
PR 

50-275 A 
50-275 A 
50-275 A 
50-275 A 
50-133 P 

50-275 A 
S 0-275 A 
50-275 A 
5<J-27S F 
50-275 F 

50-275 A 
50-275 A 
50-275 A 
30-275 A 
50-133 n 

50-133 R 
NUREO 
50-275 A 
50-275 a 
PR 

50-272 P 
50-279 F 
50-275 F 
50-275 0 

50-275 0 

90-275 A 
50-279 A 
50-275 A 
50-279 F 
90-275 F 

50-275 0 

50-275 0 

50-275 O 
50-275 0 

50-275 0 


IL 


8012300945 

8012310274 

8012300773 

8012180266 

8012080040 


90-275 F 
50-275 0 

XPORTCIC 
PR 

XPORTLIC 


8012100073* 

9012310602* 

8012030026* 

3012030032* 

8012030051* 


50-313 P 

CONTRACT 

FOIA 

FOIA 

FOIA 


8012030057* FOIA 
8012030062* FOIA 
BO 12030069* FOIA 
0012030081* FOIA 
83(2030038* FOIA 

©012030092* FOIA 
8012030111* FOIA 
©012030119* FOIA 
8012030166* FOIA 
8012030180* FOIA 

8012030207* FQIA 
8012030218* FOIA 
8012030294* FOIA 
8012030330* FOIA 
8012030359* FOIA 

8012030357* FOIA 
8012030360* FOIA 
BO 12030367* FOIA 
6012030369* FOIA 


AUTHOR 

AFFILIATIOM 


Pathfinrfer Kines Carp. 

Paul Howard Associates 
Pennaylvania Power 6 Light Co. 


Pennagl Vania Voice of Energi^ 
Pennsylvania# State of 


People Against Nuclear Energy 
Perkins, Cola, Stone. Dlsen UlIlia«T»s 


Philadelphia Electric Co. 


ACCESSION SUBJECT 

NUMBER CATECORY 


8012030385* 

FOIA 


8012030407* 

FOIA 


8012030411* 

FOIA 


8012030421* 

FQIA 


8012030427* 

FOIA 


0012030431* 

FOIA 


8012030436* 

FOIA 


8012030437* 

27-10 


8012030433* 

FQIA 


8012030469* 

FOIA 


0O12O3D4B1* 

FQIA 


8012030490* 

FQIA 


8012030493* 

FOIA 


8012030496 

FOIA 


0012030499* 

FOIA 


8012120378 

40-6623 

801 2160305 

40-2259 

0012150008 

FOIA 


8012010326 

50-387 

S 

8012010326 

50-387 

8 

0012020440 

50-387 

A 

8012020452 

50-387 

S 

8012020452 

90-367 

S 

8012020565 

90-387 

S 

8012020565 

50-397 

6 

0012020563 

50-367 

8 

6012020580 

50-387 

6 

8012030663 

50-367 

8 

8012030663 

50-387 

9 

0012000363* 

50-307 

0 

6012000390* 

50-387 

Q 

BO 1 2090353 

50-387 

A 

8012110415 

90-387 

A 

6012160039 

50-387 

A 

8012160039 

50-387 

A 

0012160348 

50-387 

A 

8012160346 

50-397 

A 

8012190020 

70-2937 


8012190573 

50-337 

6 

8012190973 

50-387 

S 

8012220432* 

50-337 

0 

0012220463 

50-337 

A 

8012230337 

50-387 

8 

8012230474 

50-387 

K 

8012230474 

50-38 7 

K 

8012230477* 

50-387 

K 

6012230477* 

50-367 

K 

0012240190 

90-307 

V 

8012290171 

50-387 

0 

8012300069 

50-387 

0 

8012300069 

50-367 

0 

8012500075* 

90-387 

0 

8012300075* 

50-387 

0 

8012300306 

50-387 

A 

8012300306 

50-307 

A 

8012300661 

90-387 

a 

6012300661 

50-387 

6 

8012310098 

90-387 

F 

8012310090 

50-387 

F 

8012310302 

50-307 

F 

0012310302 

50-387 

F 

6012310383 

50-307 

0 

8012230003 

50-269 

H 

B01208048S 

PR 


6012290003 

50-269 

0 

8012290190 

50-289 

0 

8012310307 

50-269 

0 

BO 12300264 

50-289 

0 

0012240446 

50-522 

0 

8012310309 

50-522 

0 

8012010249 

50-277 

F 

8012010269 

50-277 

8 

0012010440 

50-277 

5 

8012010455* 

50-277 

8 

8012010461 

PR 


8012010472 

50-277 

5 

0012020390 

90-277 

P 

0012020398 

90-277 

P 

8012020471 

90-392 

A 

8012040393 

90-277 

P 

8012040397* 

90-277 

P 

8012040411 

50-278 

S 

0012040419 

SO-277 . 

S 

6012040429 

50-277 

s 

8012040439 

50-277 

6 
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AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEOCRY 


AUTHOR 

AFFILIATION 


ACCESS I ON 
NUHSER 

SUBJECT 

CATEGORY 


8012050110 

PR 


Power Authorltu 

of 

the State of 

New York 

8012010409 

50-333 

8 


6013080190 

REGOD 







6012010410 

50-206 

8 


8012060424 

50-352 

A 






8012D10415« 

50-266 



6012090298^ 

SO-463 

0 






8012010429* 

50-333 

6 


8012090298« 

50-463 

G 






8012030592 

50-266 

P 


8012090441 

50-278 

S 






BO 12030707 

30-206 

P 


8012090455 

50-277 

S 






8012030933 

50-333 

0 


8012090464 

50-277 

8 






80120S043I 

50-333 

3 


60120904704 

S 0-27 7 

s 






80120S0444» 

50-333 

S 


80121004714 

50-463 

0 






S0120B0170 

REOOt) 



00121004714 

SO-463 

G 






80120G0455 

50-333 

S 


8012100490 

50-276 

8 






B0120Q0459* 

50-333 

8 


8012100493 

50-352 

A 






80 1 2090024 

50-266 

0 


80121004994 

50-27G 

5 






8012090003 

50-333 

0 


8012150141 

50-277 

P 






8012090155* 

50-333 

0 


8012150141 

50-977 

P 






80 1 2090375 

50-286 

p 


8012160267 

50-277 

R 






8012100224 

30-033 

0 


8012160267 

50-277 

n 






8012100457 

50-333 

V 


00121602724 

SO-277 

R 






8012150109 

50-286 

8 


80121602734 

50-277 

R 






B0121S0127 

50-333 

8 


00121602764 

50-277 

R 






8012150130* 

50-333 

6 


80121602764 

SO-277 

n 






8012150132 

50-286 

S 


8012160473 

50-277 

n 






8012150135* 

30-266 

8 


8012160472 

SO-277 

ft 






8012160360 

30-2B6 

Q 


80121604754 

50-277 

ft 






0012160363* 

30-286 

0 


80121604754 

50-277 

R 






0012160502 

50-333 

R 


8012170633 

50-270 

8 






6012160505* 

30-333 

R 


80121706414 

50-978 

8 






001 2160530 

50-333 

G 


8012180247 

50-277 

s 






0012160536* 

50-333 

G 


00121602504 

50-277 

G 






0012170352 

50-286 

P 


8012230353 

50-277 

B 






0012170361 

50-286 

8 


00122303584 

50-277 

8 






8012180271 

PR 



6012230359 

50-277 

8 






6012190033 

71-9060 



8012230493 

50-277 

P 






8012190464 

30-286 

P 


60123000514 

50-277 

Q 






6012220316 

50-S66 

R 


8012300270 

50-171 

R 






8012220321* 

30-286 

R 


8012300527 

50-382 

S 






6012230381 

50-333 

P 


8012300549 

50-352 

A 






6012290425 

90-286 

B 


8012300610 

50-277 

R 






8012290429* 

90-286 

B 


6012300610 

50-277 

R 






0012290432 

90-333 

8 


80123006244 

SO-277 

R 






6012290437* 

90-333 

8 


80123006244 

50-277 

R 






8012290439 

90-333 

8 - 


8012310310 

50-277 

P 






6012290441 

90-333 

8 


6012310320 

50-278 

B 






6012290443 

90-333 

6 


80123103234 

50-278 

0 






6012290447* 

90-333 

8 : 


8012310327 

50-277 

P 






0O12S9O45U 

50-333 

G 

PicSiBr Corp, 

80121103914 

71-5796 







0012290453* 

80-333 

0 


8012160603 

71-350 







8012290466 

50-333 

6 

Plttiturghi Uolv. of 

8012110334 

PR 







0012290474* 

60-333 

a ; 

Pol S. 

8012300196 

50-142 

0 






8012300542 

90-333 

8 : 


80123002034 

50-142 

0 






8012300546* 

90-333 

8 

Port«r Countij Chapter Intervenort 

6012100066 

50-367 

Q 






8012300552 

50-266 

P 

Portland Cenent Aefoclotion 

60122400514 

CONTRACT 







80 1 23005 Q 4 

50-333 

P 

Portland General Electric Co. 

00120204504 

50-344 

Q 






0012300630 

50-333 

6 


801S020560 

50-344 

P 






8012300638* 

50-333 

6 


8012060461 

50-344 

P 






8012300655 

50-333 

S 


6012090070 

PR 







6012300662* 

50-333 

8 


8012090215 

50-344 

P 

Pr«s Itftnl 

of US 

L Executive Offices 

6D12240DSO* 

COHMIBSIDN 


80120902174 

50-344 

P 

Pree^ Inic 1 1 Igencf > 

Inc . 


6012120062* 

CONTRACT 



8012090227 

TOP REP 


Pr Inc etpn 

Unlv. 




6012020375* 

lOCFR 



8012150056 

50-344 

R 






6012080255 

PR 



80121500574 

50-344 

R 






6012120151 

PR 



8012150061 

50-344 

8 






8012120159 

PR 



8012160437 

50-344 

P 






8012120196 

PR 



8012170053 

PR 


Pro-Tech Buiiport 

Servlcevi- Inc. 


6012160017 

FaiA 



60121803254 

50-344 

Q 

Pr ovine vtouni HA 




00 IS 03048 5* 

FOtA 



6012230305 

50-344 

8 

Public Cltiien Litigation Oroup 


0012290535 

90-367 

0 


0012230313 

50-344 

P 






8012290536* 

90-367 

0 


601223045S 

50-344 

0 

Public Interest 

RtsearcK Orcupi 

New York 

0012150138 

50-247 

0 


60122304554 

50-344 

a 






00111150140* 

50-247 

0 ; 


BO 12230466 

50-344 

a 






B0t:M50l69 

50-3 

H ; 


8012230469 

50-344 

s 

Public Service Co. 

of Colorado 


0011230201 

50-267 

R : 


9012300299 

50-344 

F 






0O112SO495 

50-267 

8 . 


8012300405 

30-344 

8 






00 U 250501* 

50-267 

8 ■; 


8012300553 

50-344 

a 






0O1SO1O436* 

50-267 

Q i 


80123005504 

50-344 

8 






0012020554 

50-267 

8 ■ 


8012300560 

50-344 

a 






GO 1 2020563* 

50-267 

8 


8012300561 

50-344 

p 






8012020566 

50-267 

6 ' 


00123005654 

50-344 

6 






80 1 2020575* 

50-267 

8 ; 


0012300560 

50-344 

0 






8012040404 

50-267 

P i 


80123005734 

50-344 

s 






8012030406 

50-267 

el 


GOl 230061 6 

50-344 

8 






80120504194 

50-267 

8 1 

Potanec Alliance 

0012100006 

PH 







80i2l0033S 

50-267 

R 1 

Poto<Tiac Electric Power Co. 

6012310216 

50-4 4B 

0 






8012100337* 

50-267 

R 1 

Powder River Ba»in Reeource Council 

00121607674 

40-0743 







8012100444 

90-267 

p 



440 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Public Service Co, of Indiana. Inc. 


Public Service Co, of Neu Hampehlra 

Public Service Co. of Oklahoma 

Public Service Electric Qac Co. of Neu 
JflTsev 


ACCESSION 

NUMBER 


00121004454 

8012100495 

80121004914 

8012100503 

8012100509* 

6012100515 

80(2100521* 

6012100524 

8012100537*^ 

8012120130 

8012120132 

80l21d>014& 

8012170417 

8012190419 

6012230496 

8012240237 

8012290231 

8012290267 

8012290435 

8012290443* 

6012300562 

6012300567* 

6012300591 

0012040347* 

0012040347* 

6012040394 
6012040400 
6012050103 
6012220163 
601 2220 16B 

8012220228 
8012220323 
8012220323 
60 1 2220337 
8012220337 

8011 19037B* 
BO 12090232* 
6012110566 
8012230010 
6012090037 

8012100039 

6012010001 

8012010002 

6012010004 

6012010005 

8012010003 

6012010304 

8012010303* 

8012010393 

8Q12010401 

6012010490 

8012020137 

8012020137 

8012020148* 

801202014Q* 

60 1 20201 SB* 

60I2020IS8* 

8012020495 

8012020489* 

8012020540 

6012020550 ♦ 

6012020570 

8012020645 

80120206S2* 

6012020655 

GO 1 2020663* 

6012030620 

6012000624 

6012030630 

6012040447 

8012040621 

6012050362 

6012050383* 

6012080122* 

60120D0131* 

6012110403 
80121 10409* 
6012150121 
6012150124* 
6012160340 

9012160343* 

9012160443 

6012160450* 

6012170413 


SUBJECT 

CATEGORY 


50-267 P 
SO-267 G 
50-267 S 
50-267 6 

50-267 S 

50-267 S 
SO-267 S 
50-267 S 
50-267 S 
50-267 Q 

50-267 P 
30-267 P 
50-267 Q 
50-267 P 
50-267 P 

50-267 P 
50-267 P 
50-267 P 
SO-267 B 
50-267 S 

50-267 B 
50-267 9 

50-267 P 
50-546 0 

50-546 Q 

30-546 S 
50-546 Q 
PR 

50 - 546 0 

50 - 546 0 

50-546 S 
50-846 a 
50-546 S 
50-546 S 
50-546 8 

50-443 A 
50-443 0 

30- 443 A 
50-443 0 

PR 

30-445 « 

71-9089 

71-9080 

71-6574 

71-9086 

71-9079 
50-272 O 
50-272 0 

50-272 3 

50-272 6 

71-9010 
50-272 0 

50-272 0 

50-272 Q 
30-272 0 

50-272 Q 
50-272 0 

50-272 S 
50-272 6 

50-272 S 

50-272 B 
50-272 0 

50-272 8 

50-272 Q 
50-272 B 

50-272 3 

30-3J 1 P 
50-31 I F 
80-31 1 P 
50-272 S 

50-272 0 

50-272 S 
80-272 S 
50-272 Q 
50-272 Q 

50-272 S 
50-272 S 
50-272 6 

50-272 6 

50-31 1 R 

50-3tl R 
BO-272 R 
50-272 R 
50-272 P 


AUTHOR 

affiliation 


ACCESS rc:< 

NU.'-IBER 


SUBJECT 

CATEGORY 


Puget Sound Power i. Light Co. 
Purdue Univ. 


Ouadrex Corp. 

R. G. MiUiams k Assoc iates, Inc 
Radio Free Europe/Radio Lifaertg 
Regard Security Service, Inc. 

Rensselaer Polytechnic Inst, 
Reuter-Stokes, Inc 


Rhode Island Public Interest Research 
Group 

Rhode Island, State of 

Richardson-Kerrel 1, Inc. Merr o 1 1-Nat ional 
Laboratories Div, 


Rio Algon. Ltd. 

Rochester Gas 1; Electric Corp. 


Rochester. Univ. of, Medical Center 


Rockwell International Corp,, Ato«mlcs 
International Div. 

Roctcwell International Corp. . Energy 
Systens Div. 


Rocky Mountain Energy Co. 
Ropes 4; Gray 


Rosemounti Inc. 


Rossi, H. 

RosweH Park Memorial Instifeutn 
Sacraciento Municipal Utility District 


6012190216 

50-272 

P 

BO 1 2 1 90230* 

50-272 

P 

B012190634 

50-272 

S 

8012190640* 

SO-272 

5 

0012250259 

50-311 

P 

80 12230379 

50-272 

S 

0012230362* 

50-272 

8 

0012230492 

50-354 

S 

6012240262 

50-354 

A 

8012290132 

PR 


6012300071 

50-272 

0 

6012310284 

50-272 

P 

801231063-J 

50-354 

0 

8012310634 

50-354 

<k 

6012310636 

SO-3S4 

0 

BO 1231 0636 

50-354 

0 

8012300152 

50-209 

H 

SOI 231 0308 

50-522 

& 

8012110201 

PR 


00 121 201 S9 

PR 


8012230201 

KU.tlEO 


8012110283* 

50-237 

P 

8012290224 

IfASTE MOT 

8012110471* 

FOIA 


3012310570 

FOIA 


G012120342 

NUREO 


0O12OBO639 

XPCRTLIC 

6012240326 

XPORTLIC 

8012300762 

XPORTLIC 

w 8012230259* 

0A999 


6012230246* 

QA999 


8012110796 

PR 


6012060401 

REOOD 


0012010624 

PR 


8012100203 

PR 


8012060339 

40-QOB4 


0012010282 

50-244 

F 

Q012010284 

50-244 

P 

3012010299* 

50-244 

P 

8012010387 

50-244 

P 

GO 12090043 

50-244 

0 

8012090270 

50-244 

a 

8012090280* 

50-244 

0 

0012160240 

50-244 

p 

801216042? 

50-244 

p 

6012160540 

50-244 

p 

8012160547* 

50-244 

p 

6012170340 

PR 


8012180391 

50-244 

p 

8012220227 

50-244 

p 

0012220329 

50-244 

p 

0012220341 

50-244 

p 

8012220440 

50-244 

R 

8012220443* 

50-244 

R 

8012300393 

SO-244 

P 

6012300397* 

50-244 

P 

8012300522 

50-244 

S 

8012300525* 

SO-244 

S 

6012010530 

PR 


0012300696* 

50-466 

T 

8012100408 

50-537 

6 

6012020069 

50-436 

A 

6012020399 

70-25 


6012050124 

71-35 


6012050153* 

71-35 


8012080706 

40-6697 


6011190371 

50-443 

A 

8012190568 

50-293 

0 

8012230010 

50-443 

0 

8012190154* 

0A999 


8012190106* 

0A999 


6012230173* 

CONTRACT 


6012300596* 

50-466 

0 

80 1 2090331 

50-312 

F 

8012090390 

50-312 

s 

6012090398* 

50-312 

6 

6012090411 

50-312 

F 

8012090415 

SO-312 

P 

6012120400 

50-312 

R 

0012120484* 

50-312 

R 


8012160467 


50-312 
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AUTHOR 

AFFILIATION 

ACCESSION 

l.'UrtBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFlLfATlCN 

ACCESSION 

NUMBER 

SUBJECT 

CATEOOBY/ 


80121604934 

50-312 

P 


6012310597 

FOIA 



8012160507 

50-312 

P 

Sigma Chemical Co. isubs. of Sigma-Aldri 

eol20Q0647 

XPORTLIC 



8012170309 

50-312 

F 

ch Corp. ) 





8012170339 

50-312 

F 


6012110031 

XPOBTLIC 



BO 121 70458 

50-312 

P 


8012170296 

XPDRTLIC 







6012170305 

XPORTLIC 



6012180306 

50-312 

F 






SO1S220309 

50-312 

P 


60 1 22302 1 2 

XPORTLIC 



8012230373 

50-312 

P 


60 1 224036 1 

XPORTLIC 



6012290204 

50-312 

F 

Singer* Aerospace ^ Marine Si/stens# 

BO 12290276* 

REOQD 



6012290228 

50-312 

P 

Kearfatt Div. - 








Small Business Admin i s bra 1 1 on 

80121000224 

CONTRACT 



6012290301 

50-312 

P 


8012120432 

CONTRACT 



60 1 52903034 

50-312 

P 






BO 12300467 

50-312 

S 


60 1 223054 5* 

CONTRACT 



6012300619 

50-312 

P 

Smith/ Kline A French Laboratories 

6012110270 

PR 


Safe Snorgy Alliartce 

EO 12290041 

70-2909 


Sne 1 L 6 Ui Lmer 

a012290430» 

50-528 

0 






8012300487 

50-528 

0 

Safe Haven/ Ltd. 

BO 12240002 

PR 


Song Industries 

8012150017 

FOIA 


Satnfgrd Univ, / Cutnbarland School of Lau 

801211032B4 

CQHMISSiaN 





San Diego Oas Electric Co. 

6012040420 

50-361 

A 

South Carolina Electric Gas Co. 

8012010109 

50-395 

A 


6012120413* 

50-206 

P 


8012010117 

50-399 

A 


6012240427* 

50-361 

C 


8012010327 

50-395 

A 






8012020241 

50-399 

R 


60122404274 

50-361 

C 


8012020207 

50-399 

0 


6015240428* 

SO-361 

C 






8012240428* 

50-361 

C 


BO 120202094 

50-399 

Q 


60123003744 

30-361 

K 


6012020293 

50-399 

A 


60123003744 

50-361 

K 


6012020369 

50-399 

8 






0012020377 

50-399 

8 


60123003774 

50-361 

K 


6012020434 

50-395 

S 


80123003774 

50-361 

K 






60123003814 

50-361 

K 


8012020437 

50-399 

8 


8012300381* 

50-361 

K 


6012020442 

50-399 

a ' 

Sandia Laboratories 

6012020156 

NUREO 



6012020445 

50-399 

8 






BO 12020 4 93 

50-399 

8 


6012020139 

NUBEO 



8012020523 

50-393 

B 


8012020659 

NURBO 







8012050682 

RES 



8012020572 

50-395 

A 


8012110764* 

FOIA 



8012020765 

50-395 

M 


6012110777* 

FOIA 



0O12O3OA13 

50-395 

6 






0012030634 

50-395 

a 


8012190465 

NUREO 



0012030636 

50-395 

8 


6012190530 

NUREO 







6012220719 

NUREG 



001 2090216 

90-395 

A 


GO 1 2230374 

NUREG 



6012090230 

50-399 

A 

Sandoij Inc. 

6012120185 

PR 



0012090262 

50-399 

A 






6012090324 

50-399 

A 

Sargent Lundiji Tnc. 

GOl 2190442* 

QA999 



8012090399 

90-399 

A 


6012240284 

REOQD 






Scaglt Countg* UA 

6015230001 

50-322 

C 


6012110602* 

50-399 

A 

Scanficuerr Inc. 

6012300369 

TOPREP 



0012110606* 

50-399 

A 

Schott Optica] Glassilnc. 

8015240062* 

40-7924 



8012150035 

50-395 

8 






8012150161 

50-399 

0 

Science Applications/ Inc. 

6015060023 

NUREO 



8012160123 

50-395 

A 


6012520003* 

CONTRACT 







8012220005* 

CONTRACT 



0012160162 

90-399 

A 

Scientists t. Cn-jineers for Secure E«>erg(; 

6012100054 

PR 



8012160165* 

50-399 

A 


8012100060* 

PR 



6012160436 

50-395 

8 






0012170431 

30-395 

A 


0012150026 

50-247 

T 


6012170455 

50-39 5 

A 


6012150020* 

50-247 

T 





Senate 

6012020820* 

30-170 

H 


6012170457 

90-399 

A 


6012030640* 

FOIA 



6012190132 

30-395 

A 


8012030646* 

FOIA 



G012190140 

50-395 

K 






8012190392 

50-395 

A 


60120307194 

XPORTiLlC 



0012230260 

90-395 

A 


8012030827* 

30-320 

U 






6012100156 

PR 



8012230350 

90-395 

8 


8012290262 

50-206 

H 


B012230460 

50-399 

A 


8012300176 

50-293 

U 


8012300252 

90-395 

A 






601S300261 

30-395 

A 


6012300443 

50-4B3 

M 


6012300417 

30-395 

A 

Senate/ Environfnent i; Public Works 

8010300544* 

80-320 

U 






aO'i 2240098* 

COMMISSION! 


8013300455 

50-395 

A 

Shaw/ Pittnani Potts ^ Troubridge 

0012100047 

50-464 

0 


BO 1230 0458 

50-395 

8 


8012110351 

50-312 

0 


6012300473 

50-393 

D 






6012300534 

50-395 

0 


0012110354 

50-346 

0 


6012300628 

50-393 

8 


0012110399 

50-266 

0 






0012110410 

50-287 

Q 


8012300637 

50-393 

A 


6012150175 

50-287 

0 


8012300650 

50-395 

A 


6012100182 

50-524 

0 


6012300650 

50-399 

A i 






0012310424 

90-395 

0 : 


6012220428 

50-387 

0 

South Carolina/ State of 

B0120 10048 

State Prqg | 


0012290171 

50-387 

Q 






6012290552 

50-289 

0 

South Carolina/ Univ. o-f 

60I202024S* 

90-395 

A ^ 


6012290663 

50-320 

0 

South Dakotai State of 

8012060664* 

40-1341 

1 


6012300069 

50-387 

0 

Southern California Edison Co. 

801 1290285 

50-361 

a; 






8011290285 

50-361 

A i 


60-12300449 

50-287 

0 


8011250549 

90-361 

A (■ 


60} 2310216 

50-44B 

0 






6012310276 

50-500 

0 


0011250547 

90-361 


Sheldoni Harden Ai Weiss 

6012020673 

50-443 

0 


8011250557* 

90-361 

A?. 


6012170675 

50-443 

G 


8012020247 

50-361 

A 1 






8012020247 

30-361 



6012290052 

70-2623 



8012020251* 

30-061 



0012290217 

50-3 

0 





Shletdallog Corp. 

0012190683* 

40-7102 



8012020262 

30-361 


Sierra Club 

OOI 2020727 

50-201 

P 


8012020262 

30-361 

tl- 


0012190316* 

50-275 

H 


8012020521 

50-206 

P [ 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATIGN 


Soubhftrn Illlngi-s Univ. * School of 
Hod icine 

Southwoit Retoarch Inititoto 


Sogthw»4t Rosodrch and Information 


SpoTtffitn'* Ciwb of Tiiai.Inc. 

St. John's Hosp. LouoIlrMA 
8t. Josaph Hasp, Kirtwoodi MO 

8t. JosepJi's Hofp. Hijhland, IL 
St, Joifph's Ho*p. TucsoniAZ 
Bt. touii Univ. Medical Center 8t. 
Lou i S / ifO 


St. toui* Unlv. Midical School 


ACCESS I OM SUBJECT 


NUMDER 

CATEGORY 

801 2020 6 OS 

50-206 

P 

aO 1 2030306 

50-361 

0 

8012030377 

50-206 

P 

SO 1 2030577 

50-206 

P 

8012030671 

50-395 

S 

0012030716 

50-206 

P 

8012030729# 

50-206 

P 

BO 12 090202 

50-361 

A 

0012100527 

50-206 

P 

8012100536 

50-361 

A 

8012100536 

50-361 

A 

0012100339# 

50-361 

A 

8012100539* 

50-361 

A 

8012120399 

50-206 

P 

8012120413* 

50-206 

P 

8012120426* 

50-206 

P 

8012160335 

50-206 

n 

B0I216033S# 

50-206 

R 

8012170434 

50-206 

T 

0012170619 

50-206 

a 

8012170628# 

50-206 

8 

0012230490 

50-361 

A 

8012230490 

50-361 

A 

8012240425 

50-361 

C 

GO 12240425 

50-361 

C 

8012240427# 

50-361 

C 

8012240427* 

50-361 

C 

8012240420# 

50-361 

C 

8012240428# 

50-361 

C 

9012290254 

50-361 

0 

8012300369 

50-361 

K 

GO 12300369 

50-361 

K 

0012300374# 

50-361 

K 

80 1 2300374# 

50-361 

K 

8012300377* 

50-361 

K 

00123Q0377# 

50-361 

K 

0012300381# 

50-361 

K 

0012300381# 

50-361 

K 

8012300365 

50-361 

E 

8012300385 

50-361 

G 

0012300509 

50-361 

0 

0012300509 

50-361 

0 

0012300521 

50-361 

6 

8012300544 

50-206 

P 

8012310092 

SO-206 

F 

0012310369 

50-361 

S 

0012310365 

50-361 

8 

8012120071 

PR 


8012010043 

RES 


G0J20IO045 

RES 


8012010046 

RES 


0012010050 

RES 


8012040383 

RES 


8012040306 

RES 


6012040609 

RES 


0012090300# 

50-397 

F 

8012220164 

RES 


• 8012220264# 

FOIA 


8012220269# 

FOIA 


0012220275# 

FOIA 


0012240407# 

State Prog 

8012030654# 

FOIA 


8012030657# 

FOIA 


8012190597# 

70-2156 


0012290141 

PR 


0012290137 

PR 


0012110219 

PR 


0012010419 

PR 


8012010432 

PR 


0012010444 

PR 


8012020454 

PR 


8012020459 

PR 


8012020467 

PR 


8012080325 

P« 


8012110284 

PR 


0012100200 

PR 


8012050519 

PR 


8012100097 

PR 


8012100100 

PR 


8012100103 

PR 


B012I0011S 

PR 


8012100127 

PR 


8012100130 

PR 



AUTHOR 

AFFILIATION 


St. Margaret's Hosp. Spring Valleg. IL 

St. Michael Ha»p. Mlluaukee.WI 
Standard! led Nuclear Unit Poa;er Plant 
System 


Stanford Research Institute 
Stanford Univ, 

State* Dept, of 


State* Dep t. of « Bureau of Octans t 
Internatl. Environ. Scientific Affairs 


Steeli Hector fc Davis 

Stone ii't^ebster Engineering Corp. 


Stone it Nebsteri fnc. 

Sun~Bultetin 8 inghamton* NY 
Suscioehanna Environmental Advocates 
Suit I er land 

SydKraft Aktiebolag Sueden 
Sydney Morning Herald Ltd. 

TERA Corp. 

TRW* Inc. I Energy Systems Planning Div. 
TallahasserFL 

Tech/Ops (Technical Dperatiorisi Inc, ) 
Technassoc iatesi Inc. 

Techntmet Corp. 

Teledyne Energy Systems 
Teledyne Wah Chang Albany 
Tennessee Valley Authority 


ACCESSION 

NUMBER 


GOlSlOOi^g 
G0121 10214 
8012120104 
B012120310 
8012000349 

GO 12220070 
GO 12040403 

8012040403 

8012040403 

8012000336^ 

GO 12090120 
Q012100440 
8012100440 
8012100440 
8012300717 

8012300717 
8012300717 
001227061 1 
001212010? 
G0l20i0931'« 

8012030932# 

80120G0132 

0012100216 

0012110096 

0012110103 

8012160647 

8012170254 

8012170255 

8012170257 

8012170264 

0012180420# 

0012100427# 

0012240218 

0012310077 

0012310079 

8012300916 

80120G0154 

0012000902 

6012080731 

0012090102 

0012090240 

8012100014 

8012120618 

0012120633 

0012150033 

8012220006# 

0012040649 

6012030070 

8012270330 

6012170389 

0012100182 

6012310563 

0012300733# 

0012110302# 

0012290395# 

□012100669 

8012100672# 

8012120432 

8012230545# 

8012100073# 

0012010034 
8012040500# 
8012170292 
B0I217031 1 
8011250423 

0012010021 

8012010334 

0012020256 

9012020256 

8012020345# 

6012020412# 
001 20204 10 
8012020421# 
0012020444 
0012020447# 

8012020497 

0012020508# 

8012020514 

8012020518# 

8012020610 

0012020621# 

0012020623 

0012020627 


SUBJECT 

CATEOORY 


PR 

PR 

PR 

PR 

PR 

PR 

50''482 S 

90-482 8 

90-402 S 
90-402 A 

PR 

50-482 S 
50-482 S 
50-482 8 

50-402 0 

50-402 Q 
50-482 a 
NUREG 
PR 

CaHMlSBlOM 

FOIA 

XPORTLIC 

XPORTLIC 

XPORTHC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

secv 

SECY 

XPORTLIC 

XPORTLIC 

XPORTLIC 

50-290 0 

PR 

REOOD 

REOOO 

PR 

NUREO 

PR 

50-322 S 
90-322 S 
50-338 S 

QA999 

90-334 S 
FOIA 

50-387 0 

XPORTLIC 

XPORTLIC 

FOIA 

50-466 T 
CONTRACT 
50-3fl9 M 

71-9147 
71-9147 
CONTRACT 
CONTRACT 
50-313 P 

71-6744 
71-6679 
XPORTLIC 
XPOR TLIC 
50-257 P 

40-1341 
50-327 P 
50-327 R 
50-327 R 
50-259 Q 

50-370 Q 
50-260 S 
50-260 8 

90-296 8 

50-296 a 

50-296 5 

50-296 0 

50-296 a 
50-296 8 

90-327 8 

50-327 a 
90-327 3 

SO- 327 3 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


ACCESSION 

|4LJ^tDER 


6012020653^ 

0012020636-* 

0012030099 

0012030669 

00120306744 

0012030694 
0012030323 
8012040357 
SO 12040359 
8012040392 

0O12O4O396-* 

8019040416 

8012040422 

8012040429 

8012040432 

8012040432 

8012040439 

0012040435 

8012040443 

0012040349 

0012040657 

0012050369 

0012050369 

8012050369 

8012050369 

0012050369 
BO I 2050369 
0O12O5O3B1 
0O12O5O3B1 
0019050381 

0012050301 

0012050381 

0012050301 

0012050397 

8012050457 

a0120B0314 

0O12OBO314 

80190B0423 

8012000430* 

0012000601 

0012090610 

8012080616 

0012090616 

0012090661 

0O12OQO660* 

8012000725 

0012000773 

0012090773 

0012090142* 

0012090106 

0012090209 

0012090209 

0012090209 

0012090231 

0012090231 

0012090231 
0012090311 
0012090311 
0012090312* 
00 1209031 2* 

6012090342 

8012090342 

6012090344 

8012090347 

8012090347 

0012090355 

0012090359* 

0012090359 

8012090369 

0012090369 

8012090370 

0012090370 

8012090370 

0012090370 

8012090370 

0012090370 

0012090370 

0012090410 

8012100339 

8012100447 

8012100447 

8012100440 

8012100440 

8012100454 

0012100454 


SUBJECT 

CATEODRV 


50-327 8 

50-327 S 
50-260 a 
50-327 S 
50-327 8 

50-320 B 
NUREO 

50-366 B 
50-327 B 
50-327 B 

50-327 S 
30-32B S 
50-390 S 
50-390 S 
50-553 S 

50-533 S 
50-553 6 

50-5S3 9 

50-390 B 
70-1966 

30-910 S 
50-510 S 
S0-51B S 
50-510 S 
50-510 8 

50-510 S 
50-518 S 
30-518 6 

50-518 S 
50-518 S 

50-9 I 8 Q 
90-518 S 
90-518 a 
50-327 P 
50-390 S 

50-327 P 
30-327 P 
50-327 S 
50-327 S 
50-510 0 

50-327 0 

50-327 0 

50-327 0 

40-1341 
50-518 0 

40-1341 
50-259 Q 
50-259 0 

50-438 0 

50-390 A 

90-259 F 
50-299 F 
50-259 F 
50-299 P 
50-259 P 

50-299 P 
50-327 P 
30-327 P 
50-327 P 
50-327 P 

30-390 S 
30-390 a 
50-259 P 
50-430 A 
50-438 A 

50-327 S 
50-327 S 
30-390 0 

50-566 B 
50-566 a 

50-327 P 
50-327 P 
30-327 P 
50-327 P 
30-327 P 

50-327 P 
50-327 P 
50-259 S 
40-1341 
50-430 a 

30-430 S 
90-430 S 
50-433 8 

50-390 S 
60-390 S 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


0012100460 

8012100467 

8012100467 

8012100478 

8012100470 

801210047B 

8012100470 

9012100478 

8012100473 

3012100406 

8012100406 

8012100517 

8012100517 

8012100523 

8012100534* 

B012 100540 

8012120466 

8012120477* 

8012120502 

8012120506* 

0012120909 
0012120510 
90121 2051 4* 
8012120517* 
0012150084 

8012150107 

8012150109* 

0012150111* 

8012150112* 

0012150165 

8012190170* 

8012190257 

8012150261 

0012150266 

8013150266 

0013150200 

8013160149 

8012160152* 

6012160301 

8012160301 

0012160317 

0012160321* 

8012160321* 

0012160321* 

0012160327 

0012160327 

0012160327 

0012160327 

6013160327 

8012160327 

8013160327 

6012160327 

6012160337 

0012160327 

6012160327 

8012160327 

8012160327 

0012160327 

B012160330 

0012160333* 

0012160447 

0012160454* 

0012160942 

0012160949* 

B012160953 

0012160959* 

8012160675 

8012160679 

8012160703 

8012170306 

8012170306 

8012170316 

8012170316 

8012170316 

0012170316 

0012170316 

0012170316 

8012170316 

8012170316 

0012170316 

0012170316 

0012170316 

0012170316 

8012170316 

8012170316 


50-328 

8 

50-438 

S 

50-438 

S 

50-910 

S 

SO-910 

S 

50-318 

8 

50-510 

8 

50-310 

S 

30-518 

8 

50-430 

8 

50-438 

8 

50-390 

8 

50-390 

S 

50-260 

8 

50-260 

8 

50-328 

8 

50-259 

8 

50-259 

8 

50-259 

8 

50-259 

8 

50-296 

S 

90-239 

8 

50-299 

8 

90-296 

TOPREP 


50-327 

P 

50-327 

P 

90-327 

P 

50-327 

P 

50-327 

3 

50-327 

S 

90-328 

8 

50-430 

3 

50-438 

8 

50-439 

S 

30-327 

P 

90-566 

R 

50-566 

R 

90-327 

A 

50-327 

A 

50-299 

n 

50-259 

R 

90-299 

R 

50-259 

R 

50-327 

P 

50-327 

P 

50-327 

P 

50-327 

P 

50-327 

P 

50-327 

P 

50-327 

P 

50-327 

P 

50-327 

P 

50-327 

P 

50-327 

P 

90-327 

P 

90-327 

P 

80-327 

P 

30-327 

R 

30-327 

R 

50-327 

0 

50-327 

8 

50-296 

0 

50-296 

0 

50-296 

□ 

50-296 

0 

50-430 

B 

50-430 

Q 

50-438 

8 

50-327 

P 

50-327 

P 

50-327 

P 

50-327 

p; 

90-327 

p 

50-327 

P! 

30-327 

Pl 

30-327 

P. 

30-327 

Pt 

50-327 

P: 

50-327 

pi 

50-327 

Pl 

50-327 

Pi 

50-327 

Pf 

SO-327 

P' 

30-327 

P\ 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION SUPJECT 


NUMBER 

CATEGORY 

8012170406 

50-430 

S 

8012170425 

50-390 

3 

G01917O425 

50-390 

S 

BOl 9170460 

50-390 

3 

QOI 2170460 

SO-390 

a 

0012170466 

50-366 

s 

Q0121709I3 

90-328 

3 

0012170559 

30-260 

s 

0012170563 

30-296 

s 

0012170505* 

50-260 

3 

8012170596* 

50-296 

3 

8012170602 

30-327 

S 

0012170603 

90-296 

s 

3012170605* 

30-327 

s 

0012170612* 

50-296 

3 

8012170642 

50-260 

3 

8012170647* 

50-260 

8 

8012100097* 

50-260 

0 

8012130175* 

50-553 

Q 

S012190125 

50-328 

A 

0012190472* 

50-259 

0 

G012190492* 

50-959 

0 

6012190503 

50-328 

A 

0012190575* 

50-327 

Q 

8012220455 

SO-960 

8 

BO 1 2220460* 

SO -260 

S 

€012220595 

SO-259 

0 

80] 2220595 

S0-.3S9 

Q 

0012220599 

50-259 

Q 

€0 1 2230 1 1 0 

50-910 

S 


BO 15230 1 59 
6015230163 
8012230257 
8012230297 
GO 122303 5 5 


50-327 P 
50-327 F 
50-259 P 
50-259 P 
50-553 R 


BO 122 3036 04> 
8012230362 
DO 1 223036 
0012230386 
BO I 2230390 


50-553 R 
S 0-32 7 S 
50-327 8 
50-357 S 
50-328 V 


6012230393^ 

8012230451 

8012230453-* 

8012240565 

8012290237 

8012290237 
BO 1 2290237 
8012570230 
GO 1 2300209 
BO 12300269 

6012300296 

6012300296 

8012300296 

8012300419 

8015300424 

8012300428 
GOI 2300432 
8012300430 
8012300444-4 
8012300494 

6012300496 
8012300914 
8012300518 
80 1 5300520-4 
8012300531 

80123005354 

8015300937^ 

9012300541 

80|530094B« 

9012300555 

801 230056 4-* 

eoi2300566 

8012300570 

0012300577 

aOI23005G2-* 

9012J00613 

9015300625-4 

8015300634 

8015300643 ^ 

8012300648 

6012300640 
8012300649 
00 1 2300652 
6015300665^ 
8012310104 


50-327 8 
50-327 P 
50-327 P 
50-239 P 
50-259 P 

50-259 P 
50-239 P 
90-327 P 
50-259 P 
50-259 P 

SO-259 P 
50-259 P 
30-259 P 
50-327 S 
50-327 S 

50-259 8 
50-259 9 
50-327 8 
50-327 6 
50-519 S 

50-438 S 
50-260 8 
50-327 8 
50-260 S 
50-S96 S 

50-307 S 
50-296 S 
50-337 S 
50-327 S 
50-327 B 

50-327 S 
50-337 P 
50-390 S 
50-259 S 
50-259 S 

50-259 S 
50-259 S 
SO-259 3 
50-259 3 
50-259 F 

50-259 F 
50-239 F 
30-51B R 
50-518 R 
50-327 0 


AUTHOR 

AFFILIATIOM 


ACCESSION SUBJECT 

W-'IBER CATEGDRiy 


Tennessee, S^ate of 


Terradex Corp, 

Texas Border Coeperatives 
Texas Instruments, Inc. 


Texas Nuclear Djv, tsubs. of Ramsay Enc 
Co. ) 

Texas Utilities Co, 


Texas Utilities Generating Co. 


Texas, State 


Terasi Univ. of 


Texas, Univ, of, Dallas 


The Nuclear Regulatory Commission 
Thomas 6 Hair 
Three Mile Island Alert 
Three Mile Island Public Interest 
Resource Center 

Todd Shipyards 

Toledo Edison Co. 


GD123101U 
00123101 1 1 
8012310311 
0012310322 
001231032? 

8012310335 
0012310374 
8012310378 
GO 1 23 1 0383 
BO12O4O390» 

n0ia080556'4 

0012120382^ 

8012030450 

8012020259 

8012080791 

8012080793* 

8012190043 

0012170134* 

e0l21t06BH 

8012300358 

8012300353 

8012300344* 

G012300344* 

8012030798 

8012100550* 

8012160531 

0012160531 

G012170672 

0012180245 

8012190487 

0012190487 

0012190493* 

8012190493* 

8012230487 

S012290151 

8012290169 
8012290169 
GO 12290358 
G012290333 
8012290647 

Q01230C057 
QOI 2300057 
8012300251 
0012300251 
8012300251 

GO 12300536 
0012300536 
8012300551 
6012300551 
8012310068 

8012310083 
8012310290 
6012310290 
SOI 2030661* 
8012240000 

6012020700 

8012230201 

8012300660* 

8012300603* 

6012010103 

8012100240 

8012220314 

8012290227* 

8012300264 

8012120657* 


□012040524 
8012040533* 
8012020270 
GO 12020430 
GOl 2020525 

8012020533* 

6012020559* 

8012020594* 

8012040385 

8012040309* 

0012090380 

8012090387* 

B012090414 

8012120490 

8012120496* 

G0J2I20501 
BO 1 2 1205 12* 
8012120614 


EO-259 0 

50-259 0 

50-438 S 
SO- 56 6 S 
SO-553 S 

50-518 B 
50-566 S 
50-390 8 

50-438 S 
50-327 f 

50-327 F 
40-6622 
50-445 11 

70-33 
70-33 

70-33 
70-33 
SO-367 ft 
CONTRACT 

50-445 C 

50-445 C 
50-445 C 
SO-445 C 
50-445 Q 
50-445 0 

50-445 Q 
50-445 0 

50-445 rt 
50-445 3 

50-445 K 

50-445 K 
50-445 It 
50-445 « 

NUREC 
PR 

50-445 S 
50-445 S 
50-445 0 

50-445 0 

50-443 0 

50-445 C 
50-445 0 

50-445 II 
50-445 M 
50-445 M 

50-445 A 
30-445 A 
50-445 It 
50-445 K 
SO-445 F 

SO-445 F 
50-445 0 

50-445 0 

FOTA 

50-498 0 

70-157 

N'JRRO 

50-466 r 
50-466 T 
PR 

PR 

50-327 0 

50-387 0 

30-209 0 

50-320 h 


70-1062 
70-1062 
50-346 F 
50-346 P 
50-346 S 

50-346 S 
50-346 0 

50-346 Q 
50-346 3 

50-346 S 

50-346 S 
SO-346 8 

50-500 ft 
50-546 S 
50-346 R. 

50-346 a 
50-346 S 
50-346 a 



CORPORATE SOURCE INDEX 


445 


AUTHOR 

AFFU.1AT10H 


Tran'sanorica Delaval# Inc. 
Tran»comn, tnc. 

Transnuc laari Inc. 


Travenol Laboratories 
Tri-State Hotor Transit Co. (sobs, of 
GeorQia Pacific Corp. i 

T oppar j S. R. 

Turner Collie K Bi'a<f«ni Inc . 

Tuomev Latham V fjchmitt 


il. 6. District Court Southorn District 
Florida 
uns Co. 

US Ecolos**! inc. (Formorlv Nuclear 
Enc} Ineer ing 1 


of 


ACCESSION 

NUMBER 


0O1215CO53 

00121^00554 

B012t50Ll^> 

0012150116* 

0012150166 

0012150171* 

0012170536 

0012220*1^6 

0012220 * 151 * 

0012310276 

B012310319 
BO 123 10321 
0012310328* 
8012310337* 
8012310422 

0012310369 

8011210452 

6012310262* 

6011210177 

80tl2t01QHt 

8012020104 

0012020233 

8012020243 

6012020200 

8012020317 

6012020322 

0012020327 

0012020331* 

0012020335* 

8012020472 

8012020477 

0012110020 

8013110024* 

0012110165 

8012110169 

8012220473 

6012290634 

0013300231 

8012300235* 

0012300237* 

6013300323 
8012300328 
8012310069 
6012120380 
QO 12020647 


8012150070 

8012300723* 

6012090126 

0012180218 

8012290001 

8012290404* 

001 £3007 19* 
6012030035* 

6013030039* 

0012030042* 

60 130300 52 4 
0012030054-t 
8012030059* 
8012030108* 
80120301 12* 

0012030121* 

8012030134* 

8012030159* 

8012030165* 

0012030163* 

6012030186* 
8012030189* 
8012030200* 
0012030202* 
801 203021 5* 

0012030231* 

0O12O3O24S* 

B01203026S* 

8012030281* 

0012030291* 

8012030310* 
60 12030322* 
8012030348* 
8012030372* 
8012030375* 

8012030376* 

8012030413* 


SUBJECT 

CATEGORY 


50-346 R 
50-346 R 
50-346 6 

50-346 S 
50-346 S 

50-346 S 
50-346 S 
50-346 S 
50-346 6 

$0-500 O 

50-346 S 
50-346 S 
50-346 S 
50-346 a 
50-346 0 

50-346 0 

50-361 9 

50-445 ei 
71-9015 
71-9015 

XPORTLIC 

70-2478 

70-2479 

70-2478 

XPORTUIC 

XPORTLIC 

XPORTLIC 

XPORTi-tC 

XPQRTtlC 

XPORTUIC 

XPORTLIC 

XPORTLIC 

XPORTCIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

TOPREP 

TOPREP 

TOPREP 

XPORTLIC 

XPORTLIC 

XPORTLIC 

Pft 

70-1739 


50-309 0 

50-466 T 
PR 
Pft 

50-332 0 

50-309 H 

50-466 T 
27-10 

27-10 

27-10 

27-10 

27-10 

27-10 

27-10 

27-10 

27-10 

27-10 

27-10 

27-10 

27-10 

27-10 

27-10 

FOIA 

27-10 

27-10 

27-10 

27-10 

FOIA 

27-10 

27-10 

27-10 

27-10 

27-10 

27-10 

27-10 

27-10 

FQIA 


AU THOR 
AFFILIATION 


Union 76 lltnerals Eiploratlon Co. 
Union Carbide Corp. 


Union Electric Co. 


Union fUnerals 

Union Oil Co. of California 


Union of Concerned Scientists 


Union of Sov'Lot fio-claliit Republics 
United Engineers 1: Constructors* Ine. 

(subs, of Raijtheo-n Co. 1 
United Nuclear Corp. 

United Nuclear Corp. « UNC Recoverij 
Qtjstens Div. 


United Nuclear Corp. iHaYal Products Dlv. 


Universitat Karlsruhe 
Upgohn Co. 


Uranen U3A« Inc . 
Utahi State of 


Varnum» Ridderingi Wterengo it Christenson 
Vo Ian Valve Co. 

Vermont Yantec reconnni ss ioni np Alliance 


Vermont Yankee Nuclear Pouar Corp. 


Vet. Adpin. Hosp. Los AngelesiCA 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8012030420* 

27-10 


6012030449* 

27-10 


0012030409* 

27-10 


8012030509* 

27-10 


6012030510* 

27-10 


6012030532* 

FOIA 


8012030546* 

FOIA 


0012030556* 

FOIA 


0012030561* 

27-10 


8012030688* 

FOIA 


8012030692* 

FOIA 


3012040575 

71-6679 


9012050079 

71-6400 


0012120542 

27-39 


8012010550 

40-8348 


9012050332 

40-0504 


8011160742 

40-299 


8012100146 

RES 


8012160471* 

70-607 


8012160001 

40-299 


8012190159* 

50-54 

F 

8012190165# 

50-54 

F 

8012220191 

NUREO 


8012220624 

70-687 

* 

8012030726 

50-493 

0 

8012040303* 

50-403 

Q 

8012040672* 

50-483 

Q 

8012110630* 

50-483 

Q 

8012190484 

50-483 

C 

3012190494 

50-483 

C 

9012190494 

50-403 

c 

8012190494 

50-483 

c 

3012300610 

50-483 

M 

8012020576 

40-0584 


0012120390 

40-0340 


601312039S* 

40-0340 


8012150172 

50-289 

0 

6012170674 

50-209 

H 

8012290134 

50-209 

0 

8012290547 

50-209 

T 

8012110452* 

FQIA 


8012020716* 

QA999 


8012100264* 

70-820 


8012100273* 

70-820 


8012020254 

70-371 


8012020261* 

70-371 


8012020299 

70-820 


8012020394 

70-820 


9012090251* 

70-820 


8012290063 

70-820 


0012010549 

70-371 


0012020669 

70-371 


0012020696* 

70-371 


0012240309 

NUREO 


0012080343 

PR 


0012180177 

PR 


0012170235 

40-8783 


0012050509 

PR 


0012110029 

PR 


0012160766* 

40-3453 


□012190420 

FOIA 


0012240127 

50-322 

B 

0012100461 

50-271 

H 

0012150153 

50-271 

H 

0012150157 

50-271 

H 

7905070693 

50-271 

Q 

001201006? 

50-271 

P 

8012010379 

50-271 

0 

8012010403* 

50-271 

S 

0012020420 

50-271 

a 

0012020435 

50-271 

s 

0012020439* 

50-271 

a 

eoi20son& 

50-271 

p 

0012090190 

50-271 

p 

0012090195* 

50-271 

p 

8012090595 

50-271 

0 

8012100505 

50-271 

0 

8012160430 

50-271 

R 

8012160432* 

50-271 

R 

8012230192 

50-271 

P 

8012230219 

50-271 

P' 

8012080299 

PR 

r 

8012000345 

PR 

[ 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


VBt, Ad.Tilei. Hotp, SspuWedd-CA 
Vtfc. Aditiln. Htjsp. St, Loui^iMO 

Vft. Admin, Medical Center Ann 
Vet»ran» Admini stration 

Virginia Electric 4-. Power Co. 


ACCESSION 

llU/i3ER 

SUBJECT 

CATEOORV 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATECORy 

80l20ao3Si> 

PR 


8012160459 

50-339 

S 

6012080271 

PR 


8012160467^ 

50-339 

8 

6012100184 

PR 


0012160514 

50-339 

S 

6012100189 

PR 


8012160534^ 

50-339 

3 

6012120359 

PR 


801217002M 

50-280 

Q 

6012110154 

PR 


0O1217OO3U 

SO-339 

Q 

6012110166 

PR 


3012170291 

NUREG 


6012120044 

PR 


0012170432 

50-339 

P 

8012120147 

PR 


0012170454 

50-280 

Q 

8012120180 

PR 


0012170611 

50-281 

S 

8012170243 

PR 


0012170627* 

50-281 

s 

0012010277 

50-339 

S 

0012170636* 

50-281 

8 

80120102804 

50-339 

S 

0012170646* 

50-281 

S 

8012010271 

50-280 

P 

0012170659 

50-281 

Q 

8012010295^ 

50-280 

P 

0012170939 

50-280 

Q 

6012010352 

50-339 

S 

0012170839 

50-280 

0 

8012010353 

50-339 

S 

0012170839 

50-280 

Q 

60120103594 

50-339 

S 

0012100142* 

50-336 

0 

6012010362-4 

50-339 

8 

8012180192* 

50-333 

0 

6D120I0363 

50-338 

S 

0012190354 

50-280 

P 

8012010373-4 

50-339 

S 

9012190354 

50-280 

P 

8012010378 

S0-33Q 

S 

6012190354 

50-280 

P 

8013010390>* 

50-338 

S 

0012190354 

50-280 

P 

8012010607^ 

50-339 

F 

8012190378 

50-339 

P 

8012010607^ 

50-330 

F 

0012190508 

50-338 

n 

6012010614^ 

50-338 

F 

8012190503 

50-338 

R 

60120l06t44> 

50-338 

F 

8012190513* 

50-338 

R 

8012020276 

50-280 

F 

8012190532 

SO-2BO 

R 

6012020276 

50-280 

F 

8012190552 

50-280 

R 

8012020423 

50-339 

8 

8012190535* 

50-200 

R 

80120204264 

50-339 

3 

8012190535* 

SO-2BO 

R 

8012020581 

50-339 

3 

8012220363 

SO-2BO 

F 

80120205904 

50-339 

6 

8012220363 

SO-2BO 

F 

8012020596 

50-339 

S 

SOI 2220373 

50-200 

F 

60120206024 

50-339 

S 

0012220373 

50-280 

F 

8012020623 

50-330 

S 

0012230001 

50-280 

(k 

80120206314 

50-338 

S 

0012230001 

50-200 

0 

6012020662 

50-330 

8 

0012230081 

50-280 

Of 

80120207124 

50-338 

S 

0012230081 

50-280 

0 

8012030709 

50-280 

B 

0012230214 

60-338 

P 

60120307174 

50-200 

S 

0012230286 

50-280 

F 

8012030720 

50-201 

S 

QO 12230286 

50-280 

F 

80120307234 

50-201 

8 

0012230286 

50-280 

F 

8012040306 

50-260 

R 

0012230286 

50-280 

F 

80120403034 

50-260 

R 

0012230293* 

SO-2QO 

F 

6012040366 

PR 


8012230293* 

50-280 

F 

8012040414 

50-339 

P 

8012230293* 

50-280 

F 

8012040669 

50-200 

€ 

8012230293* 

50-280 

F 

8012050323 

50-280 

F 

8012230371 

50-339 

S 

8012050323 

50-200 

F 

8012230376* 

50-339 

G 

8012050364 

50-280 

S 

8012230395 

SO- 280 

G 

80 IS 05036 4 

50-200 

8 

0012230395 

50-280 

6- 

G01S0503704 

50-280 

B 

0012230403* 

50-281 

& 

00120903781 

50-280 

3 

8012230412 

50-339 

G 

8012050421 

50-339 

F 

0012230416* 

50-339 

5 

8012080413 

50-200 

P 

0012230419 

50-339 

S 

8012080413 

50-200 

P 

0012230423 

50-338 

& 

8012000541 

S0-33B 

0 

0012230424* 

50-339 

S 

6012060652 

50-338 

0 

0012230428* 

50-338 

G 

0012080709 

PR 


0012230439 

50-339 

P 

001 2090 I 79 

50-200 

P 

8012230499* 

SO-2QO 

S 

0012090179 

50-280 

P 

0012240503 

50-280 

0 

0012090315 

50-330 

9 

0012240503 

50-280 

a 

80120903194 

50-338 

S 

8012240503 

50-280 

a 

8012090350 

50-33B 

S 

0012240503 

50-280 

fl 

80l2a9O351-4 

50-338 

S 

8012290154 

50-280 

p 

0012090362 

50-338 

8 

8012290154 

50-280 

p 

80120903654 

50-339 

S 

QO 12290 157* 

50-280 

p 

0012090401 

50-338 

S 

8012290157* 

50-2 80 

p 

0012090408-4 

90-33B 

8 

8012290193 

NURRO 


8012100563 

50-339 

B 

8012290264 

50-338 

p 

80121005704 

50-339 

9 

0012290268 

50-280 

p 

8012110370 

30-281 

a 

8012290269 

50-390 

p 

80121103734 

50-291 

a 

8012290274 

50-380 

F 

80121103904 

50-291 

3 

8012290274 

so-i>ao 

r 

8012110543 

50-280 

Q 

0012290274 

50-280 

F 

8012LI0543 

50-290 

Q 

8012290274 

50-280 

F 

8012110543 

50-290 

0 

Q012290280 

50-338 

p 

8012110543 

50-290 

0 

0012290292 

50-338 

p 

8012120467 

60-290 

0 

0012290297* 

50-338 

p 

8012120467 

30-200 

Q 

8012290316 

50-339 

p 

0012150003 

50-330 

P 

0012290448 

50-201 

6 

0012150173 

50-339 

S 

8012290455* 

50-281 

s 

80121501764 

50-339 

8 

8012290460* 

50-231 

9 

0012160142 

50-280 

P 

8012300505 

50-2BO 

p 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 

ACCESSION 

WUKDER 

SUBJECT 

CATEGORY 


001^300505 

50-960 

P 


601S3005B5 

50-200 

P 


6012300360 

50-404 

A 


0012310033* 

50-330 

Q 


0012310266 

50-260 

P 


6012310286 

90-200 

P 


00(2310286 

50-200 

P 


0012310316 

S0-33B 

S 


6012310325 

50-330 

S 


8012310330* 

30-330 

S 


8012310333* 

90-338 

s 

Yirginid Tech 

0012030690 

50-124 

p 


6012100226 

PR 



0012230517* 

50-124 

F 


BO 12230918* 

50-124 

F 

Vollen. R J. 

8012100066 

50-367 

0 

Walker TrucVlng Co. 

BO 12030463* 

FOIA 



0012030902* 

FQtA 



8012030542* 

FQIA 



6012030569* 

FOIA 



□012030562* 

FOIA 


Walter Kxdde U Co., Inc. i Fenuali Inc. 

0012190113* 

50-327 

P 

Walworth Co. (subs, gf lU International 

8012190296* 

OA999 


Corp. > 




Marnor ‘Lambert Research Institute 

6012120119- 

PR 


Washington County Hosp. NashvlHe^IL 

B0120D0671 

PR 



0012090096 

PR 



0012160230 

PR 



6012100256 

PR 


Washington Public Power Supply System 

0012030722 

50-397 

0 


0012030723 

50-397 

S 


0012030763 

90-397 

Q 


0012090065 

PR 



0012090109 

PR 



8012090299 

30-397 

F 


0012150162 

50-397 

A 


8012160123 

SO-397 

1 


0012160123 

30-397 

1 


0012160123 

50-397 

I 


6012160126 

50-397 

1 


6012160126 

90-397 

I 


0012160134* 

50-397 

I 


6012160134* 

90-397 

1 


8012160134* 

50-397 

I 


0012160134* 

50-397 

1 


8012160134* 

50-397 

I 


0012170244 

REOOD 



8012170397 

50-397 

0 


0012230391 

90-397 

F 


0012230502 

90-397 

6 


8012300255 

90-397 

K 


0012300299* 

90-397 

K 


0012300412 

90-397 

K 


0012300632 

50-397 

A 

Washington State Unlv. 

0012170231 

PR 



6012300274 

50-27 

F 

Washington Unlv. 

00120802^2 

PR 


Washington^ State of 

0012030106* 

27-39 



0012030130* 

27-39 



0012030143* 

FOIA 



8012030143* 

FOIA 



8012080643 

WASTE MOT 


8012240390* 

State Prog 

Washlngtoni Univ. of 

8012050552 

PR 



0012050970 

PR 



8012050501 

PR 



0012050592 

PR 



0012000359 

PR 



0012000361 

PR 



□012000602* 

CONTRACT 



0012100199 

PR 



0012100223 

PR 



8012110293 

PR 



8012120036 

PR 



8012120076 

PR 



6012120193 

PR 


Waukesha Kemorlal Hosp. WaukeshSiWl 

8012220039 

PR 


Wayne A. Coffmann P, E. 

8012020369 

50-201 

P 

West Texas Utilities Co. 

8012100039 

50-445 

ri 

West Valley Nuclear Wastes 

8012020464 

50-201 

F 

Westchestoi' Peoples Action Coali tl oor Inc . 

Q012150169 

SO-3 

H 

Western Oegphysical 

G01202035B* 

90-329 

A 

Wettarn Nuclearr Inc. (subs, of Phelps 

0012010199 

40-1162 


Bodge Corp. > 





6012080253 

40-1162 



AUTHOH 

AFFILIATION 


Nuclc^ri Inc. 
Western Zic'coniutni Inc. 


Electric Corp, 


Uefl^lngho-ute £l«<trlc Corp. f I^iicU«r 
Etiftrgt} 8vft«ni 

UssblnghcutB CU^tric Corp. r PUR 84^stttn« 
Div. 

U«stlnghouse □pvratlng Plant'S Oiiinerf 
Group 


Wfiarton ^ PogallfiS 
Wilbur Smith C( A«socl>ot«« 


ACCE8SI0.N 

UJMBER 


6012000765 
eoi23(052Q 
6012010556 
GO 1 20202404- 
GO 120202 5 2« 

BOl 20103 134- 
GO 1 20202 1 4 
BO 1 202046 
6012020461 
BO 120207 5 & 

BO 1 204022‘B 

6012040237* 

6012080160 

6012060467 

6012080763 

6012090111 

6012090165* 

6012090169* 

6012100234* 

6012150196* 

B0121S0230 

6012160363* 

8012170069 

6012190093* 

6012230174* 

6012230467 

6012230473 

6012240392 

6012290011 

6012290206 

6012300765 

6012300769 

6012310137 

6012310193* 

8012310193* 

8012310201* 

6012120434* 

60(2100335 

6012290261 
BO 12230269 


601223030B 

9012300509 

0012040036* 

8012040036* 

8012040088* 

3012040088* 

Q0120400S8* 

30(2040068* 

80(2040086* 

0012040000* 

6012040068* 

6012040083* 

6012040088* 

BO120400B8-4 

6012040008* 

GO 120-40006* 

8012040088* 

8012040114 

6012040114 

6012040110 

8012040(18 

6012040141 

8012040145 

6012040145 

6012040149 

BO 120401 55* 
GDI 20401 55* 
BO 120401 55* 
0012040155* 
6012040155* 

6012040153* 

6012040155* 

6012040155* 

8012040155* 

8012040155* 

6012040155* 

6012040155* 

6012040199* 

60-12040199* 

6012040199* 

8012040171 
601 20401 SO 


SUBJECT 

CATEGORY 


40-1162 ‘ 

40-1162 ‘ 
40-1162 
40-6709 
40-6709 

50-272 Q 
XPORTLIC 
50-424 A 
TOPREP 

70- 2909 

TOPREP 

TOPREP 

PR 

TOPREP 

71- 5450 

PR 

70-1(51 
70-1151 
70-1143 
S 0-364 P 

50-445 A 
90-286 Q 
PR 

QA999 
0A999 ' 

TOPREP 

TOPREP 

XPORTHC 

70-2909 

70-2909 

XPORTLIC 

XPORTUG 

TOPREP 

TOPREP 

TOPREP 

TOPREP 
50-206 P 

TOPREP 

TOPREP 

TOPREP 


TOPREP 
90-361 0 

50-245 F 
50-245 F 
50-249 F 

50-245 F 
50-245 F 
90-245 F 
50-245 F 
30-245 F 

30-245 F 
50-243 F 
90-245 F 
30-245 F 
30-249 F 

30-249 F 
50-249 F 
90-329 F 
90-329 F 
90-334 F 

90-334 F 
50-322 F 
90-392 F 
50-392 F 
50-309 F 

50-245 F 
90-249 F 
90-245 F 
50-245 F 
50-245 F 

90-249 F 
50-243 F 
90-249 F 
90-245 F 
50-245 F 

30-249 F 
90-249 F 
90-249 F 
90-249 F 
90-249 F 

50-341 F 
90-289 F 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUtiBER 

SUBJECT 

CATEGORY 


aoi 20401 80 

50-289 

F 


8012040106 

50-245 

F 


9012040106 

50-245 

F 


GO 12040 186 

50-245 

F 


SOI 3040253 

90-367 

F 

Wlllia/n Beautnqnt Hosp. Regal Oak- Ml 

G0120Q0352 

PR 


Willla<n H. Roreri Inc, 

8012000251 

PR 


Wisconsin Electric Power Co 

0012010364 

90-266 

S 


0012010372# 

50-266 

9 


8012050642# 

90-266 

F 


0012050651# 

50-266 

F 


00 1 2000 1 77 

REOOD 



8012090306 

50-301 

5 


BO 120903 14# 

50-301 

S 


8012090373 

50-266 

r 


B0121S0077 

50-266 

p 


6012150077 

50-266 

p 


0012160427 

SO-266 

R 


8012160423# 

50-266 

P 


0012160423# 

50-266 

R 


0012 170569 

50-301 

8 


0012 170590 

50-301 

9 


8012170604# 

50-301 

S 


00121 70*06 » 

50-301 

s 


6012130277 

PR 



B01223C069 

50-266 

Q 


G0I2240409 

50-2*6 

0 


8012240473 

50-266 

Q 


G012290131 

50-266 

P 


0012300404 

50-266 

P 


0012300404 

50-266 

P 


8012300586 

50-266 

P 


601 2300 5G6 

50-266 

P 


00 12300393 

50-266 

P 

Wi^conein Public Service Carp. 

0012020372 

50-305 

P 


6012020428 

50-309 

a 


00)2020431# 

50-305 

s 


60 1 2040302# 

50-305 

Q 


0012100324 

50-305 

R 


8012100320# 

50-305 

R 


8012100368 

50-305 

F 


3012120407# 

50-305 

0 


3012150264 

50-305 

P 


8012150267# 

50-305 

P 


6012160316 

50-305 

P 


S0121 70576 

50-305 

S 


3012170581# 

50-303 

8 


30121705834 

50-305 

8 


3012170592# 

50-305 

S 


8012170600# 

50-305 

S 


6012230365 

30-305 

S 


GOl 22303094 

30-309 

s 


S0122303974 

50-309 

s 


8012300254 

SO-309 

F 


6012300413 

50-305 

P 


0012300416 

50-309 

P 


8012300474 

50-305 

P 


0012300559 

50-305 

P 


G0123J042I 

50-305 

Q 

Ni«caniini Uolv. of/ Madison 

0012120295 

PR 



8012170724# 

50-209 

H 

Women In Energg 

0012110400 

50-289 

H 

Wright State Univ. 

8012220029 

PR 


Wyoming Ifineral Corp. 

0012010541 

40-8502 



3012010592 

40-8502 



0012020027 

40-8502 



8012040722 

40-8502 



6012050095 

40-8585 



80121 10419 

40-8902 



8012170562 

40-8502 



AurnoR 
Am LI AT ION 

Wyominj/ State of 

YaU Unix-. 

Yankee Atomic Electric Co. 


Yorl, PA 


ACCESS I ON 
NUNQER 


eO 15310537 
8013010063 
a01505067i 
0013080698 
QO121201O1 

78102^10085 

7811200221 

7812010146 

7904190152 

7906130106 

7907050153 
7907090076 
7907190604 
7900030172 
7908070673 
7908070712 
7903160563 
7906200004 
790627051 1 
7909100441 

7909200465 

7909210287 

79lC03v}679 

7910040452 

7910180149 

7910190174 

7910310256 

7911230340 

7912140252 

8012020111 

8012020242 
8012020470 
90120204754 
80120306814 
QO 12030684# 

8012040334 
8012050390 
0012050393# 
8012000296 
GO 12080697 

GO 12090074# 
8012090292 
8012090293# 
SO 12090301 
GO 1 2090304# 

8012090423 

8012090434# 

8012090443# 

8012110792# 

0012160509 

3012160511# 

G0121Q0259 

80121B0270 

0012100276# 

801E240174 

8012240259 

0012240262# 

8012290249 

0012300595 

0012300600# 

0012300448 


SUB JEC T 
CAreCOHY 


40-3303 

40-8348 

40-B743 

40-8502 

PR 

50-29 P 

50-29 P 

50-29 Q 

50-29 Q 

50-29 0 

50-29 Q 

50-29 Q 

50-29 Q 

50-29 Q 

50-29 Q 

50-29 0 

50-29 0 

50-29 ft 

50-29 Q 

50-29 0 

50-29 0 

50-29 p 

50-29 0 

50-29 Q 

50-29 Q 

50-29 S 

50-29 Q 

50-29 Q 

50-29 Q 

50-29 p 

50-29 P 

50-29 S 

50-29 S 

50-261 P 

50-261 P 

PR 

50-29 Q 

50-29 S 

REGOD 
REOGD 

50-29 Q 

50-29 3 

50-29 S 

50-29 3 

50-29 8 

50-29 P 

50-29 P 

50-29 p 

FOrA 

50-29 S 

50-29 S 

PR 

50-29 R 

50-29 R 

50-29 P 

50-29 P 

50-29 p 

50-29 H 

50-29 8 

50-29 S 

50-289 H 



REPORT NUMBER INDEX 


The subject category column in this Index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50^320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed Items are also entered 
in this column by symbol; for example, ACRS, These cate- 
gories are defined in Appendix B and listed In the Contents. 


REPORT 

NUMOER 

ACCE88I0K 

NUJ^QER 

SUBJECT 

CATEOQRV 

OTHER REPORT 
NUMBER 

GO- 12 

8012160272* 

50-277 

R 


BO-13 

8012160276* 

50-277 

R 


60-3 

BOl 2020245* 

50-395 

R 

M230319 

eo-B 

8012060664* 

40-1341 


1784L 

6012010043 

8012010043 

RES 



G012010045 

8012010045 

RES 



6012010046 

8012010046 

R£8 



G012010090 

6012010050 

RES 



6012040383 

0012040383 

RES 



6012040306 

80120403B6 

RE6 



6012040983 

8012040583 

RES 


EOO-CAAP-52B3 

60120405?! 

8012040591 

RES 


eOO-LaFT-S244 

6012040609 

8012040605 

RES 



6012040606 

0012040606 

RES 


pNi.-a79a 

8012050682 

0012050602 

RES 


4441 /ML- 16 

8012100146 

0012100146 

RES 


ORNL/CaO/INF-aO 

8012100 i?0 

0012100190 

RES 


0RNU/MC&/NEG8-8 

8012100643 

0012100643 

RES 


EBA L3-5 

8012110003 

0012110003 

RES 


aRNL/HA8RD-93 

8012110057 

0012110057 

RES 



8012110948 

8012110548 

RES 



8012110551 

8012110551 

RE8 



8012120609 

8012120607 

RES 



8012I707B1 

8012170761 

RES 


46-6996 

8012170704 

8012170784* 

RES 


riTn-80Hooi2i 

8012170708 

801217078B* 

RES 


NTR-80WO0I20 

8012180038 

8012180058 

RES 



DO! 2 19004 4 

8012190044 

RES 


EOO-TFnp-625? 

B012190O49 

8012190049 

RES 


EOO-CAAP-5292 

G 01 2190061 

8012190061 

50-409 

P 

EOO-EA-5274 

B012190138 

8012190136 

RE8 


llNL-NUReO-2051 1 

B01219D146 

8012190146 

RES 



0012190151 

8012190151 

RES 



0012190161 

8012190161 

50-537 

A 


9012190166 

8012190166 

RES 



8012190179 

8012190179 

RES 



0012190165 

8012190185 

RES 


QRNL/HA&RD-103 

8012190199 

001219019? 

RES 


QRNL/FTfl-9B8 

8012190208 

8012190208 

RES 


ORNL/HA&RD-lOa 

8012190547 

8012190547 

50-312 

P 

EOO-EA-5240 

8012220164 

8012220164 

R£6 


17-5023(26) 

8012220 1 74 

8012220174 

RG6 


EOO-LOFT-5290 

8012220186 

8012220106 

RES 



8012240156 

6012240156 

RES 



81A0037 

8012120241* 

50-409 

P 

9101-058 

8160039 

6012020316* 

50-409 

P 


aiA0040 

8012060495* 

50-409 

P 


95-846 

6012240098* 

COMMISSION 


BAll-10145 

8012160413* 

TOPREP 



OE-l-A R14 

0012020217* 

TOPREP 



CEN~139(AJ-KP 

0012150101* 

30-360 

P 


CPO t-6 

8012290506* 

50-320 

F 


CPO 1-6 R1 

6012290510* 

50-320 

F 


OOE/E 18-004 6F VI 

8012050474* 

PR 


UC-70 

DOE/E I8-0046F V2 

8012050405* 

PR 


UC-70 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled ''Cross Reference of Enclosures to Principal 
Documents." 


REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRV 

OTHER REPORT 
NUMBER 

D0E/Gia-0046F V3 

6012050493* 

PR 


UC-70 

FNP-O-RCP-600 

6012170412* 

50-364 

P 


OA-C 15767 

8012040407* 

50-267 

P 


HNP SrtR-8 

8012300669* 

50-518 

R 


IAEA-CA-39/212 

6012040349* 

PR 



IAEA- CM- 39/ 100 

8012160430 

MI8C 



LDL-9997 

8012100542* 

50-361 

A 

8AC-23 

ND8R 9 ADD 1 

8012080487* 

50-164 

P 


NEOC-12620-t 

8012030894* 

50-10 

P 


NeDO-20776 R5 

8012010626* 

70-1308 



NEDC -24050 ADD 1 

6012300613* 

50-263 

P 


NEDD-24811 ERR 1 

8012020265* 

TOPREP 



NEDD-24823 

8012300486* 

TOPREP 


eoNeDa42 

NeO-77 

6012240015* 

C0MHI86I0N 


NUREO-0002 E8 

8012240025* 

COMMISSION 


NUREO-0020 V4 M05 

6012310304 

NUREO 



NUREO-0123 R3 

8012240312 

KUREO 



NUREO-OiOS V4 NOl 

G012310297 

NUREO 



NUREO-0212 R2 

8012180510 

KUREO 



NUReO-0217 

8012240031* 

COMMISSION 


NUREO-0304 V3 

8012310399 

NUREO 



NUn£0-0329“79/9 

0012310300 

NUREO 



NUREO-0470 82 

8012190214 

50-466 

D 


NUREO-0580 V9 NOl 

6012310313 

NUREO 



NUREO-05B0 V9 NOS 

8012310308 

NUREO 



NUREO-OSBB 

80123iH>024 

NUREO 



NUREO-0606 V2 NO 4 

8012120201 

NUREO 



NURE0-06U 

8012310028 

NUREO 



MUREO-0619 

8012100123 

NUREO 



NOReO-0654 R1 

8012020653 

NUREO 


FEMA-REP-l 

NUREO-0690 81 

8012290383* 

50-289 

P 


NURE0-06e? 

8012110497 

50-320 

t 


NUREO-0693 

8012120331 

NUREO 



NUBEO-0696 

3012230293* 

50-280 

F 


NURE0-072f> 

8012310406 

50-346 

P 


NUREO-0725 

8012020732 

NUREO 



NUREO-0737 

6012160147* 

80-3 

P 


NUREO-0743 

8012290655* 

50-250 

P 


NURE0-O746 

3012290421* 

50-269 

0 


NUREO/CR-0750 

3012120308 

50-206 

P 

UCRL-52706 

NUREO/CR-0773 

6012310267 

NUREO 


PNL-3020 

Nl/llEO/CR-0892 

6012120324 

NUREO 


PML-3045 

NUREQ/CB-1120 V4 

8012120307 

NUREO 



NUftEO/CR-ll57 V2 

8012190465 

NUREO 


8AND80-1091 

NUftEQ/CR-1219 

6012230066 

50-320 

P 


NURE0/CR-t232 

8012230319 

NUREO 



NgREO/CR-1233 VI 

3012020738 

NUREO 


UCRU-S27a5 VI 

NUREO/CR-1233 V2 

0012020744 

NUREO 


UCRL-52733 VIZ 

NgREO/CR-1233 V3 

0012040070 

NUREO 


UCRU-52735 Va 

NgREO/CR-ia37 

6012230509 

NUREO 


CREARE rN-3ia 

NUREQ/<;a-L261 

8012230315 

NUREO 


PNL-3257 

NUREO/CR-1284 

8012230323 

NUREO 


PNU-3264 

NUREO/CR-129t 

8012230325 

NUREO 


HEDL-aA 1949 

KUREO/Cft-L299 

8012120270 

NUREO 


PNU-3i63 

NUReO/CR-13l0 

8012030014 

NUREO 




449 



450 


REPORT NUMBER INDEX 


REPORT 

WMBER 

NVJReO/CR^l32^ 

NUfiE0/CR'l338 

NUREO/CR-iaM 

MUREO/CR'*t407 

NUREO/CR-1420 

NUREt>/CR-i4Zfi 
NUREO/CR- 1 437 
NUREOZ-Cfl-HS^ V2 
MUREO/'CR-1454 V3 
MUREa/CR-I456 

NURE07CB-1461 
NUREG/CR-H^? 
NyREO/CH-1469 
NUREO/Ca-14&9 V14 
NURE0yCR-t4as VI ERR 

NUaEO/CR-i493 

NURE0/Cft-i494 

KVREO/CR-1503 

NVftEO/CR-1511 

NUfiEO/Cfi-lS19 

NUREG/CR-152i V3 

NVREO/CR-1520 

NURE0/CR-IS54 

NURE0yCR-l55e 

NUfiEO/CR-1969 

NUREOyCR-lS04 

NUREG/CR-lsaS 

NUREG/CR'-ISM 

RURE07CR-I60S 

NURE0/CR"l6ai 

NURE0yCR-lA26 

WVRE0/CR-1A31 

NUREG/CR-lAiO 

NURE07CR-U6a 

^yREGyCR-l663 

NVRE0/CR-ld72 

M/ftE0/CR~1674 

NURE0/Cft-i694 

NUREO/CR-1695 

NUftEO/CiR-1709 

NUREO/CF-1715 
WfiEG/CR-17I7 VI 
NUREO/CR-1717 V8 
NUREO/CR- I 7afl 
NUR£G/CR~1720 ERR 

NUREGyCR-17ao 
NUREG/CR“17a6 
NUREGyCR-1739 VI 
NVREOyCR- 1 739 V2 
NUREO/CR~i746 


ACCESSION SUBJECT OTHER REPORT 
NUNBER CATEOORT NUiM B ER 


8012230340 

NUREO 

8012230374 

NUREO 

8012220719 

NUREO 

8012220670 

NUREO 

8012220723 

NUREO 

8012230104 

WUREO 

801222071* 

NUREO 

8012120343 

NUREO 

BO 12240 507 

NUREO 

eO 12220*70 

NUREO 

0012000794 

NUREO 

8012120350 

NUREO 

8012120217 

NUREO 

8012020139 

NUREO 

801231011* 

NUREO 

0012190530 

NUREO 

8012230095 

NUREO 

801223051* 

NUREO 

0012230099 

NUREO 

80122303*8 

NUREO 

80122201*7 

NUREO 

8012230331 

NUREO 

8012240309 

NUREO 

8012120322 

NUREO 

8012230300 

NUREO 

8012230335 

50-320 

8012230522 

NUREO 

0012220*00 

NUREO 

8012120334 

NUREO 

8012220634 

NUREO 

80121104 93 

NUREO 

8012220*15 

NUREO 

8012230370 

NUREO 

8012030823 

NUREO 

8012230201 

NUREO 

8012000023 

NUREO 

0012220707 

NUREO 

Q0120S0017 

NUREO 

8012080010 

NUREO 

8012220181 

NUREO 

8012110558 

NUREO 

8012190424 

NUREO 

8012310224 

NUREO 

8012170524« 

NUREO 

601 231 0031 « 

NUREO 

80 1 2220*23 

NUREO 

80120400*1 

NUREO 

8012290619 

NUREO 

8012290*15 

NUREO 

8012020*59 

NUREO 


CREARE TM'-313 
SANDRO- 03^1 
SANDaO-Oi29 
PNU-3343 
ANL -00-37 

Bm-2031 

SLf{-NUREG-31I8S 

PNL-33S0-2 

PriU-33aO-3 

EG0-203S 


WH3H-8D 79S0 
MHBM-SD 7919 
9AND80-09a7 


3ANDaO-045S 
PNL-33ai 
NRC‘-04-77-2l0 
LA-aaos-HB 
NR 0-04-78-2*2 

AKL-BO-34 V3 


EPRI NP-1533 


NRC-04-7*-2ia 

PNL-3434 

BNL-NURE0-3I241 


PNL-3472 
BNL-NUREG- 51238 
UCRL-1S227 
NRC-04-7i-3a3 
NRC-04-7fi-323 

BAI -2 19-80-PA 
£00-2050 
BNL-NUR £0-3126* 
EOO-2060 
ORMU/NVREO/CSD/ 

£ 00 - 20*1 

BNL-NUREO-31263 

flNL-NUReO-S12*3 


E00-EA-31Sa 

l,WF-7e 

SAN 000-7145 

SANOaO-? 145/2 

eANO0O-13a4 


REPORT 

NUMBER 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

NUREO/CR-1749 


801202012* 

NUREO 


9AND0O-t3O7 

NUREO/CR-1752 


8012110491 

NUREO 


UCRL-1S277 

NUflE0/CR-l779 


0012190537 

NUREO 


BH4RC-31 i-eo-i 

NUREO/CR-1793 

VI 

80121*0589 

NUREO 



WURE0/CR-179a 

V2 

8012160598 

NUREO 



NUREO/CR-1794 

V2 

8012190040 

NUREO 



NURE0/CR-1S04 


0012310443 

NUREO 


EDI8 N09DC-4 

WURE0/CR-1S05 


0012310394 

NUREO 


EDS NO0DC-2 

NURE0/CR-tQ08 


8012220*09 

NUREO 



NURE0/CR-iai9 


0012120342 

NUREO 



NUR£0/CR-ia22 


0012120590 

NUREO 


DM1 -206? 

NUREO/CR-iaaS 


8012290*11 

NUREO 


NRC-04-77-147 

NURE0/CR-ia47 


8012190432 

NUREO 



0L8-79-124 


90121 10452<t 

FQIA 



OR 0-401 4- 10 


0012230340# 

50-83 

R 


PR6-705 


8012090214# 

50-361 

A 


P8n-914 


8012150113# 

50-327 

P 


QUAD- 1-79-234 

R4 

0012110283# 

50-237 

P 

N8C-C0rt-oai9-P 

aECY-79-344 


7907030173* 

50-367 

0 


SECV-79-41* 


0012110445# 

FOIA 



BECY-B0-325A 


0011200263 

lOCFR 



SECY-aO-379 


8009100422 

BECY 


45FR7i023 

eECY“0O-3S4 


0012290009* 

lOCFR 



BECY-80-416A 


801120054* 

50-320 

P 


QECY-BO-497 


BOl 12d0n7# 

lOCFR 



SECY-aO-474C 


0012290483# 

lOCFR 



3ECY-eo-476 


8011280112# 

lOCFR 



aECY-80-486 


8011140404# 

lOCFR 



SECY-aO-4B9 


0011200233 

SECY 



8ECY-0O-495 


0012000756 

50-579 

A 


SECY-80-500 


801120028* 

BECY 



8ECY-a0-5O4 


8012020353# 

lOCFR 



aECY-aO-507 


0012050053 

BECY 



8ECy-eO-5l2 


0012030773 

BECY 



BECY-BO-513 


0012080763 

8ECV 



8ECY-Q0-514 


8012120220 

BECY 



Becy-80-519 


8012110488# 

70-143 



8eCY-80-5l9 R1 


8012110404# 

70-143 



SECY-aO-520 


0012100327 

SECY 



8ECV-0O-523 


001216041* 

SECY 



8ECY-80-534 


0012290505 

BECY 



8ECY-A-aO-l79C 


0012120373# 

50-247 

T 


6eCY-A-80-1790 


0012290507# 

50-3 

T 


8ECV-A-eO-179E 


0012290501# 

50-3 

T 


TC-1799 


8012050496# 

PROJ 



TN-RW-lOl/OO-NP 

0012300237# 

TOPREP 



TR-67SL211 


B0121B0464# 

50-245 

P 


T8-51-5AOO0 


0012050492# 

PROJ 



V6P-FRD-3Q 


8012010295# 

50-200 

P 


WCAP~97*a 


8012040237# 

TOPREP 



XN-NF-75-27(A5 

82 

8012230511# 

TOPREP 



YAEC-123i 


8012240262# 

50-29 

P 




CROSS REFERENCE OF 
ENCLOSURES TO PRINCIPAL 
DOCUMENTS 


Items listed as enclosures are those indicated by an asterisk 
following the accession number in the Indexes, The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principal document, the date 
issued, and the category enables locating the title listing of 
the enclosure. 


AC CESS r ON NUMBER 



PRINCIPAL 

DATE 

eUOUECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOQRY 

7907030173 

8012020695 

00/11/20 

50-367 0 

79101 3005Q 

8012030D01 

00/10/13 

FOIA 


7911150300 

8012030001 

ao/io/is 

FOIA 


0001030454 

8001030440 

79/12/31 

30-340 

F 

B00S8S0053 

8012020695 

00/11/20 

50-367 

0 

0004 100230 

8004100220 

00/11/10 

71-9073 


0003130347 

8005130126 

00/04/10 

40-6940 


0008060008 

0012110643 

80/11/20 

FOIA 


0008270155 

8012050053 

80/11/14 

SECY 


0009100039 

0012010126 

BO/U/10 

71-9073 


0009100046 

8012010126 

80/11/10 

71-9073 


0009190463 

0012000720 

80/10/30 

40-0106 


0010230021 

0012040162 

80/11/06 

lOCFR 


8010200504 

8012010126 

80/11/10 

71-9073 


8010300539 

8010300535 

80/10/16 

50-320 

U 

8010300544 

8010300535 

90/10/16 

50-320 

u 

8011060013 

8012010126 

00/11/10 

71-9073 


801 1060236 

8011210740 

00/10/16 

REOOD 


8011060238 

8011210740 

00/10/16 

REOOD 


0011130046 

8012050053 

80/11/14 

SECY 


0011140484 

8012020196 

80/11/17 

lOCFft 


0011170009 

0011170005 

80/10/13 

40-0745 


0011100319 

8011180303 

80/10/15 

8i«t* Prog 

0011180569 

0011180561 

00/11/17 

50-205 

p 

0011180703 

0011180692 

80/11/11 

50-323 

B 

0011190378 

8011190371 

80/11/18 

50-443 

A 

0011190383 

8011190371 

80/11/18 

50-443 

A 

0011190396 

8011190371 

80/11/18 

50-443 

A 

801 11903 1 8 

8011190515 

80/10/03 

50-10 

Q 

0011200191 

8011200186 

80/10/16 

40-0714 


0011210101 

8011210177 

80/10/31 

71-9013 


8011250108 

B0112S0100 

80/10/31 

50-273 

0 

0011250276 

8011250274 

80/09/11 

50-461 

G 

0011250278 

8011250274 

80/09/11 

50-461 

G 

8011250501 

8011250495 

80/11/20 

50-267 

8 

8011250557 

8011250349 

00/11/14 

50-36 £ 

A 

8011250704 

8012080756 

80/11/05 

50-579 

A 

8011280067 

8011280064 

80/11/26 

50-416 

K 

8011280112 

8011280106 

00/11/21 

lOCFR 


8011280117 

8011280106 

00/11/21 

lOCFR 


0012010014 

B012010010 

00/10/31 

50-520 

a 

8012010026 

0012010025 

00/11/10 

40-8743 


0012010038 

8012010036 

00/10/06 

40-0504 


8012010078 

8012010074 

ao/ii/i? 

50-277 

P 

8012010081 

BO 1201 0074 

00/11/19 

50-277 

P 

8012010085 

8012010074 

80/11/19 

50-277 

P 

8012010098 

8012010097 

80/11/26 

50-302 

P 

8012010133 

8012010126 

80/11/10 

71-9073 


8012010137 

8012010126 

80/11/10 

71-90/3 


0012010146 

0012010126 

80/11/10 

71-9073 



The subject category column in this Index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined In Appendix A. 

Subject categories for nondocketed items are also entered 
In this column by symbol; for example, ACBS, These cate- 
gories are defined in Appendix B and listed in the Contents, 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

i08ueo 

CATEODRY 

0012010152 

5012010126 

80/11/10 

71-9073 


8012010156 

5012010126 

80/11/10 

71-9073 


0012010160 

5012010135 

80/11/24 

50-355 

P 

5012010163 

9012010126 

80/tt/i0 

71-9073 


8012010169 

5012010126 

80/11/10 

71-9073 


5012010173 

5012010126 

00/11/10 

71-9073 


0012010178 

9012010126 

80/11/10 

71-9073 


501201 01 B8 

5012010126 

00/11/10 

71-9073 


5012010196 

9012010126 

BO/1 i/10 

71-9073 


0012010205 

5012010126 

80/11/10 

71-9073 


5012010205 

5012010126 

80/11/10 

71-9073 


5012010223 

8012010126 

80/11/10 

71-9073 


5012010225 

5012010201 

80/11/34 

50-369 

A 

5012010225 

8013010156 

80/11/10 

71-9073 


0012010234 

8013010126 

50/11/10 

71-9073 


5012010241 

8012010233 

00/11/21 

50-293 

P 

5012010242 

8012010126 

80/11/10 

71-9073 


5012010247 

8012010126 

00/11/10 

71-9073 


5012010252 

8012010126 

ao/ii/io 

71-9073 


5012010257 

5012010126 

80/11/10 

71-9073 


5012010259 

5012010209 

00/10/08 

PR 


5012010260 

5012010126 

00/11/10 

71-9073 


5012010262 

50120 10126 

BO/11/10 

71-9073 


5012010265 

5012010136 

BO/11/10 

71-9073 


5012010266 

5012010126 

80/11/10 

71-9073 


5012010269 

5012010126 

80/11/10 

71-9073 


8012010274 

0012010126 

80/11/10 

71-9073 


0012010279 

8012010126 

00/11/10 

71-9073 


80120 102B0 

8012010277 

00/11/19 

50-339 

8 

8012010287 

80120 10306 

00/11/24 

50-255 

P 

8012010295 

8012010391 

00/11/19 

50-280 

P 

8012010299 

80120 L0297 

80/11/31 

50-244 

P 

8012010302 

0013^10390 

0O/iO/88 

71-397 


3012010308 

8013010304 

80/ i 1/25 

50-272 

0 

8012010313 

3012010304 

00/11/25 

50-272 

G 

8012010314 

801201.0307 

00/11/20 

90-366 

8 

8012010324 

8013010315 

80/11/30 

50-368 

8 

8012010336 

8012010333 

80/11/24 

50-318 

8 

0012010340 

0012010331 

80/11/20 

50-368 

8 

0012010346 

0012010335 

80/11/20 

50-321 

e 

aO12Gl0347 

8013010341 

80/11/24 

50-893 

B 

0012010357 

8013010349 

80/11/24 

50-366 

8 

8012010359 

0018010383 

80/11/24 

50-339 

8 

0012010361 

8018010354 

80/11/21 

50-313 

8 

0012010362 

8018010353 

80/11/19 

50-339 

8 

8012010367 

Q01201034B 

80/11/24 

50-348 

B 

5012010369 

8013010356 

80/11/24 

50-317 

8 

5012010372 

8013010364 

80/11/21 

50-266 

8 

5012010373 

5013010363 

80/11/21 

50-338 

8 

5012010376 

8012010366 

80/11/20 

30-331 

I 


461 



452 


CROSS REFEREWCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

J &8UED 

CATEGORY 

0012010301 

8012010370 

ao/ii/i<7 

SO”'360 

B 

0012010302 

0012010374 

00/11/16 

50-254 

8 

8012010303 

0012010371 

60/11/20 

50-366 

8 

SO 1301 0390 

6012010378 

ao/u/24 

S0>33B 

8 

BO 120 10392 

B0120103B4 

80/11/25 

50-255 

S 

0012010393 

8012010386 

00/11/20 

50-366 

6 

0012010394 

0012010377 

ao/it/24 

SO -321 

a 

8012010^03 

0012010379 

00/ 1 1 /24 

50-271 

8 

0012010404 

BO 1201 039? 

00/11/21 

50-313 

8 

8012010403 

0012010396 

60/11/06 

50-298 

0 

0012010406 

0012010402 

00/11/21 

50-360 

8 

0012010415 

6012010410 

00/11/24 

50-286 

B 

8012010410 

0012010414 

60/10/16 

PR 


6012010429 

8012010409 

80/11/25 

50-333 

8 

0012010431 

0012010421 

00/11/12 

30-366 

P 

0012010435 

6012010421 

00/11/12 

50-366 

P 

8012010436 

6012010417 

00/11/07 

50-267 

0 

0012010441 

8012010421 

00/11/12 

50-366 

P 

0012010455 

8012010440 

00/11/20 

50-277 

0 

0012010476 

8012010470 

00/11/20 

30-43B 

A 

8012010489 

0012010403 

80/11/12 

50-265 

P 

8012010493 

0012010477 

80/11/26 

50-282 

S 

8013010529 

6011190098 

00/10/31 

50-331 

Q 

0012010531 

6012010527 

00/11/04 

COHMI88IOM 

0012010535 

0012010533 

80/11/10 

50-170 

P 

8012010364 

6012010561 

80/11/19 

50-224 

P 

0012010371 

0012010561 

60/11/19 

50-224 

P 

B012010379 

8012010575 

00 /ii/ia 

50-157 

P 

8012010996 

6012010366 

60/11/18 

50-202 

0 

801201038? 

8012010584 

00/11/10 

50-324 

u 

0012010607 

8012010602 

00/11/13 

50-330 

F 

0012010614 

80120I060S 

00/11/13 

S0-33B 

F 

0012010626 

8012010622 

80/09/17 

70-1300 


8012020033 

GO I 2020020 

60/11/1^ 

50-275 

0 

00 I 202004 2 

8012020036 

60/11/07 

50-269 

P 

B012020051 

8012020036 

80/11/07 

50-269 

P 

8012020037 

8012020036 

80/11/07 

50-267 

P 

8012020073 

GO 12020069 

00/11/24 

50-430 

A 

8012020009 

8012020063 

00/11/29 

50-402 

c 

8012020093 

8012020003 

60/11/25 

50-462 

C 

8012020110 

8012020099 

80/11/14 

50-254 

0 

8012020127 

8012020117 

60/11/20 

50-369 

Q 

80I20201S9 

8012020181 

60/11/26 

50-250 

P 

0012020133 

8012020117 

00/11/20 

50-369 

0 

G012020141 

8012020117 

90/11/20 

50-369 

0 

0012020147 

8012020117 

80/11/20 

50-369 

Q 

8012020148 

0012020137 

60/11/26 

50-272 

Q 

6012020158 

0012020137 

60/11/26 

50-272 

Q 

0012020159 

8012020117 

80/11/30 

80-369 

Q 

0012020194 

8012020190 

80/10/21 

50-205 

Q 

0012020205 

001202019? 

80/10/01 

30-29 

Q 

0012020216 

8012020210 

80/10/02 

50-289 

Q 

8012020217 

8012020182 

80/11/24 

TOPREP 


8012020228 

8012020222 

80/10/06 

50-302 

Q 

0012020245 

8012020241 

80/1 i/25 

30-395 

n 

8012020248 

8012020238 

80/11/10 

40-8709 


8012020251 

8012020247 

80/11/26 

30-361 

A 

8012020253 

8012020238 

80/11/18 

40-0709 


8012020261 

8012020294 

00/09/10 

70-371 


0013020262 

8012020257 

80/ 10/20 

40-8709 


8012020265 

8012030258 

eo/ii/13 

TOPREP 


801202D26B 

6012020264 

ao/ii/ao 

TOPREP 


8012020289 

6012020267 

80/11/18 

50-395 

0 

8012020294 

6012020283 

00/11/13 

8ir«t« Proo 

8012020298 

80120S0293 

80/11/20 

50-395 

A 

8012020313 

0012020300 

80/11/10 

50-10 

Q 

8012020318 

8012020315 

80/11/26 

50-409 

P 

8012020328 

G 012020323 

00/11/28 

50-329 

A 

0012020331 

8012020327 

00/11/04 

XPOflTUlC 


8012020339 

6012020327 

80/11/04 

XPORTLIC 


0012020345 

8012020339 

80/11/20 

50-259 

Q 

8012020348 

8012080339 

80/ 1 1/20 

50-259 

Q 

8012020349 

8012020340 

80/10/23 

40-8064 


0012020351 

8012020330 

00/11 /IB 

lOCFR 


8012020353 

8012020336 

90/11/18 

lOCFR 


8012020334 

8012020339 

80/11/20 

50-259 

Q 

8012020356 

8012020339 

90/11/20 

50-259 

Q 

8012020359 

8012020338 

80/11/10 

lOCFR 


8012020361 

8012020340 

90/10/23 

40-0004 


8012020364 

8012020339 

00/11/20 

50-259 

Q 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

BU0JECT 

CATEODRV 

0012020365 

8012020330 

80/11/18 

lOCFR 


8012020375 

GO 12020338 

80/11/18 

lOCFR 


8012020379 

6012020338 

80/11/10 

lOCFR 


8012020303 

8012020376 

80/10/28 

40-2259 


80 12020397 

8012020395 

80/11/20 

50-364 

Q 

8012020400 

0012020395 

80/11/20 

50-364 

Q 

8012020402 

6012020395 

00/11/20 

30-364 

0 

8D12020404 

6012020395 

80/11/20 

30-364 

Q 

8012020412 

0012020408 

00/11/20 

50-390 

0 

8012020421 

6012020418 

60/11/28 

50-260 

8 

0012020426 

8012020423 

80/11/24 

30-339 

8 

8012020431 

8012020428 

80/11/26 

50-305 

8 

8012020433 

6012020400 

00/11/20 

30-390 

Q 

8012020436 

0012020400 

00/11/20 

50-390 

0 

0012020439 

8012020435 

80/11/26 

50-271 

a 

0012020441 

0012020408 

80/11/20 

50-390 

Q 

8012020443 

8012020440 

80/11/20 

50-364 

E 

8012020447 

8012020444 

80/12/01 

50-296 

B 

8012020450 

8012020446 

00/11/26 

50-344 

0 

0012020456 

0012020453 

80/11/24 

50-409 

a 

8012020461 

0012020458 

80/11/25 

30-369 

a 

8012020462 

8012020460 

80/11/24 

50-424 

A 

0012020466 

8012020463 

80/11/26 

50-313 

a 

0012020468 

8012020464 

00/11/26 

50-289 

p 

3012020474 

0012020469 

80/11/12 

50-251 

a 

0012020475 

0012020470 

80/11/26 

50-29 

a 

8012020480 

8012020485 

80/11/26 

30-272 

8 

8012020495 

8012020492 

80/11/24 

30-331 

a 

0012020507 

8012020500 

80/11/26 

50-366 

8 

8012020508 

8012020499 

80/12/01 

30-296 

a 

0012020509 

8012020501 

80/11/24 

50-335 

a 

0012020516 

8012020511 

80/11/26 

50-366 

a 

0012020518 

BO 120205 14 

80/11/28 

50-296 

0 

0012020519 

B012020512 

00/11/26 

50-364 

8 

BO 12020520 

0012020496 

00/11/21 

50-324 

a 

SO I 2020530 

8012020506 

80/11/28 

30-317 

a 

8012020531 

8012020524 

00/10/31 

50-302 

s 

8012020533 

8012020525 

80/11/26 

30-346 

8 

0012020535 

8012020529 

80/11/24 

50-336 

8 

6012020542 

0012020534 

00/11/19 

80-335 

5 

8012020543 

G012020S02 

80/11/26 

30-270 

8 

8012020544 

8012020538 

80/11/14 

50-250 

8 

G012020546 

8012020541 

80/11/24 

50-331 

8 

8012020550 

8012020540 

80/11/28 

50-272 

8 

6012020555 

B01202054B 

80/11/24 

50-335 

0 

S0120205S6 

0012020552 

00/11/25 

50-219 

a 

6012020557 

0012020551 

00/11/06 

50-335 

a 

8012020556 

0012020545 

□0/11/26 

80-348 

8 

0012020559 

8012020549 

80/11/18 

30-346 

0 

8012020563 

8012020554 

00/11/25 

50-267 

8 

6012020566 

8012020545 

80/11/26 

30-348 

a 

0012020567 

8012020561 

80/11/18 

50-335 

a 

8012020569 

0012020565 

80/11/26 

30-325 

a 

0012020574 

0012020545 

80/11/26 

50-340 

a 

6012020575 

0012020566 

80/11/25 

30-267 

a 

8D12D2O570 

0012020571 

00/11/20 

50-324 

8 

0012020586 

8012020545 

80/11/26 

50-340 

8 

0012020590 

8012020581 

00/11/24 

50-339 

a 

0012020591 

8012020593 

80/11/20 

50-249 

8 

0012020594 

8012020587 

80/11/19 

50-346 

0 

6012020595 

8012020545 

80/11/26 

30-348 

a 

8012020597 

8012020569 

80/11/24 

50-309 

R 

6012020600 

6012020593 

00/11/26 

30-318 

8 

0012020601 

8012020545 

QO/U/26 

50-340 

8 

0012020602 

8012020596 

80/11/24 

50-339 

8 

0012020606 

801202039? 

00/11/20 

30-293 

8 

0012020613 

8012020603 

80/11/24 

50-331 

B 

0012020616 

8012020607 

80/11/25 

50-283 

a 

6012020617 

8012020604 

80/11/21 

FOIA 


6012020619 

0012020612 

80/11/25 

80-317 

8 

8012020620 

8012020604 

80/11/21 

FOIA 


6012020621 

0012020610 

80/11/26 

50-327 

8 

0012020622 

8012020615 

80/11/28 

80-293 

8 

8012020624 

8012020604 

80/11/21 

FOIA 


0012020630 

6012020604 

00/11/21 

FOIA 


B01 2020631 

8012020623 

80/11/24 

50-330 

8 

0012020633 

8012020625 

00/11/21 

50-327 

a 

6012020634 

8012020628 

80/11/26 

30-466 

0 

0012020636 

8012020629 

80/12/01 

30-327 

B 

8012020637 

0012020604 

80/11/21 

FOIA 




CROSS REFEREWCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8012020/>40 

6012020604 

80/11/21 

FOIA 


6012020646 

6012020635 

80/ 1 1 /26 

50-302 

0 

6012020652 

0012020645 

80/11/24 

50-272 

8 

8012020663 

0012020655 

80/11/26 

30-272 

G 

8012020664 

8012020638 

80/11/25 

50-387 

0 

8012020668 

8012020660 

80/11/17 

50-269 

0 

0012020674 

8012020660 

80/11/17 

50-289 

0 

8012020675 

6012020667 

80/11/19 

QA999 


8012020679 

6012020670 

80/11/19 

50-285 

8 

8012020683 

8012020667 

80/11/19 

QA999 


8012020687 

8012020660 

00/11/17 

50-289 

0 

8012020692 

8012020667 

80/11/19 

QA999 


8012020696 

8012020689 

80/10/16 

70-371 


0012020702 

8012020667 

00/11/19 

<1A999 


BO 12020703 

8012020695 

00/11/20 

50-367 

0 

8012020712 

8012020682 

60/11/23 

50-338 

8 

BD12020716 

8012020709 

60/11/14 

QA999 


B012020718 

8012020695 

80/11/20 

50-367 

0 

8012020721 

8012020709 

80/11/14 

0A999 


8012020723 

8012020706 

60/11/28 

50-322 

A 

8012020726 

8012020709 

80/11/14 

aA999 


6012020728 

8012020695 

60/ 11/20 

50-367 

0 

8012020733 

8012020709 

80/11/14 

QA999 


6012020740 

8012020731 

80/11/21 

FOIA 


8012020749 

8012020739 

60/10/24 

50-445 

(1 

0012020750 

8012020695 

00/11/20 

50-367 

0 

8012020762 

8012020757 

00/10/23 

50-482 

Q 

0012020770 

8012020761 

00/10/28 

50-373 

Q 

6012020780 

8012020761 

00/10/20 

50-373 

Q 

8012020793 

8012020787 

00/10/30 

50-263 

Q 

8012020796 

6012020792 

00/11/12 

QA999 


GO 12020797 

8012020784 

00/02/20 

50-312 

0 

6012020799 

0012020791 

00/10/31 

50-209 

a 

6012020600 

0012020792 

00/11/12 

QA999 


6012020802 

0012020792 

00/11/12 

QA999 


6012020604 

8012020784 

00/02/20 

50-312 

0 

6012020608 

8012020792 

60/11/12 

QA999 


8012020811 

0012020784 

00/02/20 

50-312 

0 

8012020821 

8012020815 

80/11/06 

50-293 

H 

8012020626 

60120S0824 

00/09/23 

50-170 

H 

6012020B3S 

8012020817 

60/11/18 

50-320 

H 

6012020836 

8012020834 

77/02/09 

50-367 

U 

6012030002 

8012030001 

80/10/15 

27-39 


6012030003 

6012030001 

00/10/15 

27-39 


6012030005 

8012030001 

00/10/15 

27-39 


8012030006 

8012030001 

60/10/15 

FOIA 


6012030007 

8012030001 

□0/10/15 

27-39 


0012030009 

8012030001 

00/10/15 

27-39 


6012030010 

8012030001 

00/10/15 

FOIA 


6012030011 

6012030001 

00/10/15 

27-39 


8012030012 

8012030001 

00/10/15 

FOIA 


8012030013 

8012030001 

80/10/15 

FOIA 


8012030014 

8012030001 

00/10/15 

27-39 


8012030015 

8012030001 

00/10/13 

FOIA 


0012030016 

6012030001 

00/10/15 

27-39 


8012030017 

6012030001 

00/10/15 

FOIA 


6012030019 

8012030001 

00/10/15 

Z7-39 


6012030020 

8012030001 

00/10/15 

FOIA 


8012030021 

8012030001 

00/10/15 

FOIA 


8012030022 

8012030001 

00/10/15 

FOIA 


8012030024 

801203D001 

BO/10/15 

27-39 


8012030025 

8012030001 

80/10/15 

27-10 


8012030026 

8012030001 

80/10/15 

FOIA 


8012030027 

8012030001 

80/10/15 

FOIA 


8012030028 

8012030001 

80/10/15 

27-39 


8012030030 

8012030001 

80/10/15 

FOIA 


8012030031 

801203DOD1 

80/10/15 

FOIA 


8012030032 

8012030001 

80/10/15 

FOIA 


6012030033 

801203DQ01 

60/10/15 

FOIA 


8012030034 

8012030001 

80/10/15 

FOIA 


8012030035 

8012030001 

60/10/15 

27-10 


6012030036 

8012030001 

80/10/15 

FOIA 


0012030039 

8012030001 

80/10/15 

27-10 


6012030040 

8012030001 

00/10/15 

27-10 


0012030041 

8012030001 

80/10/15 

FOIA 


0012030042 

8012030001 

80/10/15 

27-10 


0012030043 

8012030001 

80/10/15 

27-10 


0012030048 

B012Q30001 

80/10/15 

FOIA 


6012030046 

0012030001 

00/10/15 

FOIA 


6012030047 

0012030001 

00/10/15 

FOIA 



ENCLOSURE 

S01S03004S 
G01S030S49 
eOl 2030050 
BO 1203009 1 
6012030092 

SOI 2030 093 
BO 12030054 
BOl 2030099 
0012030036 
0012030097 

eOl203009B 

6012030099 

6012030060 

6012030061 

6012030062 

6012030063 

6012030064 

10012030065 

6012030066 

8012030067 

8012030068 

8012030069 

8012030070 

0012030071 

8012030072 

8012030073 

8012030074 

8012030075 

8012030076 

8012030077 

8012030078 

8012030079 

8012030080 

8012030091 

8012030002 

8012030083 

8012030084 

8012030089 

8012030006 

8012030087 

8012030008 

8012030089 

8012030090 

8012030091 

8012030092 

8012030093 

8012030094 

8012030095 

0012030096 

8012030097 

8012030098 

8012030099 

8012030100 

8012030101 

8012030102 

8012030103 

6012030104 

6012030109 

6012030106 

8012030107 

6012030108 

8012030109 

8012030110 

6012030111 

8012030112 

8012030113 
801 2030 11 4 
8012030115 
8012030116 
6012030117 

8012030118 

6012030119 

6012030120 

6012030121 

8012030122 

8012030123 

6012030124 

8012030129 

8012030126 

8012030127 


PRINCIPAL 

DOCUMENT 

8012030001 

8012030001 

8012030001 

8012030001 

6012030001 

8012030001 

6012030001 

6012030001 

8012030001 

8012030001 

8012030001 

8012030001 

8012030001 

8012030001 

8012030001 

8012030001 

8012030001 

8012030001 

8012030001 

8012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

8012030001 

6012030001 

6012030001 

0012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 
6012030001 
6012030001 
8012030001 
80 1 2030001 

8012030001 
8012030001 
8012030001 
BO 12030001 
6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

6012030001 

8012030001 

8012030001 

8012030001 

8012030001 

8012030001 

8012030001 

8012030001 

8012030001 

8012030001 

8012030001 

8012030001 


DATE 

1B6UED 

80/10/15 
80/10/15 
80/10/15 
80/10/ 15 
80/10/15 

00/10/15 

80/10/13 

80/10/15 

80/10/15 

90/10/15 

80/10/ia 

80/10/19 

80 / 10/15 

90/10/15 

80 / 10/15 

90/10/15 

80/10/13 

80/10/15 

80/10/13 

00/10/15 

90/10/15 

00/10/15 

00/10/15 

00/10/15 

00/10/15 

00/10/15 

00/10/15 

00/10/15 

00/10/15 

00/10/15 

00/10/15 

00/10/15 

00/10/15 

60/10/15 

60/10/15 

00/10/19. 

00/10/15 

00/10/15 

00/10/15 

00/10/15 

00/10/15 

60/10/15 

60/10/15 

00/10/15 

60/10/15 

60/10/15 

60/10/15 

60/10/15 

00/10/15 

00/10/15 

00/10/15 

60/10/15 

60/10/15 

60/10/15 

60/10/15 

60/10/15 

60/10/15 

80/10/15 

80/10/19 

60/10/15 

90 / 10/15 

80/10/15 

80/10/15 

80/10/13 

80/10/13 

80/10/15 

80/10/19 

80/10/15 

80/10/15 

80/10/15 

90/10/15 

80/10/15 

90/10/15 

80/10/15 

80/10/15 

80/10/15 

80/10/15 

80/10/15 

80/10/15 

80/10/15 


SUOUECT 

CATEODRV 

27“39 

27-10 

FOEA 

rat A 

27-10 

FOIA 

27-10 

FOIA 

27-10 

FOIA 

27-10 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

27-10 

FOIA 

FOIA 

27-39 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

27-39 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

27-39 

27-10 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

27-10 

27-39 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

27-10 

FOIA 

27-39 

FOIA 

27-10 

FOIA 

FOIA 

FOIA 

27-10 

27-39 

FOIA 

FOIA 

FOIA 

FOIA 

27-10 

FOIA 

27-39 

27-10 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

27-10 


463 



464 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCEBBION number 


ENCLQBUftE 

PRINCIPAL 

DOCUKENT 

DATE 

ISSUED 

GUBJECT 

CATEOORV’ 

ENCLOSURE 

PRINCIPAL 

DOCUKENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

B01S0301Sa 
BO 18030 129 
BO 12030 130 
B012030131 
8012030132 

8012030001 

B012030001 

6012030001 

6012030001 

8012030001 

QO/IO/IS 
80/ 10/ IS 
80/10/19 
80/ 10/ IS 
80/10/15 

roiA 

27“ 10 

27“39 

FDIA 

FOIA 

0012030210 
8012030211 
GO 120302 12 
0012030213 
0012030214 

6012030001 

6012030001 

G012030001 

0012030001 

0012030001 

00/10/15 

00/10/19 

ao/io/19 

80/10/15 

80/10/15 

27-10 

FOIA 

FQIA 

27-10 

FOIA 

8012030133 
BO 12030 134 
0012030139 
.B012030136 
B018030137 

8012030001 
8012030001 
8012030001 
60 1203000 I 
8012030001 

00/10/19 
80/10-/ IS 

so/io/is 

80/10/15 

ao/10/13 

27-10 

27-10 

FOIA 

FOIA 

27-10 

0012030215 

0012030216 

8012030217 

8012030218 

8012030219 

BO 12030001 
6012030001 
801 2030001 
6012030001 
6012030001 

BO/IO/IS 
00/10/15 
00/ 10/15 
00/10/15 
00/10/13 

27- io 

FOIA 

FOIA 

FOIA 

FOIA 

8012030130 

0012030139 

8012030140 

0012030141 

6012030142 

8012030001 
SOI 2030001 
8012030001 
8012030001 
6012030001 

90/10/lS 

00/10/15 

ao/10/19 

80/10/15 

ao/10/13 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

8012030220 
0012030221 
BOl 2030222 
8012030223 
8012030224 

BO 12030001 
6012030001 
8012030001 
8012030001 
0012030001 

00/10/15 

00/10/19 

00/10/19 

00/10/15 

00/10/15 

FOIA 

FOIA 

FOIA 

27-10 

27-39 

0012030143 

8012030144 

8012030145 

0012030146 

0012030147 

8012030001 

0012030001 

B012030001 

6012030001 

6012030001 

60/10/ IS 
60/10/ 15 
60/10/15 

ao/io/is 

80/10/15 

FOIA 

27-10 

FOIA 

FOIA 

FOIA 

6012030225 

8012030226 

0012030227 

8012030228 

0012030229 

8012030001 
6012030001 
6012030001 
BO 12030001 
8012030001 

80/10/15 

00/10/19 

00/10/19 

00/10/19 

00/10/19 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

0012030148 

8012030149 

6012030150 

8012030152 

8012030133 

8012030001 

8012030001 

8012030001 

8012030001 

0012030001 

80/10/19 
80/ 10/ IS 
80/10/15 

eo/to/is 

80/10/ IS 

FOIA 

FOIA 

FOIA 

27-10 

27-10 

0012030230 

6012030231 

8012030234 

0012030235 

0012030236 

8012030001 

8012030001 

0012030001 

0012030001 

0012030001 

60/10/19 

80/10/15 

90/10/15 

80/10/19 

80/10/19 

FOIA 

27-10 

27-10 

FOIA 

FOIA 

6012030154 

6012030195 

6012030196 

8012030157 

0012030150 

8012030001 

0012030001 

8012030001 

8012030001 

0012030001 

80/10/19 
00/10/ 1 3 
80/10/19 
60/10/19 
00/10/19 

FOIA 

FOIA 

27-39 

FOIA 

FOIA 

0012030237 

6012030233 

0012030239 

6012030240 

8012030241 

0012030001 

8012030001 

8012030001 

8012030001 

8012030001 

00/10/15 

00/10/19 

00/10/19 

00/10/19 

80/10/13 

27-39 

FOIA 

FOIA 

FOIA 

FOIA 

0012030199 

6012030160 

6012030161 

8012030162 

0012030163 

8012030001 

0012030001 

8012030001 

8012030001 

8012030001 

80/10/19 

80/10/19 

60/10/19 

80/10/15 

00/10/19 

27-10 

FOIA 

27-10 

27-39 

FOIA 

BO 12030242 
6012030243 
8012030244 
0012030249 
0012030246 

8012030001 

0012030001 

0012030001 

6012030001 

8012030001 

00/10/15 

60/10/15 

80/10/19 

80/10/15 

80/10/19 

FOIA 

FOIA 

FOIA 

27-10 

FOIA 

6012030164 

6012030169 

8012030166 

0012030167 

8012030160 

BOl 2030001 
6012030001 
8012030001 
8012030001 
8012030001 

80/10/19 

80/10/15 

60/10/19 

80/10/19 

00/10/15 

FOIA 

27-10 

FOIA 

27-39 

FOIA 

0012030247 

601203024? 

0012030230 

8012030291 

0012030252 

6012030001 

6012030001 

8012030001 

6012030001 

0012030001 

80/10/15 

00/10/15 

00/10/19 

00/10/19 

80/10/19 

FOIA 

FOIA 

FOIA 

27-39 

FOIA 

8012030169 

6012030170 

B012030171 

8012030172 

8012030173 

0012030001 

0012030001 

6012030001 

6012030001 

8012030001 

80/10/15 

80/10/19 

80/10/19 

60/10/15 

00/10/15 

FOIA 

FOIA 

FOIA 

27-10 

FOIA 

6012030253 

6012030235 

6012030256 

8012030257 

8012030298 

0012030001 

6012030001 

8012030001 

8012030001 

8012030001 

80/10/19 

00/10/19 

00/10/19 

00/10/19 

80/10/18 

FOIA 

FQIA 

FOIA 

27-10 

27-10 

8012030174 

8012030175 

6012030176 

0012030177 

8012030176 

8012030001 

0012030001 

8012030001 

8012030001 

8012030001 

00/10/19 
00/10/19 
00/10/19 
80/10/ 19 
00/10/15 

FOIA 

FOIA 

27-39 

FDIA 

FOIA 

001203025? 
6012030260 
BO 12030262 
6012030263 
6012030264 

0012030001 

0012030001 

0012030001 

0012030001 

0012030001 

80/10/19 

80/10/15 

80/10/19 

80/10/19 

80/10/19 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

8012030179 

8012030180 

8012030181 

BO 12030 182 
8012030103 

8012030001 

8012030001 

0012030001 

8012030001 

8012030001 

aO/10/L9 

00/10/15 

60/10/19 

60/10/19 

80/10/15 

FOIA 

FOIA 

27-39 

FOIA 

27-10 

8012030269 

8012030266 

8012030267 

0012030268 

6012030269 

0012030001 

6012030001 

8012030001 

8012030001 

8012030001 

00/10/15 

00/10/19 

00/10/19 

00/10/19 

00/10/19 

27-39 

FOIA 

FOIA 

FDIA 

FOIA 

8012030104 

0012030185 

8012030166 

0012030187 

6012030188 

6012030001 

6012030001 

6012030001 

8012030001 

6012030001 

80/10/19 

00/10/15 

eo/io/is 

60/10/19 

60/10/19 

27-10 

FOIA 

27-10 

FOIA 

FOIA 

0012030270 

6012030272 

6012030273 

8012030274 

8012030275 

8012030001 

0012030001 

0012030001 

0012030001 

0012030001 

80/10/15 

80/10/19 

80/10/19 

80/10/19 

00/10/15 

FOIA 

FOIA 

FOIA 

27-39 

FOIA 

6012030109 

8012030190 

6012030191 

8012030192 

8012030193 

8012030001 

8012030001 

8012030001 

8012030001 

0012030001 

80/10/19 

80/10/19 

80/10/19 

80/10/19 

60/10/19 

27-10 

FOIA 

FOIA 

27-10 

FOIA 

8012030276 

BO 1203027 7 
0012030278 
801203027? 
6012030260 

0012030001 

8012030001 

8012030001 

8012030001 

8012030001 

00/10/19 

00/10/19 

00/10/19 

00/10/19 

80/10/19 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

8012030194 

8012030195 

6012030196 

8012030197 

8012030198 

8012030001 

6012030001 

6012030001 

BO 1203 0001 
8012030001 

80/10/19 

80/10/19 

80/10/19 

00/10/19 

80/10/19 

27-39 

FOIA 

FOIA 

27-10 

FOIA 

8012030201 

8012030262 

8012030283 

8012030204 

0012030286 

0012030001 

0012030001 

6012030001 

0012030001 

0012030001 

80/10/19 

80/10/19 

80/10/19 

80/10/19 

00/10/15 

27-10 

FOIA 

FOIA 

FOIA 

37-39 

8012030199 

6012030200 

6012030201 

8012030202 

8012030203 

GOl 2030001 
GOl 2030001 
6012030001 
6012030001 
6012030001 

60/10/19 

80/10/15 

00/10/15 

00/10/15 

00/10/19 

FOIA 

FOIA 

FOIA 

27-10 

FOIA 

0012030207 

0012030208 

0012030209 

0012030290 

60120302?! 

8012030001 

0012030001 

8012030001 

8012030001 

8012030001 

80/10/19 

80/10/19 

00/10/19 

00/10/19 

00/10/19 

FOIA 

FOIA 

27-10 

FOIA 

27-10 

8012030204 

6012030205 

8012030207 

8012030208 

8012030209 

8012030001 

6012030001 

6012030001 

0012030001 

0012030001 

80/10/15 

00/10/19 

00/10/19 

00/10/19 

80/10/19 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

8012030292 

6012030293 

8012030294 

8012030299 

8012030296 

0012030001 

0012030001 

6012030001 

0012030001 

0612030001 

80/10/19 

80/10/19 

80/10/19 

80/10/19 

00/10/15 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

I 8SUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8012030297 

0012030001 

80/10/15 

FOIA 

8012030304 

□012030001 

90/10/15 

FOIA 

0012030298 

8012030001 

80/10/15 

FOIA 

80I20303B5 

BO 12030001 

60/10/15 

FOIA 

8012030299 

□012030001 

90/10/15 

FOIA 

8012030306 

9012030001 

□0/10/15 

FOIA 

0012030300 

0012030001 

80/10/15 

FOIA 

8012030387 

8012030001 

00/10/19 

FOIA 

0012030301 

8012030001 

80/ 10/ IS 

27-39 

8012030300 

9012030001 

00/10/19 

FOIA 

0012030303 

8012030001 

80/ 10/ IS 

27-10 

8012030309 

B012030001 

□0/10/19 

FOIA 

0012030304 

8012030001 

80/10/15 

FOIA 

9012030390 

8012030001 

eO/LO/19 

FOIA 

8012030303 

8012030001 

90/10/15 

FOIA 

0012030391 

8012030001 

80/ to/ IS 

FOIA 

8012030307 

0012030001 

90/10/15 

FOIA 

8012030392 

9012030001 

80/10/15 

FOIA 

8012030308 

8012030001 

90/10/15 

FOIA 

8012030393 

6012030001 

00/10/15 

FOIA 

8012030309 

9012030001 

00/10/15 

FOIA 

8012030394 

0012030001 

00/10/15 

27-39 

0012030310 

8012030001 

00/10/15 

27-10 

8012030395 

00 1 203000 1 

00/10/19 

FOIA 

8012030311 

8012030001 

00/10/15 

27-10 

8012030397 

0012030001 

00/10/15 

FOIA 

8012030312 

8012030001 

00/10/15 

FOIA 

8012030398 

6012030001 

00/10/19 

FOIA 

6012030313 

6012030001 

60/10/15 

27-10 

0012030399 

8012030001 

00/10/15 

FOIA 

6012030314 

8012030001 

80/10/15 

FOIA 

0O12O3O4CO 

8012030001 

00/10/19 

FOIA 

001203031 S 

6012030001 

80/10/15 

FOIA 

0012030402 

6012030001 

00/10/15 

FOIA 

8012030317 

6012030001 

80/10/15 

FOIA 

0012030403 

00 12030001 

00/10/15 

FOIA 

6012030318 

8012030001 

80/10/15 

FOIA 

0012030404 

8012030001 

60/10/15 

FOIA 

0012030319 

8012030001 

80/10/15 

27-10 

0012030405 

6012030001 

00/10/19 

FOIA 

8012030320 

8012030001 

00/10/15 

FOIA 

0012030406 

8012030001 

00/10/19 

FOIA 

8012030321 

9012030001 

80/10/15 

FOIA 

0012030407 

8012030001 

00/ 10/ IS 

FOIA 

8012030322 

8012030001 

00/10/15 

27-10 

0012030408 

8012030001 

80/tO/lS 

FOIA 

8012030323 

8012030001 

00/10/15 

FOIA 

8012030409 

8012030396 

00 / to /20 

50-946 0 

8012030324 

8012030001 

00/10/15 

FOIA 

8012030410 

0012030001 

80/10/15 

FOIA 

6012030325 

8012030001 

80/10/15 

FOIA 

8012030411 

0012030001 

80/10/15 

FOIA 

0012030326 

6012030001 

80/10/15 

FOIA 

8012030412 

0012030001 

80/10/15 

FOIA 

8012030327 

8012030001 

90/10/15 

FOIA 

8012030413 

8012030001 

00/10/15 

FOIA 

8012030326 

0012030001 

80/10/15 

FOIA 

0012030414 

8012030001 

00/10/15 

27-39 

8012030329 

6012030001 

80/10/15 

FOIA 

0012030415 

6012030001 

00/10/15 

FOIA 

8012030330 

8012030001 

80/10/15 

FOIA 

8012030416 

8012030001 

eo/to/is 

FOIA 

8012030331 

8012030001 

80/10/15 

FOIA 

8012030417 

8012030001 

80/10/15 

FOIA 

8012030332 

8012030001 

80/10/15 

27-10 

8012030410 

0012030001 

80/10/19 

FOIA 

8012030333 

8012030001 

00/10/15 

FOIA 

6012030419 

0012030001 

80/10/19 

FOIA 

8012030334 

8012030001 

80/10/15 

FOIA 

8012030420 

0012030001 

80/10/19 

27-10 

8012030335 

9012030001 

80/10/13 

FOIA 

8012030421 

8012030001 

.00/10/15 

FOIA 

8012030336 

8012030001 

80/10/13 

FOIA 

8012030422 

6012030001 

00/10/15^ 

FOIA 

0012030337 

6012030001 

90/10/15 

FOIA 

8012030423 

601 2030001 

00/10/15 

FOIA 

8012030339 

BO I 2030001 

80/10/15 

FOIA 

8012030424 

6012030001 

00/10/15 

FOIA 

8012030339 

9012030001 

90/10/15 

FOIA 

8012030426 

80L2030001 

00/10/15 

FOIA 

8012030340 

6012030001 

00/10/15 

FOIA 

DO 12030 4 27 

8012030001 

00/10/15 

FOIA 

8012030341 

8012030001 

00/10/15 

FOIA 

8012030420 

8012030001 

00/10/15 

27-39 

9012030342 

8012030001 

00/10/15 

FOIA 

8012030429 

8012030001 

00/10/15 

FOIA 

9012030343 

8012030001 

80/10/15 

FOIA 

8012030430 

8012030001 

00/10/15 

FOIA 

6012030345 

8012030001 

60/10/15 

FOIA 

8012030431 

8012030001 

00/10/15 

FOIA 

9012030346 

8012030001 

80/10/15 

FOIA 

8012030432 

8012030001 

00/10/15 

FOIA 

6012030347 

9012030001 

□0/10/15 

FOIA 

8012030434 

8012030001 

80/10/ 15 

FOIA 

8012030348 

8012030001 

00/10/15 

27-10 

8012030435 

B012030001 

80/10/15 

FOIA 

6012030349 

9012030001 

00/10/15 

FOIA 

8012030436 

Q 01 2030001 

80/10/15 

FOIA 

0012030350 

8012030001 

00/10/15 

FOIA 

8012030437 

0012030001 

90/ 10/ 15 

27-10 

8012030351 

9012030001 

80/10/15 

FOIA 

8012030438 

8012030001 

80/10/19 

FOIA 

8012030352 

9012030001 

80/10/15 

FOIA 

8012030439 

8012030001 

90/10/15 

27-39 

8012030393 

6012030001 

80/10/15 

FOIA 

8012030440 

8012030001 

90/10/15 

FOIA 

8012030354 

8012030001 

80/10/15 

FOIA 

9012030442 

9012030001 

90/10/18 

FOIA 

0012030353 

9012030001 

80/10/15 

FOIA 

8012030443 

8012030001 

30/10/19 

FOIA 

8012030396 

8012030001 

80/10/15 

FOIA 

8012030444 

8012030001 

80/10/15 

FOIA 

8012030357 

9012030001 

00/10/15 

FOIA 

6012030445 

9012030001 

30/10/15 

FOIA 

6012030358 

9012030001 

00/10/15 

FOIA 

8012030446 

6012030001 

90/10/19 

FOIA 

6012030360 

6012030001 

00/10/15 

FOIA 

8012030447 

0012030001 

90/10/15 

FOIA 

8012030361 

8012030001 

60/10/15 

27-39 

8012030448 

6012030001 

90/10/19 

FOIA 

0012030362 

8012030001 

80/10/15 

FOIA 

8012030449 

8012030001 

90/10/lS 

27-10 

0012030363 

0012030001 

80/10/15 

27-10 

8012030450 

8012030001 

90/10/15 

FOIA 

8012030364 

0012030001 

00/10/13 

FOIA 

8012030451 

8012030001 

00/10/15 

FOIA 

8012030366 

0012030001 

80/10/15 

27-10 

8012030452 

8012030001 

80/10/15 

FOIA 

9012030367 

6012030001 

80/10/15 

FOIA 

6012030453 

8012030001 

80/10/15 

FOIA 

801203036Q 

9012030001 

80/10/15 

FOIA 

6012030454 

8012030001 

80/10/13 

FOIA 

0012030369 

8012030001 

90/10/15 

FOIA 

8012030455 

9012030001 

80/10/15 

FOIA 

8012030370 

9012030001 

90/10/15 

27-10 

8012030456 

9012030001 

80/10/15 

27-39 

0012030371 

9012030001 

00/10/15 

FOIA 

□012030457 

9012030001 

60/10/19 

FOIA 

8012030372 

8012030001 

00/10/15 

27-10 

0012030459 

9012030001 

60/10/19 

FOIA 

8012030373 

8012030001 

00/10/15 

FOIA 

8012030460 

0012030001 

00/10/19 

FOIA 

8012030374 

9012030001 

00/10/15 

FOIA 

8012030461 

8012030001 

□0/10/15 

FOIA 

0012030375 

9012030001 

80/10/15 

27-10 

8012030462 

8012030001 

90/10/19 

FOIA 

6012030376 

0012030001 

90/10/15 

27-10 

8012030463 

Q012C30001 

80/10/13 

FOIA 

0012030377 

0012030001 

80/10/15 

FOIA 

8012030464 

8012030001 

80/10/13 

FOIA 

801203037B 

0012030001 

80/10/15 

27-10 

801203046S 

8012030001 

80/10/15 

FQIA 

8012030380 

9012030001 

80/10/15 

FOIA 

8012030466 

8012030001 

80/10/15 

FOIA 

8012030391 

0012030001 

80/10/15 

27-39 

8012030467 

9012030001 

00/10/19 

FOIA 

8012030382 

9012030001 

80/10/15 

FOIA 

8012030469 

0O12O3OOD1 

00/10/19 

FOIA 

6012030393 

8012030001 

00/10/13 

27-10 

6012030467 

90120300D1 

00/10/19 

FOIA 


45B 



456 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESS I OM NUMBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEODRy 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8012030470 

80 1 2030001 

80/10/15 

FOIA 

0012030951 

8012030001 

00/10/15 

FOIA 


8012030471 

0012030001 

80/10/15 

FQIA 

8012030552 

8012030001 

BO/10/19 

FQIA 


B01S030473 

8012030001 

80/10/15 

FOIA 

0012030993 

0012030001 

BO/10/19 

FOIA 


8012030473 

BO 12030001 

00/10/15 

FOIA 

0012030554 

0012030001 

80/10/19 

FQIA 


BO 12030474 

8012030001 

80/10/15 

FOIA 

0012030995 

8012030001 

80/10/15 

FOIA 


8012030475 

801 2030001 

80/10/19 

FOIA 

8012030956 

0012030001 

SO/lO/15 

FOIA 


8012030476 

0012030001 

80/10/19 

FOIA 

6012030957 

8012030001 

00/10/15 

FOIA 


8012030477 

8012030001 

80/10/15 

FOIA 

8012030550 

8012030001 

00/10/15 

FOIA 


8012030478 

BO 12030001 

00/10/19 

27” 10 

6012030559 

0012030001 

00/10/15 

FOIA 


801203 047*? 

ao 12030001 

80/10/15 

FOIA 

8012030560 

0012030001 

00/10/19 

FQIA 


8012030480 

001 203000 1 

80/10/15 

FQIA 

8012030561 

9012030001 

80/10/19 

27-10 


00 1203 0481 

8012030001 

ao/io/ts 

FOIA 

6012030562 

0012030001 

00/10/19 

FOIA 


8012030402 

8012030001 

80/10/15 

FOIA 

0012030563 

0012030001 

80/10/15 

FOIA 


8012030483 

6012030001 

00/10/19 

FOIA 

6012030564 

0012030001 

80/10/15 

FQIA 


8012030484 

8012030001 

60/10/15 

FOIA 

8012030565 

0012030001 

80/10/15 

FOIA 


8012030455 

0012030001 

80/10/19 

FQIA 

0012030566 

8012030001 

00/10/15 

FOIA 


8012030486 

0012030001 

80/10/15 

27-10 

0Q12O3O967 

0012030001 

60/10/15 

FOIA 


8012030487 

8012030001 

80/10/15 

FQIA 

0012030969 

0012030001 

80/10/15 

FOIA 


8012030483 

60 I 2 030001 

80/10/19 

27-10 

6012030970 

0012030001 

80/10/15 

FOIA 


801203048'? 

6012030001 

80/10/15 

FOIA 

BO 12030571 

0012030001 

80/10/15 

FOIA 


8012030490 

8012030001 

80/10/19 

FQIA 

8012030572 

8012030001 

00/10/15 

FOIA 


8012030491 

8012030001 

80/10/19 

FOIA 

0012030973 

0012030001 

80/10/15 

FOIA 


0012030492 

8012030001 

80/10/15 

FOIA 

8012030574 

0012030001 

00/10/15 

FOIA 


8012030493 

6012030001 

80/10/19 

FOIA 

8012030975 

0012030001 

80/10/15 

FOIA 


8012030494 

6012030001 

80/10/15 

FOIA 

8012030576 

0012030001 

80/10/15 

FOIA 


8012030495 

8012030001 

60/10/19 

27-10 

8012030570 

0012030001 

00/10/15 

FOIA 


8012030497 

8012030001 

80/10/19 

FOIA 

0012030579 

8012030001 

00/10/15 

FOIA 


0012030498 

8012030001 

80/10/15 

FOIA 

0012030900 

8012030001 

00/10/15 

FOIA 


8012030499 

8012030001 

80/10/19 

FOIA 

8012030501 

0012030001 

00/10/15 

FOIA 


8012030300 

8013030001 

00/10/15 

FQIA 

8012030502 

8012030001 

80/10/15 

FOIA 


8012030901 

8012030001 

80/10/15 

FOIA 

0012030904 

0012030001 

00/10/15 

FOIA 


8012030902 

B012030001 

eo/io/15 

FOIA 

8012030595 

0012030001 

80/10/15 

FOIA 


8012030503 

8012030001 

QO/IO/IS 

27-10 

6012030506 

0012030001 

80/10/15 

FOIA 


0012030504 

8012030001 

80/10/19 

FOIA 

8012030587 

0012030001 

80/10/15 

FOIA 


8012030905 

8012030001 

80/10/19 

FQIA 

0012030509 

0012030001 

00/10/15 

FOIA 


8012030506 

8012030001 

80/10/19 

FOIA 

0012030590 

8012030001 

00/10/15 

FOIA 


6012030507 

8012030001 

QO/lO/19 

FOIA 

B012030991 

0012030001 

BO/IO/IS 

FOIA 


601S030508 

8012030001 

80/10/19 

27-10 

6012030593 

0012030001 

80/10/15 

FOIA 


801203050? 

8012030001 

00/10/19 

FOIA 

6012030994 

0012030001 

80/10/15 

FOIA 


8012030510 

8012030001 

80/10/15 

27-10 

0012030999 

0012030001 

80/10/15 

FOIA 


8012030511 

8012030001 

80/ 10/19 

FOIA 

0012030996 

8012030001 

00/10/15 

FQIA 


8012030512 

80 1 2030001 

80/10/19 

FOIA 

6012030597 

0012030001 

00/10/15 

FOIA 


6012030513 

8012030001 

BO/iO/19 

FOIA 

6012030598 

8012030001 

00/10/15 

FOIA 


6012030514 

8012030001 

BO/10/15 

FOIA 

0012030600 

0012030001 

80/10/15 

FQIA 


0012030919 

8012030001 

60/10/19 

FOIA 

8012030601 

0012030001 

80/10/15 

27-10 


8012030916 

0012030001 

80/10/lS 

FOIA 

0012030602 

6012030001 

00/10/15 

FOIA 


8012030517 

8012030001 

80/10/19 

FOIA 

6012030603 

8012030001 

00/10/19 

FOIA 


8012030918 

BO 12030001 

80/10/15 

27-10 

0012030605 

8012030001 

00/10/15 

FOIA 


6012030919 

8012030001 

80/10/15 

FQIA 

0012030606 

0012030001 

00/10/15 

FOIA 


8012030520 

8012030001 

80/10/15 

FOJA 

6012030607 

0012030001 

00/10/15 

FOIA 


8012030921 

8012030001 

80/10/15 

FOIA 

0012030600 

0012030001 

80/10/15 

FOIA 


8012030922 

8012030001 

80/10/lS 

FOIA 

0012030609 

0012030001 

80/10/15 

FOIA 


8012030923 

8012030001 

80/10/15 

FOIA 

0012030611 

0012030001 

80/10/15 

FOIA 


0012030584 

8012030001 

80/10/15 

FOIA 

8012030612 

0012030001 

80/10/19 

FOIA 


BO I 2030929 

801203000-1 

ao/io/is 

FOIA 

8012030614 

0012030001 

00/10/15 

FOIA 


BO 12030326 

8012030001 

00/10/15 

FQIA 

8012030615 

6012030001 

80/10/19 

FOIA 


8012030527 

8012030001 

00/10715 

FOIA 

6012030616 

0012030001 

00/10/15 

FOIA 


8012030928 

801 203000 1 

00/10/15 

FOIA 

0012030610 

8012030001 

00/10/lS 

FOIA 


8012030529 

8012030001 

00/10/15 

FOIA 

0012030619 

0012030001 

00/10/19 

FOIA 


8012030930 

6012030001 

00/10/15 

FOIA 

8012030621 

0012030001 

00/10/13 

FOIA 


8012030531 

8012030001 

GO/tO/19 

FOIA 

6012030622 

0012030001 

80/10/19 

FOIA 


8012030932 

8012030001 

60/10/15 

FOIA 

6012030623 

8012030001 

80/10/13 

FQIA 


8012030533 

8012030001 

80/10/15 

FQIA 

6012030625 

0012030001 

80/10/lS 

FOIA 


8012030934 

8012030001 

80/10/15 

FOIA 

6012030627 

6012030001 

00/10/15 

FOIA 


0012030535 

8012030001 

80/10/15 

FOIA 

a012030<>28 

8012030001 

00/10/15 

FQIA 


8012030536 

8012030001 

80/10/15 

FOIA 

0012030629 

8012030001 

80/10/15 

FOIA 


8012030937 

8012030001 

80/10/19 

FOIA 

0012030631 

0012030001 

80/10/15 

FOIA 


0012030938 

8012030001 

80/10/15 

FOIA 

8012030632 

0012030001 

80/10/15 

FOIA 


801203093? 

8012030001 

00/10/19 

FOIA 

6012030633 

0012030001 

80/10/15 

FOIA 


8012030940 

BOl 2030001 

80/10/19 

FQIA 

0012030635 

0012030001 

80/10/15 

FOIA 


0012030541 

6012030001 

80/10/19 

FOIA 

0012030637 

0012030001 

80/10/19 

FOIA 


8012030942 

8012030001 

80/10/19 

FOIA 

8012030639 

0012030001 

80/10/13 

FOIA 


8012030543 

8012030001 

00/10/19 

FOIA 

0012030640 

8012030001 

ao/io/is 

FOIA 


8012030944 

8012030001 

80/10/15 

FOIA 

0012030641 

0012030639 

80/11/24 

90-368 

8 

0012030545 

8012030001 

60/10/15 

FOIA 

8012030643 

6012030638 

00/11/24 

50-36S 

8 

0012030546 

6012030001 

80/10/19 

FOIA 

0012030644 

0012030001 

00/10/15 

FOIA 


S012030547 

8012030001 

80/10/19 

FOIA 

0012030645 

0012030001 

80/10/15 

FOIA 


8012:030940 

6012030001 

80/10/15 

FOIA 

0012030646 

0012030001 

00/10/15 

FOIA 


6012030549 

8012030001 

80/10/19 

FOIA 

6012030647 

0012030001 

80/10/15 

FOIA 


8012030590 

8012030001 

00/10/15 

FOIA 

0012030640 

0012030001 

80/10/15 

FOIA 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCEGBIQU NURBER 



PRINCIPAL 

DATE 

8U9JECT 

ENCLOSURE 

document 

I88UED 

CATEOQRY 

8012030647 

8012030001 

00/10/15 

FQIA 


80120306S0 

0012030001 

80/10/15 

FOIA 


8012030631 

6012030001 

00/10/15 

FOIA 


8012030633 

8012030001 

80/10/15 

FOIA 


8018030654 

8012030001 

00/10/15 

FOIA 


8013030636 

8012030001 

00/10/15 

FQIA 


8012030657 

8012030001 

80/10/15 

FOIA 


8012030657 

8012030652 

80/11/24 

50-334 

S 

8013030660 

0012030001 

80/10/15 

FOIA 


0012030661 

8012030001 

80/10/15 

FOIA 


8012030662 

8012030001 

80/10/15 

FOIA 


0012030664 

0012030001 

80/10/15 

FOIA 


0018030667 

0012030001 

80/10/13 

FQIA 


0012030668 

0012030001 

80/10/15 

FQIA 


0012030670 

8012030001 

00/10/13 

FOIA 


0012030678 

0012030001 

00/10/15 

FQIA 


8012030673 

0012030001 

00/10/15 

FQIA 


0018030674 

6012030669 

00/11/26 

30-327 

a 

0012030676 

6012030001 

00/10/13 

FOIA 


8012030677 

6012030001 

00/10/13 

FQIA 


8018030678 

0012030001 

00/10/15 

FQIA 


0012030681 

6012030679 

80/12/01 

50-261 

p 

8018030668 

6012030001 

00/10/15 

FQIA 


8018030683 

8012030001 

00/10/15 

FOIA 


BO 12030684 

6012030679 

60/12/01 

30-261 

p 

8018030685 

8012030001 

60/10/13 

FOIA 


8012030603 

8012030001 

60/10/15 

FOIA 


0018030687 

8012030001 

60/10/15 

27-39 


0018030672 

0012030001 

80/10/15 

FOIA 


8012030693 

0012030001 

80/10/15 

FOIA 


8012030696 

8012030001 

80/10/15 

FOIA 


0012030708 

0012030701 

80/11/12 

XPORTLIC 

0012030713 

0012030706 

80/11/10 

90-290 

6 

0012030714 

0012030701 

80/11/12 

XPORTLIC 

0012030717 

0012030709 

80/11/26 

50-280 

8 

0012030719 

0012030701 

80/11/12 

XPORTLIC 

0012030723 

8012030720 

80/12/01 

50-201 

8 

0012030727 

8012030716 

80/12/01 

30-206 

P 

8012030733 

8012030731 

80/12/01 

30-316 

8 

0012030769 

8012030762 

80/11/17 

30-320 

i) 

0012030781 

6012030774 

80/11/16 

50-289 

H 

0012030797 

6012030792 

00/ 11/04 

COMMISSION 

8018030801 

6012030792 

00/11/04 

COMHISaiOM 

8012030003 

8012030792 

80/11/04 

COMMISBIQN 

BO 12030008 

8012030792 

00/11/04 

COMMISSION 

0012030027 

8012030014 

80/11/19 

50-320 

U 

8012030033 

8012030001 

80/10/15 

27-10 


8012030854 

0012030819 

80/11/19 

50-10 

P 

8018030056 

8012030053 

60/10/27 

50-320 

M 

801203005? 

0012030050 

80/11/10 

Niac 


8012030063 

0012030058 

80/10/30 

71-9769 

0012030077 

0012030075 

80/11/17 

REVIEW 

ORP 

8012030079 

0012030075 

80/11/17 

REVIEW 

ORP 

8012030002 

8012030074 

80/11/21 

FOIA 


8012030003 

0012030075 

80/U/17 

REVIEW 

ORP 

8012030804 

0012030072 

80/11/19 

50-213 

F 

8012030005 

0012030075 

80/11/17 

REVIEW 

ORP 

8012030009 

0012030072 

80/11/19 

50-213 

F 

8012030090 

0012030075 

80/11/17 

REVIEW 

GRP 

8012030905 

0012030902 

80/10/28 

REVIEW 

ORP 

8012030910 

0012030902 

80/10/28 

REVIEW 

ORP 

8012030925 

0012030917 

80/10/30 

REVIEW 

ORP 

8012030927 

0012030917 

80/10/30 

REVIEW 

ORP 

8012030920 

8012030924 

80/09/23 

REVIEW 

ORP 

8012030930 

0012030917 

80/10/30 

REVIEW 

ORP 

6012040022 

0012040008 

80/11/14 

30-369 

H 

8012040023 

0012040013 

BO/lO/20 

QA999 


801204003? 

0012040032 

80/10/24 

30-490 

0 

8012040064 

8012040057 

00/11/20 

30-295 

0 

8012040060 

0012040057 

80/11/20 

30-295 

Q 

0012040000 

0012040065 

00/12/03 

30-249 

F 

0012040100 

6012040093 

80/09/26 

50-346 

Q 

0012040115 

0012040093 

00/09/26 

50-346 

Q 

8012040HO 

0012040133 

80/11/14 

CONTRACT 

0012040155 

0012040065 

00/12/03 

30-245 

F 

0012040173 

8012040162 

00/11/06 

50-974 

A 

0012040176 

6012040168 

80/ll/IB 

30-320 

K 

0012040179 

8012040166 

80/10/14 

70-1308 

0012040191 

8012040162 

80/11/06 

50-574 

A 

0012040205 

8012040162 

00/11/06 

50-219 

0 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

6UQJECT 

CATEGORY 

6012040237 

801S040236 

ao/ii/17 

TDPREP 


8012040247 

8012040236 

BO/lt/21 

S0-4&1 

Q 

B012040257 

6012040255 

00/(0/31 

50-331 

0 

8012040263 

8012040255 

00/10/31 

30-331 

Q 

8012040284 

8012040274 

00/U/lB 

30-295 

Q 

8012040296 

6012040256 

00/11/17 

50-437 

H 

8012040302 

6012040299 

00/11/20 

90-305 

Q 

8012040303 

6012040296 

BO/ll/lB 

30-403 

Q 

0012040309 

60L2040306 

00/12/01 

30-280 

R 

8012040310 

0012040305 

80/10/29 

30-397 

Q 

6012040316 

0012040313 

80/ 1 0/24 

30-206 

Q 

6012040319 

6012040313 

80/10/24 

30-206 

Q 

6012040325 

6012040320 

80/11/06 

30-3 1 5 

P 

6012040329 

8012040323 

80/10/27 

30-361 

Q 

8012040330 

8012040324 

60/11/21 

tOCFR 


8012040333 

8012040270 

80/11/14 

30-10 

8 

6012040337 

0012040324 

80/U/21 

lOCFR 


6012040339 

9012040336 

80/10/23 

30-312 

Q 

6012040342 

8012040324 

80/11/21 

lOCFR 


B01204D347 

0012040343 

00/11/20 

30-546 

0 

6012040349 

8012040324 

80/11/21 

lOCFR 


6012040349 

8012040334 

80/11/05 

PR 


8012040353 

8012040353 

80/11/14 

30-282 

P 

0012040364 

8012040353 

00/11/14 

30-202 

P 

8012040369 

8012040353 

00/11/14 

30-202 

P 

8012040377 

8012040374 

SO/ll/12 

CONTRACT 


6012040399 

8012040385 

80/12/01 

30-346 

8 

8012040396 

BO 1 2040392 

80/12/01 

30-327 

6 

6012040377 

0012040393 

60/12/01 

30-277 

P 

6012040399 

8012040391 

BO/12/03 

30-327 

F 

6012040407 

6012040404 

00/12/02 

30-267 

P 

6012040410 

8012040362 

63/10/16 

30-201 

R 

6012040496 

8012040431 

83/11/26 

30-373 

A 

6012040492 

8012040433 

83/10/20 

70-734 


6012040933 

8012040524 

83/10/02 

70-1062 


6012040967 

8012040961 

83/11/24 

30-320 

T 

0012040990 

8012040575 

83/11/17* 

71-6679 


6012040992 

8012040577 

83/10/29 

50-220 

0 

6012040996 

801204059? 

83/11/14 

30-3 1 5 

F 

6012040627 

8012040619 

83/11/13 

CONTRACT 


6012040672 

6012040669 

83/11/20 

30-483 

0 

6012040679 

8012040677 

83/09/26 

30-309 

0 

6012040696 

8012040692 

83/10/24 

30-341 

0 

6012040696 

8012040671 

83/10/02 

50-316 

Q 

6012040704 

8012040731 

80/12/01 

30-3 

F 

6012040710 

601204070L 

80/12/01 

30-3 

F 

6012030002 

8012050001 

80/10/17 

ORO 


0012050003 

9012050001 

60/10/17 

ORO 


0012050009 

6012050001 

03/10/17 

DRO 


0012050056 

0012050039 

83/11/07 

8tJt« Prog 

8012050061 

6012050353 

00/11/14 

8ECY 


6012030066 

6012050353 

90/11/14 

SECY 


6012030073 

8012050353 

90/11/14 

BECY 


6012030133 

6012050124 

90/11/12 

71-35 


6012050151 

8012050149 

60/12/03 

30-70 

P 

9012030217 

6012050213 

90/10/17 

71-5362 


9012050225 

6012050213 

90/10/17 

71-5362 


9012050276 

SO 12050275 

93/12/02 

50-261 

P 

B0C20S0302 

6012050290 

90/11/26 

SO-369 

A 

8012050314 

6012050270 

90/11/26 

50-369 

A 

6012050370. 

6012050364 

90/12/02 

50-280 

S 

9012050379 

6012050364 

80/12/02 

50-280 

S 

9012050395 

B 01205 0392 

80/11/26 

50-272 

6 

8012050398 

&012053390 

90/12/01 

50-2? 

6 

9012050403 

0012053400 

80/1 1/2& 

50-466 

0 

9012050406 

9012050400 

90/11/26 

50-466 

0 

0012050407 

9012050402 

90/11/29 

50-334 

3 

9012050416 

S0120S04I3 

90/11/29 

50-334 

9 

9012050419 

9012050400 

aO/lt /26 

50-267 

8 

6012050429 

9012050422 

90/12/02 

50-261 

8 

9012050444 

9012050431 

90/12/02 

30-333 

8 

6012050470 

9012050452 

00/11/26 

30-335 

9 

8012090474 

9012053462 

00/ 11/26 

Pft 


9012050485 

9012053462 

80/11/28 

P« 


9012050469 

9012050482 

60/11/26 

PAOJ 


6012050492 

9012053482 

00/11/29 

PRQJ 


9012050493 

9012050462 

80/11/20 

PR 


9012050496 

9012050462 

60/11/26 

PROJ 


9012050923 

9012050517 

60/11/26 

30-313 

R 

9012050530 

9012050501 

00/11/06 

50-320 

P 
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ACGEaSIQM NUMBER ACCESSION NUMQER 



PRINCIPAt 

DATE 
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PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOOny 

eolsososas 

8012090901 

eo/ti /06 

90-320 

P 

6012080439 

8012080436 

00/11/26 

90-334 

8 

BOLSOSOS^O 

0012090936 

80/12/01 

90-450 

F 

8012080440 

8012080006 

00/12/01 

50-443 

F 

B01203094S 

6012090936 

80/12/01 

30-459 

F 

6012080490 

8012080444 

80/11/28 

90-247 

8 

80(2030994 

6012050964 

80/10/01 

70-2936 


8012090459 

80120B0455 

00/12/03 

90-333 

8 

B 01 2030631 

BOl 2090627 

80/11/19 

KPORTLIC 

6012060464 

8012080460 

00/12/03 

90-235 

P 

8012030642 

8012090633 

80/12/01 

50-266 

F 

6012080482 

8012080479 

80/12/03 

90-261 

P 

8012030631 

8012090633 

80/12/01 

30-266 

F 

9012080497 

80120B0495 

00/12/02 

30-184 

P 

8012090007 

80120SOD06 

80/12/01 

30-443 

F 

6012080491 

8012080485 

80/12/02 

90-184 

P 

8012080012 

6012080006 

80/12/01 

30-443 

F 

6012080495 

8012080489 

80/11/26 

50-409 

P 

8012080034 

8012080026 

80/ 11/20 

71-399 


6012080498 

8012080496 

80/ 11/ 19 

CONTRACT 


9012080039 

6012080027 

80/10/30 

50-494 

Q 

9012080503 

8012080501 

80/11/29 

CON IR ACT 


BOl 2080049 

BO 120 8004 9 

co/oa/oi 

50-443 

0 

8012080509 

8012080504 

80/11/26 

CONTRACT 


8012080033 

6012080040 

80/11/13 

50-298 

P 

9012080910 

8012080508 

80/12/03 

90-170 

R 

SOI 2080039 

6012080040 

80/11/13 

50-298 

P 

9013080912 

8012080508 

80/12/03 

90-170 

R 

8012080060 

8012080049 

80/08/01 

50-443 

8 

9012060516 

8012080612 

80/12/01 

70-2909 


8012080082 

6012080072 

80/10/22 

50-436 

Q 

9012080522 

8012080612 

80/12/01 

70-2909 


8012080099 

6012080089 

60/11/12 

50-237 

P 

BO 12080523 

8012080520 

80/12/05 

50-338 

K 

8012080099 

6012080092 

80/10/09 

50-244 

Q 

0012080329 

8012080525 

80/12/04 

90-255 

P 

8012080102 

0012000089 

80/11/12 

50-237 

P 

9012080530 

8012080527 

80/11/13 

50-213 

0 

8012080104 

8012080097 

BO/11/23 

XPORTtrC 


9012080537 

B0120BOS33 

00/10/29 

50-10 

0 

8012080106 

8012080089 

60/11/12 

50-237 

P 

9012080538 

80120B0535 

ao/n/17 

50-302 

p 

8012080119 

6012080108 

90/10/ lO 

90-387 

Q 

9012080544 

8012080535 

00/11/17 

90-302 

p 

6012080118 

8012080103 

80/L2/02 

FOIA 


9012080550 

8012080545 

80/12/01 

50-327 

F 

8012090122 

6012080116 

80/10/28 

50-272 

0 

8012080591 

8012080535 

00/11/17 

50-302 

P 

6012080129 

6012080120 

ao/to/oa 

50-387 

Q 

0012090^55 

8012080539 

80/11/17 

50-302 

P 

8012080131 

8012080116 

80/10/29 

50-272 

Q 

6012080556 

8012080945 

eo/ 12 /oi 

50-327 

F 

8012080169 

8012080161 

00/11/26 

paiA 


6012080563 

8012080545 

80/12/01 

50-327 

F 

8012080174 

8012080161 

60/11/26 

FOIA 


6012080573 

8012080377 

80/11/17 

50-293 

P 

8012080179 

8012080161 

60/11/26 

FOIA 


6012080578 

8012080377 

80/11/17 

90-293 

P 

6012080183 

6012080161 

eo/ti /26 

FOIA 


6012080582 

8012080377 

80/11/17 

50-293 

P 

8012080186 

8012080116 

aO/10/28 

90-272 

Q 

8012080593 

8012080587 

80/11/10 

SO-3 

P 

8012080189 

B0I20B0116 

80/10/28 

50-272 

Q 

6012080596 

8012080587 

80/H/lB 

50-3 

P 

8012080199 

8012080116 

80/ 1 0/28 

50-272 

Q 

6012080602 

8012080571 

80/11/13 

CONTRACT 


8012080220 

8012080213 

80/12/09 

90-250 

F 

6012080606 

8012080592 

80/11/26 

50-416 

F 

8012080229 

8012080213 

90/12/05 

50-290 

F 

8012080619 

8012080592 

80/11/26 

90-416 

F 

8012080234 

8012080229 

60/ 11/21 

50-250 

Q 

8012080620 

B012080S9S 

80/ 1 1 /26 

90-416 

F 

8012080244 

8012080238 

80/11/25 

QA999 


8012080623 

8012080585 

80/11/29 

CONTRACT 


60 18080290 

8012080238 

80/11/25 

QA999 


8012080630 

0012080627 

00/11/14 

90-199 

F 

8012080294 

8012080238 

80/11/23 

aA999 


80120B0631 

8012080626 

80/11/18 

71-5997 


6012080296 

8012080252 

80/10/17 

QA999 


8012080635 

B0120B0592 

80/11/26 

90-416 

F 

8012080897 

8012080239 

60/11/29 

0A999 


6012080641 

8012080636 

80/11/28 

CONTRACT 


8012060260 

BOl 2080236 

80/11/25 

0A999 


6012080646 

0012080392 

80/11/26 

50-416 

F 

8012060269 

8012080238 

60/11/25 

0A999 


6012080649 

8012080645 

80/11/14 

90-369 

Q 

8012080267 

8012060263 

80/11/17 

0A999 


8012080696 

8012080645 

80/11/14 

90-369 

a 

6012080268 

8012080238 

60/11/25 

aA999 


8012080664 

8012080661 

80/11/07 

40-1341 


80 18080272 

8012060263 

80/11/17 

QA999 


8012080668 

0012080660 

80/11/25 

30-518 

0 

6012080275 

8012080263 

90/11/17 

QA^99 


8012080678 

8012080660 

80/11/25 

90-910 

Q 

6012080282 

8012060263 

00/11/17 

0A999 


8012080679 

8012080653 

80/10/17 

40-1341 


8012060266 

80 1 2080279 

60/10/30 

90-454 

0 

8012080684 

8012080660 

80/11/25 

90-910 

Q 

8012080291 

8012060267 

90/11/19 

QA999 


8012080695 

8012080660 

80/11/25 

90-518 

Q 

8012080299 

8012080290 

90/11/12 

90-260 

P 

8012000721 

0012080713 

80/11/28 

90-416 

F 

6012080297 

8012060297 

90/11/19 

QA999 


8012080727 

8012080713 

80/11/28 

50-416 

F 

6012080300 

8012060297 

90/11/19 

QA999 


8012000735 

8012080720 

80/10/30 

40-8106 


6012080301 

6012060290 

90/11/12 

90-260 

P 

0012080742 

8012080720 

80/10/30 

40-0106 


6012080306 

BO 1 2060290 

00/11/12 

30-260 

P 

8012080757 

8012080720 

80/10/30 

40-8106 


8012060307 

8012060287 

00/11/19 

QA999 


8012080770 

8012080765 

80/11/19 

BECY 


8012060322 

6012080313 

00/11/10 

50-271 

P 

0012080774 

8012080767 

00/09/29 

70-794 


8012060323 

6012060319 

00/12/02 

90-292 

P 

8012080778 

8012080765 

00/11/19 

8ECY 


6012080326 

6012080313 

80/11/10 

50-271 

P 

0012080779 

80120B0767 

00/09/29 

70-794 


8012080329 

8012080319 

00/12/02 

90-292 

P 

8012080793 

8012080791 

00/10/15 

70-33 


8012080331 

8012060313 

ao/ii/io 

90-271 

P 

8012080798 

8012080788 

80/10/01 

40-0084 


8012080336 

8012090320 

80/1 1 /2i 

50-492 

A 

6012080809 

8012080800 

80/11/17 

XPORTLIC 


8012080347 

8012060342 

80/11/28 

50-313 

0 

8012080812 

8012080807 

80/11/13 

CONTRACT 


8012080387 

8012060354 

80/12/03 

90-295 

P 

6012080819 

8012080917 

80/10/17 

71-399 


8012080360 

6012080353 

80/12/{U 

50-263 

F 

8012080822 

9012080816 

80/12/03 

90-320 

H 

8012080363 

6012080359 

80/10730 

50-387 

0 

6012080825 

8012080823 

80/10/03 

40-8084 


8012080364 

8012080353 

60/12/01 

50-263 

F 

8012080834 

8012080829 

80/10/23 

90-313 

Q 

8012080369 

6012060362 

00/12/03 

50-199 

P 

8012090011 

8012090005 

80/11/20 

90-275 

H 

8012080369 

6012060359 

80/10/30 

50-387 

0 

8012090018 

8012090016 

80/11/22 

NUREO 


8012060370 

8012060359 

80/10/30 

90-387 

8 

8012090026 

8012090023 

80/11/25 

MI8C 


8012060378 

8012080359 

80/10/30 

50-387 

0 

8012090029 

8012090022 

80/11/05 

90-206 

0 

8012060390 

6012090384 

80/10/28 

90-387 

0 

8012090031 

8012090025 

80/11/21 

50-124 

P 

8012080393 

6012090364 

80/10/26 

90-387 

0 

8012090032 

8012090028 

80/11/26 

□RO 


8012060399 

8012090389 

80/11/13 

90-299 

P 

8012090035 

8012090025 

80/11/21 

50-124 

P 

8012080396 

6012080384 

60/10/29 

50-367 

0 

6012090036 

8012090034 

80/11/13 

50-279 

Q 

8012080403 

60120Q03G9 

60/11/13 

90-2‘^a 

p 

0012090045 

8012090039 

80/10/03 

90-294 

Q 

8012080406 

8012090384 

80/10/28 

33-387 

8 

8012090050 

8012090048 

80/11/12 

QA999 


801:2080417 

8012090409 

80/12/01 

90-293 

B 

9012090091 

8012090048 

80/11/12 

QA999 


8012080430 

4012090423 

80/11/29 

50-327 

8 

8012090054 

8012090048 

80/11/12 

QA999 


6012090439 

8012090416 

80/11/20 

90-279 

K 

8012090057 

8012090048 

80/11/12 

QA999 
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PRINCIPAL 
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DATE 
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CATEOORV 

S0120900S9 

0012090048 

80/11/12 

QA999 


0012090062 

8012090048 

00/11/12 

QA999 


601209006S 

8012090048 

80/11/12 

0A999 


S012090074 

0012090070 

80/10/23 

50-29 

8 

0012090076 

8012090070 

80/10/23 

30-29 

0 

B012090077 

8012090067 

00/10/29 

70-135 


6012090001 

0012090070 

80/10/23 

30-29 

0 

0012090003 

0012090067 

00/10/29 

70-133 


6012090004 

0012090070 

00/10/23 

50-29 

0 

8012090090 

0012090087 

00/10/31 

50-344 

a 

6012090093 

8012090067 

80/10/27 

70-133 


0012090090 

8012090007 

00/10/31 

50-344 

Q 

6012090110 

0012090106 

80/11/19 

50-313 

p 

8012090113 

8012090107 

80/12/08 

50-348 

F 

6012090113 

8012090106 

90/11/19 

50-313 

p 

6012090110 

8012090107 

80/12/00 

50-348 

F 

6012090119 

8012090107 

80/12/08 

30-348 

F 

6012090123 

8012090107 

80/ 12 /OB 

30-348 

F 

6012090130 

0012090107 

80/12/08 

50-348 

F 

8012090142 

8012090133 

80/11/25 

30-438 

Q 

6012090143 

8012090137 

80/10/15 

70-1237 


0012090143 

8012090138 

80/10/24 

50-440 

Q 

8012090146 

801209013^ 

80/11/25 

50-438 

0 

8012090132 

8012090133 

80/11/25 

30-438 

Q 

6012090133 

0012090149 

80/10/28 

30-333 

G 

6012090136 

0012090133 

80/11/23 

50-438 

Q 

6012090150 

0012070149 

80/10/28 

30-333 

Q 

8012090163 

6012090149 

80/10/28 

30-333 

0 

8012090163 

0012090162 

80/11/25 

70-1151 


6012090167 

8012090149 

80/10/28 

30-333 

0 

8012090169 

8012090162 

80/11/23 

70-1151 


0012090176 

8012090162 

80/11/25 

70-1131 


6012090183 

6012090162 

00/11/23 

70-1151 


8012090193 

8012090190 

00/12/01 

30-271 

P 

0012090197 

8012090191 

00/10/23 

30-393 

0 

6012090210 

6012090201 

80/10/21 

50-261 

Q 

BOl 20902 12 

0012090211 

80/12/03 

50-302 

P 

6012090214 

8012090202 

80/12/00 

50-361 

A 

0012090217 

8012090213 

80/12/08 

50-344 

P 

0012090219 

8012090216 

00/10/24 

50-395 

0 

0012090223 

8012090220 

80/12/03 

50-302 

P 

8012090228 

6012070222 

80/10/21 

50-261 

Q 

0012090232 

8012090224 

80/10/30 

50-443 

0 

6012090237 

8012090224 

80/10/30 

50-443 

Q 

6012090240 

8012090224 

00/10/30 

50-443 

Q 

6012090242 

8012090224 

80/10/30 

50-443 

a 

0012090231 

8012090247 

80/10/28 

70-820 


6012090233 

8012090247 

80/10/28 

70-020 


6012090234 

8012090247 

80/10/28 

70-820 


BOl 2090250 

8012070247 

80/10/28 

70-020 


0012090263 

8012090263 

60/12/03 

50-430 

0 

6012090266 

8012090264 

eo/11/21 

COMMISSrON 

0012090280 

8012090270 

80/12/01 

50-244 

Q 

6012090282 

0012090201 

00/12/02 

50-247 

P 

6012090287 

0012090286 

80/12/04 

50-275 

0 

6012090291 

0012090277 

00/12/04 

50-318 

p 

6012090293 

0012090292 

80/12/05 

50-29 

B 

0012090296 

8012090294 

00/12/01 

50-331 

0 

0012090290 

0012090297 

00/12/05 

50-463 

0 

6012090302 

8012090293 

80/12/01 

50-397 

F 

6012090304 

8012090301 

80/12/05 

50-29 

8 

6012090308 

9012090293 

00/12/01 

30-397 

F 

6012090312 

8012090311 

80/12/05 

50-327 

P 

8012090314 

0012090306 

00/11/25 

50-301 

6 

8012090319 

0012090313 

BO/12/04 

50-330 

a 

8012090321 

8012090318 

00/11/lt 

50-331 

p 

8012090331 

8012090330 

00/12/04 

50-330 

a 

8012090356 

8012090332 

00/12/03 

50-324 

a 

8012090338 

0012090355 

80/12/02 

50-327 

8 

8012090364 

8012090361 

80/12/03 

50-213 

a 

0012090363 

8012090362 

00/12/04 

50-338 

a 

8012090368 

8012090366 

80/12/03 

50-409 

8 

0012090377 

8012090371 

80/12/02 

50-366 

8 

8012090381 

8012090376 

80/12/03 

50-262 

a 

8012090384 

8012090379 

80/12/02 

30-321 

8 

8012090387 

8012090380 

80/12/02 

50-346 

6 

8012090392 

8012090389 

80/12/01 

50-334 

S 

8012090394 

8012090383 

60/11/26 

30-320 

8 

801209039S 

8012090388 

80/12/02 

50-360 

8 

8012090397 

8012090393 

80/11/10 

50-409 

P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

aUOJECT 

CATEGORY 

8012090390 

8012090390 

00/12/03 

50-312 

8 

8012090402 

8012090396 

00/12/03 

50-306 

S 

■B01209040B 

8012090401 

00/12/03 

50-338 

B 

8012090409 

8012070405 

90/12/03 

30-261 

P 

8012070413 

8012090406 

00/11/10 

COI^NISGION 

80120904 16 

8012090407 

60/11/20 

50-269 

8 

6012090422 

0012090406 

00/11/10 

C0MNIE8IQN 

8012070426 

0012090419 

60/12/05 

50-155 

P 

Q01207042S 

□012090420 

60/12/03 

30-368 

8 

80120904S9 

0012090419 

00/12/05 

50-193 

P 

8012070434 

8012090423 

00/12/05 

30-29 

F 

8012070443 

0012090423 

00/12/05 

30-29 

P 

8012090444 

0012090433 

00/11/26 

50-304 

8 

6012090445 

0012090431 

00/11/25 

30-313 

8 

8012070448 

8012090423 

80/12/05 

30-29 

P 

8012070452 

8012090446 

80/11/24 

50-269 

8 

8012070458 

8012090451 

80/11/24 

90-269 

8 

8012070462 

0012090487 

80/12/05 

50-261 

8 

8012090463 

0012090453 

80/12/03 

30-369 

8 

0012070470 

0012090464 

80/11/26 

30-277 

8 

6012070471 

0012090466 

80/12/02 

30-219 

6 

6012070473 

0012090461 

80/11/26 

30-299 

a 

6012070474 

0012090460 

80/11/23 

90-155 

F 

0012070510 

0012090503 

80/10/22 

30-416 

Q 

8012070517 

0012090513 

80/10/22 

50-321 

Q 

8012070524 

8012090520 

80/10/23 

30-424 

Q 

8012070345 

8012090540 

80/10/09 

30-272 

Q 

8012070567 

0012090554 

80/12/01 

CONTRACT 


8012090573 

0012090570 

80/12/01 

CONTRACT 


8012100007 

8012100004 

80/12/03 

CONTRACT 


8012100022 

0012100017 

80/12/01 

CONTRACT 


0012100053 

8012100045 

80/11/14 

PR 


8012100056 

8012100051 

80/11/17 

90-312 

0 

0012100060 

8012100054 

80/11/18 

PR 


8012100073 

0012100065 

80/11/25 

30-313 

P 

8012100083 

8012100077 

80/10/20 

30-334 

Q 

8012100007 

S012100077 

80/10/20 

30-334 

Q 

8012100090 

6012100077 

80/10/20 

90-034 

Q 

8012100074 

6012100077 

B0/l0/{20 

90-334 

Q 

8012100076 

0012100077 

80/10/20 

.90-334 

Q 

8012100102 

0012100077 

80/10/20 

90-334 

0 

8012100110 

Q012100106 

80/11/17 

40-8064 


B012100U6 

6012100106 

80/11/17 

40-8064 


8012100121 

8012100100 

eo/u/26 

90-220 

Q 

8012100125 

8012100100 , 

, Gq/n/26 

90-220 

Q 

8012100131 

8012100123 

00/11/30 

NUREO 


8012100134 

8012100128 

80/11/03 

50-344 

Q 

8012100147 

8012100140 

00/11/07 

30-361 

0 

8012100171 

8012100161 

80/12/01 

90-142 

0 

8012100176 

8012100167 

80/09/25 

90-139 

Q 

8012100107 

8012100183 

00/12/03 

CaNTRACT 


8012100209 

8012100202 

eo/u/14 

CONTRACT 


801210022? 

8012100224 

80/12/05 

90-333 

Q 

8012100234 

0012100227 

80/10/23 

70-1143 


8012100241 

8012100227 

00/10/23 

70-1143 


B012100247 

8012100227 

00/10/23 

70-1143 


8012100264 

6012100256 

80/10/24 

70-020 


8012100273 

8012100236 

80/10/24 

70-020 


8012100277 

8012100236 

80/10/24 

70-820 


8012100260 

8012100256 

80/10/24 

70-020 


8012100286 

0012100256 

00/10/24 

70-820 


6012100320 

8012100324 

80/12/05 

90-303 

R 

8012100337 

8012100332 

80/12/03 

90-267 

R 

8012100392 

8012100380 

80/10/01 

90-307 

Q 

6012100407 

8012100404 

00/09/ le 

50-335 

a 

8012100417 

8012100412 

00/11/23 

CONTRACT 


8012100423 

0012100420 

80/11/20 

CONTRACT 


8012100432 

8012100430 

80/11/05 

50-155 

0 

8012100445 

8012100444 

80/12/04 

50-267 

p 

8012100452 

0012100449 

80/11/19 

50-325 

8 

8012100495 

8012100453 

80/12/04 

90-324 

6 

8012100458 

8012100431 

80/12/04 

90-320 

P 

0012100459 

0012100456 

80/12/04 

90-324 

0 

8012100463 

8012100462 

80/11/25 

90-334 

0 

8012100469 

8012100466 

80/12/05 

90-270 

0 

8012100471 

8012100464 

80/12/05 

90-463 

0 

80 12100475 

8012100472 

00/12/02 

90-220 

6 

0012100479 

0012100476 

80/09/15 

90-339 

0 

80121004B1 

0012100477 

00/11/24 

90-220 

6 

8012100484 

8012100480 

80/ t 1/21 

50-289 

8 


469 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


460 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATECQfty 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUDJECT 

CATE(J0R7 

BOl 2100-491 

8012100485 

00/ 12/05 

50-267 

3 

0012110379 

6012110356 

80/11/19 

71-3796 


BO 12100499 

0012100490 

80/11/26 

50-278 

S 

8012110381 

6012110376 

80/11/26 

30-596 

A 

BOl 2100501 

0012100497 

80/12/03 

50-239 

a 

6012110362 

6012110373 

60/11/26 

CONTRACT 


B01210050& 

8012100497 

BO/ia/03 

30-239 

8 

6012110391 

6012110356 

80/11/19 

71-3796 


BO 12100509 

80121 00503 

80/12/03 

50-267 

a 

0012110393 

6012110378 

80/12/05 

50-201 

S 

6012100510 

6012100497 

80/12/03 

50-259 

s 

6012110398 

6012110376 

80/12/03 

30-281 

B 

B01?100S12 

6012100497 

80/12/03 

50-259 

a 

6012110409 

60121 10403 

60/12/03 

30-272 

6 

6012100520 

8012100516 

80/08/08 

30-348 

a 

6012110417 

6012110410 

80/12/03 

50-289 

0 

601^100521 

6012100515 

80/12/03 

50-267 

a 

8012110439 

6012110435 

80/11/10 

30-206 

P 

B01:2100S26 

8012100519 

00/12/04 

50-348 

a 

6012110445 

6012110438 

80/12/03 

FOIA 


8012100528 

8012100322 

80/09/11 

50-335 

8 

6012110432 

6012110439 

80/12/05 

FOIA 


6012100534 

0012100523 

80/12/03 

50-260 

8 

6012110460 

B012U0438 

00/12/05 

FOIA 


RO 12 100535 

0012100529 

00/11/20 

50-409 

a 

8012110461 

6012110454 

00/11/24 

50-320 

T 

6012100537 

0012100524 

00/12/05 

50-267 

8 

8012110463 

6012110439 

00/12/03 

FOIA 


6012100538 

001210(^532 

80/09/12 

50-335 

s 

6012110471 

6012110438 

80/12/05 

FOIA 


6012100539 

6012100536 

80/12/09 

50-361 

A 

6012110470 

6012110467 

00/12/01 

70-143 


6012100540 

6012100530 

BO/U/28 

50-409 

3 

6012110481 

6012110467 

80/12/01 

70-143 


e012100542 

6012100536 

80/12/09 

50-361 

A 

6012110464 

0012110467 

00/12/01 

70-143 


6012100547 

6012100530 

80/11/28 

50-409 

B 

6012110468 

6012110467 

80/12/01 

70-143 


BO 12100550 

B012IC0344 

80/11/03 

50-445 

0 

6012110502 

6012110500 

80/12/08 

30-320 

T 

6012100557 

8012100533 

80/12/01 

50-319 

s 

0012110306 

8012110304 

80/10/00 

71-400 


6012i005&0 

0012100555 

80/12/04 

50-368 

a 

801211050B 

8012110304 

80/10/00 

71-400 


8012100562 

0012100556 

00/12/04 

50-364 

6 

9012110327 

0012110523 

80/11/26 

CONTRACT 


8012100565 

8012100539 

00/12/03 

50-317 

8 

6012110520 

6012110324 

80/12/04 

70- 1 43 


8012100566 

0012100561 

80/12/03 

50-317 

a 

0012110530 

6012110526 

80/12/02 

30-275 

A 

8012100570 

0012100363 

00/11/24 

50-339 

a 

8012110332 

6012110529 

80/11/26 

30-321 

Q 

8012100372 

0012100367 

00/12/04 

50-324 

8 

0012110933 

0012110526 

80/12/02 

50-275 

A 

6012100576 

6012100373 

80/12/01 

50-293 

a 

0012110334 

0012110529 

80/11/26 

50-321 

Q 

6012100562 

8012100379 

80/12/02 

50-295 

Q 

0012110537 

0012110529 

80/11/26 

50-321 

0 

8012100591 

6012100309 

BO/n/04 

50-10 

Q 

8012U053B 

8012110535 

80/12/03 

FOIA 


8012100597 

8012100569 

80/ 1 1 /04 

50-10 

Q 

8012110339 

6012110329 

80/11/26 

50-321 

Q 

0012100635 

8012100632 

80/12/02 

50-331 

F 

8012110560 

6012110356 

80/12/03 

30-309 

S 

6012100666 

8012100664 

80/11/26 

50-320 

U 

8012110391 

4012110556 

80/12/05 

50-389 

8 

8012100672 

0012100669 

80/10/30 

71-9147 


8012110594 

8012110589 

00/10/00 

50-322 

Q 

8012100676 

0012100670 

80/11/28 

70-143 


8012110597 

6012110589 

80/10/00 

30-322 

Q 

8012100680 

8012100670 

80/ i 1 /2a 

70-143 


6012110603 

6012110598 

80/10/06 

50-410 

Q 

8012100684 

8012100602 

80/11/20 

50-286 

0 

6012110607 

6012110603 

80/10/07 

50-307 

0 

6012100666 

8012100670 

80/11/28 

70-143 


6012110600 

0012110602 

80/12/01 

30-10 

Q 

8012110011 

0012110006 

00/10/23 

50-461 

a 

6012110609 

0012110574 

80/10/28 

CONTRACT 


8012110015 

0012110008 

80/11/14 

50-226 

p 

0012110618 

8012110613 

80/11/12 

50-413 

0 

0012110016 

0012110006 

80/10/23 

50-461 

a 

6012110620 

8012110614 

80/11/03 

50-348 

Q 

0012110024 

8012110020 

80/11/12 

XPORTLIC 


6012110623 

8012110613 

80/11/12 

50-413 

Q 

6012110043 

8012U0036 

80/11/24 

COKMiaaiON 

6012110629 

0012110626 

80/11/03 

30-250 

0 

BO 121 10046 

8012110041 

80/10/21 

50-440 

0 

6012110630 

0012010621 

80/11/25 

SO-403 

a 

GD121 10049 

8012110041 

80/10/21 

50-440 

Q 

0012110635 

0012110626 

00/10/00 

70-1426 


6012110033 

0012110040 

80/11/12 

CONTRACT 


6012110637 

0012110633 

00/10/30 

50-393 

Q 

BD12110079 

0012110074 

80/10/10 

50-412 

Q 

6012110645 

0012110641 

00/11/05 

50-282 

Q 

8012110090 

00121 10082 

80/ 10/07 

50-219 

Q 

8012110646 

8012110636 

80/10/30 

50-341 

0 

8012110106 

0012110100 

80/11/28 

70-1237 


6012110636 

00121 10643 

80/11/20 

FOIA 


80121101 10 

00121 10104 

00/10/21 

50-338 

Q 

6012110662 

0012110643 

80/11/20 

FOIA 


6012110124 

8012110117 

80/10/22 

50-315 

0 

6012110667 

0012110656 

80/11/25 

50-482 

A 

8012110133 

8012110127 

80/11/23 

30-261 

0 

8012110668 

00121 10643 

80/11/20 

FOIA 


80IS110137 

8012110127 

80/11/25 

30-261 

0 

6012110670 

0012110659 

80/12/05 

50-395 

A 

0012110141 

8012110127 

80/11/23 

30-261 

o 

6012110673 

8012110659 

80/12/05 

50-395 

A 

0012110144 

8012110127 

80/11/25 

30-261 

8 

6012110676 

00121 10666 

80/11/24 

50-413 

0 

0012110157 

8012110140 

80/12/03 

FOIA 


6012110670 

6012110643 

60/ 11/20 

FOIA 


0012110158 

8012110152 

80/10/07 

70-1143 


8012110681 

8012110674 

80/11/21 

CONTRACT 


0012110161 

0012110150 

BO/U/19 

COhMlBSlOM 

0012110662 

6012110659 

00/12/03 

50-395 

A 

8012110164 

00121 10140 

80/12/03 

FOIA 


8012110683 

6012110643 

80/11/20 

FOIA 


8012110167 

80121 lOlSO 

80/11/19 

COMMISSION 

8012110664 

0012110666 

80/ 11/24 

50-413 

0 

6012110171 

0012110163 

80/10/07 

70-33 


6012110686 

6012110659 

80/12/03 

50-395 

A 

6012110213 

00121 10207 

80/1 1/ie 

30-340 

0 

8012110689 

6012110643 

80/11/20 

FOIA 


B01211021B 

60121 10200 

80/11/26 

FOIA 


6012110692 

0012110643 

00/11/20 

FOIA 


8012110222 

00121 10207 

80/11/18 

30-340 

0 

6012110696 

0012110698 

80/10/24 

CONTRACT 


00121 102S5 

0012110200 

80/ 1 I /26 

FOIA 


60121 1070P 

0012110643 

80/11/20 

FOIA 


6012110231 

00121 10200 

80/11/26 

FOIA 


6012110703 

0012110693 

80/ 11/05 

30-331 

0 

6012110236 

00121 10200 

80/11/26 

FOIA 


6012110707 

8012110643 

00/11/20 

FOIA 


8012110239 

0012110229 

00/11/28 

50-416 

Q 

0012110709 

0012110701 

80/10/28 

50-364 

0 

6012110243 

0012110200 

eo/ii/26 

FOIA 


8012110717 

6012110643 

00/11/20 

FOIA 


6012110246 

8012110220 

00/11/28 

S0-4i6 

0 

6012110723 

6012110643 

00/11/20 

FOIA 


6012110230 

8012110220 

BO/ 11/28 

50-416 

O 

8012110726 

8012110710 

00/11/21 

50-20 

P 

8012110252 

8012110200 

80/11/26 

FOIA 


6012110734 

0012110710 

00/11/21 

50-20 

P 

aOl2t 10257 

8012110220 

80/11/26 

30-416 

0 

8012110735 

0012110643 

80/11/20 

FOIA 


8012110267 

8012110254 

80/ 12/03 

30-293 

P 

6012110739 

0012110643 

00/11/20 

FOIA 


8012110223 

801SU0274 

80/12/02 

30-237 

P 

0012110747 

0012110643 

80/11/20 

FOIA 


8012110328 

8012110318 

80/11/20 

COMMISSION 

8012110753 

0012110737 

80/10/29 

50-186 

0 

8012110352 

801S 110346 

80/12/01 

30-asa 

0 

0O12UO735 

0012110643 

80/11/20 

FOIA 


6012110359 

8012110349 

80/11/21 

CONTRACT 


0012110764 

8012110643 

80/11/20 

FOIA 


6012110363 

801S 110338 

BO/12/03 

30-295 

R 

6012110769 

8012110763 

80/11/24 

30-331 

Q 

8012110368 

8012110356 

80/11/19 

71-5796 


0012110770 

0O12UO643 

80/11/20 

FOIA 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUIVIENTS 


ACCESSION NUMBER 


ACCESS ION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

0012110777 

0012110643 

80/11/20 

FOIA 


0012120659 

6012120640 

00/ i 1 /04 

50-142 

0 

0012110762 

0012110643 

80/11/20 

FOIA 


BO 121 20657 

B012 120693 

00/11/29 

50-320 

H 

0012110704 

8012110700 

80/11/26 

50-267 

Q 

0012150010 

0012190006 

00/12/07 

FOIA 


0012110707 

8012110643 

80 / 1 1 /ao 

FOIA 


BOl 21 90019 

0012190012 

00/12/03 

FOIA 


0012110792 

8012110643 

80/ 1 1 /20 

FOIA 


60121S0023 

0012190022 

80/1 1/26 

50-320 

H 

0012110796 

8012110768 

00/11/28 

90-190 

Q 

8012150028 

8012190026 

90/ 1 1 /07 

50-247 

T 

0012110800 

8012110643 

80/11/20 

FOIA 


0012190030 

0012150026 

00/11/07 

90-247 

T 

0012110806 

8012110643 

80/11/20 

FOIA 


8012150047 

8012190046 

00/ 1 2/05 

90-133 

R 

8012110010 

8012110643 

80/11/20 

FOIA 


6012190031 

0012130048 

90/12/1 i 

50-263 

R 

0012110812 

0012110008 

60/11/19 

50-24 S 

P 

0012190054 

0012190052 

80/12/05 

30-237 

P 

0012110016 

0012110643 

00/11/20 

FOIA 


8012150055 

8012190053 

80/12/00 

90-346 

R 

8012110B17 

0012110000 

ao/n/19 

S0-24S 

P 

0012190057 

0012130096 

80/12/02 

90-344 

R 

0012110018 

0012110643 

00/11/20 

FOIA 


8012190067 

8012180348 

80/ 1 2/03 

90-322 

H 

8012110019 

0012110000 

eo/u/19 

30-249 

P 

0012150074 

8012 1 80073 

80/12/04 

90-400 

R 

8012110022 

0012110643 

00/11/20 

FOIA 


0012130081 

8012190079 

80/12/03 

50-270 

R 

8012110028 

0012110826 

ao/ii/17 

90-209 

P 

0012150086 

0012 1 S00B9 

80/12/00 

90-324 

ft 

0012110031 

0012110826 

80/11/17 

90-205 

P 

0012130008 

BO121SOO07 

80/12/07 

90-360 

8 

8012110032 

0012110826 

00/11/17 

50-209 

P 

0012130090 

80121300B9 

60/12/07 

90-369 

8 

8012110043 

0012110643 

00/11/20 

FOIA 


8012130092 

0012150091 

80/12/05 

90-293 

0 

8012110046 

0012110643 

80/11/20 

FOIA 


0012130094 

0012 1 90093 

80/12/02 

90-304 

8 

8012110047 

0012110040 

80/10/27 

90-910 

Q 

0012130096 

8012190099 

60/12/02 

90-447 

5 

8012110048 

0012110643 

80/11/20 

FOIA 


0012130098 

8012190097 

00/12/01 

90-368 

P 

8012110849 

0012110643 

80/ 11/20 

FOIA 


B012L90101 

0012190097 

60/12/01 

50-360 

P 

8012110091 

8012110643 

80/11/20 

FOIA 


0012130100 

8012190107 

60/12/11 

90-327 

P 

0012110093 

8012110643 

80/11/20 

FOIA 


0012130110 

0012190107 

60/12/11 

30-327 

P 

8012110094 

8012110643 

80/11/20 

FOIA 


0012150111 

0012130107 

60/12/11 

50-327 

P 

8012120020 

8012120012 

80/11/15 

90-334 

P 

0012130112 

0012190107 

60/12/11 

50-327 

P 

8012120029 

8012120012 

80/11/19 

90-334 

P 

0012190113 

0012190107 

80/12/11 

50-327 

P 

0012120028 

8012120012 

80/11/19 

90-334 

P 

0012190114 

0012190107 

60/12/11 

50-327 

P 

8012120001 

8012120075 

80/10/23 

90-170 

H 

0012190110 

0012190116 

80/12/10 

50-346 

8 

8012120082 

8012120074 

00/11/19 

CONTRACT 


0012190120 

8012190117 

80/11/17 

90-249 

Qt 

0012120212 

8012120203 

00/11/20 

90-279 

H 

8012190123 

8012130117 

80/11/17 

90-249 

0 

0012120231 

0012120224 

00/10/31 

90-313 

0 

8012190124 

6012190121 

80/12/07 

50-272 

S 

0012120237 

0012120224 

00/10/31 

90-313 

0 

8012190130 

6012180127 

80/12/09 

50-333 

S 

8012120230 

0012120229 

00/11/25 

50-369 

A 

8012190139 

8012130132 

80/12/fl 

50-266 

a 

0012120241 

0012120225 

00/12/05 

90-409 

P 

8012130140 

0012190138 

00/12/10 

50-247 

Q 

0012120243 

0012120235 

00/11/20 

State Prog 

0012190170 

6012190165 

80/12/09 

50-327 

0 

0012120253 

0012120240 

00/10/17 

90-312 

0 

8012150171 

8012180160 

80/12/11 

50-346 

a 

0012120266 

0012120260 

80/11/21 

50-312 

P 

8012150176 

0012190173 

80/12/04 

50-337 

a 

0012120272 

0012120260 

00/11/21 

90-312 

P 

8012130170 

8012180175 

80/12/10 

50-287 

0 

0012120270 

0012120260 

00/11/21 

90-312 

P 

8012190187 

6012190184 

80/12/05 

50-366 

a 

0012120293 

0012120207 

00/10/20 

90-483 

Q 

8012150160 

6012190109 

80/12/03 

50-320 

8 

0012120300 

0012120207 

00/10/20 

30-483 

0 

8012150195 

0012150109 

90/12/09 

50-366 

a 

0012120311 

0012120309 

80/10/20 

50-313 

Q 

0012190196 

0012150194 

90/11/10 

50-364 

p 

0012120326 

0012120305 

00/10/20 

90-313 

0 

8012190197 

0012190191 

80/12/11 

50-282 

e 

0012180341 

0012120301 

80/12/10 

90-237 

P 

0012130218 

0012190211 

60/12/02 

90-275 

S 

0012120349 

8012120344 

80/10/21 

70-27 


0012130220 

0012190216 

80/12/05 

90-322 

K 

0012120366 

8012120394 

80/11/14 

90-966 

Q 

0012150229 

0012190216 

80/12/05 

50-322 

K 

8012120360 

8012120354 

80/11/14 

30-966 

Q 

0012150228 

0012190223 

80/11/26 

50-496 

Q 

8012120373 

8012120369 

80/ i 1/26 

50-247 

T 

0012150229 

0012190222 

80/12/11 

50-26i 

a 

8012120377 

8012120394 

00/11/14 

90-966 

0 

0012130248 

0012190241 

80/12/10 

50-443 

0 

8012120302 

0012180370 

00/10/08 

40-6622 


0012190234 

0012190280 

80/11/25 

50-269 

0 

8012120395 

0012120390 

00/10/07 

40-0346 


0012150296 

0012190281 

80/12/09 

bo-324 

a 

8012120405 

0012120390 

00/10/07 

40-0348 


0012190238 

0012190289 

80/11/14 

60-307 

a 

8012120407 

0012120309 

00/11/24 

50-30S 

Q 

0012150239 

0012190299 

00/11/14 

90-307 

a 

8012120413 

0012120399 

00/12/10 

50-206 

P 

0012190263 

8012190295 

80/11/14 

90-307 

Q 

0012120425 

0012120415 

00/11/24 

50-254 

0 

0012130267 

8012190264 

00/12/07 

90-305 

p 

8012120426 

0012120399 

00/12/10 

50-206 

P 

0012130268 

8012150269 

80/11/06 

90-331 

Q 

8012120434 

0012120399 

00/12/10 

90-206 

P 

0012190277 

8012190273 

00/12/10 

90-334 

R 

8012120477 

0012180466 

00/12/05 

50-259 

8 

8012190281' 

8012190278 

80/12/04 

50-266 

0 

8012120404 

0012120400 

00/12/04 

90-312 

R 

0012190284 

6012190262 

0 O/ia/oa 

90-206 

0 

0012120496 

0012120490 

00/12/01 

50-346 

S 

8012190286 

6012190209 

00/12/05 

90-199 

p 

8012120906 

0012120902 

00/12/05 

90-299 

B 

0012160009 

8012160004 

00/12/07 

FOIA 


8012120912 

0012120501 

00/12/01 

90-346 

6 

0012160012 

8012160004 

00/12/07 

FOIA 


8012120914 

0018120510 

00/12/09 

50-259 

8 

0012160018 

6012160013 

00/11/19 

CONTRACT 


8012120917 

0012120509 

00/12/05 

50-296 

8 

B012160039 

8012160027 

00/11/03 

90-416 

0 

8012120920 

0012120921 

80/11/19 

50-336 

P 

BOl 21 60041 

0012160038 

00/10/30 

90-302 

0 

8012120930 

0012120922 

80/12/09 

90-334 

a 

0012160090 

8012160062 

80/11/26 

50-10 

0 

0012120933 

0012120921 

80/11/19 

90-336 

p 

0012160093 

8012 1 60002 

80/11/26 

50-10 

0 

0012120539 

0012120922 

00/12/09 

90-334 

8 

6012160099 

6012160002 

80/11/26 

50-10 

0 

0012120945 

0012120939 

00/12/09 

90-334 

a 

0012160103 

0012160082 

00/11/26 

50-277 

0 

8012120960 

0012120546 

00/10/16 

XPORTLIC 


0012160108 

6012160082 

00/1 1/26 

50-277 

0 

0012120962 

0012120999 

80/11/29 

90-112 

a 

0012160110 

0012160107 

60/12/06 

50-83 

t 

0012120970 

8012120967 

80/10/23 

90-205 

Q 

8012160113 

0012160082 

60/ 11/26 

50-277 

0 

0012120979 

8012120573 

QO/il/14 

80-302 

Q 

8012160119 

0012160082 

60/11/26 

50-277 

0 

D01212097T 

8012120973 

60/11/14 

90-302 

Q 

0012160134 

8012160126 

80/12/11 

50-377 

1 

6012120980 

8012120579 

00/11/14 

90-339 

Q 

0012160147 

0012160080 

80/10/31 

50-3 

p 

8012120504 

6012120979 

00/11/14 

90-339 

0 

0D1216O192 

0012160149 

80/12/09 

50-966 

R 

0012120603 

8012120946 

00/10/16 

XPORTLIC 


0012160194 

0012160144 

80/11/26 

50-217 

0 

0012120610 

8011210440 

00/10/31 

00-269 

Q 

0012160165 

0012160162 

80/12/12 

50-399 

A 
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CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESaiOU MUHBER ACCESSION NOHBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

198UE0 

aUflJECT 

CATEODRY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

80lSl60t?S 

8012160174 

80/12/04 

5Q-315 

Q 

B012160616 

0012160603 

80/02/13 

ACR8 


a0121&D22l 

0012160216 

80/12/04 

70-143 


8012160629 

0012160620 

80/12/02 

BLate Pros 

8012160256 

8012160242 

00/12/03 

50-361 

Q 

8012160644 

0012160637 

80/11/20 

30-38? 

0 

8012160258 

8012160258 

80/12/01 

50-320 

H 

8012160717 

0012160639 

00/11/20 

30-389 

0 

8012160260 

8012160299 

80/11/28 

50-206 

P 

8012160750 

B012160730 

00/10/28 

30-318 

Q 

8012160272 

9012160267 

80/12/05 

50-377 

R 

0012160766 

BO 12 160763 

00/U/l? 

40-3433 


8012160276 

9012160267 

80/ 12/0 5 

90-277 

R 

0012160767 

8012160764 

00/11/10 

40-8743 


8012160286 

9012160380 

80/12/09 

50-40? 

R 

8012170021 

8012170013 

80/12/03 

90-200 

Q 

8012160809 

0012160304 

80/10/09 

50-20? 

Q 

8012170020 

8012170013 

00/12/09 

S0-2Q0 

0 

8012160821 

9012160317 

80/12/10 

50-25? 

R 

8012170031 

6012170023 

00/12/04 

30-338 

Q 

8012160833 

BO 12160380 

80/12/10 

50-327 

R 

0012170034 

8012170013 

80/12/05 

30-200 

Q 

8012160838 

BO 12 160339 

80/12/09 

50-206 

R 

0012170036 

8012170023 

80/12/04 

30-338 

Q 

001216084^8 

0012160340 

80/12/11 

50-311 

R 

0012170039 

8012170013 

80/12/03 

90-280 

0 

GO 12160851 

0012160849 

80/12/09 

30-348 

8 

0012170041 

8012170023 

90/12/04 

30-338 

Q 

801216085? 

0012160850 

GO/ 12/0 4 

50-40? 

P 

801217004B 

8012170023 

80/12/04 

90-338 

0 

801216036B 

8012160360 

80/12/12 

30-286 

Q 

6012170060 

8012170034 

80/11/26 

30-413 

0 

6012160387 

0012160301 

80/12/10 

30-318 

8 

8012170066 

6012170094 

80/11/26 

30-413 

0 

8012160394 

0012160890 

80/18/12 

50-317 

8 

8012170070 

0012170094 

00/11/26 

30-413 

Q 

G01216040>0 

0012160890 

00/12/10 

50-364 

R 

8012170076 

0012170094 

00/11/26 

50-413 

0 

8012160406 

0012160403 

00/12/10 

30-348 

R 

0012170170 

8012170171 

00/12/02 

71-6690 


8012160411 

0012160409 

00/12/12 

30-313 

R 

Q012170191 

8012170106 

00/12/03 

71-9070 


BO 1216041 3 

0012160410 

00/12/10 

TOPREP 


0012170219 

6012170201 

80/11/23 

CONTRACT 


8012160415 

0012160414 

00/18/12 

30-368 

R 

8012170273 

0012170270 

80/12/03 

XPDRTLIC 


BO 1216041 B 

0012160416 

80/12/01 

30-293 

R 

8012170277 

0012170272 

80/12/04 

XPORTLIC 


8012160420 

8012160419 

00/12/00 

30-10 

R 

8012170207 

0012170200 

80/12/02 

XPORTLIC 


8012160424 

0012160432 

80/12/08 

70-794 


8012170299 

0012170293 

80/12/12 

30-317 

P 

80 121 604 3 6 

8012160425 

80/12/00 

30-299 

R 

8012170324 

0012170314 

BO/U/26 

30-107 

R 

B0l2l6042a 

8012160427 

80/12/11 

90-266 

R 

0012170333 

001217032? 

00/12/19 

30-490 

K 

8012160481 

0012160422 

80/12/03 

90-31? 

H 

8012170382 

0012170372 

00/11/19 

30-133 

F 

8012160482 

B01216D480 

80/12/0? 

50-271 

R 

0012170412 

001217040? 

00/12/03 

30-364 

P 

8012160480 

8012160434 

80/12/0? 

90-261 

R 

8012170442 

0012170440 

00/12/15 

50-275 

0 

801216048? 

0012160422 

80/13/03 

90-31? 

H 

0012170447 

G012170446 

80/12/01 

30-234 

R 

0012160440 

0012160438 

80/12/10 

90-324 

8 

0012170496 

8012170452 

00/12/10 

50-153 

R 

8012160449 

0012160442 

80/13/10 

50-40? 

B 

0012170467 

8012170464 

00/12/03 

lOCFR 


0012160490 

0012160445 

80/13/11 

90-272 

R 

0012170473 

8012170471 

00/11/03 

90-430 

Q 

8012160454 

0012160447 

80/13/10 

50-327 

6 

0012170477 

8012170476 

00/11/09 

30-213 

P 

0012160497 

0012160432 

00/13/03 

90-21? 

H 

BO 12 170499 

0012170494 

eo/n /21 

50-338 

P 

8012160499 

0012160493 

80/12/11 

50-282 

R 

0012170903 

0012170479 

80/11/19 

50-209 

F 

8012160462 

0012160432 

80/12/03 

50-21? 

H 

8012170924 

001217051? 

80/12/04 

NUREO 


8012160462 

0012160442 

80/12/10 

50-409 

6 

8012170930 

B012160499 

80/12/05 

30-328 

T 

8012160467 

801216045? 

80/13/10 

50-33? 

6 

8012170934 

0012170946 

00/10/24 

30-237 

0 

8012160469 

0012160466 

80/13/06 

90-290 

R 

8012170972 

8012170967 

80/12/12 

50-334 

R 

8012160471 

0012160433 

80/13/03 

70-687 


8012170981 

8012170376 

80/12/11 

30-305 

0 

8012160475 

0012160472 

80/13/10 

50-277 

R 

8012170983 

8012170358 

00/12/12 

50-260 

a 

8012160477 

001216046? 

00/12/11 

50-324 

B 

0012170980 

8012170976 

00/12/11 

50-305 

8 

8012160480 

0012160474 

00/12/00 

50-220 

R 

8012170992 

0012170576 

00/12/11 

90-305 

a 

8012160486 

DO 12160473 

80/12/0? 

50-29? 

R 

8012170396 

8012170363 

80/12/11 

50-296 

8 

B01216048S 

8012160401 

00/ 12/ ID 

90-334 

8 

8012170600 

8012170576 

80/12/11 

50-305 

8 

801216048? 

8012160483 

00/12/12 

50-302 

R 

8012170604 

001217036? 

80/12/11 

50-301 

a 

8012160491 

0012160482 

80/12/00 

90-21? 

8 

8012170603 

0012170602 

80/12/19 

50-327 

a 

9012160492 

0012160487 

00/12/11 

90-312 

P 

8012170606 

0012170590 

00/12/11 

50-301 

a 

9012160496 

0012160493 

80/12/10 

90-319 

a 

8012170612 

0012170603 

80/12/15 

30-296 

s 

8012160498 

0012160494 

GO/12/12 

90-199 

8 

0012170613 

0012170610 

80/12/03 

30-289 

0 

8012160500 

0012160499 

eo/13/n . 

90-320 

a 

8012170618 

0012170607 

80/12/10 

50-304 

8 

8012160504 

0012160494 

80/12/12 

90-199 

a 

0012170623 

0012170614 

80/12/08 

50-324 

8 

8012160905 

0012160902 

80/12/0? 

90-333 

R 

0012170627 

0012170611 

80/12/11 

50-201 

6 

8012160506 

0012160499 

80/12/05 

50-920 

T 

8012170620 

0012170619 

80/12/09 

50-206 

8 

8012160500 

0012160494 

80/12/12 

50-195 

8 

8012170630 

0012170623 

80/12/11 

30-360 

8 

801216091 1 

0012160509 

80/12/11 

90-2? 

8 

0012170636 

0012170611 

80/12/11 

90-281 

8 

0012160912 

0012160510 

80/11/24 

90-237 

P 

0012170637 

801217062? 

80/12/09 

50-366 

8 

8012160917 

0012160910 

ao/u/24 

50-237 

P 

6012170641 

0012170633 

00/12/0? 

30-278 

0 

801216091? 

BO 12160510 

80/11/24 

90-237 

P 

0012170646 

8012170611 

00/12/11 

80-201 

a 

8012160922 

0012160510 

80/11/34 

90-237 

P 

B012170647 

8012170642 

80/12/12 

90-260 

B 

8012160934 

0012160314 

80/12/10 

90-33? 

a 

BO 12 170631 

8012170648 

00/12/10 

30-20? 

H 

8012160935 

B012160510 

80/11/34 

90-237 

P 

8012170633 

8012170649 

80/12/10 

50-289 

H 

8012160930 

0012160510 

80/11/34 

90-237 

p 

8012170693 

8012170648 

00/12/10 

50-28? 

H 

801216052? 

0012160520 

80/11/28 

50-494 

Q 

BO 12 170660 

8012170648 

QO/12/10 

50-20? 

H 

8012160982 

0012160510 

80/11/34 

90-237 

P 

8012170663 

8012170657 

00/12/02 

90-307 

0 

8012160986 

0012160530 

00/13/10 

50-333 

6 

8012170673 

8012170648 

00/12/10 

50-28? 

H 

8012160987 

0012160510 

80/11/24 

90-237 

P 

8012170678 

8012170669 

80/11/26 

90-237 

0 

801216098? 

0012160510 

00/ 1 1 /24 

90-237 

P 

8012170601 

8012170648 

00/12/10 

50-209 

H, 

8012160941 

BO 12160989 

80/10/23 

90-496 

Q 

8012170682 

8012170675 

00/12/04 

50-443 

0 \ 

8012160940 

0012160580 

00/13/03 

90-237 

8 

8012170606 

8012170648 

00/12/10 

50-209 

H 

8012160947 

0012160940 

80/12/10 

90-244 

P 

8012170607 

801217067? 

80/11/24 

30-277 

F 

801216094? 

0012160542 

00/12/11 

90-296 

8 

0012170660 

0012170640 

00/12/10 

50-289 

H 

0012160994 

0012160546 

80/12/04 

90-219 

8 

0012170691 

0012170648 

00/12/10 

50-289 

H 

B012160955 

0012160935 

80/10/33 

90-496 

0 

0012170693 

001217066? 

00/11/26 

30-237 

0 

801216099? 

0012160553 

80/12/19 

90-296 

6 

B0121706?6 

0012170648 

00/12/10 

90-289 

H 

8012160576 

0012160573 

BO/U/04 

90-182 

Q 

0012170698 

0012170640 

00/12/10 

50-289 

H 

8012160600 

0012160609 

80/02/13 

ACRS 


6012170704 

8012170648 

00/12/10 

30-289 

H 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


AccEesiai'i 


ENCLOSURE 

0012170709 

0012170714 

8012170717 

8012170722 

0012170724 

8012170726 

0012170730 

0012170733 

0012170736 

0012170742 

8012170704 
BO 12170700 
8012100026 
0O121BQO39 
0012180069 

0012100097 

0012180099 

80121B0103 

0012180106 

0012100109 

00121001 10 
0OLS10O112 
8012100118 
8012100120 
8012100133 

0012100133 

0012100139 

6012100142 

6012100144 

6012100148 

8012100146 

8012180147 

8012180149 

00121001-90 

8012180153 

00121001 37 
0012100167 
0012100175 
8012100178 
0012100 100 

0012100103 

0012100104 

0012100185 

0012100189 

8012100192 

3012100194 

0012100195 

0012100201 

0012100204 

0012100205 

0012100207 

0012100200 

8012100209 

0012100212 

0012100215 

0012100217 
0012100222 
0012100223 
001210 0 232 
0012100234 

0012100243 

0012100250 

8012100265 

3012180276 

0012180208 

0012100207 

0012100291 

3012100292 

8012100295 

0012100304 

0012100307 

0012100300 

0012100309 

8012100311 

8012180317 

8012180310 

0012180321 

6012180323 

8012180325 

6012180393 


NUMBER 


PRINCIPAL 

DOCUMENT 

8012170648 
0012170640 
0012170640 
001 SI 70640 
0012170640 

0012170648 

8012170649 

8018170648 

8012170640 

8012170648 

8012170701 

0012170701 

0012180022 

0012100032 

0012180055 

0012180089 

8012180089 

0012100092 

0012180092 

0012100009 

8012100092 

8012100089 

0012180092 

0012180122 

0012100130 

0012100130 

0012100123 

0012100140 

80121B0123 

80121B0140 

0012100140 

0012180123 

0012180140 

0012100123 

0012190151 

0012180151 

8012100163 

0012100169 

8012100169 

0012180169 

0012190169 

0012180169 

8012100165 

8012100165 

8012180188 

0012160165 

0012100100 

0O121BO100 

0O121BO18G 

0012190108 

8012190199 

8012100188 

0012190179 

9012180179 

0012100214 

0012180199 

8012100219 

8012180220 

0012190226 

00^2190229 

0012100240 

8012100247 

8012190250 

8012180270 

0012100273 

0012190204 

8012180273 

8012180281 

8012180273 

9012100301 

0012100294 

0012100302 

0012100301 

0012180301 

8012100315 

8012100314 

8012100315 

0012180322 

0012160313 

8012180351 


DATE 

ISSUED 

80/12/10 

80/12/10 

80/12/10 

80/12/10 

00 / 12/10 

00 / 12/10 

90/12/10 

90/12/10 

80/12/10 

90/12/10 

79/12/31 

77/12/31 

80/11/10 

80/11/10 

00/11/07 

60/11/20 

90/11/20 

80/12/04 

00/12/04 

00/11/20 

00/ 12/04 
00/11/23 
80/12/04 
80/10/27 
80/10/31 

00/10/31 

00/11/26 

00/11/20 

00/11/26 

60/11/20 

80/11/28 

60/11/26 

80/11/23 

80/11/26 

80/11/06 

80/11/06 
00/ 11/05 
60/12/01 
80/12/01 
80/12/01 

80/11/26 

80/12/01 

SO/li/26 

80/11/26 

80/12/01 

80/11/26 

80/12/01 

00/12/01 

80/12/01 

00/12/01 

00/11/26 

00/12/01 

80/11/26 

00/11/26 

80/11/07 

GO/U/26 

80/tl/tO 

80/11/06 

80/12/08 

80/12/08 

00/12/15 

60/12/09 

00/12/06 

00/12/10 

80/12/10 

80/10/20 

00/12/10 

90/12/12 

80/12/10 

00/12/07 

80/10/27 

00 / 11/10 

00/12/09 

60/12/07 

80/12/10 

80/11/20 

80/12/10 

00/12/05 

00/12/04 

60/12/04 


SUBJECT 

CATEGORV 

30-267 H 
30-289 H 
50-287 H 
50-297 H 
50-289 H 

50-269 H 
30-269 H 
30-267 H 
50-267 H 
50-287 H 

RES 

RES 

50-409 Q 
50-261 0 
30-257 8 

50-260 Q 
50-260 0 
50-416 Q 
50-416 Q 
50-260 O 

50-416 0 
50-260 Q 
50-416 O 
30-290 Q 
50-358 Q 

50-358 Q 
80-413 <l 
50-330 <k 
50-413 6 
30-330 0 

50-338 Q 
50-413 Q 
30-338 Q 
50-413 Q 
50-254 Q 

30-254 <1 
50-430 0 
50-533 0 
50-553 3 
50-553 a 

50-261 a 
50-553 0 
80-261 Q 
30-261 O 
50-330 O 

50-261 Q 
50-338 Q 
50-338 a 
50-338 Q 
50-338 Q 

30-387 Q 
50-330 Q 
50-387 Q 
50-389 Q 
50-364 0 

50-387 Q 
50-330 Q 
50-259 Q 
30-290 Q 
70-36 

50-368 a 
50-277 8 
50-250 R 
80-29 R 
FGIA 

50-424 Q 
FOIA 

50-315 a 
FOIA 

50-322 0 

80-390 O 
50-302 Q 
30-322 0 
80-322 Q 
80-315 P 

50-346 P 
80-315 P 
50-142 P 
50-344 O 
80-247 a 


ACCESSION NUMBER 


ENCLOSURE 

8012160397 
8012100365 
8012100366 
BO 12 180372 
8012180375 

8012160383 

9012100384 

0O121BO394 

9012180396 

8012180390 

8012180379 
8012180400 
00121 8040 I 
8012180402 
8012180403 

8012190407 

8012100408 

8012190420 

8012180427 

8012180435 

8012180464 

8012100470 

8012180482 

8012100526 

0012100941 


PRINCIPAL 

DOCUMENT 

0012180351 
BOl 2180360 
8012180361 
8012180369 
9012180361 

9012180381 

9012100379 

8012180371 

8012160375 

9012160395 

8012100397 
8012180395 
0012180397 
0012 190395 
8012190395 

QD121BQ406 

8012190406 

8012180416 

8012180416 

8012190431 

8012190451 

9012180472 

8012100472 

8012180520 

8012180536 


DATE 

ISSUED 

00/12/04 

00/12/03 

00/12/02 

80/11/12 

00/12/02 

90/12/10 

90/12/11 

90/12/11 

00/12/09 

80/12/09 

90/12/04 

90/12/07 

80/12/04 

80/12/07 

80/12/07 

80/1 t/0 4 
90/11/04 
60/11/29 
90/11/29 
00 / 11/12 

60/12/05 

80/12/01 

80/12/01 

80/12/01 

80/11/24 


SUBJECT 

CATEGORY 

50-247 Q 
70-2609 
50-369 Q 
50-445 Q 
50-369 Q 

30-37 I Q 
50-364 0 

50-244 P 
50-400 0 

50-400 Q 

30-369 Q 
50-400 Q 
50-369 0 

50-400 a 
50-400 Q 

50-2 0 

50-2 Q 

BECY 
BECY 
70-925 

50-245 P 
70-Ut3 
70-1113 
CONTRACT 
50-813 H 


8012180590 

8012180597 

6012180603 

6012180607 

6012100612 


8012190586 

8012180594 

6012100600 

8012180602 

8012180602 


BO/ll/12 

80/10/21 

80/12/04 

00/12/U 

80/12/11 


50-461 

0A999 

50-135 

0A999 

0A999 


0 

Q 


8012180615 
8012180621 
901218 0627 
9012190633 
9012100640 


8012190602 

8012100602 

8012190623 

8012180620 

8012180620 


00/12/11 
80/12/11 
80/07/26 
BO/ 11/17 
80/11/17 


(1A779 
94799 
CIA999 
50-10 P 

50-10 P 


9012180644 

9012180669 

9012180671 

9012190012 

9012190016 

9012170021 
9012190057 
0012190060 
8012190064 
80121 9006B 

0012190074 

9012190075 

8012190079 

8012190090 

0012190093 

0012190094 

8012190090 

8012190101 

0012190104 

0O12L9O134 

0012170154 

8012170157 

8012190160 

8012190163 

8012190177 

8012190186 

8012190192 

8012190194 

8012190200 

80L2190S02 

8012190213 
8012190222 
80(2190223 
8012190227 
BO 12190230 

9012190239 

8012190267 

8012190279 

BQ12190296 

0012190302 

6012190312 
8012190316 
6012190321 
BO 12 190325 
BO 12 190330 


B0L21B0637 

6012100620 

B0121B0620 

0012190008 

Q012170008 

0012190008 
00(2190053 
9018190050 
BO 12 19 0053 
9012190050 

9012190050 

9012190069 

9012190069 

9012190050 

9012^90085 

8012170006 

8012170085 

8012190085 

0012190005 

8012190130 

0012190095 

8012190155 

0012190095 

0012190155 

8012190170 

8012190095 

8012190183 

8012190095 

9012190095 

0012190196 

8012170206 

8012190206 

8012190216 

8012190221 

8012190S16 

8012190229 

6012190242 

6012190271 

8012190297 

6012190299 

6012190239 

0018190309 

9012190314 

90121903(4 

8018190314 


80/09/85 

80/11/17 

80/11/17 

80/18/03 

80/18/03 

60/12/03 

60/12/16 

80/(8/09 

60/12/16 

80/18/09 

80/18/09 
B0/ll/2e 
00/11/20 
80/ 12/09 
80/12/03 

90/18/10 

90/18/03 

80/12/03 

00/12/03 

90/12/05 

90/18/11 

60/12/02 

80/12/11 

00/18/02 

80/04/14 

80/12/11 

80/11/12 

90/12/11 

80/12/11 

80/11/13 

60/12/00 

80/12/00 

80/12/11 

eo/u/13 

80/12/11 

80/07/29 

80/U/13 

80/11/13 

80/11/36 

80/11/86 

00/ 11/26 
80/18/04 
BO/ 12/02 
90/18/02 
80/12/02 


QA999 

50-i0 

50-10 

0A797 

QA999 

0A997 

50-317 

0A979 

50-317 

aA999 

QA799 

90-250 

90-250 

06799 

06799 

50-269 

QA999 

QA999 

QA999 

50-367 

QA999 

50-94 

0A999 

50-94 

27-47 

06999 

27-47 

QA999 

QA999 

50-364 

50-413 

50-413 

50-272 

50-456 

50-272 

27-47 

50-454 

50-331 

QA779 

QA779 

CIA799 

50-275 

50-213 

50-213 

50-813 


P 

P 


F 

F 


P 

P 


F 


R 

F 

F 


0 

0 

0 

p 

Q 

P 


Q 

Q 


H 

P 

P 

P 
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CROSS REFERENCE OF ENCLOSURES 
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ACCESS NUMBER 



PRIKCIPAL 

DATE 

SUQJECr 

ENCLOSURE 

DOCL»MENT 

ISSUED 

CATEOORV 

S0i21<70359 

801^190331 

80/12/00 

50-400 

Q 

BO 12 190368 

8012190351 

80/12/00 

50-400 

Q 

BO 12 190374 

8012190366 

80/12/13 

FQIA 


801219038S 

0012190351 

80/12/00 

50-400 

0 

8012190400 

0013190396 

80/12/00 

50-31 1 

P 

8012190403 

0012190396 

80/12/00 

50-311 

P 

6012190408 

8012190402 

80/12/10 

30-261 

P 

0012190409 

8012190396 

80/12/08 

30-311 

P 

G0121904U 

0012190402 

00/12/10 

30-261 

P 

P012190418 

8012190402 

80/12/10 

50-261 

P 

C012190416 

8012190407 

80/11/06 

50-49B 

0 

0012190422 

0012190419 

80/12/05 

50-267 

P 

0012190426 

8012190414 

80/12/10 

50-324 

Q 

0012190430 

8012190414 

80/12/10 

50-324 

Q 

8012190431 

8012190425 

80/12/11 

50-309 

K 

8012190434 

8012190414 

80/12/10 

80-324 

0 

8012190439 

8012190433 

00/09/04 

QA999 


8012190440 

8012190414 

00/12/10 

50-324 

0 

0012190442 

8012190438 

00/12/09 

QA999 


0012190449 

8012190438 

80/12/09 

QA999 


8012190446 

8012190433 

80/09/04 

QA999 


8012190449 

8012190438 

80/12/09 

QA999 


8012190494 

8012190430 

80/12/09 

06999 


8012190463 

0012190457 

80/12/04 

PR 


0012190470 

8012190453 

00/11/26 

06999 


8012190472 

8012190466 

00/12/10 

50-259 

0 

0012190476 

8012190453 

80/11/26 

QA999 


8012190479 

8012190473 

00/12/15 

50-382 

K 

B0121904B1 

8012190466 

80/12/10 

50-239 

0 

8012190489 

0012190453 

00/11/26 

QA999 


8012190492 

8012190466 

00/12/10 

50-259 

0 

0012190493 

BO 12190407 

80/12/15 

50-445 

K 

8012190496 

8012190453 

00/11/26 

06999 


6012190499 

0012190466 

BO/12/10 

50-259 

0 

8012190504 

8012190466 

00/12/10 

50-259 

0 

0012190505 

8012190500 

ao/18/ii 

50-316 

R 

0012190509 

BO 12190501 

00/12/12 

50-334 

B 

8012190511 

8012190506 

80/10/24 

50-423 

0 

8012190312 

8012190466 

00/12/10 

50-259 

0 

6012190513 

8012190509 

80/12/15 

50-338 

R 

8012190515 

8012190453 

SO/U/26 

06999 


8012190519 

0012190517 

80/12/15 

50-2S9 

R 

8012190522 

8012190453 

80/11/26 

0A99? 


8012190526 

8012190524 

80/12/12 

30-213 

0 

8012190534 

8012190529 

80/12/03 

30-450 

0 

8012190535 

0012190532 

80/12/15 

50-280 

R 

8012190536 

8012190525 

DO/ 12/ 12 

30-324 

S 

8012190542 

6012190530 

80/12/09 

50-2B5 

R 

8012190544 

001219053? 

80/10/20 

30-490 

0 

8012190530 

0012190540 

80/10/ 13 

70-687 


8012190532 

0012190551 

80/10/30 

OA999 


8012190553 

0012190546 

00/10/15 

70-6B7 


6012190560 

0012190559 

80/10/15 

50-387 

0 

8012190575 

0012190574 

80/12/00 

50-327 

0 

8012190576 

0012190574 

BO/12/00 

50-327 

0 

8012190578 

0012190574 

80/12/00 

50-327 

Q 

8012190502 

0012190574 

80/12/00 

50-327 

Q 

8012190505 

0012190583 

ao/n/13 

50-281 

Q 

8012190590 

0012190507 

80/12/12 

50-334 

8 

0012190592 

0012190587 

00/12/12 

50-334 

B 

B0I2190595 

8012190589 

80/06/23 

27-47 


8012190596 

8012190587 

60/12/12 

50-334 

8 

BO 12190597 

8012190594 

ao/u /06 

70-2156 


6012190599 

8012190593 

80/12/12 

50-331 

8 

8012190600 

8012190387 

80/12/12 

50-334 

3 

8012190601 

8012190594 

80/11/06 

70-2156 


8012190602 

8012190587 

80/12/12 

50-334 

8 

8012190604 

8012190594 

00/ 1 1 /06 

70-2156 


0012190606 

8012190598 

80/03/20 

27-47 


0012190609 

8012190605 

80/12/03 

XPORTLIC 


8012190611 

BO 12190600 

80/11/21 

71-054 


8012190619 

8012190615 

00/12/15 

50-269 

R 

8012190623 

8012190618 

80/11/07 

50-49B 

Q 

6012190630 

8012190626 

00/12/15 

50-317 

R 

8012190633 

8012190629 

90/12/02 

50-458 

0 

8012190638 

8012190629 

00/12/02 

50-458 

Q 

0012190640 

8012190634 

00/12/11 

50-272 

0 

0012190647 

8012190642 

80/12/03 

50-498 

0 

0012190650 

8012190643 

80/12/12 

50-331 

0 

0012190655 

8012190632 

80/ 10/ 14 

50-386 

0 


ACCESSION NUMBER 





PRINCIPAL 

DATE 

SUDJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORV 

8012190668 

0012190664 

00/11/13 

90-498 

Q 

8012190680 

8012190673 

00/10/17 

50-336 

0 

0012190633 

8012190678 

80/11/20 

40-7102 


0012190686 

8012190670 

80/11/20 

40-7102 


BO 12 190689 

8012190605 

80/10/30 

30-201 

Q 

BO 121 90690 

8012190676 

80/11/20 

40-7102 


B012 190692 

8012190667 

80/10/22 

50-305 

Q 

BO 121 90697 

8012190695 

80/12/10 

50-373 

Q 

6012190698 

8012190694 

80/10/28 

70-371 


8012190705 

8012190701 

60/10/16 

lOCFR 


8012190707 

9012190703 

60/10/30 

50-272 

Q 

8012190711 

8012190708 

80/11/14 

50-349 

Q 

8012190712 

8012190710 

80/10/31 

50-333 

Q 

6012190717 

8012190713 

80/10/31 

50-387 

G 

8012190719 

0012190716 

80/12/09 

50-436 

0 

8012190720 

8012190724 

80/10/28 

90-47 

G 

BO 12220003 

6012220002 

80/11/25 

CONTRACT 


8012220005 

8012220002 

60/11/29 

CONTRACT 


6012220006 

6012220004 

80/10/24 

50-29 

Q 

8012220012 

8012220009 

00/10/24 

70-020 


8012220019 

801222001 S 

80/10/24 

70-1143 


8012220023 

8012220022 

80/10/24 

70-135 


6012220030 

BOl 2220023 

80/12/03 

50-490 

0 

6012220031 

8012220028 

80/10/23 

50-317 

0 

6012220037 

6012220035 

80/10/31 

30-317 

0 

8012220040 

6012220035 

00/10/31 

50-317 

Q 

8012220045 

8012220042 

60/11/14 

50-266 

Q 

8012220056 

0012220042 

00/11/14 

50-266 

Q 

8012220062 

8012220035 

00/10/31 

50-317 

G 

8012220069 

6012220065 

00/10/28 

50-220 

G 

8012220077 

8012220071 

60/10/29 

50-245 

Q 

8012220080 

8012220079 

60/11/10 

50-289 

Q 

8012220082 

8012220079 

00/11/10 

50-289 

0 

6012220005 

0012220079 

60/11/16 

90-269 

Q 

80122200B6 

6012220081 

80/12/11 

QA999 


6012220090 

8018220081 

80/12/11 

0A999 


8012220094 

6012220081 

80/12/11 

QA999 


6012220096 

6012220093 

60/11/10 

40-3392 


6012220090 

6012220061 

80/12/11 

0A999 


8012220137 

8012220134 

00/11/25 

40-4492 


8012220144 

6012220141 

80/12/01 

90-440 

A 

8012220194 

8012220183 

80/12/05 

FQIA 


0012220200 

6012220163 

80/12/03 

FOIA 


8012220207 

6012220163 

00/12/05 

FQIA 


8012220212 

6012220163 

90/12/05 

FOIA 


8012220219 

6012220183 

00/12/05 

FOIA 


6012220224 

8012220183 

00/12/05 

FOIA 


6012220233 

8012220183 

60/12/05 

FOIA 


8012220243 

6012220183 

80/12/05 

FOIA 


8012220244 

8012220239 

80/12/09 

90-320 

H 

0012220246 

6012220183 

80/12/05 

FOIA 


8012220249 

8012220240 

80/12/10 

CONfRACT 


0012220252 

8012220183 

80/12/03 

FOIA 


8012220258 

8012220163 

80/12/05 

FOIA 


6012220264 

6012220183 

80/12/03 

FOIA 


6012220269 

6012220256 

80/12/10 

50-324 

P 

6012220269 

8012220163 

00/12/05 

FOIA 


8012220271 

6012220256 

00/12/10 

50-324 

P 

8012220279 

6012220103 

00/12/03 

FOIA 


6012220284 

6012220183 

00/12/05 

FOIA 


0012220290 

8012220183 

60/12/05 

FOIA 


8012220298 

8012220183 

80/12/05 

FOIA 


8012220307 

8012220301 

80/12/16 

90-251 

a 

8012220319 

6012220304 

80/12/16 

50-302 

0 

8012220321 

6012220316 

80/12/12 

30-266 

R 

8012220330 

8012220324 

80/12/16 

30-324 

B 

8012220339 

6012220322 

80/12/09 

90-409 

0 

8012220342 

6012220336 

80/11/26 

90-289 

Q 

8012220348 

6012220330 

80/U/26 

30-289 

0 

8012220366 

6012220360 

80/12/09 

71-6601 


8012220300 

BO 12220363 

ao/12/15 

90-320 

P 

0012220400 

6012220404 

00/12/10 

50-219 

R 

0012220409 

B01222040S 

00/12/03 

WASTE MOT 

0012220414 

8012220401 

80/12/16 

90-310 

8 

0012220432 

8012220428 

00/12/15 

90-307 

0 

8012220436 

8012220425 

60/12/15 

90-324 

8 

8012220443 

8012220440 

80/12/10 

90-244 

R 

0012220451 

8012220446 

80/12/19 

90-346 

8 

0012220457 

0012220442 

80/12/16 

90-293 

8 

8012220460 

8012220455 

80/12/12 

90-260 

6 
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ACCESSION NUMBER 


PRINCIPAL 
ENCLOSURE DOCUMENT 


801^220466 8012220452 
8012220479 8012220477 
0012220506 0012220403 
8012220334 Q0122204B3 
0012200015 8012230012 

00 1 2230027 801223002 1 
0012230033 0012230021 
0012230037 0012230031 
0012230040 8012230021 
0013230041 8012230034 

0012230046 0012230021 
90 12230049 0012230044 
0012230061 0012230054 
0012230000 8012230073 
8012230090 0012230021 

8012230127 0012230121 
B0£2230i34 0012230121 
0012230138 0012230133 
8012230139 0012230121 
0012230149 8012230144 

0012230154 0012230151 
8012230173 0012230160 
8012230174 8012230169 
3012230170 8012230169 
3012230103 0012230169 

0012230193 0012230107 
0012230204 8012230199 
3012230206 0012230202 
BO 12230209 0012230205 
0012230216 0012230311 

0012230221 0012230217 
9012230224 8012230230 
8012230229 8012230226 
0012230239 0012230234 
0012230242 BOl 2230334 

8012230246 8012230234 
8012230249 0012230234 
0012230249 0012230234 
0012230255 0012230234 
9012230258 8012230S56 

0012230260 0012230256 
0012230273 0012230272 
0012230276 0012230274 
0012230287 0012230285 
8012230200 001 223020 ♦ 

0012230209 0012230205 
0012230293 3012230286 
9012230294 9012230291 
8012230298 8012230292 
BO £2230301 0012230298 

8012230306 0012230303 
0012230307 8012230302 
8012230312 8012230309 
80123303 1 4 00122303 1 t 
BO 12 23031 B 0012230316 

9012230327 0012230322 
8012230343 0012230342 
0013230347 0012230346 
0013230348 0012230344 
8013230349 0012230341 

0012230356 0012230351 
0012230358 8012230352 
8013230360 0012230353 
BO 12230365 0012230362 
0012230366 0012230361 

0012230373 8012230369 
8013230376 8012230371 
0012230302 0012230379 
0013230388 0012230304 
8013230389 0012230305 

8013230393 8012230306 
80 13230397 0012230305 
5013230403 0012230395 
0013230406 0012330401 
9013230409 9012230405 

8013230416 0013230412 
8013230424 0012230419 
8013230428 0012230423 
8012230437 8012330433 
8013230443 0012230434 


DATE 8UDUECT 

ISSUED CATEOOnV 


00/12/15 50-369 9 

80/11/07 WASTE MOT 
80/12/04 50-10 P 

BO/12/04 50-10 P 

00/12/02 50-445 H 

90/12/01 30-309 0 

00/ 12/0 1 50-389 0 

00/ta/Ol 50-389 0 

00/12/01 50-309 0 

00/10/15 50-352 Q 

80/12/01 50-389 0 

80/10/17 50-336 Q 

00/10/14 70-135 

00/10/16 30-410 Q 

80/12/01 50-389 0 

00/11/19 50-339 P 

00/11/19 50-338 P 

80/12/10 CONTRACT 
80/11/19 50-330 P 

00/11/19 CONTRACT 

60/11/19 CONTRACT 
80/11/19 CONTRACT 
00/12/03 QA999 

00/12/03 (V^999 

00/12/03 (iA999 

80/11/14 50-373 Q 

00/12/03 XPQRTHC 
00/11/10 KPORTLIC 
00/12/18 50-255 P 

80/11/13 COMMISSION 

00/11/24 71-6458 

00/12/02 WASTE MOT 
00/12/10 50-373 K 


80/11/14 

QA999 


80/11/14 

QA999 


00/11/14 

0A999 


00/11/14 

QA999 


BO/tl/14 

QA999 


ao/ii/14 

QA999 


80/03/24 

90-10 

P 

80/03/24 

50-10 

P 

80/ i 1 /28 

71-6744 


80/12/01 

71-6375 


60/12/12 

90-263 

P 

00/12/03 

50-395 

E> 

80/12/12 

90-263 

P 

80/12/10 

90-200 

F 

60/12/19 

50-390 

ft 

00/12/10 

90-321 

R 

60/12/10 

90-366 

R 

80/12/15 

90-247 

R 

80/12/18 

30-528 

K 

00/12/04 

90-364 

P 

00/12/19 

50-331 

R 

80/12/15 

50-304 

B 

00/12/19 

50-295 

8 

00/12/19 

50-245 

R 

80/12/12 

50-336 

R 

00/12/18 

30-83 

R 

00/12/10 

30-159 

a 

80/12/17 

90-293 

B 

00/12/12 

90-277 

8 

00/12/17 

50-553 

R 

80/12/16 

50-327 

8 

80/12/19 

50-317 

8 

0O/l2/ie 

30-324 

8 

00/12/17 

90-339 

a 

00/12/10 

90-272 

8 

80/12/19 

90-336 

6 

80/12/1? 

50-305 

6 

00/12/16 

90-327 

8 

00/12/19 

50i309 

6 

00/12/16 

50-201 

8 

80/12/16 

50-329 

6 

00/12/19 

30-317 

8 

60/12/17 

90-339 

8 

60/12/17 

90-339 

a 

80/12/17 

90-330 

6 

00/12/18 

50-302 

8 

00/12/17 

90-324 

8 


ACCESSION NUMBER 


PRINCIPAL 
ENCLOSURE DOCUMENT 


6012230445 0012230441 
8012230446 0012230^40 
9012230453 0012230451 
0012230454 8012230448 
6012230455 6012230452 

8012230471 6012230465 
8012230477 8012230474 
6012230480 0012230475 
8012230499 8012230395 
BO 1223050 5 0012230501 

8012230506 0012230500 
0012230511 BO 12230507 
8012230515 8012230510 
8012230517 0012230512 
8012230318 0012230512 

e0f2230519 8012230510 
9012230520 0012230514 
9012230523 8012230510 
6012230524 8012230513 
9012230525 8012230521 

6012230533 BOl 2230529 
6012230534 0012230529 
B012230335 8012230530 
00 1 2230537 8012230530 
8012230530 8012230528 

6012230541 8012230530 
6012230543 0012230530 
8012230545 6012230540 
0012230546 8012230530 
6012230540 0012230530 

0012230549 8012230542 
BO 12240012 0012240004 
6012240015 0012240004 
8012240020 0012240004 
8012240023 8012240004 

8012240025 0012240004 
8012240028 0012240004 
8012240030 0012240026 
8012240031 8012240004 
6012240034 0012240004 

8012240036 0012240032 
8012240037 8012240004 
0012240038 8012240033 
001224003? 0012240004 
9012240044 R0lQ2*004O 

8012240045 0012240043 
8012240049 0012240049 
8012240051 6012240042 
9012240054 8012240052 
8012240056 8012240004 

8012240061 8012240058 
8012249068 8012240004 
0012240072 8012240066 
6012240074 8012240004 
8012240075 0012240004 

0012240070 0012240004 
6012240081 0012240004 
8012240082 0012240077 
6012240005 0012240004 
0012240007 8012240077 

0012240090 0012249077 
6012240092 0012240004 
8012240095 8012240004 
8012240096 0012240093 
0012240090 0012240004 

0012240100 0012240093 
801324012? 8012240118 
8012240133 0012240126 
0012240134 0012240119 
6012240136 8012240126 

9012240130 0012240126 
0012240141 6012240126 
6012240142 0012240135 
8012240145 0012240135 
8012240146 BOl 2240135 

8012240160 8012240155 
8012240164 8012240155 
0012240165 8012240161 
6012240170 8012240168 
8012840172 801224016? 


date SUBJEC T 

ISSUED CATEOORV 


00/12/16 50-334 6 

00/12/18 50-302 3 

80/12/18 50-327 P 

00/12/16 50-302 9 

80/12/11 50-344 8 

60/12/17 50-336 8 

80/11/26 50-307 ft 

00/12/17 50-320 0 

00/12/18 50-200 9 

80/12/10 50-324 8 

80/12/12 50-237 B 

00/12/12 TOPREP 

30/12/02 50-259 P 

80/12/12 50-124 F 

80/12/12 50-124 F 

80/12/02 50-259 P 

80/12/17 50-287 9 

80/12/02 50-259 P 

60/12/16 • 50-302 8 

60/ 12/ I I 50-166 F 

80/12/15 50-334 B 

80/ia/lB 50-155 8 

60/12/12 50-36? A 

80/12/12 SO-369 A 

80/12/15 50-334 8 

00/12/12 50-369 A 

80/12/12 50-369 A 

80/12/05 CONTRACT 
80/12/12 SO-369 A 

00/12/12 50-369 A 

80/12/11 50-366 0 

00/12/10 CDMUISSIOM 
GO/ia/tO COMMISSION 
80/12/10 COMMISSION 
80/12/10 COMMISSION 

00/12/ iO C0MMIB8I0M 
30/12/10 COMMIBSIDN 
80/11/19 50-403 Q 

80/12/10 COMMISSION 
80/12/10 COMPlI&aiON 

80/12/15 CONTRACT 
80/12/10 COMMISSION 
80/12/02 50-313 Q 

80/12/10 COMfiiaaiON 
80/12/15 CONTRACT 

00/11/12 50-285 Q 

00/10/30 50-334 Q 

00/12/09 CONTRACT 
80/11/19 50-373 0 

80/12/10 CQMMI89I0N 

80/12/12 30-305 Q 

80/12/10 COMMISSION 
00/11/20 50-346 0 

80/12/10 COMMISSION 
89/12/10 COMMISSION 

69/12/ 10 COMHIfiBIOM 
80/12/10 COMMISSION 
BO/ 11/18 40-7924 

00/12/10 COMMISSION 
90/1 1/1 a 40-7924 

80/11/18 40-7924 

80/12/10 C0KHIS3I0H 
80/12/10 C0MfllB9I0N 
80/11/18 50-346 P 

90/12/10 COMMISSION 

80/11 /ta 50-346 P 
00/12/12 50-279 F 

80/12/19 70-143 

80/12/12 50-275 F 

80/12/19 70-143 

80/12/19 70-140 

00/12/19 70-143 

00/1 1/28 50-334 P 

80/11/20 10-334 P 

80/1 £/EB 50-334 P 

00/12/ 12 50-443 A 

60/12/12 50-443 A 

80/12/09 71-401 

60/12/09 71-354 

60/11/20 50-440 Q 



466 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCEBStOM NUMOEB 


ENCLOSURE 

PRINCIPAL 

DGCUHENT 

DATS 

I8SU£D 

SUBJECT 

CATEODRV 

80tSS4OL73 

8012240173 

00712/09 

71-24 


&01SS4OL77 

8012240167 

aO/ 10/31 

50-302 

0 

0012240178 

8012240176 

80/11/10 

7O-B0Z 


0012240101 

8012240167 

00/10/31 

50-302 

0 

8012240184 

G012240I82 

00/11/23 

50-272 

p 

8012240187 

0012240182 

ao/fi/ 2 s 

30-272 

p 

0012240191 

8012240102 

80 / 11 /as 

50-272 

p 

8012240202 

8012240196 

80/12/10 

50-277 

p 

8012240207 

6012240196 

80/12/10 

50-277 

p 

8012240210 

0012240196 

80/12/10 

50-277 

p 

- 8012240231 

8012240217 

00/11/04 

50-322 

0 

B012240S26 

8012240217 

80/11/04 

50-322 

0 

6012240228 

B012240217 

80/11/04 

50-322 

0 

8012240233 

8012240217 

80/11/04 

50-322 > 

(Jk 

801 22402 SI 

8012240247 

00/11/13 

70-398 


801 22402 S3 

B012240247 

80/11/13 

70-398 


8012240256 

8012240242 

80/1 t/07 

50-293 

0 

8012240258 

8012240247 

00/11/13 

70-398 


001 2240841 1 

8012240247 

00/11/13 

70-398 


8012240262 

0012240299 

80/12/10 

50-29 

p 

8012240263 

0012240294 

80/12/01 

50-331 

Q 

8012240268 

0012240264 

80/ 12/16 

50-321 

8 

80 12240270 

8012240242 

00/ 11/07 

50-293 

0 

B012240271 

0012240266 

80/10/20 

50-29 

Q 

8012240277 

8012240266 

00/10/20 

30-29 

0 

e012240SBS 

8012240280 

00/12/16 

50-366 

8 

8018240294 

8012240290 

00/12/19 

30-202 

0 

8012240304 

8012240297 

00/12/ L6 

30-366 

0 

801224031? 

8012240317 

eO/12/04 

XPORTLIC 


8012240331 

0012240323 

60/11/25 

50-313 

Q 

8012240332 

8012240328 

80/12/19 

30-302 

P 

8012240396 

0012240392 

eo/n/24 

XPORTLIC 


8012240370 

8012240369 

80/11/17 

Proo 

8018240372 

8012240369 

00/12/12 

80-369 

F 

BDl 2240374 

001224036.9 

00/11/17 

Stat* Prog 

8012240377 

0012240369 

80/12/12 

50-369 

F 

8012240379 

0012340369 

80/11/17 

State Proa 

8012240380 

0012240375 

80/11/21 

XPORTLIC 


8012240381 

0012240369 

BO/ta/12 

50-369 

F 

0012240333 

S0122<1036S 

eo/it/17 

State Prog 

8012240370 

001224 0365 

ao/ii/17 

State Prog 

8012240373 

8012240365 

00/11/17 

State Prog 

0012240399 

6012240365 

80/11/17 

State Prog 

0012240404 

601224 0365 

00/11/17 

Btate Prog 

a0122404<>7 

. 8012240365 

ao/u/17 

State Prog 


0012240427 

8012240425 

00/12/22 

50-361 

G 

8012240428 

8012240425 

80/12/22 

50-361 

c 

8012240432 

8012240429 

00/12/12 

50-10 

0 

0012240434 

0012240433 

80/11/21 

40-0743 


0012240443 

6012240442 

00/12/01 

ORO 


0012290009 

0012290007 

80/09/25 

lOCFR 


0012290013 

0012290012 

80/10/29 

50-416 

A 

0012290015 

8012290012 

00/10/29 

50-416 

A 

BO 122900 18 

8012290012 

80/10/29 

30-416 

A 

0012290019 

0012290012 

80/ 10/ 29 

50-416 

A 

0012290022 

0012290012 

80/10/29 

50-416 

A 

8012290031 

0012290028 

80/12/10 

50-287 

0 

0012290030 

0012290035 

80/12/03 

50-lSS 

H 

801229006S 

0012290062 

80/12/12 

CaHHISSION 

8012290069 

8012290062 

80/12/12 

COMMISSION 

8012290073 

0012290062 

00/12/12 

COMMISSION 

8012290076 

8012290062 

80/12/12 

COMMISSION 

0012290081 

8012290062 

80/12/12 

COMMISSION 

8012290083 

0012290062 

00/12/12 

COMMISSION 

8012290008 

8012290062 

00/12/12 

COMMISSION 

601S29009S 

8012290091 

80/12/18 

50-466 

0 

801229010? 

8012290107 

80/12/01 

50-329 

0 

0012290157 

0012290154 

00/12/23 

50-280 

p 

0012290160 

8012290136 

00/12/18 

50-466 

T 

8012290167 

8012290156 

80/12/18 

50-466 

T 

8012290176 

8012290172 

00/12/17 

50-293 

R 

8012290179 

8012290174 

80/12/12 

50-289 

H 

8012290184 

8012290174 

80/12/12 

50-209 

H 

0012290169 

8012290174 

80/12/12 

50-289 

H 

0012290191 

8012290174 

00/12/12 

50-289 

H 

8012290195 

80 12290 1 74 

00/12/12 

50-289 

H 

8012290200 

0012290174 

00/12/12 

50-209 

H 

0012290202 

8012290174 

90/12/12 

50-209 

H 

0012290225 

8012290219 

90/12/13 

50-307 

0 

8012290227 

0012290222 

90/12/19 

50-397 

O 


ACCESSION NUHEER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8012290250 

8012290245 

80/12/12 

□RO 


0012290253 

8012290248 

80/12/19 

50-366 

S 

8012290259 

8012290255 

80/12/12 

REOOD 


0012290265 

8012290255 

80/12/12 

REOOD 


8012290266 

6012290258 

80/12/19 

30-366 

8 

BO 12290269 

8012290255 

60/12/12 

REOOD 


9012290272 

8012290267 

00/11/21 

50-267 

P 

8012290276 

8012290255 

00/12/12 

REOOD 


8012290292 

6012290255 

60/12/12 

REOOD 


0012290297 

6012290292 

80/12/23 

50-338 

P 

8012290303 

8012290301 

80/12/17 

50-312 

P 

8012290319 

8012290313 

00/12/17 

70-2623 


8012290326 

8012290321 

00/12/17 

50-250 

P 

0012290335 

8012290323 

60/12/19 

50-321 

8 

8012290345 

6012290331 

80/12/23 

50-293 

8 

0012290357 

8012290356 

00/12/11 

50-320 

H 

8012290370 

801 2290368 . 

, 60/12/11 

30-320 

H 

8012290380 

0012290377 

60/11/28 

50-269 

P 

0012290303 

6012290377 

60/11/28 

50-209 

P 

8012290393 

8012290390 

80/12/03 

50-389 

M 

8012290395 

8012290390 

60/12/03 

50-389 

M 

8012290399 

8012290390 

60/12/03 

50-389 

M 

8012290404 

8012290390 

60/12/03 

50-389 

M 

8012290405 

8012290403 

90/12/04 

COMMISSION 

8012290408 

8012290403 

80/12/04 

COMMISSION 

8012290409 

8012290401 

80/12/02 

50-220 

Q 

6012290412 

8012290406 

80/12/10 

50-237 

T 

8012290414 

8012290410 

80/12/19 

80-331 

S 

8012290420 

6012270401 

00/12/02 

50-220 

0 

801229042! 

8012290416 

80/12/10 

50-289 

0 

8012290426 

8012290401 

80/12/02 

50-220 

Q 

8012290428 

8012270422 

60/12/19 

50-331 

8 

6012290429 

0012290425 

80/12/17 

50-286 

6 

6012290430 

0012290423 

aO/12/12 

50-528 

0 

8012290431 

8012270401 

80/12/02 

50-220 

Q 

6012290434 

0012290401 

60/12/02 

50-220 

Q 

8012290437 

8012290432 

SO/12/17 

50-333 

8 

6012290438 

8012290433 

00/12/16 

50-313 

F 

8012290442 

8012290435 

60/12/17 

50-267 

6 

8012290445 

8012290440 

aO/12/17 

50-320 

F 

6012290446 

8012290401 

80/12/02 

50-220 

0 

0012290447 

8012290439 

80/12/17 

50-333 

s 

8012290450 

8012290401 

80/12/02 

50-220 

Q 

B012290451 

0012290441 

80/12/17 

50-333 

6 

8012290452 

0012290449 

80/12/17 

50-320 

F 

8012290453 

8012290443 

80/12/17 

50-333 

8 

8012290455 

8012290440 

80/12/19 

50-281 

8 

8012290460 

8012290443 

60/12/19 

50-281 

6 

8012290461 

6012290456 

60/12/17 

50-289 

F 

8012290469 

0012290464 

80/12/16 

50-275 

F 

6012290473 

6012290464 

00/12/16 

50-278 

F 

8012290474 

8012290468 

80/12/17 

50-333 

B 

8012290479 

8012290476 

60/12/11 

lOCFR 


8012290482 

0012290477 

80/12/17 

50-320 

F 

8012290483 

6012290476 

SO/ 12/11 

lOCFR 


8012290404 

8012290480 

00/12/04 

50-269 

P 

8012290405 

8012290476 

80/12/11 

lOCFR ' 


8012290492 

8012290466 

80/12/09 

QA999 


8012290494 

0012290490 

80/12/17 

50-320 

F 

8012290500 

8012290497 

00/12/17 

50-320 

F 

8012290501 

8012290493 

60/12/15 

50-3 

T 

6012290503 

8012290499 

80/12/05 

50-244 

P 

6012290506 

8012290504 

80/12/17 

50-320 

F 

8012290507 

8012290493 

80/12/15 

50-3 

T 

8012290510 

8012290504 

80/12/17 

50-320 

F 

0012290531 

8012290327 

00/12/01 

70-1308 


0012290538 

8012290335 

80/12/04 

50-367 

0 

8012290562 

6012290558 

80/12/09 

50-289 

T 

8012290589 

8012290585 

80/12/10 

SECY 


8012290593 

8012290585 

80/12/10 

SECY 


8012290640 

8012290636 

80/12/05 

50-409 

T 

8012290645 

8012290636 

80/12/05 

50-409 

T 

8012290655 

0012290651 

80/12/22 

50-250 

P 

8012290657 

8012290651 

60/12/22 

50-250 

P 

8012300003 

8012300001 

80/10/21 

50-247 

Q 

8012300009 

8012300005 

80/12/02 

QA999 


8012300016 

0012300005 

60/12/02 

QA999 


8012300010 

8012300005 

60/12/02 

0A999 


8012300024 

8012300013 

80/12/03 

50-448 

M 

8012300026 

8012300005 

80/12/02 

QA999 




ACCESSION 


ENCLOSURE 

0012300030 

0012300039 

0012300040 

0012300091 

0012300096 

8012300053 

8012300059 

0012300060 

0012300063 

0012300070 

0012300075 

0012300000 

0012300004 

0012300091 

0012300093 

80 12300097 
0012300109 
0012300113 
0012300124 
0012300129 

8012300130 

8012300142 

0012300194 

0012300160 

0012300163 

0012300169 
0012300177 
80 12300 109 
8012300199 
8012300199 

8012300203 

0012300219 

0012300221 

0012300229 

8012300230 

8012300239 
8012300237 
0012300299 
GOl 2300262 
8012300968 

8012300269 
8012300271 
8012300272 
BO 12300273 
0012300279 

0012300277 

8012300279 

80123002B2 

8012300203 

8012300309 

8012300310 

8012300333 

0012300334 

0012300341 

0012300344 

8012300349 

8012300374 

0012300379 

0012300377 

0012300301 

8012300304 

8012300397 

0012300402 

0012300407 

0012300410 

8012300419 

8012300420 

0012300427 

8012300433 

8012300444 

0012300497 

0012300468 

0012300479 

8012300403 

8012300486 

8012300480 

8012300493 

0012300498 

8012300512 

8012300913 


CROSS REFERENCE OF ENCLOSURES 

TO PRINCIPAL DOCUMENTS 467 


NUNQER 


PRINCIPAL 

DOCUMENT 

8012300013 

B012300034 

0012300013 

0012300049 

0012300093 

8012300049 

8012300095 

8012300053 

8012300045 

8012300049 

8012300069 

8012300045 

B0123000B1 

0012300087 

8012300090 

8012300087 

8012300104 

8012300104 

8012300118 

8012300122 

8012300110 

8012300139 

8012300149 

8012300153 

8012300158 

8012300169 

8012300173 

8012300173 

8012300109 

8012300109 

8012300196 

8012300208 

8012300218 

G0123Q022S 

0012300227 

0012300231 

0012300231 

0012300299 

8012300260 

8012300266 

8012300264 

8012300266 

0012300267 

0012300264 

0012300270 

8012300266 

8012300266 

8012300270 

8012300266 

8012300302 

0012300302 

0012300324 

0012300320 

8012300324 

8012300338 

0012300324 

0012300369 

0012300371 

8012300369 

8012300369 

0012300369 

0012300393 

0012300390 

8012300401 

8012300406 

8012300411 

8012300414 

0012300422 

0012300429 

8012300430 

8012300451 

8012300465 

8012300471 

8012300478 

0012300482 

0012300489 

8012300490 

8012300495 

8012300501 

8012300908 


DATE 

ISSUED 

80/12/03 

80/10/17 

80/12/03 

00/11/09 

00/12/09 

00/11/09 

00/12/06 

00/12/09 

00/11/09 

80/11/09 

80/12/09 

80/11/09 

80/12/11 

00 / 12/11 

80/12/10 

80/12/11 

00/12/19 

80/12/19 

80/12/19 

80/12/11 

00/12/19 

00/12/16 

80/12/10 

80/11/09 

80/12/19 

80/10/14 

80/11/09 

80/11/09 

00/12/17 

00/12/17 

00/11/20 

80/12/16 

80/09/30 

80/12/03 

80/12/18 

80/12/24 

00/12/24 

00/12/17 

00/12/10 

80/12/18 

80/12/18 

80/12/18 

00/11/24 

00/12/18 

80/11/28 

00/12/10 

80/12/10 

80/11/28 

80/12/10 

80/12/19 

00/12/19 

00/12/01 

00/12/23 

00/12/01 

80/12/22 

80/12/01 

80/12/19 

80/12/00 

00/12/19 

80/12/19 

80/12/19 

00/12/22 

00/12/19 

00/12/19 

00/12/23 

90/12/24 

80/12/19 

80/12/23 

80/12/19 

80/12/24 

00/12/24 

00/12/18 

00/12/23 

80/12/19 

80/12/29 

80/12/26 

80/12/18 

80/12/23 

80/12/26 

80/12/24 


SUBJECT 

CATEOQRY 

90-443 M 

70- 830 

90-449 M 
90-277 Q 
30-387 0 

30-277 0 

90-195 0 

90-387 0 

90-277 Q 
90-277 Q 

90-307 0 

90-277 Q 
50-237 0 

90-247 Q 
90-237 Q 

90-247 Q 
90-247 Q 
90-247 Q 
90-10 0 

50-237 0 

90-10 Q 
CONTRACT 
CONTRACT 
90-320 Q 
CON FR ACT 

80-209 0 

90-272 Q 
90-272 0 

90-320 0 

90-320 0 

30-142 C 
CON rR ACT 
CONTRACT 
90-449 N 
CONTRACT 

TOPREP 
TOPREP 
90-397 K 

71- 102 

50-466 0 

50-209 0 

90-466 0 

50-344 F 
90-209 0 

90-171 R 

90-466 0 

50-466 0 

90-171 R 
90-466 0 

90-282 P 

90-202 P 
90-237 0 

90-290 P 
90-237 0 

50-445 C 

90-237 0 

90-361 K 
90-482 C 
50-361 K 
90-361 K 

50-361 K 
80-244 P 
90-324 8 

50-293 8 

90-295 9 

90-261 0 

90-269 B 
90-199 8 

90-325 8 

90-327 a 

90-344 0 

90-331 9 

90-207 8 

90-309 B 
TOPREP 

50-297 a 
90-320 8 

50-269 9 

90-302 8 

40-8749 


ACCESSION NUMBER 


PRINCIPAL 
ENCLOSURE DOCUMENT 

8912300920 8012300514 
9012300925 8012300922 
8012300529 8012300926 
9012300930 8012300923 
8012300539 9012300919 

0012300537 0012300931 
0012300939 8012300533 
0012300946 9012300942 
8012300947 8012300543 
0012300940 B012300541 

8012300398 0012300593 
8012300964 0012300999 
8012300969 0012300560 
0012300567 8012300562 
0012300973 0012300968 

0012300979 0012300979 
0012300902 0012300977 
8012300589 8012300903 
0012300990 8012300971 
8012300996 0012300987 

0012300600 0012300975 
0012300609 0012300970 
80 1 2300611 BO123OOS90 
8012300613 0012300578 
8012300622 8012300614 

8012300624 0012300618 
0012300629 0012300619 
0012300631 0012300614 
8012300633 0012300614 
0012300638 0012300630 

0012300643 0012300634 
B012300644 8012300636 
8012300647 0012300640 
8012300649 8012300640 
8012300693 0012300640 

8012300699 8012300694 
0012300662 8012300699 
8012300664 8012300694 
8012300669 0012300692 
8012300667 0012300699 

0012300660 0012300694 
0012300670 8012300697 
0012300675 8012300694 
00 1 2300676 00 1 2300697 
0012300677 0012300694 

BD123OO601 8012300699 
8012300692 0012300654 
0012300606 6012300699 
80123006D8 6012300694 
0012300692 8012300654 

0012300696 9012300654 
8012300677 BOl 2300691 
8012300700 Q012300691 
8012300702 6012300694 
8012300706 9012300694 

8012300707 8012300704 
8012300710 001 2300704 
8012300711 0012300694 
0012300716 0012300713 
0012300717 0012300654 

8012300721 0012300713 
8012300723 8012300694 
0012300724 0012300713 
0012300720 00 1230 0654 
0012300731 0012300694 

0012300733 8012300694 
8012300790 8012300759 
0012300790 0012300786 
SO 12300793 8012300786 
0012300795 8012300706 

801231000B 8012310006 
S0123I00tt 0012310015 
8012310031 0012310026 
8012310039 0012310033 
6012310042 8012310033 

8012310044 0012310033 
8012310047 0018310033 
8012310053 0012310090 
8012310059 6012310091 
8012310063 8012310096 


DATE SUBJECT 

ISSUED CATEGORY 

00/12/23 90-260 6 

00/12/23 90-244 6 

00/12/22 90-309 R 

80/12/23 90-340 8 

80/12/34 30-327 9 

00/12/24 30-296 8 

00/12/22 80-340 8 

00/12/10 50-333 S 

00/12/23 90-364 8 

60/12/23 90-327 8 

80/12/17 30-344 9 

80/12/24 90-327 6 

60/12/17 30-344 9 

00/12/19 30-267 9 

60/12/22 90-344 8 

60/12/23 90-324 8 

80/12/23 50-299 8 

60/12/23 50-324 8 

80/12/17 50-329 8 

80/12/29 50-466 0 

90/12/26 90-29 B ' 

60/12/22 50-263 P 

80/12/22 90-263 P 

60/12/22 50-263 P 

60/11/21 50-278 P 

60/12/19 90-277 R 

90/12/24 . 90-299 9 

ao/ 11/21 90-298 P 

aO/11/21 90-290 P 

00/12/23 90-333 9 

90/12/23 90-239 8 

90/11/26 80-367 A 

90/12/12 90-220 P 

90/12/12 90-220 P 

90/12/12 90-220 P 

60/12/18 90-466 T 

90/12/ 17 90-333 B 

80/i2/;t8 90-466 T 

80/12/23- 90-918 R 

00/12/ I fl 90-334 0 

90/12/18 90-466 T 

00/12/16 50-334 8 

00/12/ le 90-466 T 
00/12/18 50-334 8 

80/12/16 50-466 f 

80/12/19 50-334 8 

00/12/18 50-466 T 

GO/12/ia 50-334 8 

ao/12/ia 50-466 T 
80/12/lQ 90-466 T 

00/12/10 50-466 T 

80/12/10 90-293 P 

80/12/10 90-293 P 

80/12/18 90-466 T 

80/12/13 90-466 T 

00/11/21 50-271 P 

00/11/21 50-271 P 

80/12/10 50-466 T 

80/12/10 50-299 P 

80/12/18 50-466 T 

90/12/10 90-259 P 

60/12/10 90-466 T 

80/12/10 50-299 P 

80/12/10 50-466 T 

80/12/10 90-466 T 

SO /I 2/ 18 50-466 T 

90/f 1 /20 ACR8 
90/12/09 90-254 P 

00/12/09 90-294 P 

00/12/09 90-254 P 

00/11/24 30-331 F 

00/12/08 90-330 P 

80/11/29 NUREO 
80/12/19 90-339 0 

0O/l2/ia 90-330 0 

80/12/19 90-339 Q 

80/12/19 90-339 0 

aO/U/20 90-566 0 

00/12/02 90-344 F 

00/11/21 50-438 0 
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ACCESSION 

ENCLOGURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8012310071 

0O1231QO6S 

80/12/04 

50-266 

P 

8012310091 

0012310085 

80/12/09 

30-269 

Q 

0012310102 

0012310096 

80/12/11 

50-247 

Q 

0012310106 

0012310096 

00/12/11 

50-247 

Q 

8012310193 

0012310107 

00/12/23 

TOP REP 


8012310190 

0012310187 

80/12/23 

TOPREP 


0012310201 

8012310187 

□0/12/33 

TDPREP 


6012310210 

0012310215 

00/12/01 

71-35 


60123 1022B 

DO 12310222 

00/12/24 

50-209 

T 

«"123 10229 

0012310227 

80/11/19 

50-344 

a 

6012310232 

0012310222 

00/12/24 

50-209 

r 

6012310234 

6012310231 

00/13/03 

50-520 

Q 

6012310238 

8012310222 

00/12/24 

50-209 

T 

6012310242 

6012310239 

80/11/21 

50-261 

Q 

6012310S44 

(3012310222 

00/12/34 

50-269 

T 

6012310249 

0012310223 

00/12/24 

50-209 

T 

6012310262 

0O1231O25B 

30/ 11/10 

50-445 

M 

6012310269 

0012310208 

00/12/22 

50-237 

0 

0012310295 

0012310293 

00/ 12/18 

50-413 

Q 

0012310290 

0012310296 

80/ 12/30 

50-424 

0 

B0123 10299 

BO 12310293 

00/ 12/10 

50-413 

Q 

B0123 10305 

0012310303 

60/12/30 

50-537 

D 

BO 123 10312 

0012310309 

80/12/22 

50-155 

6 

0012310317 

8012310315 

80/12/30 

50-461 

K 

QQ123I0323 

8012310320 

00/12/17 

50-270 

3 

0012310328 

0D1231O321 

GO/ 12/26 

50-346 

8 

8012310330 

0012310325 

80/12/22 

50-330 

8 

0012310333 

0012310316 

80/12/22 

50-330 

8 

0012310337 

0012310319 

80/12/26 

50-346 

S 

0012310393 

0012310391 

(30/12/02 

COMMISSrON 

0012310399 

0012310390 

00/12/15 

50-340 

P 

BO 123 10398 

0012310391 

00/12/02 

COMMISSION 

0012310403 

0012310391 

60/12/02 

COHMIBSION 

B012310419 

0012310411 

BO/U/19 

SO-32B 

0 

0012310433 

0012310426 

BO/IL/04 

50-255 

Q 


ACCE3SI0^4 NUMflER 


PRINCIPAL DATE SUBJECT 

ENCLaSURE DOCUMENT ISSUED CATEGORY 


B012310437 8018310430 00/11/84 71-^728 

G018310447 8012310442 00/11/21 90“331 0 

0012310439 80123104S3 SO/ll/19 50-346 Q 

0012310470 8012310464 80/11/03 30-373 Q 

0012310402 0012310470 80/11/18 30-346 Q 

B0123 10500 0012310498 80/11/20 SO-266 Q 

0012310908 0012310503 80/11/29 90-460 Q 

0012310310 0012310904 00/10/30 90-320 H 

0012310911 0012310906 00/11/20 90-341 0 

B012310318 8012310314 00/10/21 50-341 0 

00 123 10337 8012310534 80/11/07 40-7402 

8012310930 8012310535 80/11/20 50-344 Q 

0012310943 8012310534 80/11/07 40-7402 

0012310546 0OI23IO541 80/11/13 90-360 0 

0012310350 8012310334 80/11/07 40-7402 

8012310554 0012310949 80/11/19 90-133 0 

9012310573 0012310534 80/11/07 40-7402 

0012310377 0012310534 80/11/07 40-7402 

0012310979 0012310979 00/11/24 CONTRACT 

8012010501 8012310934 00/11/07 40-7402 

8012310507 8012310534 00/11/07 40-7402 

BOI2310990 8012310583 80/12/09 50-295 0 

0012310592 0012310534 80/11/07 40-7402 

0012310590 0012310934 80/11/07 40-7402 

0012310602 0012310595 00/11/26 CONTRACT 

8012310605 8012310334 00/11/07 40-7402 

8012310619 8012310616 00/09/16 70-143 

B0123 10624 0012310620 80/09/30 CONTRACT 

8012310630 0012310629 80/12/09 50-10 Q 

0012310608 0012310639 80/11/24 50-213 P 



APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to tlte day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted witli construction permit application, 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item S. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect tlie status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safely Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters higlillglited by an event at 
another facllitj' which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of tire application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Ha 2 ards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 
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3. Transmittal and acknowledgement letters. 

4. Certificates of service to the PSAR. 

C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2 . Amendments and supplements to the ER, 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

Tills category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection witli above, 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES of FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on tlie phase of the licensing process. 
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1. Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER, 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in tliis category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Healtli Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safely and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings, 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from intervenors, 

7. Board orders and decisions. 

8. Petitions for Commission aetjon, 

9. Legal filings and Commission orders and decisions resulting from item 8. 


i 


471 



H. GENERAL CORRESPONDENCE 


This category includes documents witli little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

L Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists, 

4. NRC requests to applicant for, additional copies of documents. 

5. Correspondence from tlie public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support » concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

/ This category contains all fiiiancial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties, 

1. Company annual reports. 

2, Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1, Indemnity agreements and amendments, 

2, Endorsements insurance policies. 

3, Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS .REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report), 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

Certificates of service to the ;FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments, 

1 . Correspondence pertaining to work performed under LWA’s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review”. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, wliich are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceeduigs. 

7. Minutes at ACRS Subcommittee Meetings, 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

Tlris file assumes tlie position of the Application/Constiuction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1, Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3. Backup technical documents (e,g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. AH general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plah (STP), 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10, Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11, Owner’s group meeting announcements and reports. 

12, Quality assurance information. 

13. Environmental matters (technical). 

14, Emergency core cooling system documents. 

15, Radioactive waste information. 

16. Correspondence regarding expansion of spuii fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin, 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports, 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence, 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance, 

6. Pre-service and in-service inspections and procedures, 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN’s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
This category includes periodic reports of a routine nature, 

1. Monthly, semiannual, or annua! operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES, PNO’S, PNS’S AND RELATED CORRESPONDENCE 

Tliis category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events, This includes: 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LER’s) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.5 Se. 

5. Preliminary Notification of Occurrence (PNO’s) and Preliminary Notification of Safeguards 
Events (PN’s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission, 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 



8. Corrections to above items. 


U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 

This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodies/committees appointed by the 
Executive or Legislative Branches. 

2 . Preparatory and backup documents for item 1. 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters, 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet, 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

Tliis file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts, 

3. Technical documents submitted in support of items 1 and 2, such as; Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR - Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes; 

1 . Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence, 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings, 


ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. Tlie committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1 . Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available, 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, includiiig: 

1 . Incoming and outgoing correspondence to and from tne Conunissioners relating to official 
NRC business, including reports and other enclosures. 
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2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 


3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see lOCFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEG and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance, 

4. Contractual documents and contract modifications, if any. 


MSCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978, 


FOIA - Freedom of Information Act Requests and Releases 

Tills category contains requests for agency records and records released in accordance with the 

provisions of the Freedom of Information Act (FOIA), Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year-numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Records or portions of records released in response to specific requests made under FOIA. 


GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation, 

1, Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2, Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 
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3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


I&E - Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office of 

Inspection and Enforcement. These issuances describe particular events that occur at a facility 

that may require some follow-up action on the part of licensees. Also included in this category 

are preliminary notifications of events (PNOs). 

1. I&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2, I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly after an event has occurred. 

3, I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance, 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Qof Individual docket categories, 


MISC - Public Document Room Miscellaneous 

Tlris category contains documents that do not fall into the scope of the other non docketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S, Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1. These reports are normally Anal work products and are characterized by the following criteria: 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions, 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports. 


479 



ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of tlie Office of Standards Development. 

4 . Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR — Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2 . Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM — Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2 . Federal Register cause notices of the filing of the petition. 


480 



3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 

NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 


PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) Is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters, These are 
die same categories as those used for tire Docket 50 series, 

A. Application/Construction Stage 

1. Application submitted by the utility, 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR, 

3. Applicant’s Quality Assurance Manual, 

4. Early site review information, 

5. Backup technical documents submitted in support of the application, 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, ordc'rs, et al. pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1, Submittals and related material pertaining to the .antitrust review. 
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Q. Inspection Reports 


1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 — NoncompUance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by tlie Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of Inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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Stan tor implementing specific parts of the NRC’s regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide, 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups, Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of researcli 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are; 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

Tliis category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of tlie presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding, 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

Tills category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given Issue and require Commission action, 

2. Consent Calendar items and Policy Session Items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see tlie NRC Commissioners category, 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments, Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations ;I.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. ' Agreement State licensing Statistics Reports, 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

Tills category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence tliat is not docket specific is also included in this category. 

1 . Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s Interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of higli-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings In which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRC’s advisory role in providing DOE v/ith technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense .wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

Tills category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are; 

1 . License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of ense would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Dcenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Cormnission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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